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E 

Electrical    Department; 

Apparatus,    How    to    Dry    Out    Electrical,    453. 

•Arc   Welder,   Portable,   344. 

•Arc  Welding,  228. 

Armature  Winding  in  Railway  Motors,  269. 

•Butte,    Anaconda    and    Pacific,    Electrification 

of,    146. 
Cars,  A  Novel   Method  of  Coupling,  452. 
Coal  Hoisting,  Electricity  for,  384. 
•Compressors,    Electrically  Driven,  453. 
•Conveyer    Scales,    Electric,    384. 
•Crane,   100  Ton   Electric,  267. 
Davlight,  The  Production  of  Artificial,  452. 
Draining  Pumping,  Electric  Motor  for,  384. 
•Electric  .Appliances  on  the  Panama  Canal.  2. 
Electric  Exert  More  Power  Than  Steam  Loco- 
motives,  335. 
Electric   Fan,   Another  Use  of,  309. 
Electric  Motors  for  Machine  Tools,  105. 
Electric  Passenger  Traffic,    154. 
Electricity,   Development   of,   457. 
Electricity  for  Heating,  95. 
Electricity,  Milk  Sterilized  by,   107. 
Electricity,  Seasoning  Timber  by,  7. 
Electrification,    Swiss    Report,    147._ 
Electrification,  The  New  Haven,  17/. 
•Electro    Magnetic   Hammer,    309. 
Field  Control,   175. 
Flagman,   The   -Automatic,   229. 
•Gas-electric   Car   for  the   Electric   Short    Line 

Railway.   269. 
Lamp,  The' Carbon  Incandescent,  344 
•Lightning  Arrester,  Aluminum  or  Electrolytic. 

308. 
•Linotype  Posts,  Electric,  383. 
•Locomotive   Design,    Electric.  68. 
•Locomotive,    Electric    for    the    Gait,    Preston 

and  Hespler  Ry.,  106  . 

Locomotive,    Interesting   Electric.   229. 
•Locomotive,   New   High   Speed  of   New   ^  ork 

Central,  427.  ,         u       ^  .•    „ 

•Locomotives,    Electric     for    the     Connecticut 

Company,   30.  ,       ^  , ,     j      \ 

•Locomotives.    Electric    for   the    Oakland,    An- 

tioch  and   Eastern,    192. 
•Locomotives,    Electric   for   the   Panama    t-anal 

Locks,   193. 
•Locomotives,   Storage  Battery,  31. 
Mica,    Undercutting,    367.  . 

Milk,  Electricity  Used  for  Sterilizing,  43-. 
Modern   Warfare,   Electricity  in     .;88. 
Monev  Counted  by  Electricity.  343. 
Oil  Wells.  Electric  Motors  for,  344. 
Ozone    Machines.    30. 
Planers,    Electrically   Dnven,   343. 
Rail  Bonds,  69.  „„„„;„, 

•Railway     Motor,    Interpole    or     (.  ommutating 

Pole.   419.  ,„        .     ..      ,      ,., 

•Resuscitation   from   Electric   Shock.    19-. 
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On  the  Chicago,  Milwauhee  ®  St.  Paul  Railway 


The  first  steel  train  to  be  operated  be- 
tween Chicago  and  Puget  Sound  was  run 
on  the  Chicago,  Milwaukee  &  St.  Paul, 
and  the  Chicago,  Milwaukee  &  Puget 
Sound  Railways.  So  popular  did  it  im- 
mediately become  that  there  arc  now  two 
trains  daily,  known  as  "The  ( )lymi)ian" 
and   "The   Columbian." 

The    new     railway    throughout    is    as 


every  want  supplied  alniM^t  belore  lie 
realizes  its  existence.  "The  Columbian" 
is  also  a  steel-constructed  train  from  end 
to  end,  offering  the  same  high  excellence 
of  service  as  "The  Olympian"  and  with 
the  latter  provides  uneipialed  double 
daily  service  on  the  only  steel  trains  to 
and   from   the   Pacific   Northwest. 

The    locomotives,    of    wliicli    there    are 


tlie  route,  the  largest  being  that  at 
Mobridge  in  South  Dakota,  where  the 
track  crosses  the  Missouri  River.  Our 
illustration  shows  one  of  the  numerous 
smaller  bridges  which  are  all  of  steel, 
rcstirg  on  concrete  piers.  Of  these  there 
are  a  large  number  in  that  position  of 
the  track  passing  through  the  Hitter  Root 
.Mountains,    where,    in    spite   of   the   great 


CLE.NR  CREEK  BRIDGE,  BITTER  ROOT  MOfNT.MNS,  eH 


thoroughly  well  constructed  as  the  best 
engineering  knowledge,  experience  and 
skill,  backed  with  unlimited  capital,  could 
make  possible,  and  holds  the  record  for 
rapidity  in  railroad  construction,  the  en- 
tire 1,400  miles  having  been  built  in  the 
remarkably  short  period  of  less  than 
three  years.  The  service  on  the  "The 
Olympian"  so  nearly  attains  perfection 
that  even  the  most  fastidious  and  dis- 
criminating   .Atncrican    traveler    finds    his 


1,957,  are  nearly  all  of  recent  construc- 
tion, a  large  number  being  added  during 
the  last  two  years.  The  trains  are  steel 
constructed  from  end  to  end,  and  are  not 
surpassed  in  point  of  substantial  con- 
struction or  elegant  finish  by  anything  in 
the  world.  Of  the  7,512  miles  of  track 
already  in  operation,  the  roadbed  will 
compare  favorably  with  the  best  of  the 
Eastern  roadbeds.  Numerous  steel 
bridges    span    the    many    rivers    crossing 


;.\ll.u.\v. 


natural  difiicullies.  an  evencss  of  grade  has 
been  maintained  in  the  greater  portions 
of  the  road  at  all  seasons  of  the  year.  The 
scenery  is  of  the  inost  gorgeous  kind, 
varied  with  endless  regions  of  timber- 
covered  slopes,  cliffs,  canyons  and  gla- 
ciers, interspersed  by  mountain  streams 
and  lakelets,  which  arc  rapidly  becoming 
to  be  observed  as  the  wonderland  of  the 
West,  and  bid  fair  to  outrival  the  pan- 
oramic  splendors  of  the  old   world. 
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ELECTRICAL  APPLIANCES   ON   THE   PANAMA  CANAL 


Phenomenal  Centralized  Control 
System     for     the      Canal      LocKs 


The  electrical  specification,  design  and 
manufacture  of  the  Panama  Canal  cen- 
tralized control  system  may  properly  be 
regarded  as  one  of  those  imdertakings 
which,  from  an  engineering  standpoint, 
not  only  arouses  a  lively  interest  but  also 
presents  an  opportunity  for  much  valu- 
able instruction.  The  interest  results 
mainly  from  the  immensity  of  the  canal 
project  itself,  and  the  instruction  from 
a  consideration  of  the  methods  emjiloyed 


were  prepared  under  the  supervision  of 
.Mr.  Kdward  Schildhauer,  electrical  and 
mechanical  engineer.  Isthmian  Canal 
Conunission. 

GENER.\TIUN     AND    DISTRIBUTION. 

The  power  system  for  the  operation  of 
the  locks,  towing  locomotives,  lights  for 
the  locks  and  buildings,  and  motors  not 
directly  connected  with  the  lock  control, 
is  composed  of: 


up  or  down  at  Gatun  and  Miraflores,  de- 
pending on  which  of  the  two  plants  is 
supplying  power ; 

Thirty-si.x  2,200-240  volt  transmission 
stations  for  power,  traction  and  light  at 
Gatun,  Pedm  Miguel  and  Miraflores 
locks ; 

Three  2.200-220-110  volt  transformer 
stations  for  the  control  boards  at  the 
locks ; 

Stations    at    Cristobal    and    Balboa    for 


if  r 


(  KNTK.M.IZKl)   CIJ.MUOI.    I',().\HI)    l-ni<    .M  1  K.\l- l.c  iNKS    LOCKS. 


to  insure  the  passage  of  even  the  largest 
ships  afloat  across  the  isthmus  with  speed 
and  safety.  The  complete  operation  of 
the  canal  locks,  terminals  and  au.xiliary 
ccjuipment  utilizes  electrical  energy 
throughout,  with  the  present  exception 
of  the  Panama  Railroad,  the  electrifica- 
tion of  which  is  under  contemplaiion. 

The  specifications  for  the  entire  gen- 
erating, lock  controlling  and  disirilmiion 
system   for   operating   the    Panam.i    (anal 


A  7,500  kv-a,  2,200  volt  hy<lroelectric 
power  plant  at  the  Gatun  Uam  ; 

A  4,500  kv-a,  2,200  volt  Curtis  turbo- 
generator electric  power  plant  at  Mira- 
llores  for  emergency,  lately  used  to  sup- 
ply power  for  construction  work  ; 

A  double  44,000  volt  transmission  line 
across  the  isthmus,  connecting  Cristobal 
and  Ballioa  with  the  two  power  plants ; 

I-"..ur  44,000-2.200  volt  substations,  step- 
ping  d.pwM   at   Cristobal  and   Balboa,  and 


coal   handling   plants,   machine   shops  and 

dry  docks. 

rowER    sup]•I.^    .\Nn   control    panels   for 

LOCK    MACHINERY    MOTORS. 

Current  for  the  lock  machinery  and 
towing  locomotives  is  transformed  from 
the  2,200  volt  system  in  the  immediate 
vicinity  of  where  it  is  used.  There  are 
a  total  of  thirty-six  transformer  stations 
for  all  locks. 

To    give    an    idea    of   the    number    and 
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sizes  of  motors  to  be  controlled  in  oper-  and  miter  forcing,  are  started  by  being 
ating  the  lock  machinery,  the  following  thrown  directly  on  the  Hne.  Two  double- 
table  is  interesting:  pole  contactors  are  used,  one  for  forward 

Motors 

each  Number  of  Motors.                        Total 

Machine        r~ 

Machines  and  Operation.        and  H.  P.  Gatun. 

Miter  gate,  moving,  each  leaf...     1 — 25  40 

Miter  gate,  miter  forcing 1 —  7  20 

Fender  chain,  main  pump 1 — 70  16 

Fender  chain,  operating  valve..     1 —     Yz  16 

Rising  stem  gate  valve 1 — 40  56 

Cylindrical  valve   1 —  7  60 

Guard  valve   1 — 25  6 

Auxiliary  culvert  valve 1 —  7  4 

Totals    21S          122          160          500          12,020 


Ped.  M. 

Mira. 

Total. 

Horse 
Power. 

24 

28 

92 

2,300 

12 

14 

46 

322 

16 

16 

48 

3,360 

16 

16 

48 

24 

24 

36 

116 

4,640 

20 

40 

120 

840 

6 

6 

18 

450 

4 

4 

12 

84 

control  connections  are  arranged  in  such 
manner  that  each  individual  machine  may 
be  controlled  locally.  This  arrangement 
provides  for  emergency  operation  should 
the  control  circuits  from  the  central  con- 
trol house  be  out  of  order. 

LOCATION    AND    OPER.ATION    OF    LOCK 
MACHINERY. 

From  an  operating  standpoint  the  ma- 
chinery was  placed  below  the  coping  of 
the  lock  walls,  thus  affording  a  clear  space 
for  maneuvering  ships  and  protecting  the 
apparatus  from  the  weather  without  erect- 
ing numerous  houses. 

The  mitering  gates  consist  of  two  mas- 
sive leaves  pivoted  on  the  lock  walls 
which     operate     independently     of     each 
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There  are  many  motors  not  included 
above,  as,  for  instance,  those  for  the  spill- 
way gates,  for  the  hand  rails  on  the  miter- 
ing gates  and  for  the  sump  pumps.  The 
spillway  gates  are  remote  controlled  from 
a  special  control  board,  and  the  control 
of  the  hand  rail  motors  is  given  in  con- 
nection with  the  discussion  of  mitering 
gates. 

The  motors  are  started  and  controlled 
by  contactor  panels  located  near  them, 
the  contactors  of  which  handle  the  main 
motor  currents.  These  contactors  are 
controlled  from  the  central  control  house. 
The  smaller  motors,  including  those  for 
cylindrical  valves,  auxiliary  culvert  valves 


and  (me  for  reverse.  In  the  case  of  larger 
motors  for  miter  gate  moving,  rising  stem 
valves  and  guard  valves,  a  starting  point 
with  resistance  in  two  legs  of  the  three- 
phase  circuit  is  provided. 

In  all  cases  the  contactors  are  operated 
from  the  control  boards — to  be  described 
later — by  three  wires,  one  for  forward, 
one  for  reverse  and  a  common  return. 
In  the  case  of  panels  having  a  starting 
point,  the  period  during  which  the  motor 
remains  on  the  resistance  is  automatically 
controlled  by  a  dashpot,  so  that  the  start- 
ing operation  at  the  control  house  is  the 
same,  simply  energizing  a  forward  or 
reverse   wire   as   the   case   may   be.      The 


other.  A  pair  of  gates  is  located  where 
each  change  of  level'  occurs  and  divides 
the  locks  into  1,000-foot  chambers.  In 
addition  to  these  gates,  at  lake  and  ocean 
ends  are  duplicate  pairs  of  gates  used  as 
guard  gates.  To  handle  the  vessels  of 
various  sizes  with  the  minimum  use  of 
water,  mitering  gates  of  the  same  descrip- 
tion as  those  above  are  installed,  dividing 
1,000- foot  locks  into  two  compartments. 
These  gates  are  termed  intermediate 
mitering  gates.  When  the  mitering  gates 
are  closed  they  are  what  might  be  termed 
clamped  in  this  position  by  a  device  called 
a  miter  forcing  machine. 

On  the  top  of  all  mitering  gates  a  foot 
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walk  with  haiul  rails  is  provided.  When 
the  gates  are  opened  and  in  the  recesses 
provided  for  them  in  the  lock  walls,  these 
hand  rails  would  interfere  with  the  pass- 
ing of  the  lowing  locomotives,  except  in 
the  case  of  the  lower  guard  gates.  The 
hand  rails  are  therefore  made  to  he  raised 
and  lowered.  This  is  done  hy  a  motor 
under  the  foot  walk,  controlled  from  the 
lock  wall.  Near  the  apiiroacli  t.>  eacli 
foot  walk  a  controller  is  located  in  the 
lock  wall  Hush  with  the  surface,  this  con- 
troller being  oiierated  l)y  a  foot  push. 
If  the  gates  are  closed  and  the  hand  rails 
are  down,  and  it  is  desired  to  cross  on 
the  gates,  the  foot  pusli  is  pressed  and 
the  hand  rails  are  raised  l)y  their  motors. 
This  is  true  not  only  of  the  Iiand  rails  on 


at  the  lower  end.  These  chains  are  main- 
tained in  a  taut  position  when  the  gates 
Iiehind  are  closed,  and  are  lowered  when 
the  gates  are  opened  for  the  passage  of 
a  ship.  The  chains  are  raised  and  low- 
ered hy  a  method  similar  to  that  followed 
in  hydraulic  elevators,  witli  tlie  additional 
lealure  that  if  a  sliii)  apinoaches  the  gates 
al  a  dangerous  speed  and  rams  into  tlie 
ihain.  the  chain  is  i)aid  out  in  sucli  a 
way  as  to  gradually  stop  the  ship  before 
it  reaches  the  gates.  Lowering  the  chain 
for  the  |)assage  of  a  vessel  and  raising  it 
again  after  the  vessi'l  has  passed  is  ac- 
complished liy  two  mcilors;  one  driving 
ilie  main  pumji  supplying  water  under 
Ijressure.  ami  tlie  ..tlier  operating  a  valve 
which  ciutrols  tlie  direction  of  movement 


\K1) 


the  nearer  gate  leaf,  but  of  tlir  li;iiid  rails 
on  the  farther  leaf  as  we.i,  .\l'  er  pass- 
ing across,  one  can.  if  one  de^.re^.  press 
the  frjot  push  on  the  other  sidv  and  bolli 
hand  rails  will  be  lowered.  Or.  if  one 
leaves  the  hand  rails  u|)  anil  ll;e  gile,  are 
opened  by  the  operator  in  the  control 
house,  they  will  be  automatically  lowered 
so  as  to  be  out  of  the  wa\  wlun  tlie 
gate  is  in  the  recess.  When  the  gate^  are 
again  closed,  the  hand  rails  will  auio- 
matically  rise  again  if  the  fool  controller 
has  been  operatefl  in  the  mean  time  The 
hand  rails  cannot  le  raised  when  the 
gates  are  opened,  and  no  harm  result^  if 
the  foot  switch  is  operated  wlii!e  the 
gates  arc  in  the  closed  position. 

The  chain  fenders  are  stretche<l  acm-s 
the  canal  in  front  of  all  initering  gales 
which  can  be  exposed  to  the  upper  l..ck 
level  and  abi.  in  fn.nl  of  the  guard  gaie< 


of  the  chain.  These  two  operations  are 
combiiu-d  in  one.  each  motor  being 
slnppe.l  .Liitomatically  by  a  limit  switch 
when      the  motor  li.is  perf..rmed   its    lunc- 

The  tilling  and  emiitying  of  the  locks 
IS  accomplished  by  three  culverts,  one  in 
the  middle  wall  and  one  in  each  side  wall, 
I  he  llow  of  water  being  controlle<l  by  ris- 
ing vlem  valves.  They  are  located  in  the 
culverts  at  points  opposite  each  end  of 
lach  lock  so  that  the  ctdvert  can  be  shut 
off  at  ;iny  desired  point  for  Tilling  a  lock 
\^iIll  water  from  above,  or  upstream,  or 
for  emjitying  it  by  allowing  it  to  dow  out 
and  down  to  the  next  lock.  Lateral  cul- 
\erts  Conduct  the  water  from  the  main 
culverts,  under  the  lock  chambers  and  up 
through  openings  in  the  lock  floors. 

The  rising  stem  valves  are  installed  in 
pairs,   and   each   |iair   is   in   duplicate;   .also 


each  culvert  is  divided  into  two  parallel 
halves  at  these  valves  py  a  vertical  wall. 
This  arrangement  reduces  the  size  of  each 
valve  and  makes  it  more  easily  operated, 
each  valve  being  8  by  18  feet.  One  pair 
of  duplicates  is  left  open  as  a  guard,  or 
reserve  pair;  the  other  pair  is  used  for 
operating,  so  that  in  case  of  an  obstruc- 
tion in  the  culvert  or  accident  to  the  ma- 
chinery, the  duplicate  pair  can  be  used. 

.\t  the  upper  ends  of  the  culverts  at  the 
side  walls,  the  duplication  is  accomplished 
liy  three  valves  in  parallel,  called  the 
guard  valves.  They  perform  service  ex- 
actly similar  to  the  rising  stem  valves, 
except  that  three  valves  in  parallel  in 
litis  case  must  conform  to  the  same  laws 
as  the  two  in  (larallel  in  the  other  case. 

The  culvert  in  the  middle  wall  must 
serve  the  locks  on  both  sides,  and  t(5  con- 
trol this  feature  cylindrical  valves  are 
lilaced  in  the  lateral  culverts  that  branch 
lut  on  each  side.  There  are  ten  of  these 
on  each  side  of  the  culvert  at  each  lock. 

At  the  upper  end  of  each  set  of  locks 
there  are  two  valves  in  the  side  wall  for 
regulating  the  height  of  water  between 
tlie  upper  gate  and  upper  guard  gate,  as 
ii  is  desired  to  maintain  tlie  level  of  the 
water  betw-een  these  gates  at  an  eleva- 
tion intermediate  between  that  of  the  lake 
above  and  that  of  the  upper  lock  when 
the  upper  lock  is  not  at  the  same  level  as 
the  lake.  These  valves  are  called  the 
auxiliary  culvert  vahes. 
ui:a>ons   fok    rsiNG  the   controi.   svstkm 

ADOPTED. 

.■\s  the  lli.yht  of  locks  at  Galun.  for  in- 
stance, extends  over  approximately  6,200 
feet,  and  the  principal  operating  machines 
;'Te  distributed  over  a  distance  of  about 
4.000  feet,  it  can  be  readily  seen  that  cen- 
tral mechanical  transinission  of  control 
of  machines  would  be  almost  impossible; 
and  to  control  the  machines  locally  would 
mean  a  large  operating  force  distributed 
practically  along  the  full  length  of  the 
locks,  which  has  invariably  been  the  prac- 
tice heretof«jrc.  Such  a  force  would  be 
difficult  to  co-ordinate  into  an  efficient 
operating  system.  The  situation  there- 
fore resolved  itself  into  centralized  elec- 
trical control,  which  reduces  the  numlier 
of  operators,  operating  expense,  and  lia- 
bility to  accident.  To  accomplish  this  sys- 
um  of  control,  a  control  board  for  each 
lock  was  constructed  which  jiermitted 
liaving  all  control  switches  located  there- 
on mechanically  interlocked  so  as  to  min- 
imize, if  not  entirely  prevent,  the  errors  of 
human   manipulations, 

I  1  NTK,\I.IZK1I    CONTROL    .\ND    INIllC.^TIXG 
SYSTEM. 

The  contrtd  boards  are  installed  in  con- 
tr<d  houses  located  on  the  middle  walls 
at  points  which  afTord  tlie  best  view  of 
the  locks,  although  this  view  is  not  de- 
pended on  to  know  the  position  of  the 
gales   or   other   apparatus,   as   all   are  pro- 
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vicled  with  indicators  im  the  control 
board.  The  control  boards  are  made  ap- 
proxiitiately  operating  miniatures  of  the 
locks  themselves,  and  are  arranged  with 
indicating  devices  which  will  always  show 
the  position  of  valves,  lock  gates,  chains 
and  water  levels  in  the  various  lock 
cliambers;  and  with  the  exception  of  such 


above  tlie  surface  of  the  board  and  op- 
crate  through  an  angle  of  90  degrees. 
They  are  provided  with  nameplates  for 
the  "open,"  "closed"  and  "ofif"  positions. 
The  space  immediately  below  the  flat  top 
of  the  control  board  is  occupied  by  the 
contact  lingers  of  the  control  switches, 
mnunted     on     the     npcraling     sliaft,     syn- 
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machinery  as  needs  only  an  "open"  or 
"closed"  indication,  the  indications  will 
be  synchronous  with  the  movement  of  the 
lock  machinery. 

The  indicators  on  the  Panama  control 
boards  were  developed  especially  for  this 
undertaking,  and  show  accurately  and 
synchronously  every  movement  of  the 
machinery  to  which  they  are  connected, 
whether  in  the  extremes  of  travel  or  at 
any  intermediate  point. 

CONTROl,     HOARDS     REPRESENT    LOCKS     IN 
MINIATURE. 

The  control  boards  are  of  the  flat  top 
benchboard  type,  32  inches  high  by  54 
inches  wide,  built  in  sections,  with  total 
lengths  as  follows  ; 

Gatun    64  feet 

Pedro    Miguel 36  feet 

Miraflorcs   52  feet 

The  side  and  center  walls  of  the  locks 
are  represented  by  cast  iron  plates  and  the 
water  in  the  locks  by  blue  Vermont  mar- 
ble slabs.  The  outer  edge  of  the  board 
is  surrounded  by  a  brass  trim  rail,  and 
the  sides  are  enclosed  with  steel  plates 
which  can  be  readily  removed  for  in- 
spection of  the  board.  The  control  board 
i>  supported  by  a  wrought  iron  frame- 
work resting  on  base  castings,  which  are 
in  turn  supported  on  the  operating  floor 
of  the  control  house. 

The  control  switch  handles  are  mounted 


calilc 


clironous    receivers    and    ll 
ncctions.       Connection     bo 
vided    for   tlie    cable 
from    each    side,    as    are    busos    for    sup- 
plying   current    to    the    control    switches 


con- 

pro- 

which    arc    led    up 


these  control  switches  are  provided  with 
interlocks.  The  interlocks  are  in  two 
vertical  racks  under  each  edge  of  the 
board  and  some  distance  below,  so  that 
they  may  be  inspected  and  oiled  from  a 
floor  which  is  about  seven  feet  below  the 
floor  on  which  the  switchboard  operator 
stands.  The  latter  floor  does  not  extend 
across  under  the  board,  this  space  being 
open  so  that  all  parts  on  the  underside  of 
the  board  are  accessible  from  the  floor 
below. 

\erlical  shafts  operated  by  connecting 
rods  from  the  control  switch  shafts  ex- 
ttnd  downward  past  the  electrical  parts 
for  the  operation  of  the  interlocks.  The 
interlock  system  is  essentially  a  bell  crank 
mechanism,  connecting  the  shaft  of  the 
control  switch  through  a  movable  hori- 
zontal bar  to  a  vertical  operating  shaft 
which  can  or  can  not  move  according  to 
the  relative  positions  of  the  interlocking 
bars  and  dogs.  The  interlocking  rack  is 
a  steel  frame  carrying  five  horizontal 
members.  Upon  these  and  tying  them 
together  are  vertical  steel  straps  which 
carry  brass  runway  posts  for  the  vertical 
and  horizontal  interlock  bars.  These 
posts  are  riveted  to  the  vertical  steel 
straps,  a  thin  brass  plate  between  posts 
and  straps  making  the  runways  non-cor- 
rosive. The  vertical  operating  shafts  are 
of  .s(|uarc  steel  turned  on  the  ends  and 
work  in  brass  bearings  near  top  and  bot-  - 
tom  of  the  interlocking  rack.  Forked 
cranks  mounted  on  the  vertical  operating 
shafts  move  the  horizontal  interlock  bars 
by  means  of  pivot  blocks  set  over  pin 
blocks  riveted  to  the  horizontal  bar.  The 
interlock  bars  and  dogs  are  of  special 
shape  liard  extruded  lirass.  which  section 
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receivers    and    the    lamps    that    illuminate 
the   scales  of  indicators. 

MRrHANICAI.    INTERI.OCKINC    SYSTEM. 

In  order  to  make  it  necessary  for  the 
operator  to  maneuver  the  control  switch 
handles  always  in  a  certain  order,  cor- 
responding to  a  predetermined  sequence 
of  operation  of  the  lock  machinery,  and 
to  prevent  the  operator  in  control  of  one 
channel  from  interfering  with  the  ma- 
chinery under  the  jurisdiction  of  the  op- 
erator    controlling     the     other     channel. 


keeps  the  dogs  in  line  with  the  axis  of 
the  1)ars  when  under  pressure  by  being 
engaged  with  another  dog  on  a  vertical 
liar.  Every  control  switch  uses  a  hori- 
zontal bar  of  from  3  to  50  feet  lon.s< 

The  interlock  system  depends  mainly 
on  the  action  of  engaging  bevel  dogs  lo- 
cated on  horizontal  and  vertical  bars,  the 
movement  of  a  horizontal  bar  tending  to 
lift  a  vertical  bar  by  bevels  on  the  dogs. 
A  horizontal  bar  can  not  be  moved  with- 
out raising  a  vertical  bar.  Thus  if  at  any 
time    a    dog    on    a    bi>rizontal    bar    rests 
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against  the  upper  end  of  a  dog  on  a  ver- 
tical bar,  no  movement  of  the  horizontal 
tar  where  the  dog  engages  with  the  ver- 
tical bar  can  take  place,  and  the  control 
handle  connected  to  that  particular  hori- 
zontal bar  is  locked. 

Interlocks  prevent  the  chain  fender 
from  being  low-ered  until  adjacent  miter- 
dng  gates  have  been  opened,  and  also  pre- 
vent the  gates  being  opened  until  the 
chain  is  in  the  raised  position. 

Also  the  rising  stem  valves  of  the  side 
v.all,  next  above  or  below  a  miter  gate, 
must  be  closed  while  the  miter  forcing 
machine  is  open.  As  the  miter  forcing 
jnachine  cannot  be  closed  until  the  gates 
are  closed,  this  means  that  the  valves 
cither  above  or  below  the  gate  must  re- 
main closed  until  the  gate  itself  is  closed, 
thus  preventing  the  operator  from  creat- 
ing a  current  of  water  around  tlic  gates 
\vhile  thej'  are  open,  or  being  moved  in 
opening  or  closing. 

Either  pair  of   ri«in5-  ctrni   valves   may 
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he  opened  first,  at  the  choice  of  the  op- 
erator, an  interlock  becoming  efTective 
when  the  first  valve  of  the  second  pair  of 
fiupUcates  is  opened.  To  ilhislrate  tliis 
operation,  consider,  for  example,  a  side 
\i.all  culvert  at  Gatun'  with  its  principal 
i:sing  stem  valves  at  each  change  of  level 
from  one  lock  to  the  next.  The  control 
of  tliesc  valves  is  interlocked  50  that  if 
the  valves  are  opened  at  one  particular 
jtoint,  the  valves  a  lock  binyth  upstream 
fi  downstream  cannot  be  "iniicd.  Thus 
tlie  operator  is  limited  !'■  ((pializing  the 
v.nter  between  locks  an''  1  annot  allow 
V. ater  to  flow  from  the  r.;i]i.T  lock  past 
the  middle  lock  into  the  lo  mt  Inck.  which 
ojicration,  if  permitted,  ir.r.'!:i  flood  the 
lower  lock  walls  and  'lir  machinery 
cliambers  in  them.  The  c:.lir.'lrical  valves 
are  interlocked  so  that  it  ili.se  on  one 
side  are  opened  the  ones  on  tiic  nthcr  side 
are  l..-l<cd  closed,  and  the  'I'lning  of  one 
switch   on   a   side   will    lock    tin-   opposite 


ten.  This  prevents  careless  cross  filling 
between  locks,  which  operation  might  be 
combined  with  the  regular  method  and 
produce  flooding.  However,  there  may 
be  times  when  it  is  desirable  to  employ 
cross  filling  to  economize  in  the  use  of 
water  from  Lake  Gatun  in  the  dry  sea- 
son. For  this  reason  this  interlock  is 
made  removable  by  the  use  of  a  Yale 
lock  and  key.  The  key  will  be  placed  in 
the  hands  of  the  chief  operator. 

In  the  use  of  the  middle  wall  culvert, 
the  cylindrical  valves  on  one  side  or  the 
other  must  be  opened  before  the  rising 
stem  valves  can  be  opened,  and  the  rising 
stem  valves  must  be  closed  first.  This  in- 
terlock is  applied  in  order  to  require  the 
operator  to  control  the  flow  of  water  by 
means  of  the  rising  stem  valves  rather 
than  liy  the  cylindrical  valves. 

In  most  cases  the  locks  are  divided  into 
two  unequal  parts  by  the  intermediate 
inilcring  gates.  This  arrangement  makes 
il  necessary  to  divide  the  ten  cylindrical 
valves  into  two  groups  of  seven  and  three, 
respectively,  for  the  long  and  short  lengths. 
.\  selecting  lever  is  provided  for  these 
interlocks  and  may  be  set  as  indicated  by 
a  nameplate  on  the  lever  to  "three," 
"seven''  or  "ten"  respectively;  whereupon 
the  corresponding  valves  are  subject  to 
that  interlock,  and  the  others  of  the  group 
of  ten  are  locked  closed  if  three  or  seven 
only  are  to  be  used.  The  failure  of  the 
operator  to  make  his  selection  properly 
ii;  advance  will  simply  cause  him  the 
trouble  of  going  back  and  doing  so,  as 
the  remaining  valves  are  locked  closed. 
This  arrangement  permits  handling  small 
vessels  without  causing  waste  of  water 
<lue  to  operating  such  vessels  in  the  large 
chambers.  If  a  short  vessel  were  being 
passed  downstream,  it  would  first  pass 
into  the  chamber  having  three  cylindrical 
\alves.  Tlie  group  selective  lever  would 
then  be  placed  on  the  "three"  position 
which  would  permit  the  opening  of  three 
valves  above  the  intermediate  gate,  but 
would  lock  closed  the  other  seven  valves 
above  it.  .After  the  vessel  had  been  passed 
below  the  gate  the  handle  may  be  re- 
versed releasing  the  lever  and  locking 
three  switches. 

There     are     interfnediate     rising    stem 

-.  ■  ' ■■?      j 
valves  in  the  side  walls  at  each  interme- 

iliate  gate,  but  no  interlocks  are  applied 
to  these  for  the  reason  that  they  will  lie 
used  in  a  more  or  less  irregular  manner, 
and  no  fixed  law's  for  their  operation  can 
lie  made  in  advance.  Moreover,  they  con- 
trol the  water  only  between  different  sec- 
tions of  the  same  lock,  and  there  is  not 
the  danger  from  mistakes  in  operation 
which  exists  in  the  case  of  the  other 
valves  which  control  water  between  lock 
levels.  The  same  is  true  of  the  small 
auxiliary  culvert  valves,  by  means  of 
which  the  space  between  the  upper  guard 
gate  and  upper  main  gate  is  filled  and 
emptied. 
In  case  a  large  vessel  is  to  be   locked 


lb  rough,  the  interlocks  on  the  interme- 
diate gates  can  be  made  inefltective  by 
the  operation  of  a  Yale  lock  which  un- 
couples a  clutch  and  disconnects  the  cen- 
tral switch  from  the  operating  mecha- 
nism. Turning  the  key  removes  the  inter- 
lock and  permits  the  intermediate  gates 
to  be  thrown  open  to  obtain  a  1,000-foot 
level  and  the  valves  operated  independ- 
ently of  these  gates. 

To  obviate  the  possibility  of  flooding 
the  locks  when  valves  are  in  a  certain 
position,  diagonal  interlocking  is  intro- 
duced between  the  rising  stem  valves  of 
the  side  wall  and  those  of  the  middle  wall 
a  lock  length  away.  This  interlocking 
between  valves  diagonally  across  a  lock 
when  tlie  cylindrical  valves  are  open  is 
needed  to  prevent  the  flow  of  water  from. 


WATER  LEVEL  INDICATOR. 

say,  the  upper  lock  by  way  of  a  side  wall 
culvert  to  the  middle  lock,  thence  by  way 
of  the  middle  wall  culvert  to  the  lower 
lock,  thus  allowing  an  operator  through 
carelessness  to  flood  the  lower  lock  walls. 
If  the  cylindrical  valves  of  a  certain  lock 
are  closed,  the  interlock  is  not  needed 
on  the  rising  stem  valves  of  that  lock; 
and  since  such  interlock  would  interfere 
with  the  proper  use  of  the  valves  of  its 
twin  lock  on  the  other  side  of  the  middle 
wall,  this  interlock  is  automatically  re- 
moved when  all  ten  cylindrical  valves  are 
closed  on  the  particular  lock  in  question, 
and  is  automatically  applied  again  if  one 
or  more  of  the  ten  cylindrical  valves  are 
opened.  Furthermore,  the  valves  of  the 
side  wall  immediately  at  the  gate  which 
is  being  moved  will  be  open  to  equalize 
water  level,  and  diagonal  interlocking  will 
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prevent  the  opening  of  the  middle  wall 
valves  a  lock  length  above  or  below  the 
gate  being  moved.  Each  of  the  four 
valves  of  sucli  a  group  has  independent 
control,  their  control  switches  being  so 
interlocked  that  either  pair  may  be  opened 
and  left  open  as  guard  valves,  the  inter- 
locks becoming  effective  when  the  op- 
erator tries  to  open  the  first  valve  of  the 
second  pair.  In  addition  to  these  pairs 
of  valves  in  parallel,  each  pair  is  dupli- 
cated at  each  change  of  level  from  one 
lock  to  the  next. 

SPECIAL    CLIMATIC    REQUIREMENTS. 

To  withstand  the  humid  atmosphere  of 
the  Isthmus,  every  insulated  part,  such  as 
solenoid,  relay,  circuit  breaker  and  other 
coils,  was  impregnated  with  non-hygro- 
scopic compounds.  All  small  parts  were 
made  either  of  brass,  copper,  Monel  metal, 
bronze  or  of  sherardized  iron  or  steel. 
Mica  and  treated  asbestos  lumber  were 
used  largely  in  place  of  fibre  or  wood. 


ED\V.\RD  SCIIILDII.MIER, 
Electrical    and    Mechanical    Engineer. 

All  of  the  lock  machinery  motors,  con- 
trol panels,  centralized  control  boards, 
power  station  generating  apparatus, 
switchboards,  transmission  line  substa- 
tion equipments,  coaling  stations,  and 
practically  the  entire  electrical  equipment 
for  the  wharf  terminal  cranes  and  for  the 
extensive  permanent  repair  machine  shops 
were  manufactured  by  the  General  Elec- 
tric Company. 


Seasoning  Timber  by  Electricity. 

A  process  of  seasoning  timber  by  elec- 
tricity has  been  invented  by  a  European 
scientist.  Dr.  Nodon.  He  claims  that  his 
process  can  be  applied  in  the  forest  where 
the  trees  are  felled,  says  the  London 
Electrical  Review.  The  process  depends 
on  the  electrolysis  of  cellulose  and  its 
derivatives.     The   newly-felled   trees    are 


sawn  into  thick  planks  and  laid  on  a  false 
flooring,  one  on  top  of  the  other,  with 
the  interposition,  however,  of  moistened 
matting  or  similar  material,  between  each 
layer,  to  act  as  electrodes  for  the  intro- 
duction of  alternating  current,  which  is 
passed  for  ten  hours  or  more.  The  ef- 
fect of  the  current  is  to  produce  chemi- 
cal changes  in  the  cellulose  and  the  sap, 
rendering  them  impervious  to  decay. 
Further,  the  sap  loses  those  gummy  and 
hygroscopic  characteristics  which  nor- 
mally prevent  rapid  drying.  It  is  claimed 
that  timber  thus  treated  is  ready  for  use 
a  few  weeks  after  it  is  felled,  and  is 
harder,  stronger,  more  homogeneous, 
easier  to  work  and  less  warped  by  mois- 
ture than  timber  which  has  been  seasoned 
by  the  ordinary  air-drying  process. 


Another  Advantage   of  Electric  Motor 
Drive. 

The  United  Oil  Company  has  reduced 
the  cost  of  operating  its  property  in  the 
Midway  oil  fields,  California,  37.5  per 
cent,  by  substituting  electricity  for  steam. 
Eight  pumping  motors  have  been  in- 
stalled. A  study  of  costs  shows  that  a 
saving  of  86.2  per  cent,  has  been  made 
for  water,  46.2  per  cent,  for  oils  and 
grease,  13.5  per  cent,  for  fuel  oil,  and  8.6 
per  cent,  for  labor.  This  saving  has  at- 
tracted the  attention  of  other  oil  compa- 
nies, and  electricity  will  be  used  to  a 
much  greater  extent  in  the  future. 


Empty  and  Load  Brake. 

The  Westinghouse  "empty  and  load'' 
brake,  illustrated  and  described  in  the 
July  and  August,  1912,  issues,  appears  to 
I'L-  giving  very  satisfactory  service  in  cer- 
tain parts  of  the  country  under  the  con- 
ditions that  led  to  its  design. 

A  certain  road  handling  heavy  cars  on 
a  2;/2  per  cent,  grade  was  unable  to  safely 
drop  27  loads  of  SO  tons  each,  down  the 
16;-^-mile  grade  with  the  standard  freight 
brake,  even  with  one  hour  and  thirty  min- 
utes'  time   permitted. 

When  the  "empty  and  load"  brake  was 
applied  to  these  cars,  number  of  cars  in 
train  was  increased  to  forty,  the  load 
from  SO  to  62  tons  each  car,  and  the 
train  had  to  be  brought  down  in  less 
than  1  hour  10  minutes'  time  to  keep 
from  stalling,  and  at  that  a  reduction  of 
more  than  5  lbs.  results  in  stalling.  Only 
10  lb.  retaining  valves  are  used,  and  the 
problem  before  the  air  brake  company  is 
to  devise  some  means  of  using  this  brake 
intact   without    stalling   the    train. 

It  is  very  gratifying  to  know  that  an 
efficient  freight  car  brake  is  in  service, 
and  the  air  brake  men  should  be  jubilant 
cnou.eh  to  recommend  the  use  of  a  Mallet 
to  push  the  train  down  the  hill  or  to  lise 
the  brakes  alternately,  cutting  out  one- 
half  each  trip  until  such  time  as  severity 
of  service  equals  the  capacity  of  the 
brake. 


The   Interurban  Reiilways. 

The  Interurban  Railway  is  playing  an- 
important  part  in  the  growth  of  this 
country.  If  one  will  look  at  a  map  of 
Ohio,  Michigan  and  other  Middle  West 
States,  on  which  are  shown  the  electric 
railways,  he  will  be  greatly  surprised  at 
the  number  and  mileage  of  these  roads. 
In  fact,  they  form  a  thick  network  over 
the  whole  State.  These  electric  railways 
cover  sections  remote  from  the  steam 
railroads  and  bring  about  a  development 
of  the  country. 

Many  of  these  roads  are  run  at  high 
speeds,  and,  moreover,  have  luxurious 
equipment.  One  of  the  many  important 
roads  is  that  of  the  Kansas  City,  Clay 
County  &  St.  Joseph  Railway,  which, 
operates  on  1,200  volts  direct  current. 
The  road  is  a  high-speed  short-route  be- 
tween Kansas  City  and  St.  Joseph,  a  dis- 
tance of  52.42  miles,  which  is  operated 
on  70  minutes  headway.  As  much  care  is 
given  to  the  roadbed  of  these  high-speed 
electric  roads  as  to  many  steam  railroads,, 
stone  ballast  being  used  extensively. 


Canadian  Electric  Railvrays. 

From  a  report  issued  by  the  Canadian 
government  appears  that  there  are  in 
operation  1,308  miles  of  electric  railways 
of  the  first  class  main  track;  second  class, 
main  track,  295  miles ;  siding  and  turn- 
outs, 121  miles.  Total  single  track,  1,724 
miles.  The  capital  involved  is  $122,841,- 
946.  The  revenue  collected  for  the  year 
was  $23,499,250,  while  the  working  ex- 
penses for  the  year  were  $14,266,674.  The 
additions  made  to  the  capital  during  the 
last  five  years  approached  $50,000,000. 


Firing  a  Locomotive  and  Tender. 

In  the  early  days  of  railway  operating 
in  England,  what  was  called  a  "deodand" 
was  inflicted  upon  railway  companies  for- 
the  purpose  of  aiding  people  who  suf- 
fered from  railway  accidents.  It  is  re- 
lated that  on  the  Great  Western  Railway 
of  England  an  accident,  due  to  a  land- 
slide, happened,  and  eight  passengers 
were  killed.  The  coroner's  jury  returned 
a  verdict  of  accidental  death,  and  at  the 
same  time  inflicted  a  "deodand"  of  lOO 
pounds  to  be  levied  upon  the  locomotive 
and  tender. 

This  practice  of  levying  a  deodand  in 
cases  of  railway  accidents  resulting  in 
loss  of  life,  affords  a  curious  illustration 
of  how  seldom  accidents  causing  loss  of 
life  must  have  happened  in  the  pre-rail- 
way  times  of  travel.  The  mere  mention 
of  it  now  as  ever  having  existed  sounds 
almost  as  strange  and  unreal  as  would 
an  assertion  that  the  corporations  had  in 
their  earlier  days  been  in  the  habit  of 
settling  their  differences  by  wager  of 
battle.  Like  the  wager  of  battle,  the  deo- 
dand was  a  feature  of  English  common 
law  derived  from  the  feudal  period.  It 
did  not  exist  in  Scot  or  Welsh  law. 
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Justice  for  the  Railroads. 

Editur  : 

For  some  time  past,  a  number  of  emi- 
nent railroad  men  have  l)een  engaged  in 
an  endeavor  to  secure  fair  treatment  lor 
the  properties  which  they  represent,  and 
for  whdse  mana.uement  thcv  are  re- 
sponsible. 

Tluis  far,  tlieir  effijrls  ha\e  ui.t  met 
with  much  success.  What,  then,  is  the 
reason  for  this  faihire  to  obtain  justice 
for  the  greatest  industry  in  America 
today  "- 

My  reply,  basc<l  on  experience  and  ob- 
servation e.xtemhng  over  a  iieriod  of  more 
tlian  I'lfteen  years,  is  that  the  daily  press 
is  the  source  of  most  of  tlie  Ir.mble. 
Railroad  men  justly  complain  of  the 
pernicious  activities  of  politicians,  Ijut  ap- 
parently fail  to  realize  that  many  rascals 
arc  kept  in  ofiice  by  the  sui)|)ort  of  tlie 
newspapers.  If  these  new.spapers  were  as 
honest  and  patriotic  as  they  ]iretend  t" 
be,  they  would  .gladly  help  the  railro.ads 
to  drive  the  grafters  and  bums  fnim  public 
life,  since  all  officeholders  who  rjppuM'  the 
railroads  fall  within  that  classitication. 
Show  me  a  politician  who  persecutes  the 
railroads,  and  I  will  show  you  a  dishonest 
man  who  is  unworthy  of  the  privilege  of 
even  living  in  this  country — much  less 
bossing  it ! 

The  attitude  of  the  yellow  newspapers 
is  as  notorious  as  it  is  infatnous.  The 
unpleasant  truth  is,  however,  that  jour- 
nalistic rascality  is  not  confined  to  sncli 
sheets,  but  extends  to  suppusedly  re- 
spectable and  reliable  dailies. 

Many  of  these  holier-than-tbc.u  news- 
papers ignore  the  protests  of  r;ulri),iclers 
and  technical  men.  and  persist  in  their 
I)olicy  of  printing  silly  editorial  opinion^ 
which  are  laughed  at  by  ever_\-  competent 
man  who  reads  them.  They  mislead  the 
public,  however,  and  that  is  a  serious 
matter. 

Newspaper  editors  know-  as  much  about 
practical  railroading  as  a  cat  knows  about 
calculus,  and  yet  they  imagine  that  tliey 
can  afford  to  insult  or  ignore  men  who 
have  forgotten  more  than  they  will  ever 
knr.w 

Among  local  papers,  the  New  York 
Tiiiu'.^  is  one  of  the  most  Hagrant 
offenders.  It  <locs  show  some  friendliness 
toward  the  railways  in  an  abstract  way. 
\\'hen  any  practical  question  comes  up, 
Iiov.cver.  it  always  publishes  the  opinions 
of  tyros  or  ignorant  meddlers,  and  n- 
fus.;^  to  give  a  fair  hearing  to  experiiii<<  d 
nun. 

I  think  that  it  is  about  time  to  dem.md 


a  reform,  and  believe  that  \our  paper  can 
do  much  to  improve  conditions.  From 
what  [  have  been  able  to  learn,  some  of 
om-  oldest  railroaders  and  technical  men 
ba\e  been  treated  with  haughty  contempt 
by  newspapers  which  should  have  treated 
their  communications  with  the  respect 
.and  consideration  to  wliich  they  are  en- 
titled, and  whicii  tbe>  command  in 
niccli.inical  circles.  Arthur  CfRRAX. 
.V,  ;e  )•,</■/,•,  .V.  )■. 


Poorly   Paid   Machinists. 

i-JiIToi;  : 

I'nder  the  headnig  of  "The  Uutluok 
lor  the  Railroads,"  the  editorial  published 
by  you  in  last  month's  issue  of  R.mi.w.w 
.\.\'U  Locomotive  Exgixeekixg  is  not  only 
in  line  keeping  wdth  the  spirit  of  strong 
common  sense  always  conspicuous  in 
your  pages,  but  as  giving  voice  to  the 
voiceless  grievances  under  which  a  large 
and  im|iortant  section  of  railroad  eni- 
])lo>ees  live  and  mo\e  and  liave  their  bit- 
ter being,  the  article  stands  alone.  Tak- 
ing the  liberty  to  refer  jiarticularly  to  tlie 
machinists,  it  may  safely  be  said  that 
tliere  is  no  class  of  skilled  inecbaiiics  so 
poorly  paid  as  those  who  are  occupied 
in  railroad  sliops.  Fifty  years  ago  the 
tr.itle  WMS  a  profession.  Now  it  takes  tin- 
rear  rank  with  street  sweepers,  consider- 
al)ly  behind  that  of  a  bricklayer's  helpers 
or  third  class  liotel  dishwashers.  It 
wonhl  be  dil'ficull  to  explain  uliy  this  is 
so  otlirr  than  the  reason  that  you  give 
tliat  there  is  no  general  organization  of 
railroad  machinists  siifiiciently  -.irong  |o 
Command  attention. 

I  oday  the  wages  are  from  26  to  2') 
cents  pcT  hour,  with  a  little  additional  in 
cases  where  piecework  is  the  rule.  In 
litlu-r  case,  wdiat  with  scientilic  manage 
ment  and  time  schedules,  the  machinists' 
noses  ar(-  -.a  the  grindstone  all  the  time. 
His  lean  and  hungry  f.ice  Iietokens  alike 
the  marks  of  incessant  toil  and  the  empty 
platter.  .\s  prices  go  up  he  gcjes  down 
He  is  at  the  wrong  end  of  the  social 
plank  lie  has  grown  downwards,  like 
the  cow's  tail,  for  a  generation.  Older 
men  declare  th.-il  forty  years  ago  the 
wages  were  28  and  30  cents  an  hour. 
How  those  unfortunate  men  with  fami- 
lies to  provide  for  manage  to  exist  is  one 
of  those  mysteries  that  may  be  revealed 
to  us  hereafter. 

Then  in  addition  to  the  general  dispirit- 
ing condition  of  ill-requited  toil,  there 
are  special  visitations  ui  mingled  misi-r> 
lli.-it  might  make  the  angels  weep.  If  boli- 
d.-n  s    fall   on    l-'rirlays.  or   e\en   on   Thurs- 


days, as  ilu.\  will  do  for  the  next  six 
months,  the  shop  must  be  closed  for  the 
remainder  of  the  week.  Some  financial 
genius  in  the  managerial  board  sees  an 
opportunity  to  show  a  reduction  in  ex- 
penses—a dramatic  flourish  that  puts  him 
on  tile  high  road  to  promotion  and  sends 
the  machinists  and  others  to  the  pawn- 
shop. These  holidays  are  days  to  be  re- 
meinbereil.  especially  on  pay  days.  Then 
when  February  ci.mics.  a  short  month  at 
tlie  best,  tliat  is  usually  the  month  when 
tlie  suffering  mechanic  gets  it  in  the  neck, 
or  pocketbcxik,  rather.  He  is  lucky  if  he 
gets  in  three  weeks  that  month.  The 
birtbdaxs  of  great  men  like  Washington 
or  Lincoln  make  him  groan.  The  celebra- 
tion of  the  Declaration  of  Independence 
is  a  hoUow  mockery  to  him.  Another 
day's  idleness  jiuts  him  further  away 
from  independence 

The  blackspiitbs.  boilermakers,  carpen- 
ters and  painters  are  not  ipiite  so  badly 
off,  but  they  are  bad  enough.  If  there  is 
any  error  in  my  estimate  of  the  condi- 
tion of  the  machinists,  it  would  be  proper 
to  correct  me.  and  it  would  be  a  gleam 
of  joy  to  know  that  things  are  not  as 
bad  as  they  seem  to  me.  .\t  any  rate,  as 
a  class  of  mechanics  of  great  skill  and 
.-ibility,  the  railroad  machinist  of  today  is 
not   rewarded   as   be   should   lie, 

W.  Ricii.\RnsoN. 

.Vcrc  Hafcn.  Coiiii. 


Variations  in  Lead  in  the  Walschaerts 
Valve   Gear. 

FlMTMK  : 

^■o^|•  correspondent.  J.  1'.  Souris, 
M.uiitoba,  C.-in.,  in  his  query,  printed  in 
your  December  numlier,  probably  had 
he.ird  vaguely  of  the  way  the  valves  are 
being  set  experimentally  on  engines  with 
\\  alscliaerts  gear  on  some  engines  in  pas- 
senger service  on  one  of  the  largest  roads 
in   this  counti-y. 

It  was  believed  that  heavy  passenger 
engines  would  show  better  performances 
if  in  starting  a  train  the  lead  was  nega- 
tive, but  with  pre-admission  being  secured 
as  the  speed  increased.  It  was  suggested 
that  any  kind  of  valve  setting  would  per- 
mit an  engine  Iieing  backed  out  of  the 
roundhouse  and  on  to  her  train;  and  that 
all  of  a  passenger  engine's  revenue-pro- 
ducing work  is  done  while  running  with 
the  reverse  lever  in  forward  gear.  So,  on 
certain  en.gines  with  inside  admission 
v.dves  set  originally  with  a  certain  amount 
of  lead  fat  all  points  of  cut  off"),  the 
eccentrics  were  re-set  at  a  farther  distance 
from    the    crank-pin,    at    enough    greater 
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angle  than  the  theoretical  90  degrees  that 
with  reverse  lever  in  forward  corner 
notch  the  valves  were  line-and-line. 
Now,  as  the  reverse  lever  is  hooked  up, 
lead,  or  pre-admission,  develops,  increas- 
ing as  the  point  of  cut-oflf  is  shortened, 
until  with  the  reverse  lever  in  center 
notch  of  quadrant  the  valves  have  the 
original  amount  of  steam  lead  for  both 
ends  of  the  cylinder.  But,  as  the  reverse 
lever  is  moved  from  center  into  back 
gear,  the  lead  increases  until  in  the  back 
corner  notch  the  lead  is  twice  the  amount 
that  the  valves  had  before  the  position 
of  the  eccentrics  was  changed. 

Now,  if  the  proportions  of  the  combina- 
tion lever  are  such  as  to  set  the  valves 
normally  line-and-line  with  the  admission 
ports,  and  (with  inside  admission)  we 
change  the  eccentric  to  a  position  nearer 
the  crank-pin  it  will  provide  lead ;  and 
suppose  we  make  it  %  in.  in  full  gear ; 
then,  as  the  lever  is  hooked  up  the  lead 
decreases  until  the  valves  are  line-and- 
line  with  the  reverse  lever  in  center  notch, 
the  lead  beginning  to  appear  again  as  the 
lever  is  moved  into  back  gear,  and  in  tlie 
back  corner  notch  the  valves  will  be  '  .< 
in.  blind.  This  would  give  results  such 
as  your  correspondent  alludes  to,  al- 
though only  beneficial  to  an  engine  that 
did  practically  all  of  its  work  while 
backing. 

W.  W.  Wood, 
Air  Brake  Instructor. 
C.  I.  &  L.  Ry., 

La  Fayette,  Ind. 


First     Compound     Locomotives     in 
America. 

Editor  : 

On  page  430  of  December  issue  of  the 
Railw.w  and  Locomotive  Engineering, 
it  is  stated  that  the  first  compound  loco- 
motive operated  in  the  United  States  was 
in  1875,  on  the  Worcester  &  Shrewsbury 
Railroad.  The  locomotive  referred  tij 
commenced  running  in  July,  1873,  and 
continued  to  do  so  for  several  years. 

In  1867  the  Erie  Railroad  had  one  of 
their  simple  engines  changed  to  a  Tandem 
compound,  having  high  pressure  cylinders 
of  12-inch  diameter  and  the  low  pressure 
24-inch,  according  to  the  patent  of  J.  L. 
Lay,  dated  October  29,  1867,  Number  of 
patent,  115,672,  This  engine  remained  a 
compound  for  quite  a  long  time,  but  was 
finally  changed  to  a  simple  engine.  The 
writer  had  the  pleasure  of  riding  on  this 
engine  when  being  operated  as  a  com- 
pound, C,  RiTic, 


A  Mallet  Model. 

Editor  : 

The  enclosed  is  a  photograph  of  a 
model  of  the  largest  locomotive  in  the 
world,  one  of  the  2-10-10-2  type  of  the 
Santa  Fe  railroad.  It  is  made  of  bone 
and  wood  and  all  carved  by  hand,  and  is 
in  perfect  running  order.     The  model  is 


62^  inches  in  length.  The  driving 
wheels  are  lifted  a  little  above  the  rail, 
and  the  engine  is  run  by  an  electric  mo- 
tor, a  power  belt  passing  up  tli  rough  the 
second  pier.  The  wheels  are  of  black 
walnut  with  rims  of  iiicl-ciry.  The  axles 
are  mounted  with  piarl.  I  began  the 
job  last  New  Year's  Day  and  finished  it 
on  May  10.  There  is  no  machine  work 
of  any  kind  on  the  model.  The  m.a- 
terials  are  black  walnut,  hickory,  cherry, 
rosewood,  mahogany,  ebony.  ))one,  and 
pearl.  Ernest    Warther, 

Canal  Dover,  Ohio. 


in  bctwetn  the  two  half  springs  at  D,  to 
prevent  the  ring  B  from  coming  down. 
Then  the  spring  is  ready  to  put  in  place. 
Latterly  with  a  hard  hammer  drive  out 
ihe  wedge  and  the  ring  will  come  down 
easily,  and  the  spring  will  rest  in  its  de- 
sired position. 

The  Fireproofing  of  Timber  to  Be  Used 

in    the    Construction    of    Railway 

Passenger   Coaches. 

By   T.   Osborne.   Manchester,   England. 
Recent    railway    accidents    accompanied 


Monia.  nr-   \  ?.\n't.\  fe  m.\i.i.i:t  locomotive. 


Mounting    Springs   on    Engine,    Tender 
and    Car    Trucks. 

Bv  J.  G.  KoppEL,  Montreal. 
Enclosed  is  a  drawing  of  a  mechanical 
appliance  which  has  made  possible  the 
mounting  of  truck  springs  without  any 
trouble.  This  useful  device  should  replace 
the  present  arduous  method  of  using  a 
driving  block  and  sledge  hammer.  The 
appliance  is  self-explanatory.  A,  is  a 
special  made  square  iron  ring  made  sufli- 


by  a  deplorable  loss  of  life  in  both  Eng- 
l.ind  and  France  has  rivetted  public  atten- 
tion abroad  to  the  necessity  of  construct- 
ing railway  carriages,  as  far  as  possible, 
of  uninflanuiiable  materials.  The  desira- 
bility of  eliminating  all  non-fireproof  ma- 
terial is  of  course  by  no  means  a  new  one. 
At  least  one  large  English  railway  com- 
pany is  now  experimenting  with  the  con- 
struction of  passenger  coaches  of  the  all 
metal    variety.      Anutlicr   omipany   claims 


DE\I(  E  I'OR  MOUN'TIXG  TRUCK  SPRINGS. 


ciently  large  to  receive  the  spring  in  a 
minimum  closing  position,  B,  is  a  piece 
of  plate  iron  with  a  hole  in  one  end 
adapted  to  receive  a  split  pin,  and  C,  is  a 
wooden  wedge.  The  method  of  operating 
the  appliance  is  as  follows ;  The  spring 
to  be  mounted  in  a  truck  is  first  put  on 
a  hydraulic  or  screw  press  and  pressed 
to  the  closed  position.  Then  the  ring  .\ 
is  put  on  the  spring  as  far  as  it  will  go. 
Then  the  piece  B  is  put  in  between  the 
two  springs,  generally  the  springs  are 
made  two  or  four  together.  The  wedge- 
shaped  piece  C,  as  per  drawing  is  put  in. 
When  a  single  spring  is  used  only  when 
ring  A  is  put  on  then  instead  of  pieces 
B  &  C  a  solid  piece  of  wood  may  be  put 


to  have  fireproofed  all  its  rolling  stock, 
without  the  elimination  of  woodwork, 
which  has  such  important  structural  and 
decorative  advantage.  It  will  be  readily 
conceded  that  fireproof  materials  should 
be  used  for  all  purposes  involving  both 
human  transit  and  habitation,  both  on 
land  and  water,  as  well  as  stationary  and 
in  motion.  The  traveling  public  feels  an 
indefinable  sense  of  added  security,  if  pro- 
vided with  accommodation  known  to 
have  been  fireproofed.  The  system  of  fire- 
proofing  timber  used  in  the  construction 
of  railway  carriages,  now  in  use  in  Eng- 
land, may  be  briefly  described  as  follows : 
It  has  been  in  operation  both  for  railway 
and  other  purposes  for  several  years,  and 
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has  successfully  stood  the  tests  of  re- 
peated and  severe  trials.  The  experi- 
mental stages  are  over  and  it  is  now 
recognized  by  experts  as  thoroughly 
established  and  reliable. 

The  process  of  fireproofing  consists  of 
the  impregnation  of  the  pores  and  fibres 
of  the  wood  with  chemicals,  such  as 
render  the  timber  absolutely  flame-proof. 
The  process,  which  is  carried  on  in  large. 
well  organized  works,  with  plant  capable 
of  dealing  with  a  very  large  quantity  of 
timber  annually,  is  commercially  re- 
munerative, and  similar  works  erected  in 
any  large  center  of  population  should  be 
equally  successful,  whether  the  output  is 
limited  to  railway  work,  or  is  used  for 
other  purposes  as  well.  It  is  important 
for  railway  managers  to  realize  that  the 
timber,  which  has  been  subjected  to  the 
process  loses  none  of  its  natural  char- 
acteristics and  has  no  injurious  effect 
upon  metal  work,  such  as  fittings, 
varnishes,  glues,  nails  and  so  on  which 
may  be  brought  into  contact  with  it.  Dur- 
ing the  preliminary  stages  through  which 
the  process  went,  many  difficulties  had 
to  be  overcome.  The  first  necessity  was 
to  find  an  "antepyrine,"  or  fireproofing 
solution,  which  would  satisfy  certain  in- 
dispensable conditions  laid  down  by  rail- 
way and  other  experts.  The  most  im- 
portant were  that  it  should  have  no  harm- 
ful effect  upon  the  timber  itself,  nor  upon 
any  materials,  which  would  come  into 
contact  witli  it,  when  it  should  be  struc- 
turally applied.  It  w^as  further  neces- 
sary to  place  on  record  for  the  guidance 
of  the  works  managers  reliable  data  and 
principles  conti  oiling  the  precise  condi- 
tions subject  to  which  every  variety  <>f 
timber  could  be  successfully  treated.  It 
soon  became  evident  that  the  details  of 
the  process  would  have  to  be  varied  to 
suit  every  class  of  timber.  Some  varieties 
of  wood  are  quite  unable  to  withstand  the 
pressure  necessary  for  otiiers.  At  first 
there  was  considerable  doubt  as  to  the 
duration  and  degree  of  each  step  of  the 
process,  when  applied  to  a  fresh  consign- 
ment of  timber.  Now  the  managers  work 
with  unfailing  certainty  and  know  pre- 
cisely how  to  treat  any  quality  or  variety 
of  timber,  which  may  be  forwarded  for 
fireproofing. 

In  principle  the  fireproofing  process 
consists  of  substituting  a  clicniica!  solu- 
tion capable  of  coating  each  poro  and  fil)rc 
of  the  timber  to  be  trcaud  with  a  non- 
inflammable  salt,  to  replace  the  moisture 
or  sap  contained  v/ithin  i!ic  pores  under 
natural  conditions.  At  th-  works  now  in 
operation  the  pores  of  th  timber  are  at 
first  opened  by  steamin:  .  the  natural 
moisture  is  then  extracted  :  y  the  creation 
of  a  partial  vacuum,  and  the  fireproofing 
solution  is  then  applied  un!'  r  pressure. 
Finally  the  timber  is  dried  in  such  a 
manner  as  to  remove  the  moisn^re  without 
any  volatization  of  the  I'rcproofing 
chemical   and   without   any  iiii    rv   to   the 


cluiracter  of  the  timber  itself.  Railway 
engineers,  carriage  builders,  and  others 
would  be  interested  to  watch  the  several 
stages  of  the  fireproofing  process,  as  now 
carried  on  at  the  extensive  works  in  Eng- 
land, which  have  for  several  vears  turned 


DIE  FOR  FITTING  CONE  PACKING. 

out  many  100,000  cubic  feet  of  flameproof 
timber.  The  timber  to  be  treated  is  piled 
on  to  small  trucks,  fitted  with  iron  hoop 
tops,  which  serve  the  double  purpose  of 
keeping  the  wood  in  position  and  as 
gauges  to  regulate  the  quantity   for  each 


HOLDING    DEVICE    FOR    II    6    DISTHIRUT- 
ING  VALVE. 

load.  The  trucks  are  run  into  large  iron 
cylinders,  fitted  with  air-tight  doors;  as 
soon  as  each  cylinder  has  been  filled,  it 
is  hermetically  closed  and  steam  is  sent  in 
to  emerse  the  wood  and  open  the  pores. 
The  managers  know  precisely  the  length 


of  time  required  by  every  variety  of 
timber  to  complete  this  preliminary 
process ;  exhausting  pumps  are  then  put 
into  operation,  and  as  the  pressure  is  re- 
duced the  timber  parts  with  its  natural 
moisture.  As  soon  as  that  has  taken  place 
the  fireproofing  solution  is  forced  into  the 
cylinders,  and  pressure  applied  sufficient 
to  force  the  solution  into  the  innermost 
pores  of  all  the  timber.  Again  the  man- 
agers know  the  precise  pressure  and  the 
length  of  time  required  for  all  varieties 
of  timber.  The  last  step  is  to  remove 
the  trucks  from  the  cylinders  and  to  con- 
vey them  to  specially  equipped  sheds,  in 
which  the  timber  is  dried  by  currents  of 
hot  air. 

For  a  large  plant  capable  of  dealing 
with  400,000  or  500,000  cubic  feet  of 
timber  annually,  three  cylinders  are  neces- 
sary, 70  to  80  feet  in  length,  and  two 
shorter  ones  40  to  45  feet  long,  all  avail- 
able for  timber  of  average  texture.  For 
hard,  dense  classes  of  wood  one  or  two 
cylinders  of  smaller  dimensions  are  neces- 
sary, of  greater  structural  strength.  A 
spare  cylinder  is  desirable  of  medium  size 
for  experimental  work  and  as  a  sub- 
stitute in  case  of  stoppage  for  repairs, 
or  to  help  over  a  rush  of  work.  Fire- 
proofed  wood  does  not  differ  in  any  way 
as  regards  outward  appearance  from  tim- 
ber in  its  natural  state.  When  it  is 
brought  into  contact  with  flame  it  will  not 
ignite,  however  peisistently  the  flame  may 
be  applied.  Charring  is  all  that  takes 
place.  The  only  difference  between  the 
natural  and  fireproofed  wood  that  can  be 
detected  during  working  the  wood  for 
constructional  use,  is  the  necessity  for  a 
more  frequent  sharpening  of  high  speed 
tools,  when  they  are  employed. 


Die    for    Fitting    Cone    Packing,    and 
Holding  Device  for  H  6  Distrib- 
uting Valve. 

By  F.  W.  Bentley,  Milwaukee,  Wis. 

The  application  of  cone  packing  to  air 
pump  piston  rods  is  in  a  great  many  cases 
done  in  such  a  manner  that  considerable 
trouble  is  experienced  and  the  packing 
often  unjustly  condemned.  The  greater 
part  of  the  trouble  of  course  lies  in  the 
necessity  of  sawing  the  cone  into  halves 
and  the  resultant  elliptical  shape  of  the 
cone  after  cutting,  which  unless  fitted 
carefully  to  the  gland  is  the  source  of  a 
more  or  less  aggravating  blow. 

The  attached  sketch  is  in  general 
descriptive  and  explanatory  of  a  steel  die 
into  whicli  the  packing  is  dropped  after 
sawing  and  swedged  to  the  exact  shape 
and  size  of  the  gland  with  the  use  of  a 
hammer  and  a  light  soft  copper  ram.  This 
is  done  in  a  few  seconds  and  assures  a 
better  outside  fit  of  the  two  segments  in 
the  gland  than  could  be  obtained  by  the 
use  of  a  file.  Of  course  the  degree  of 
taper  is  necessarily  different  in  many  in- 
stances to  suit  the  taper  of  the  cones  used 
as   standard.     The   use   of   as   narrow   a 
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hack  saw  blade  as  possible  is  recommended 
to  retain  as  much  of  the  body  of  the  cone 
for  boring  to  the   ■;i:-i-  nf  the  pi'^loii   m.l. 


Railroading  in  the  Vermont  Hills. 

Bv  George  H.  Selina,  Rochester,  Vt. 
Enclosed  arc  views  of  the  railroad  be- 
ing constructed  for  the  Eastern  Talc 
Company  to  convey  talc  rocl<  from  the 
company's  mines  in  Jerusalem  to  the 
mills  on  the  White  River  Railroad  in 
Rochester.     This   n.iid.   ii^^u    ur.ir\\    oom- 


tracl^  themselves,  and  the  locomotive 
hauls  the  empty  cars  back  up  the  hill 
again. 


LOCOMOTINE  RF..\I)Y  To  BE  il.\ULED  TO 
MAIN  LINE. 

The  writer  has  used  one  of  the  above 
dies  for  some  time  and  has  met  with 
gratifying  results  in  obtaining  a  perfect 
repacking  of  the  rod  as  well  as  being  able 
to  pack  rod  with  a  degree  of  rapidity 
which  is  often  imperative  on  hurried 
roundhouse  repairs. 

The  other  device  refers  to  the  H-6  dis- 
tributing valve  which  is  a  part  whose 
shape  makes  it  an  utiwieldly  part  to  hold 
in  any  kind  of  a  vise  while  grinding  in 
the  various  valves  and  fitting  the  packing 
rings  of  the  pistons.  The  work  neces- 
sarily calls  for  a  change  of  the  position 
of  the  valve  in  the  vise  a  number  of  times, 
and  at  that  the  height  of  the  ordinary 
vise  is  such  that  a  stooping  position  is 
continually  required  during  all  work  on 
the  valve  in  the  vise. 

The  above  sketch  gives  the  simple  de- 
tails of  a  jig  for  use  in  holding  the  valve 
in  any  position  in  the  vise  necessary  to 
locate  it  for  careful  repair  work.  The 
upper  portion  enables  the  valve  to  be 
swung  around  and  tightened  for  con- 
venience with  respect  to  light  and  access 
to  the  parts.  The  pin  through  the  leg  of 
the  jig  makes  it  possible  to  swing  the 
valve  for  convenience  also  in  examining 
the  valve  or  applying  the  parts. 

The  jig  is  simple  in  construction  and 
decidedly  worth  its  slight  expense  in  con- 
nection with  the  over-hauling  of  the  sensi- 
tive distributing  valve  and  it  also  has  the 
advantage  of  making  it  possible  to  grind 
a  perfect  joint  in  a  very  short  space  of 
time,  which  is  quite  an  advantage,  espe- 
cially in  roundhouse  work. 


Building  Railways  in  Tripoli. 
By  L.  Lodi.\n. 
There  are  many  interesting  aspects   in 
railroad    construction     in     that     part     of 


LOCOMOTIVE  OX  THE  WAV  IT  THE  IXCEIXE. 


plctcd,  will  be  about  five  miles  in  length, 
with  i\vt  switchbacks  and  a  maximum 
grade  from  5  to  7  per  cent.,  and  curves 
almost  too  short  to  calculate.  The  loco- 
motive shown  is  an  H.  K.  Porter  build. 
The  weight  is  24  tons,  with  cylinders  12 
ins.  X  16  ins.  The  driving  wheels  arc 
33  ins.  in  diameter.     The  .steam   pressure 


.Africa  recently  acquired  by  the  Italian 
government.  Before  the  Italians  occupied 
Tripoli  there  was  only  about  nine  miles 
of  a  narrow  gauge  track  in  that  country 
running  from  the  sea  coast  to  some  stone 
(luarries  and  bringing  material  for  dock 
Ijuilding.  In  a  few  months  the  invaders 
wire     wtrkimi     on     ibc     cinstruction     of 


BUILDING  RAILVVAV.S  IN  TKIPOLI. 


is  170  pounds.  The  cars  arc  steel  dump 
cars  caro'ing  seven  tons  of  rock,  and 
equipped  with  hand  brakes.  The  locomo- 
tive is  equipped  with  the  Westinghouse 
G  6,  also  water  brake.  The  track  is  of 
the  3-feet  gauge  type.  On  the  incline 
where  the  locomotive  is  being  hauled  to 
the  main  line  the  mine  cars  are  being 
loaded  on  incline  car  and  are  conveyed 
to  the  mill  by  gravity,  running  down  the 


four  lines  and  there  are  now  several  hun- 
dred miles  of  track  finished  and  in  con- 
stant operation.  The  gauge  is  95  centi- 
meters—about 38  inches— the  common 
gauge  of  the  Italian  secondary  lines.  1  he 
sand  dunes  of  Tripoli  are  far  reaching 
and  are  constantly  shifting  with  the  va- 
garies of  wind  and  weather.  The  prob- 
lem of  track  building  was  no  easy  one, 
as   in   a  sand   storm  the  track   would   be 
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completely  covered  in  a  couple  of  liour? 
The  French  had  already  overcome  the 
difficulty  in  Algiers  by  experimenting 
with  .plant  life  in  the  sand  hills  where  it 
could  be  induced  to  take  root  and  grow 
aided  by  a  part  covering  of  alluvial  soil. 
The  Italian  engineers  covered  part  of  the 
dunes  with  boughs  of  trees  and  stake 
hedges  and  barriers  of  brushwood,  and 
already  in  some  parts  shoots  of  tamarisks, 
pines  and  wild  roses  arc  in  profusion, 
and  thus  the  railroads  are  not  only  being 
protected  but  the  desert  is  being  garlanded 
with   flowers. 

Fortunately  just  beUjw  the  sand  dunes 
with  their  shifting  surfaces,  the  ground 
is  firm  and  lit  to  sustain  the  track  with- 
out ballasting,  as  the  rolling  stock  is  not 
heavy.  The  locomotives  are  of  the  small 
eight  coupled  type  and  somewhat  resem- 
ble the  early  engines  of  the  New  York 
Elevated  railroad,  with  outside  cylinders, 
and  Walschaerts  valve  gear,  and  Hardy 
automatic  brake.  Strange  as  it  may  ap- 
pear, it  is  difficult  to  secure  native  labor 
of  any  value.  The  Arabs  themselves,  and 
even  the  camels,  cannot  be  induced  to 
perform  a  reasonable  day's  work.  Italian 
workmen  and  .Spanish  mules  are  the  best 
available  m.iterial  for  construction  work 
so  far.  TIk-  accompanying  illustration 
shows  a  portion  of  the  railroad  track  laid 
on  the  level  sands  near  the  sea  shore  at 
the  city  of  Tripoli. 


First  Steamer  to  Cross  the  Atlantic. 

.\t  a  meeting  of  the  British  .\ssociatinn 
in  1836,  in  a  lecture  on  steam  iiavigatMn. 
Dr.  Lardner,  then  considered  the  most 
eminent  engineering  authority  in  tlie 
w..rld,  said:  ".•Xs  to  the  project  of  estab- 
lishing steam  intercourse  with  the  I'nited 
States,  which  lias  lieen  announced  in  the 
newspapers,  ')f  making  the  voyage  direct 
from  New  York  to  Liverpool,  it  was,  he 
had  no  hesitation  in  saying,  perfectly  chi- 
merical, and  they  might  as  well  talk  of 
making  a  voyage  from  New  York  or  Liv- 
erpool to  the  moon." 

Contrast  the  aliove  with  the  following 
which  appeared,  only  two  years  later  in  the 
New  York  HcrM  of  2,Sth  April,  183S: 
"Nothing  is  talked  of  in  New  York  l)Ut 
about  the  Sirius.  She  is  the  fir.st  steam 
vessel  that  has  arrived  here  from  F.nglatid, 
r.nd  a  glorious  boat  she  is.  Every  mer- 
chant in  New  York  went  on  board  her 
yesterday.  Her  commander,  Lieutenant 
Roberts,  R.  N.,  is  the  first  man  that  ever 
navigated  a  steamship  from  luirope  tr) 
.\merica," 

Thus  was  the  confident  announccmem 
made  before  llie  British  Ass.iciation 
speedily  falsified  liy  accomplished  fact. 
Indvcd,  tlie  very  speech  in  which  it  was 
made  was  the  immediate  cause  of  sending 
the  Sirius,  the  pioneer  of  Transathmlic 
steam  traffic,  on  her  initial  and  cpocli- 
makiiig  voyage  lo  New  York,  It  cam<- 
about  in  this  way. 


.Mr.  James  Beale,  of  Cork,  who  was 
largely  concerned  in  steamship  business, 
during  a  visit  to  London,  was  discussing 
with  some  friends  Dr.  Lardner's  speech, 
quoted  above,  and  expressed  his  opinion 
on  the  subject  by  saying  that  if  anyone 
would  join  him,  he  would  guarantee  to 
coal  and  send  nut  from  Cork  to  New- 
York  a  steamer,  whicli  was  already  in 
existence,  and  find  a  captain  who  shouhl 
be  competent  to  navigate  her.  His  project 
was  agreed  to,  and  he  chartered  the  Siritis 
from  her  owners,  the  St.  George  Steam 
racket  Company,  of  Dublin,  and  Lieuten- 
ant Roberts,  R.  N.,  of  Ardmore,  was  ap- 
pninted  as  her  captain. 

The  Sirius  was  built  for  the  St.  (ieorge 
Steam  Packet  Company  by  ^Messrs.  Men- 
zies  &  Son,  of  Leith,  her  machinery  being 
supplied  by  Messrs.  J.  VVingate,  of  Glas- 
gow. She  had  two  masts  and  one  funnel, 
with  a  figurehead  of  a  dog  holding  be- 
tween its  foreparts  a  star  representing 
tlie  dog  star  Sirius,  after  which  she  was 
named.  She  was  of  5,500  tons  burthen, 
her  length  178  4-10  feet,  breadth  aiiiid- 
sliips  25  8-10  feet;  and  her  cost  was  127- 
000. 

Having  embarked  her  passengers,  in 
number  forty,  says  Captain  Roberts,  tliv 
Sirius  started  from  Cork  on  3rd  .^|)ril. 
1838,  at  10:30  a.  m.,  in  company  with  tlie 
Ocean,  another  splendid  steamer  of  the 
St.  George  Steam  Packet  Company,  (hi 
leaving  Passage,  about  seven  miles  lielnw 
C.irk,  we  were  loudly  cliecred  li>  ilie  in- 
habitants, together  witli  tlie  most  respec- 
talile  families  in  Cork,  wiio  had  assem- 
1  led,  with  warm  hearts  and  handsome 
faces  (the  ladies,  I  mean)  to  witness  our 
(U'liarturc  and  wish  us  success  in  our  pas- 
sage to  our  Transatlantic  brethren.  Most 
nf  the  gentlemen  interested  in  our  vessel 
proceeded  with  us  as  far  as  the  Cove  of 
Crk,  where  we  stopped  to  let  the  Ocean 
(■■line  alongside  to  take  the  above  gentle- 
iiieii  out,  which  having  lu-en  done,  with 
three  hearty  cheers,  and  many  heartfelt 
wishes,  we  gallantly  iient  our  way  f^r 
New  York. 

It  is  interesting  to  note  the  following 
facts:  The  saloon  fare  was  35  guineas 
(the  same  as  the  sailing  ships);  second 
cabin,  20  guineas;  and  steerage,  8  guineas, 
I  lie  average  speed  yas  161  knots  iier  day: 
highest  220,  lowest  85,  The  total  aniouiu 
of  coal  consumed  for  the  voyage  of  2,89" 
knots  was  450  tons,  and  the  engines  made 
l."^  revolutions  per  minute. 

On  22nd  April,  after  nineteen  days' 
pa<<ige,  the  Sirius  sighted  land,  and  at 
in  tliat  iiiglit  anchored  off  tlie  P.attery, 
New  York.  On  the  23rd  the  Mayor  and 
.\ldermen  and  many  inhabitants  of  the 
city,  together  with  several  army  and  navy 
oflirers.  came  on  board  to  congratulate 
Captain  Roberts  on  his  safe  arrival.  .M- 
derman  Hozie,  during  tlie  reception  in  the 
cabin,  welcomed  to  the  great  city  of  /lie 
New  XVorld  the  gallant  adventurers  from 
the  (  dd.     Tie  looked  upon  this,  he  said,  as 


;i  great  event,  and  in  the  name  of  the  city 
he  awarded  to  the  gallant  captain  and  the 
gallant  crew  of  the  Sirius  "the  high  honor 
of  creating  a  new  era.  If  it  did  not  bear 
his  (the  captain's)  name  over  the  world 
with  the  imperishable  lustre  of  the  great 
discoverer  of  America,  it  gave  him  a 
name  among  the  great  benefactors  of 
mankind."  The  alderman  then  proposed 
die  health  of  Captain  Roberts,  and  the 
toast  was  drunk  standing,  and  received 
with  deafening  cheers. 

The  Sirius  left  New  York  on  her  home- 
ward voyage  on  1st  May,  and  at  her  de- 
parture thousands  of  people  assembled  on 
the  wharf  to  wish  her  a  prosperous  pas- 
sage ;  the  Battery  saluting  her  with  seven- 
teen guns,  a  mark  of  respect  seldom  or 
never  before  shown  to  any  merchant  ves- 
sel. She  arrived  at  Falmouth  on  18th 
May.  after  a  boisterous  passage,  and  left 
the  same  day  for  London,  where  she  duly 
arrived  all  well.  So  ended  the  initial 
voyage,  outward  and  homeward,  of  the 
lirst  steam  vessel  which  crossed  the  .\t- 
l:intic. 


Reporting  Train  Accidents. 

The  principal  railroad  managers  in  the 
country  have  introduced  the  practice  of 
making  full  reports  of  all  railroad  ac- 
cidents resulting  in  the  injury  or  death 
of  trainmen  or  passengers.  This  is  a 
very  desirable  reform,  for  the  old  prac- 
tice was  to  suppress  all  information  con- 
cerning accidents,  a  senseless  practice 
whicli  was  very  cruel  towards  a  great 
many  persons.  It  w-ould  be  difficult  to 
portray  the  terrible  fear  that  the  wives, 
mothers  and  children  of  trainmen  had  to 
endure  when  news  ui  a  train  accident 
reached  them  and  all  iiarticulars  were 
withheld. 

.Mthough  the  officials  did  their  best  to 
suppress  all  the  facts  about  accidents,  re- 
ports of  wrecks  spread  like  wild  fire  in 
everv  railroad  community  and  threw  all 
tlie  families  interested  into  an  agony  of 
sus|iense  and  fear.  The  secrecy  main- 
tained was  not  necessary  and  did  no  good. 
We  trust  that  the  new  practice  of  send- 
ing out  full  information  concerning  ac- 
cidents may  become  general  and  that  the 
silly  secrecy  of  the  past  may  never  be 
revived. 


Steam  Turbines. 
.\t  the  lirst  regular  meeting  for  the 
season,  on  Deccmbe!  19,  1913,  Mr.  J.  A. 
M.icMurchy,  of  the  Wcstinghouse  Ma- 
chine Co..  Pittsburgli,  Pa.,  addressed  the 
Toronto  section  of  the  .\merican  Institute 
of  Electrical  Engineers,  on  "Steam  Tur- 
bines." The  address  was  illustrated,  and 
created  much  interest.  The  discussion 
that  followed  was  of  the  most  interesting 
kind  and  the  large  audience  showed  their 
hearty   interest   in  the   proceedings. 
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4-8-2  Type  of  Locomotive  for  the  Missouri  Pacific 


Seven  mountain  type,  passenger  loco- 
motives have  recently  been  delivered  to 
the  Missouri  Pacific  Railway  Company 
by    the    .American    Locomotive    Company. 

These  locomotives  were  designed  to 
■eliminate  the  double-heading  of  the  reg- 
ular passenger  trains  on  the  Missouri 
division,  between  St.  Louis  and  Poplar 
BlutT,  a  distance  of  165  miles.  Leaving 
St.  Louis,  the  first  42  miles  is  composed 
of  practically  a  continuous  ascending 
grade  having  a  ruling  of  0.4  per  cent. 
The  next  85  miles  includes  the  crossing  of 
the  Ozark  Mountains,  which  is  composed 
of  the  ascending  and  descending  of  five 
summits.  This  is  the  crucial  part  of  the 
entire  division  and  is  made  up  of  the  fol- 
lowing very  heavy  grades :  The  first  sum- 
mit has  a' grade  of  1.05  per  cent.,  4  miles 
long;  the  second  summit,  1.03  per  cent.,  10 
miles  long ;  the  third  summit,  0.9  per  cent., 
14  miles  long;  the  fourth  summit.  1.9  per 
cent.,  5  miles  long  with  5  degs.  uncom- 
pensated curves:  the  fifth  summit,  1.5  per 
cent..    5    miics    Iini.n.      The    remainder    of 


ilVuiciicy  from  c\dy  i'iinh)ii  oi  the  prop- 
erty. 

Compared  with  the  Pacilic  type,  the 
mountain  type  has  a  total  weight,  engine 
and  tender,  of  457,500  lbs.,  as  against  420,- 
500  lbs.  The  mountain  type  has  a  trac- 
tive effort  of  50,400  lbs.,  as  against  36,000 
lbs.  for  the  Pacific.  With  only  8.8  per 
cent,  increase  in  weight  an  increase  of 
37.0  per  cent,  in  maximum  tractive  power 
is  obtamed. 

.\    weight    limit    of    210.01)0   pounds    on 

drivers    was    spccilied.     This   necessitated 

a  very   carefully  designed  boiler.     In  the 

following  table  a  comparison  is  made  of 

the   boilers   of   the   mountain   and    Pacific 

types. 

Pacific  Mountain 

type.  type. 

Pressure    180  170 

Boiler- 
Type     Ex.  Wag.  Con.  Conn. 

I.    D.,   first   ring 72}^  in.  74^  in. 

O.  D.,  largest  course.        &2H  in.  87J4  in. 

Firebox- 
Length     lOSJiin.  lOSJi  in. 

Width    66  in.  75^4  in. 

Tubes,    number   and    di- 
ameter           223— 2  in.  218 — 2  in. 


the  greater  value  ol  tlie  beating  surface 
it  will  be  observed  that  the  capacity  of 
the  boiler  has  been  greatly  increased. 

This  boiler,  being  restricted  by  the 
weight  limit,  would  not  allow  the  appli- 
cation of  cylinders  larger  than  28  x  28  ins. 
To  obtain  the  desired  tractive  effort,  the 
driving  wheel  diameter  was  reduced  to 
63  ins.  As  these  mountain  type  locomo- 
tives arc  not  intended  for  the  sustained 
high  speeds  demanded  of  the  Pacific  type, 
this  63  in.  wheel  coupled  with  the  above 
mentioned  boiler  allows  these  heavy  trains 
to  ascend  the  steep  grades  at  comparatively 
high  speeds.  It  is  also  amply  large  to  at- 
tain the  necessary  speed  when  descending 
the  grades  where  boiler  capacity  does  not 
become  a  factor. 

In  every  detail,  as  in  general  construc- 
tion, the  design  embodies  the  latest  ap- 
proved practice.  It  is  equipped  with  a 
superheater,  firebrick  arch,  screw  reverse 
gear,  outside  steam  pipes,  extended  piston 
rods,  the  builder's  latest  improved  out- 
side  bearing   trailing   truck,    the   builder's 


the  division  is  composed  of  a  long  des- 
cending grade. 

Passenger  traffic  on  this  division  is  very 
heavy.  Up  to  the  present  time  a  Pacific 
type  locomotive,  having  a  total  weight  of 
259,000  lbs.,  wei.ght  on  driving  wheels  of 
165,000  lbs.,  and  a  maximum  tractive 
power  of  36,800  lbs.,  has  been  used  in 
this  service.  Two  of  these  Pacific  type 
locomotives  were  necessary  to  handle  a 
train  of  nine  cars  or  more. 

The  mountain  type  locomotives  have 
enabled  the  railway  company  to  handle 
trains  of  12  to  14  cars,  or  a  tonnage  up 
to  820.  over  the  1.9  per  cent,  grade  at  a 
speed  of  18  miles  per  hour;  one  locomo- 
tive performing  this  service,  whereas  for- 
merly it  required  two  of  the  Pacific  type. 

This  is  another  striking  example  of  the 
savings  T)btainable  by  designing  locomo- 
tives exactly  fitted  for  their  work  and 
confining  them  to  their  particular  terri- 
tory with  a  view  of  getting  the  maxiimini 


Flues,    number    and    di- 
ameter         32— 53^  in.     32— SHin. 

Length    of    Hues 20  ft.  20  ft. 

Combustion    chamber, 

length 37J/2in. 

Heating  surface — 

Tubes  and  flues,  sq.  ft.  3,221  3.165 

Firebox,   sq.   ft 209  260 

-Arch  tubes,  sq.  ft 26  26 

Total,  sq.  ft 3,456  3,451 

Superheating  surface, 

sq.   ft 757  761 

Grate  area,  sq.  ft 49.5  56.5 

It  will  be  noted  that  while  there  is  prac- 
tically no  difference  in  the  total  heating 
surface  of  both  boilers,  the  mountain  type 
boiler  contains  a  combustion  chamber.  By 
increasing  the  front  end  diameter  1%  ins., 
and  the  diameter  of  the  largest  course  3ji 
ins.,  the  addition  of  the  combustion  cham- 
ber made  a  reduction  of  only  56  sq.  ft. 
in  tube  heating  surface,  but  added  51  sq. 
ft.  to  the  firebox  heating  surface. 

Firebox  heating  surface  has  approxim- 
ately six  times  more  evaporating  value 
than  tube  heating  surface.  Considering 
the  10  lbs.  reduction  in  pressure,  the  ad- 
dition in  grate  area  of  7  ft.  coupled  with 


latest  design  of  throttle  lever,  and  the 
Foulder  design  back  end  main  rod. 

This  main  rod  deserves  special  men- 
tion. With  this  solid  end  main  rod,  four 
of  the  13'^  in.  bolts  of  the  strap  end  main 
rod  have  been  eliminated,  and  an  actual 
saving  in  weight  of  115  lbs.  per  rod  was 
obtained.  Thus  a  saving  of  115  lbs.  coun- 
terbalance was  secured.  Also  only  one 
pattern  is  required  for  the  bearings,  as 
the  same  brass  is  used  front  and  back 
of  pin,  the  taper  being  on  the  two  adjust- 
able wedges.  The  heavy  wedge  immedi- 
ately in  front  of  the  bearing  extending 
to  the  full  depth  of  the  rod  opening,  and 
being  of  greater  depth  than  the  bearing 
itself,  provides  a  fine  support  for  the  brass 
and  prevents  it  from  cocking  and  becom- 
ing distorted.  Other  features  of  this  solid 
end  are  its  simplicity  and  the  time  saved 
in  taking  it  off  the  engine;  and  there  are 
no  bolts  to  renew  or  holes  to  reream. 

These  locomotives  are  not  merely  big. 
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but  were  designed  with  careful  considera- 
tion of  all  the  conditions  of  service,  wliich 
the  American  Locomotive  Company's  en- 
gineers had  first  thoroughly  studied.  They 
are  the  product  of  this  company's  wide 
experience  in  the  design  and  construction 
of  big  locomotives,  supplemented  by  the 
complete  knowledge  of  the  officials  of  the 
railway  company's  Motive  Power  Depart- 
ment. 

The  following  dimensions  might  be  in- 
teresting : 

Trade  gauge— 4  ft.  8}4  ins. 

Fuel — Bituminous  coal. 

Cylinder— Type     piston,     diameter, 
ins. ;  stroke,  28  ins. 

Tractive  power— 50,400  lbs. 

Factor  of  adhesion — 4.13. 

Wheel  base — Driving,  16  ft.  6  ins. ;  rigid 
16  ft.  6  ins. ;  total,  36  ft.  5  ins. 


Heating  surface — Tubes  and  flues, 
316S.2  sq.  ft.;  firebox,  260  sq.  ft.;  arch 
tubes,  25.5  sq.  ft.;  total,  3450.7  sq.  ft. 

Superheating  surface — 761   sq.  ft. 

Grate  area — 56.5  sq.  ft. 

Wheels— Driving  diameter  outside  tire, 
63  ins. ;  center  diameter,  56  ins. ;  engine 
truck,  diameter,  3i  ins.;  trailing  truck, 
diameter,  42  ins. ;  tender  truck,  diameter, 
33  ins. 

Axles — Driving  journals  main,  11x12 
ins.;  other,  10 x  12  ins.;  engine  truck  jour- 
nals, 6x12  ins.;  trailing  truck  journals, 
8x14  ins.;  tender  truck  journals,  6  x  11 


28     ins. 


Tank— Capacity,  8,000  gals.;  fuel,  14 
tons. 

Valves — Type,  14  ins.;  piston  travel, 
6J/2  ins. ;  steam  lap,  1  in. 

Setting — 3-16  ins.  lead. 


Safety  Medals. 
The  E.  H.  Harriman  medal  for  having 
done  more  than  any  other  company  for 
the  safety  of  its  employees  was  awarded 
to  the  Southern  Pacific  Railroad  at  a 
meeting  of  the  mem.bers  of  the  Ameri- 
can Museum  of  Safety,  which  was  held 
in  the  Waldorf-Astoria,  New  York,  last 
month.  It  appears  from  the  reports  that 
not  a  life  had  been  lost  on  the  railroad 
for  five  years.  Tlie  Scientific  American 
medal  was  awarded  to  the  Welin  Ma- 
rine Equipment  Company ;  the  Travelers' 
Insurance  medal  to  the  New  York  Tele- 
phone Company  for  work  done  for  the 
safety  of  the  women  employees;  the  St. 
Louis  Livingston  Seaman  medal  to  the 
United  States  Steel  Corporation,  and  the 
Rathenau  medal  to  the  General  Electric 
Company. 
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VIEW  OF  DETAILS   OF   SOLID   END    M.VIN    ROUS. 


Wheel  base — Total,  engine  and  tender, 
70  ft.  0  ins. 

Weight  in  working  order-  2%,000  lbs.; 
on  drivers,  208,000  lbs.;  on  traikr>.  40,000 
lbs. ;  on  engine  truck,  48,000  lbs. ;  engine 
and  tender,  457,500  lbs. 

Boiler — Type,  conical  connection ;  O.  D. 
first  ring,  75H  ins. ;  working  pressure,  170 
lbs. 

Firebox— Type,  w  ide ;  length,  108;  .<  ins. ; 
width,  7S!4  ins.;  thickness  of  crown,  H 
ins.;  tube,  ^A  ins.;  sides,  H  ins.;  back, 
•?<  ins.;  water  space,  front,  4'1.  ins.;  sides, 
4'/.  ins. ;  back,  4>^  ins. 

Crown  staying— Radial. 

Tubes— Number,  218;  diameter  2  ins. 

I.liic5_32;  diameter,  5}i  ins. 

Thickness— Tubes,  No.  11  B.  W.  G. ; 
flues,  No.  9  B.  W.  G. 

Tube— Length,  20  ft.  0  ins.;  spacing,  li 


Countersunk  Rivets  in  Boilers. 

Mr.  H.  I.  Wilkinson,  a  practical  boiler- 
maker  states :  I  have  worked  in  locomo- 
tive repair  shops  several  years,  and  where 
the  rivets  are  inside  the  firebox  of  loco- 
motive boilers  the  use  of  countersunk 
rivets  is  quite  extensive ;  in  fact,  on  some, 
if  not  all,  railroads  the  rivets  inside  the 
tlrebox  are  countersunk  altogether,  more 
especially  along  the  side  sheets  and  flue 
sheets.  Tlie  mud-ring  rivets  are  below 
the  fire  and  they  arc  not  always  counter- 
siuik,  btit  (luite  freiinently  are.  It  seems 
that  the  intense  heat  inside  the  firebox 
of  this  class  of  boiler  burns  off  the  heads 
if  they  are  not  countersunk  nearly  flush 
with  the  sheet.  In  putting  in  a  heavy 
flue  sheet  in  the  firebox  the  edge  of  the 
flange  is  generally  scraped  down  quite  a 
bit  for  the  same  reason,  for  if  it  is  left 
very  thick  the  heat  injures  it  and  makes 
if  crack  and  leak  all  the  more  quickly. 


The  Trans-Continental   Railway. 

The  main  line  of  the  Transcontinental 
will  total  a  trackage  of  3,550  miles  from 
Moncton  to  Prince  Rupert;  but  that  does 
not  comprise  the  whole  system  by  any 
means.  There  are  to  be  many  branch 
lines  taking  care  of  settlements  in  sec- 
tions of  the  country  hitherto  unprovided 
with  transportation  facilities.  These 
lines,  upon  which,  in  some  instances,  a  be- 
ginning has  been  made,  will  amount  to 
over  1,000  miles  of  added  trackage,  and 
will  tap  large  territories  hitherto  inacces- 
sible. These  branches,  or  lateral  lines. 
are  to  serve  new  populations,  which  will 
follow  them  in  line  of  the  system,  and 
then  spread  over  the  new  country  served 
by  spur  trackage,  which  will  connect 
them  with  the  great  artery  through 
which  their  products  will  be  brought  to 
the  centres  of  population  in  older  Canada. 
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Questions  Answered 

Pounding   on   Piston-Valve   Engines. 

E.  R.  M.,  Waycross,  Ga.,  writes : — 
Please  explain  why  a  piston-valve  engine 
will  pound  when  running  when  the  steam 
is  shut  off  and  the  reverse  hooked  up 
near  the  center,  and  will  cease  pounding 
when  the  reverse  lever  is  dropped  into 
the  corner  notch.  A.— The  pounding 
which  takes  place  in  piston-valve  engines 
v.'hile  running  with  steam  shut  off  and 
with  reverse  lever  hooked  up,  is  due  to 
compression  in  the  cylinders  and  the  in- 
ability of  valves  of  this  tj'pe  to  relieve 
themselves.  As  the  piston  moves  back- 
ward and  forward  in  the  cylinder,  air  is 
drawn  into  the  cylinder  through  the 
vacuum  valve,  or  what  is  generally 
known  as  the  steam-chest  relief  valve. 
When  the  exhaust  port  closes  as  the  pis- 
ton is  on  its  return  stroke,  the  air,  which 
was  previously  drawn  into  the  cylinder, 
is  confined  between  the  valve,  cylinder 
head  and  piston,  and  consequently  must 
be  compressed  as  the  piston  completes 
its  travel.  This  compression,  when  the 
lever  is  hooked  up,  becomes  sufficient  to 
throw  extra  strains  on  the  crank  pin 
and  takes  up  the  lost  motion,  causing 
pounding.  The  nearer  the  reverse  lever  is 
to  the  corner  notch,  the  nearer  will  the 
piston  be  to  the  end  of  its  travel  before  the 
exhaust  opening  closes,  and  when  the 
lever  is  in  the  corner  notch  the  exhaust 
closes  so  late  that  there  is  not  enough 
air  left  in  the  cylinder  to  cause  any 
effect  to  be  noticeable  in  the  way  of 
pounding. 

It  may  be  added  that  slide  valves  are 
subject  to  the  same  conditions,  and  the 
same  action  takes  place,  but  as  the  com- 
pression begins  to  rise  in  the  cylinder 
the  valve  is  lifted  from  its  seat  and  the 
compresesd  air  escapes  into  the  steam 
chest,  and  consequently  does  not  produce 
pounding.  .^  piston  valve  cannot  lift 
from  its  seat,  and  hence  pounding  is  the 
result. 


Running  with  Connecting  Rods  on 
One  Side 
W.  C.  W.,  Minneapolis,  Minn.,  writes : 
— I  submit  the  following  for  your  opinion. 
I  am  running  a  ten-wheel  link  motion  en- 
gine, and  a  few  days  ago,  when  about  60 
miles  from  the  terminal,  discovered  frac- 
tures that  made  it  necessary  to  take  down 
all  the  rods  on  the  right  side.  After 
blocking  cross-head  proceeded  with  all 
rods  up  on  the  left  side,  and  being  a 
local  passenger  run  was  obliged  to  make 
all  stops  as  usual  and  arrived  safely  at 
the  terminal  and  placed  the  engine  in  the 
roundhouse  with  everything  in  perfect 
condition  excepting  the  original  fractures 
referred  to.  The  mechanical  officials  dis- 
approved of  bringing  the  engine  in  under 


ilie  conditions  described,  and  claimed  that 
tl;t  rods  might  have  "buckled,"  and  other 
serious  damage  might  have  followed,  and 
accounted  for  safe  arrival  through  good 
luck.  I  fail  to  see  where  the  rods  could 
possibly  have  been  damaged  or  crank 
pins  broken.  To  my  thinking  buckling 
could  only  occur  on  centers  with  pins  be- 
ing forced  out  of  alignment,  and  this 
could  only  be  brought  about  by  main  rod 
being  in  operation  on  the  opposite  side. 

Locomotive  builders  make  the  rods 
strong  enough  to  stand  all  the  strain  that 
will  be  put  on  them  by  one  cylinder,  and 
a  margin  for  safety.  .My  experience  has 
been  that  where  a  rod  on  one  side  broke 
and  before  the  engine  could  be  shut  off 
the  combined  power  of  both  pistons 
broke  the  rod  on  the  opposite  side;  this 
has  happened  on  different  occasions  in 
my  experience.  A  mere  statement  that 
this  or  that  method  is  correct  does  not 
satisfy  me.  If  wrong,  would  like  to  have 
it  pointed  out  exactly  where  the  danger 
lies.  What  is  your  opinion  ?  A. — We 
differ  from  you  in  regard  to  the  safety 
of  any  kind  of  locomotive  running  under 
the  conditions  described.  The  principal 
reason  is  that  when  one  main  rod  is 
removed  the  other  main  rod  can  have  no 
influence  at  all  upon  the  wheels  to  which 
the  disconnected  main  rod  was  attached 
when  the  cranks  are  passing  the  dead 
centers.  When  stopping  at  or  near  these 
points,  an  enormous  strain  may  be  put 
upon  the  rod  when  starting  again,  more 
particularly  if  the  main  drivers  should 
slip.  Such  a  stress  would  be  apt  to  break 
the  rod.  It  can  be  readily  imagined  that 
in  the  event  of  any  lost  motion  having 
accumulated  in  the  rods,  the  main  driv- 
ing wheel  may  have  reached,  or  even 
passed,  the  quarter,  while  that  of  the 
loose  trailing  wheel  may  not  have  reached 
the  center,  when  a  forward  movement  of 
the  main  driving  axle  might  tend  to  move 
the  rear  wheel  backwards,  in  which  case 
a  buckling  or  breaking  of  the  rod  or 
crank  pin  would  he  inevitable.  This  is 
especially  apt  to  happen  at  curving  or  from 
any  cause  where  slipping  may  occur.  It 
should  also  be  remembered  that  when  any 
of  the  rods  are  disconnected  on  one  side 
the  counterbalancing  of  the  wheels  are 
much  affected,  as  the  counterweights  are 
intended  to  make  up  for  the  weight  of 
the  rods  and  crankpins.  Hence  the 
hammer  blow,  so-called,  of  the  wheels  on 
the  disconnected  side  would  naturally 
tend  to  give  an  irregular  motion  to  the 
wheels,  which,  occurring  coincidentally 
with  the  irregular  thrusts  on  the  work- 
ing side,  increases  to  a  considerable  ex- 
tent the  tendency  to  bending  or  breaking 
of  the  trailing  rods.  For  these  reasons 
the  usually  accepted  practice  is  that  if  it 
is  deemed  absolutely  necessary  to  remove 
the  side  rods  from  one  side  of  the  engine 
they  should  also  be  removed  from  the 
other. 

It   would   be   interesting  to   hear   from 


any  of  our  correspondents  in  regard  to 
this  question.  In  the  development  of  the 
locomotive  many  practices  have  changed 
and,  doubtless,  will  continue  to  change. 


Tractive  Power  of  a   Locomotive. 

A.  B.  R.,  St.  Thomas,  Ont.,  writes:  I 
would  like  to  have  given  in  the  Question 
and  Answer  Department  a  formula  for 
calculating  the  tractive  power  of  a  loco- 
motive in  pounds.  A. — The  common 
formula  for  calculating  the  tractive  or 
pulling  power  of  a  locomotive  is  as 
follows : 

d=  X  S  X  P 

—  T, 

D 
in  which  d  represeiUs  the  diameter  of 
one  cylinder  in  inches,  S  the  length  of 
stroke  in  inches,  P  the  mean  effective 
pressure  in  pounds  per  square  inch,  D  the 
diameter  of  the  driving  wheels  in  inches 
and  T  the  tractive  power.  .Ml  of  the 
factors  given  in  the  formula  are  known, 
excepting  P;  this  is  usually  taken  at  85 
per  cent,  of  the  boiler  pressure  when 
calculating  the  maximum  tractive  effortj 
and  at  speeds  ranging  from  one  to  ten 
miles  per  hour. 

Example :  What  tractive  power  will  a 
locomotive  develop  having  the  following 
dimensions  : 

Diameter   of   cylinders 20  inches. 

Length   of  stroke 28  inches. 

Boiler  pressure   200  pounds. 

Diameter  of  driving  wheels..  69  inches. 
20  X  20  =  400  X  28  =  11,200  X  170  = 
1.904,000  ^  69  =  27,594  pounds. 

In  general  practice  it  is  usual  to  de- 
duct 10  per  cent,  on  account  of  friction, 
but  this  is  a  rough  estimate  based  on  con- 
ditions. 


New  York  Valves  and  Pumps. 
R.  W.,  Cherry  Valley,  N.  Y.,  asks.— (1) 
What  is  the  difference  between  the  B-6 
feed  valve  and  the  old  style  slide  valve 
feed  valve?  (2)  Can  you  give  me  some 
information  on  the  B-2  and  B-3  brake 
valves?  (3)  Where  can  1  get  some  in- 
formation on  the  Xcw  York  air  pumps? 
A. — The  B-6  feed  valve  has  a  larger 
regulating  valve,  a  heavier  supply  valve 
piston  spring,  and  a  hand  wheel  adjust- 
ment. While  the  entrance  of  air  pres- 
sure is  slightly  different  and  passes 
through  the  slide  valve  to  the  brake  pipe 
instead  of  past  the  end  of  it,  the  operation 
is  identical  with  that  of  the  older  B-3 
valve.  (2)  The  B-2  and  B-3  equipments 
are  practically  obsolete,  having  been 
superseded  by  the  L.  T.  brake  equipment. 
However,  if  application  is  made  to  the 
New  York  .\ir  Brake  Company,  165 
Broadway,  New  Y'ork.  N.  Y.,  the  company 
will,  no  doubt,  supply  the  desired  informa- 
tion. (3)  The  New  York  .Mr  Brake 
Company,  already  referred  to,  will  mail 
a  pamphlet  to  any  address  describing  their 
air  pumps. 
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this    power   be    granted,    the    commission  the  freight  cars.     The  average  freight  car 

will   have   unquestioned   control   over   ev-  in   use   in    1903   couUl   carry    a   little   less 

cryihing    relating    to    the    movement    of  than  31   tons. 

trains,  over  maintaining  the  condition  of  In  ten  years  the  capacity  of  freight  cars 
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Ambition  of  Interstate  Commerce  Com- 
mission. 
I'e(.ple  tamiliar  with  the  acUoiis  of  the 
Interstate  Commerce  Commission  have 
had  no  reason  to  consider  that  the  in- 
dividuals of  the  commis>ic>n  were  pin- 
ing for  want  of  sufficient  power  to  domi- 
neer over  property  owners  that  vicious 
laws  have  placed  in  the  commission's 
grasp;  but  that  seems  to  have  been  the 
case.  In  its  annual  report,  made  public 
on  December  19,  the  Interstate  Commerce 
Commission  proposes  putting  I-'ederal 
control  over  the  railroads  of  the  country 
of  a  much  more  embarrassing  character 
tlian  it  has  ever  been  up  to  tlie  present 
time.  Should  Congress  grant  the  power 
now  asked  for  by  the  commission,  that 
body  will  be  able  to  manage  the  railroads 
of  the  country  without  being  responsililc 
for   their   financial   condition. 

The   commission    urges   upon    Congress 
the  providing   .4   legislation   that   will   an 


jurisdiction  added  to  what  the  Interstate 
Commerce  Commission  already  possesses 
would  deprive  the  real  owners  of  all  di- 
rection or  management  of  their  property. 
The  Interstate  Commerce  Commission  is. 
no  doulit,  composed  of  very  smart  gentle- 
men ;  but  their  ambition  to  become  rail- 
road operating  managers  needs  to  be 
curbed. 

Progressive  Achievements  of  Our 
Railroads. 
All  the  people  connected  witli  train 
service  know  tliat  the  capacity  and  power 
of  locomotives  have  been  steadily  increas- 
ing during  the  last  decade,  but  few  are 
familiar  with  the  exact  particulars.  In  a 
l-iullctin  showing  how  railroad  have  ob- 
tained their  economies  we  read : 

Tlie  railroads  of  the  Eastern  District 
participating  in  the  application  for  a  5 
per  cent,  increase  in  freight  rates  have 
fded  with  the  Interstate  Commerce  Com- 
mission a  scries  of  statistical  tables  which 
uive  the  details  as  to  various  operating 
c.inditiiins  in  the  last  decade  incidental 
III  liandling  and  carrying  freight 

The  principal  result  herein  enumerated 
is  set  forth  in  the  fact  that  for  1912  these 
railroads  were  able  to  carry  in  each 
freight  train  an  average  load  of  510  tons, 
while  the  average  in  l'H13  had  been  but 
,i91   tons. 

Tliis  achievement  was  nne  of  the  re- 
sults of  the  fact  that  the  49  railroads  in 
the  territory  affected  expended  during  the 
p.ist  ten  years  an  average  of  $200,000,000 
a  year  in  enlarging  the  roadbed  and 
e(|uipmcnt.  The  increase  in  tlie  property 
investment  account  per  mile  is  due  to 
many  things— larger  and  more  expensive 
terminals  and  stations  for  both  passenger 
and  freight ;  elimination  of  curves,  grades 
and  crossings;  heavier  and  improved 
bridges,  rails,  ties,  signals,  interlockings, 
etc.,  and  generally  a  more  substantial 
standar<l  of  roailbcd  to  carry  the  heavier 
<  ipiipmeiit. 

The  railroads  also  have  built  larger 
locomotives.  The  average  locomotive  in 
service  in  1912  had  growm  so  in  size  and 
power  that  it  could  haul  a  heavier  load 
by  more  than  one-third— 33.8  per  cent., 
to  be  strictly  accurate— than  the  locomo- 
tive of  1903.  This  meant  that  two  loco- 
motives in  1912  could  almost  do  the  work 
of  three  average  locomotives  a  decade 
earlier.  This  is  expressed  technically  in 
the  statistical  fact  tliat  tractive  power  of 
Ir.comotives  on  these  rr.ads  increased  from 


ci'uld   have   carried   in    1903. 

livery  freight  car  with  any  load  in  it 
carried  19  tons  of  freight  on  an  average 
in  I'm.  This  had  increased  to  almost 
2i  tons  in  1912,  or  short  of  20  per  cent. 
That  is,  five  loaded  cars  in  1912  were  do- 
ing the  business  of  six  loaded  cars  in 
1903. 

The  average  number  of  cars  in  each 
freight  train— loaded  cars,  empty  cars  and 
t  abnoscs— increased  in  this  period  from 
a  train  of  30.3  cars  to  one  of  34  cars. 
W  liilc  the  number  of  loaded  cars  in  each 
freight  train  was  20.7  in  1903,  it  was  22.4 
in  1912. 

The  result  was  that  these  railroads  in 
1912  carried  15  tons  of  freight  on  an  aver- 
age on  every  freight  car  hauled — loaded 
or  empty— when  they  had  only  carried  13 
tons  in  1903.  an  increase  of  two  tons  on 
each  freight  car  moved,  in  the  decade. 


Si: 


Wireless   Signals. 

the  first  wMreless  telegraph  mes- 
sage from  a  moving  train  to  a  fixed 
station  was  flashed  from  the  fast  Lacka- 
wanna Limited  to  Scranton,  Pa.,  two 
months  ago,  improvement  of  the  wire- 
less service  between  trains  and  stations 
for  commercial  and  operating  purposes 
has  been  steadily  going  on.  L.  B.  Foley, 
the  Lackawanna's  surierintendent  o£ 
telegraph,  who  originated  the  idea  of  the 
tr.iin  wireless  system  and  has  been  in 
ch.irgc  of  the  tests,  is  making  satisfactory 
iNperimeiits  in  fields  hardly  thought  of 
when  the  new  use  of  wireless  was  first 
cnceived. 

The  latest  accomplishment  is  the  set- 
ting of  signals  by  wireless  from  a  mov- 
ing train  or  from  a  fixed  wireless  sta- 
tion and  there  is  no  longer  any  doubt 
that  the  wireless  could  he  depended  upon 
for  the  signal  service.  If  an  operator 
at  a  st:ition  wants  to  set  a  signal  for  a 
moving  train  not  in  communication  with 
him  be  can  cause  the  semaphore  blade 
of  the  signal  post  to  rise  or  fall  as  he 
wishes  by  simply  sounding  the  proper 
dots  and  dashes  on  tlie  key.  There  is  a 
selective  device  by  which  an  operator 
can  set  a  signal  at  any  point  if  he  has 
occasion    to    flag   a   train. 

Mr.  Foley  states  that  the  service  can 
be  put  into  operation  without  increasing 
the  train  crews.  Regular  trainmen  can 
easily  learn  the  telegraph  alphabet  or 
telegraph  operators  on  trains  can  perform 
the  duties  of  trainmen.  Later,  it  may 
be  found  necessary  and  profitable  to 
place    a    telegraph    operator    on     limited 
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trains  running  long  distances  without 
Stopping  to  handle  commercial  telegrams 
for  the  public.  Telegraph  offices  on 
trains  in  the  future  may  be  of  as  much 
value  to  the  public  as  branch  offices  in 
hotels  and  other  places  where  people  con- 
gregate  in    large    numbers. 

Commercial  telegrams  have  already 
been  sent  from  the  Lackawanna  Limited 
and  a  set  of  regular  toll  rates  is  now 
being  prepared  by  the  railroad  and  tele- 
graph companies. 


Fashions   First. 

Just  as  the  numerous  and  well-or- 
ganized Safety  Committees  are  making 
considerable  headway  in  reducing  the 
number  of  accidents  on  railways,  the 
women  continue  to  come  along  in  all  the 
steel-clad  panoply  of  hobble  skirts  and 
high  heels,  and  are  responsible  for  an  in- 
creasingly large  number  of  injuries  sus- 
tained by  them  whib  getting  on  and  off 
trains,  and  mounting  and  descending 
stairways  in   stations. 

A  careful  record  kept  for  three  montlis 
of  all  injuries  sustained  by  women,  due 
to  slipping,  stumbling  or  falling  while 
on  the  property  of  the  Pennsylvania  Rail- 
road, indicates  that  these  accidents  are 
becoming  more  rather  tlian  less  frequent, 
despite  the  fact  that  the  railroad  company 
has  repeatedly  called  the  attention  of  its 
women  patrons  to  the  number  <,i  acci- 
dents caused  by  hobble  skirts  and  high 
heels.  The  average  number  of  accidents 
from  these  causes  exceeds  forty-tive  each 
month  on  the  road  referred  to.  and  a 
corresponding  ratio  exists  over  the  entire 
country.  Of  course  a  serious  accident 
may  be  more  lightly  borne  than  the  idea 
of  being  out  of  the  fashion,  just  as  death 
in  some  cases  is  l)etter  than  dishonor. 
The  only  consolation  is  that  these  ab- 
surdities in  apparel  soon  change,  and  it 
is  to  be  hoped  that  the  next  set  of  fash- 
ionable freaks  will  be  less  dangerous  to 
life  and  limb. 

Fire  Heat  and  Steam. 

When  men  begin  to  think  about  the 
work  they  are  engaged  upon,  it  seems 
natural  that  they  should  keep  searching 
for  a  familiar  description  of  the  principal 
apparatus  they  are  accustomed  to  handl- 
ing. This  appears  to  be  the  reason  why 
this  office  receives  so  frequently  the  ques- 
tion: What  is  the  easiest  definition  of 
a  steam  engine?  The  most  succinct 
answer  to  that  question  is,  the  steam  en- 
gme  is  an  apparatus  designed  for  the  pur- 
pose of  converting  the  energy  of  heat  into 
mechanical  work. 

The  heat  used  for  the  production  of 
power  is  "early  all  generated  by  the  com- 
bustion of  fuei,  ..-ostly  coal,  oil  and  wood. 
Ever  since  m'M  began  to  think  and  at- 
tempt to  explain  natural  phenomena  there 
have  been  discussions  concerning  fire  and 
the  nature  of  heat.     Fire  was  said  to  be 


one  of  the  most  precious  gifts  of  the 
gods,  given  to  man  alone  that  he  might 
continue  to  be  the  most  powerful  ruler  in 
the  world.  The  fable  concerning  fire  tells 
that  man  being  the  creature  of  Pro- 
metheus who,  desiring  to  endow  as  well 
as  create  the  human  race,  stole  up  to 
Heaven  with  a  bundle  of  birch-rods,  and 
kindling  them  at  the  sun,  brought  down 
the  fire  to  the  earth  for  the  use  of  man- 
kind. This  fable  was,  of  course,  all 
nonsense,  but  it  served  in  the  days  of 
universal  ignorance  to  make  people  ap- 
preciate the  benefits  they  derived  from 
the  use  of  fire. 

The  wise  men  of  all  ages  have  specu- 
lated about  the  nature  of  fire  and  heat, 
the  belief  being  long  entertained  that  heat 
was  a  subtle  fluid  devoid  of  weight  that 
entered  into  bodies  with  comforting 
effects.  The  common  occurrence  of  the 
lid  of  a  kettle  being  forced  uji  by  the 
steam  generated  by  the  heat  of  the  fire 
made  thinking  people  conclude  that  the 
steam  might  be  compelled  to  perform 
mechanical  work  if  the  proper  harness 
could  be  devised. 

About  300  years  before  the  Christian 
era  Alexander,  the  great  Macedonian 
conqueror,  built  the  City  of  Alexandria 
in  Egypt,  which  soon  Iiecame  the  head- 
quarters of  Oriental  learnin.sr.  Here  such 
men  as  Euclid.  .Vrchimedes,  Ptolemy 
and  other  scientists  engaged  in  searching 
out  the  secrets  of  Nature.  Some  of  them 
must  have  found  the  means  of  harnessing 
steam  and  making  it  perform  mechanical 
work.  That  would  be  done  to  display 
knowledge,  not  to  aid  in  helping  to  carry 
the  burde'ns  of  mankind,  for  the  philoso- 
phers considered  anything  of  a  utilitarian 
character  to  be  vulgar.  Some  progress 
must,  however,  have  been  made,  for  about 
150  B.  C,  a  writer  named  Iliero  described 
several  appliances  known  in  his  time 
whereby  steam  might  be  emiiloyed  as  a 
motive  power.  The  principal  of  these  is 
the  -Eolipiles.  which  was  susceptible  of  a 
fair  degree  of  efficiency. 

As  the  ancient  world  represented  by  the 
civilization  of  Eg>pt,  Greece  and  Rome 
displayed  no  interest  in  developing  the 
utility  of  the  steam  usin,g  apparatus,  it 
become  merely  a  curious  toy.  With  the 
evil  times  that  overtook  the  world  cul- 
minating in  the  fall  of  the  Roman  Empire 
interest  in  the  development  of  the  steam 
engine  was  crushed  out  of  men's  minds 
for  ten  centuries. 

The  noted  philosopher.  Lord  Bacon,  who 
was  born  in  1561.  was  familiar  with  the 
.1'^olipiles  and  made  some  feeble  attempt  to 
develop  the  apparatus,  but  he  did  not 
p<issess  the  inventive  faculty.  The  pos- 
sibilities of  steam  were,  however,  becom- 
ing the  subject  of  speculation  in  Bacon's 
time  and  during  the  sixteenth  century 
Joseph  Branca,  an  Italian,  invented  a  sort 
of  crude  steam  turbine,  which  would  have 
made  an  efficient  user  of  steam  in  the 
proper  hands. 


From  that  period  speculation  concern- 
ing the  application  of  steam  became  a 
favorite  subject  with  mathematicians  and 
scientific  investigators.  It  became  the 
fashion  to  invent  steain  using  apparatus, 
and  many  curious  productions  were  of- 
fered to  the  industries  that  were  suffering 
for  want  of  power  cheaper  and  more 
efficient  than  the  strength  of  animals. 

The  industries  that  suffered  most 
seriously  through  want  of  cheap  power 
were  the  mines  in  Great  Britain.  Rich 
coal  mines,  copper  mines,  and  tin  mines 
were  drowned  out  of  use  and  their  neces- 
sities brought  the  steam  engine,  .^fter 
learned  men  philosophers  and  ingenious 
mechanics  had  labored  for  many  years  on 
the  scheme  of  devising  a  steam  engine 
that  would  do  the  work  of  pumping  water 
more  cheaply  than  horses,  an  unlearned 
blacksmith  performed  the  feat  success- 
fully. He  applied  a  piston  to  a  cvlinder 
which  operated  a  pump  lever  and  gave 
such  improvers  as  James  Watt  a  practical 
invention  to  work  on.  The  inventor's 
name  was  Thomas  Newcomen, 


Spreading  Railroad  News. 
Since  the  advent  of  Mr.  Howard  Elliott 
to  be  head  of  the  New  Haven  systeu)  of 
railroads  an  organization  has  been  estab- 
blished  which  is  spreading  valuable  in- 
formation concerning  railn.ad  matters  to 
all  the  confines  of  the  reading  public. 
This  Information  Bureau  is  in  charge  of 
Mr  Edward  G.  Riggs,  located  in  the 
Grand  Central  Terminal.  Xew  York,  who 
does  not  confine  his  activities  to  the  New 
Haven  system,  but  makes  the  range  of 
news  universal.  The  efforts  of  railroad 
officials  to  induce  the  Interstate  Com- 
merce Commission  to  increase  freight 
lates  has  been  profusely  reported  and  has 
been  varied  by  a  report  on  raising  unions 
in  New  England.  The  mixture  is  very 
stimulating  and  is  a  pleasant  change  from 
the  "no  information  given  out"  policy  of 
days  gone  by. 

Our  office  boy  has  become  so  keenly  in- 
terested in  the  New  Haven  bulletins  that 
he  is  ambitious  to  enter  the  business  of 
onion  raising. 


From  Hudson  Bay  to  Strait  of 
Magellan. 
.\  railway  extending  from  Hudson  Bay 
to  the  Strait  of  Magellan  promises  before 
long  to  be  the  realization  of  a  dream 
which  has  for  many  years  appealed  to  the 
imagination  of  practical  men  who  delight 
in  conceiving  of  the  difficult,  but  possible 
as  being  actual.  The  conception  of  a  Pan- 
.American  railroad.  exten<ling  frf^m  the 
.\ntarctic  Ocean  to  the  .Arctic,  illusory 
as  it  at  one  time  seemed,  is  no  longer  re- 
garded an  idle  dream,  but  as  a  practical 
project  to  be  realized  within  a  few  years. 
A  railway  is  now  being  constructed 
which,  when  completed,  will  make  it  pos- 
sible to  travel  by  rail  from  Hudson  Bay 
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through  Canada  ami  the  United  States  to 
Central  America.  In  the  no  distant  fu- 
ture a  railway  will  pa.ss  througli  Central 
America,  across  the  Isthmus  of  Panama, 
and  continm'ng  will  connect  with  the  great 
system  of  South  .\merican  railways  clear 
to  the  Strait  of  Magellan. 

Last  month  a  long  link  in  this  chain  was 
completed  when  the  rails  were  joined  of 
the  great  longitudinal  railway  in  Chile 
from  Iquique  to  Puerto  Montt.  This  line 
extends  for  about  1,850  miles,  and  when 
completed  it  will  e.xtend  from  the  frontier 
of  Peru  to  the  Strait  of  Magellan.  The 
line  just  opened  by  Chile  forges  an  im- 
portant link  in  the  chain  which  will  ulti- 
mately unite  Hudson  Hay  to  the  most 
southerly  point  on  the  South  American 
continent,  and  make  actual  the  dream  of 
an  Arctic-Antarctic  railrnail. 

During  the  past  four  years  the  Pan- 
American  Railway  Committee,  interested 
in  this  iiroject,  has  received  .support  from 
the  International  Bureau  of  .American  Re- 
publics as  well  as  from  the  State  Dei)art- 
ment  at  Washington,  the  several  Govern- 
ments concerned  recognizing  the  advan- 
tages tliat  must  accrue  from  the  success 
of  the  enterprise.  Some  of  the  Latin  Re- 
publics have  gone  so  far  as  to  ofifer  spe- 
cial inducements  to  capitalists  for  the 
promotion  of  the  Pan-.\merican  railway 
scheme.  One  of  the  chief  aims  of  the 
committee  has  been  the  joining  of  New 
York  and  Buenos  Aires,  a  total  distance 
of  10,116  miles.  Of  this  6,4-14  miles  of 
railroad  have  been  completed. 

Politically  and  socially,  the  completion 
of  so  vast  a  scheme  of  railway  construc- 
tion can  scarcely  fail  of  being  a  beneficent 
influence  in  the  lives  of  the  divers  nations 
brought  into  more  intimate  relationship 
by  its  means.  The  different  nations  north 
and  south  will  came  to  understand  each 
other  better,  nnilual  sympathies  will  be- 
come developed,  and.  even  if  racial  char.ic- 
teristics  breed  differences,  they  will  con- 
clude to  be  friendly,  even  if  they  disagree. 
The  South  .American  republics  are  be- 
coming year  after  year  less  inclined  to 
revolutionary  escapades,  and  even  Mexico 
will  finally  quiet  down,  and  prefer  some- 
thing in  the  way  of  government,  more 
suited  to  a  free  people,  than  mail  displays 
of  passion  and  the  tyranny  of  the  mob. 


Improving   the   Highways. 

Until  automobiles  became  nunier.ins, 
there  was  very  little  sentimrm  in  the 
United  States  to  favor  the  it;i;.rovcnicnt 
of  country  roads.  The  only  in-i  relets  de- 
manfjing  improved  highways  w  re  farmers 
and  they  failed  everywhere  tf  carry  on 
combined  efforts  so  their  infli<nrc  was 
unfelt.  The  most  important  perf  rmances 
on  road  improvement  were  c.-rried  out 
by  railroad  companies  in  the  mending 
of  roads  that  country  produce  ..uld  lie 
carried  over  on  its  way  to  railv  a-l  ship- 
ping [>oints. 

Since     automobiles     became     ■.■imcrous 


Constant  agitation  has  been  worked  up 
favoring  improved  highways  and  the  re- 
sults have  been  marvelous.  Figures  com- 
piled by  the  office  of  Public  Roads  of  the 
Department  of  Agriculture  in  Washing- 
ton, show  that  the  expenditures  in  the 
United  States  for  improvements  on  roads 
have  more  than  doubled  since  1904.  In 
1904  expenditures  for  this  purpose 
amounted  to  $79,771,417,  while  in  1912 
tlie  total  was  $164,232,265,  or  an  increase 
of  $84,450,945. 

It  is  shown  that  the  greatest  progress 
in  road  construction  took  place  in  those 
states  that  aided  in  the  work  by  appro- 
priations out  of  their  state  funds.  In 
1904  there  were  thirteen  states  that  con- 
tributed $2,607,000,  while  in  1912  there 
were  thirty-iive  states  that  appropriated 
lo  the  extent  of  $43,757,438. 

Ihe  expenditures  for  this  purpose  in 
1912  amounted  to  $74.65  per  mile,  which 
was  double  that  of  1904,  when  the  per 
mile  outlay  was  $37.07.  The  states  hav- 
ing the  largest  expenditures  for  state  aid 
and  trunk  line  roads  in  1912  were:  New 
N'ork,  $23,000,000;  Pennsylvania,  $4,- 
000,000;  Maryland,  $3,370,000,  r.nd  Con- 
necticut, $3,000,000. 


Curiosities  of  Combustion. 

In  the  combustion  of  fuel  there  is 
something  analagous  to  the  production 
of  power  through  a  water  wheel.  The 
amount  of  power  that  a  water  wheel  can 
Iiroduce  depends  upon  the  degree  of  fall 
of  the  driving  water.  The  amount  of 
heat  liberated  by  the  combustion  of  a 
given  quantity  of  carbon  or  hydrogen  is 
mainly  dependent  upon  the  initial  and 
Imal  temperatures  and  densities  of  the 
combining  elements.  It  is  an  invariable 
quantity  for  any  given  condition  and  is 
quite  independent  of  the  rapidity  of  com- 
bustion. The  several  values  have  been 
determined  experimentally  by  several 
scientil'ic  investigators. 

One  pound  of  gaseous  hydrogen,  on 
entering  into  combustion  with  eight 
pounds  of  gaseous  oxygen,  both  being  at 
atmospheric  pressure,  density  and  tem- 
perature, and  falling  to  water  at  about 
the  same  temperature,  liberates  a  quan- 
tity of  heat  ec|ual  to  about  62,000  heat 
units.  It  will  be  understood  that  the 
combustion  of  oxygen  and  hydrogen 
forms  water  and  produces  the  highest 
temperature  connected  with  combustion. 
Solid  hydrogen  is  present  in  coal  and 
its  combustion  with  oxygen  and  is  sup- 
posed to  create  about  50,000  heat  units 
to  the  pound.  When,  instead  of  falling 
lo  water  at  60  deg.  Fahr.,  the  products  of 
combustion  form  steam  at  atmospheric 
pressure,  the  two  heat  values  are  reduced 
about  10,000  heat  tmits  in  each  case. 

One  pound  of  gaseous  carbon  on  com- 
bining for  combustion  with  2  2/3  pounds 
of  gaseous  oxygen  to  form  gaseous  car- 
bon dioxide,  the  initial  and  final  tempera- 
tures and  densities  being  about  those  due 


to  atmospheric  pressure,  liberates  about 
20,000  heat  units.  Free  gaseous  carbon  is 
not  found,  but  its  hypothetic  thermal 
value  is  approximately  stated. 

One  pound  of  solid  carbon  on  combin- 
ing with  gaseous  oxygen  and  forming 
carbon  dioxide,  usually  called  carbonic 
acid,  produces  about  14.500  heat  units. 
When  one  pound  of  solid  carbon  is 
burned  in  conditions  where  the  air  supply 
is  restricted,  it  combines  with  1  1/3 
pounds  of  oxygen  and  forms  carbon  mon- 
oxide, which  generates  about  4,500  heat 
units.  The  carbon  mon-oxide  has  about 
1,000  heat  units  less  than  the  carbon  di- 
oxide formed  when  a  full  supply  of  oxy- 
gen is  present. 

It  is  well  for  enginemen  to  remember 
the  steam  making  difference  between  coal 
burned  to  carbon  dioxide  and  that  burned 
to  carbon  moni.xode.  The  same  weight  of 
fuel  would  be  burned  in  both  cases. 


Railroad  Accounting  By  Machinery. 
One  of  the  great  transcontinental  rail- 
roads finds  it  necessary  to  refer  re- 
peatedly to  traffic  statistics  in  connection 
with  rate  litigation  and  kindred  subjects. 
The  voluine  of  traffic  on  this  road  is  such 
that  complete  reports  of  this  character 
could  not  be  obtained  except  at  enormous 
cost  in  both  time  and  money  were  it  not 
for  the  fact  that  all  traffic  statistics  are 
analyzed  regularly  by  means  of  the 
punched  card  tabulating  system. 

This  road  reports  the  present  plan  of 
analysis  to  be  so  much  more  extensive 
and  elaborate  than  before  the  tabulating 
machines  were  put  in  several  years  ago 
that  no  direct  comparison  can  be  made 
between  present  and  previous  costs  of  ob- 
taining regular  audits.  It  is  estimated, 
however,  that  the  present  results  in 
routine  work  without  the  aid  of  tlie  ma- 
chines would  cost  from  SO  to  75  per  cent, 
more  than  they  do  now. 

But,  under  the  old  system,  "We  would 
not  be  in  a  position  to  answer  the  nu- 
merous requests  for  special  information, 
called  for  by  various  officials  and  de- 
manded in  connection  with  rate  litigation, 
without  enormous  cost.  The  cards  adapt 
themselves  readily  to  almost  any  kind  of 
special  information  required,  in  addition 
to  the  regular  tabulations.  This  makes 
additional  information  available  on  short 
notice — something  practically  impossible 
under  any  other  system." 

This  road  makes  enormous  use  of  the 
machines  in  routine  work.  Under  traffic 
statistics  statements  are  prepared  show- 
ing tons,  ton-miles  and  earnings  by  88  dif- 
ferent commodities  for  each  of  the  four- 
teen states  through  which  the  line  runs. 
Figures  for  interstate  traffic  are  separated 
from  those  originating  and  ending  in  one 
state.  Information  called  for  by  the 
various  state  commissions  and  the  Inter- 
state Commerce  Commission,  relating  to 
the  classifications  of  tonnage  are  compiled 
in  connection  with  these  tabulations. 


January,  1914. 


RAILWAY   AND   LOCOMOTIVE   ENGINEERING. 


19 


From  freight  train  cards  is  produced 
a  statement  showing  the  various  classes 
of  ton-miles  by  operating  divisions,  tak- 
ing main  lines  and  branch  lines  separately. 
This  information  is  used  in  determining 
unit  cost  of  operation.  The  cards  are 
used  also  for  compiling  gross  ton-miles 
by  each  individual  locomotive,  these 
figures  giving  ultimately  unit  costs  and 
comparisons  between  separate  locomotives 
and  also  as  to  various  classes  of  lomo- 
motives. 

In  this  way  information  is  obtained 
which  determines  in  a  measure  the  policy 
of  the  company  with  regard  to  types  of 
locomotives  ordered.  Those  types  which 
show  excessively  high  cost  for  their  work 
are  not  repeated.  In  many  cases  it  is  pos- 
sible by  combining  certain  characteristics 
of  different  types  to  reach  that  one  which 
is,  everything  considered,  best  suited  to 
the  work  in  hand. 


blue  paper.  This  paper's  price  remained 
very  high,  Eastcs  having  a  monopoly  in 
making  it." 


Accidental  Inventions. 

Our  women  friends  who  are  striving 
to  secure  equal  rights  with  men  gener- 
ally assert  that  women  are  equal  to  men 
and  a  little  better,  but  the  gentle  sex 
seems  to  fail  when  they  come  into  even 
competition  with  men.  This  is  strikingly 
true  respecting  the  inventive  faculty. 

In  the  Patent  Office  Record  there  are  to 
be  found  nearly  every  week  descriptions 
of  new  inventions  intended  for  house- 
hold purposes  and  for  the  lightening  of 
women's  domestic  duties,  yet  the  greater 
part  of  them  are  the  inventions  of  men. 
Occasionally,  however,  a  woman  invents 
a  useful  article  and,  curiously  enough, 
most  of  such  inventions  have  been  sug- 
gested by  accident.  The  invention  of  col- 
ored paper,  for  instance,  was  the  work 
of  a  Mrs.  Eastes,  as  thus  told  by  the 
Globe-Democrat : 

"She  was  the  wife  of  William  Eastes, 
one  of  the  leading  paper  makers  of  Eng- 
land in  the  eighteenth  century.  In  pass- 
ing through  the  paper  plant  one  day  she 
dropped  a  big  blue  bag  into  a  vat  of  pulp. 
Eastes  was  a  stern  chap,  and  so,  since  no 
one  had  seen  the  accident,  Mrs.  Eastes 
decided  to  say  nothing  about  it. 

"The  paper  in  the  vat,  which  should 
have  been  white,  came  out  blue.  The 
workmen  were  mystified,  Eastes  enraged, 
while  Mrs.  Eastes  kept  quiet.  The  up- 
shot was  that  the  paper  was  sent  to  Lon- 
don, marked  "damaged,"  to  be  sold  for 
whatever  it  would  bring. 

"The  selling  agent  in  London  was 
shrewd.  He  saw  that  this  blue  tinted  paper 
was  attractive.  He  declared  it  to  be  a 
wonderful  new  invention,  and  he  sold  it 
off  like  hot  cakes  at  double  the  white 
paper's  price. 

"Eastes  soon  received  an  order  for 
more  of  the  blue  paper — an  order  that  he 
and  his  men  wasted  several  days  in  trying 
vainly  to   fill. 

"Then  Mrs.  Eastes  came  forward  and 
told  the  story  of  the  blue  cloth  bag.  There 
was  no  difficulty  after  that  in  making  the 


Are  Trainmen  Becoming  Careless? 

In  his  very  interesting  hunk  on  Kail- 
road  Accidents,  Charles  Francis  Adams 
made  the  assertion  that  the  American 
locomotive  engineer  with  no  facilities  for 
conserving  safety  could  take  his  train 
over  the  road  without  accident  under 
conditions  that  would  invite  disaster  in 
any  other  part  of  the  world.  The  author 
of  that  book  held  the  opinion  that  if  our 
railroads  were  equipped  with  the  safety 
appliances  to  be  found  on  European  rail- 
ways, there  would  be  no  railroad  acci- 
dents in  America.  The  book  was  written 
before  the  Miller  platform  and  buffer,  the 
Westinghouse  air  brake  and  the  inter- 
locking signal  system  had  come  into  gen- 
eral use  on  our  railroads,  and  while  rail- 
road managers  were  still  arguing  that 
safe  operating  depended  entirely  upon  the 
ability  and  care  of  trainmen. 

The  railroads  of  New  England  had 
been  fairly  exempt  from  serious  train  ac- 
cidents, although  operated  witli  no  re- 
spect for  safety  appliances.  In  1871,  how- 
ever, a  disaster  at  Revere,  on  the  Eastern 
Railroad  of  Massachusetts  opened  the 
eyes  of  the  people  to  the  necessity  for 
the  introduction  of  the  most  approved 
methods  and  appliances.  The  accident 
happened  on  a  Saturday  in  .Vu.gust  while 
holiday  traffic  outstripped  the  facilities 
of  a  road  where  the  operating  was  of 
the  most  blundering  character,  .^n  ac- 
commodation train  crowded  with  passen- 
gers was  run  into  by  an  express  train. 
The  engine  plowed  its  way  through  two 
cars,  the  steam  connections  were  broken 
off  on  scalding  steam  and  hot  water 
aided  the  debris  of  the  cars  in  killing 
twenty-nine  persons  and  seriously  injuring 
fifty-seven  others. 

That  catastrophe  stimulated  the  rail- 
road companies  of  New  Kn.yland  and 
indeed  those  in  all  sections  to  introduce 
safety  appliances  and  methods,  but  their 
trainmen  celebrated  for  their  care  and 
skill  seemed  to  he  retained  with  their 
vigilance  and  good  sense  unlimited.  This 
made  itself  apparent  in  the  succeeding 
seven  years,  for  during  the  period  from 
1871  to  1878  only  two  deaths  of  passengers 
happened  during  a  time  that  230,000.000 
passengers  were  carried. 

Since  that  time  the  railroad  companies 
have  continued  to  equip  their  train  service 
with  every  device  calculated  to  promote 
safety.  Automatic  signals  have  been  in- 
stalled in  every  place  where  they  could 
be  depended  upon  to  keep  trains  apart, 
but  still  serious  collisions  seem  to  increase 
in  number  and  in  violence.  The  recent 
report  of  the  Interstate  Commerce  Com- 
mission says  that  it  is  again  compelled 
to  note  the  exceedingly  large  proportion 
of  train  accidents  due  to  direction  of 
duty  on  the  part  of  employees  and  adds: 
"Fifty-six    of    the    accidents    investigated 


during  the  year,  or  nearly  74  per  cent,  of 
the  whole  number,  were  directly  caused 
by  mistakes  of  employees.  These  mis- 
takes were  of  the  same  nature  as  those 
noted  by  the  commission  in  its  last  annual 
report,  namely,  disregard  of  fixed  signals, 
improper  flagging,  failure  to  obey  train 
orders,  improper  checking  of  train  re- 
gister, misunderstanding  of  train  orders, 
etc.  The  errors  are  exactly  the  ones 
which  figure  in  the  causes  of  train  acci- 
dents year  after  year." 

Are  we  to  infer  from  this  that  the  train 
operating  men  of  today  have  lost  the 
habits  of  care  and  vigilance  for  which 
they  were  noted  in  the  long  ago? 

President  Willard  Presents  Case  of 
Railroads. 

In  presenting  the  case  of  the  railroads 
to  the  Interstate  Commerce  Commission, 
Mr.  Daniel  Willard.  president  of  the 
Baltimore  &  Ohio  Railroad,  made  a  mas- 
terly appeal  for  justice.  He  displayed  a 
wonderfully  intimate  acquaintance  with 
the  situation,  and  in  our  judgment  said 
everything  calculated  to  convince  the 
commission  that  an  increase  of  rates  was 
not  only  fair  but  absolutely  necessary. 
.■\mong  other  striking   remarks  he   said: 

"The  railroads  in  Official  Classification 
territory  have  increased  their  property  in- 
vestments for  new  tracks,  stations,  loco- 
motives, freight  and  passenger  cars,  and 
for  other  similar  purposes  at  the  rate  of 
approximately  $200,000,000  per  annum 
during  the  whole  of  the  last  ten-year 
period,  and  it  is  certain  that  the  continued 
annual  expenditure  of  a  sum  even  greater 
than  that  will  be  necessary  for  similar 
purposes  if  the  carrying  capacity  of  the 
railroads  in  this  territory  is  to  keep  pace 
with  the  normal  growth  of  commerce. 

"The  immediate  and  all-important 
question  is,  How  shall  these  railroads  ob- 
tain the  new  capital  necessary  if  they  are 
to  provide  the  needed  facilities  and  fur- 
nish the  high-class  service  which  the 
public  interest  demands,  and  to  which  the 
public  is  properly  entitled?" 


While  using  the  ordinary  scoops  em- 
ployed in  firing  locomotives  and  similar 
furnaces,  each  scoopful  represents  from 
12  to  15  pounds  of  coal.  Bituminous  coal 
is  slightly  higher  than  anthracite.  .\ 
solid  cubic  foot  of  anthracite  coal  weighs 
about  93  pounds.  When  Iirokcn  for  use 
it  weighs  about  54  pomuls  lo  the  cubic 
foot.  Bituminous  coal  when  broken  up 
for  use  weighs  ahout  50  primcls  to  the 
cubic  foot.  This  rule  .^fAht  tc  be  familiar 
to  every  househoM  r  wli  .  .^lorcs  coal  for 
winter  use. 

For  the  apiiroxini.ite  measurement  of 
coal  in  a  bin  or  '.nx  is  to  multiply  the 
length  in  fc  '  by  the  'uight  in  feet  and 
again  by  th  '  r;i(iil'  in  feet,  and  this  re- 
sult by  54  ■  r  an'iir:icitc  coal,  or  by  50 
for  bitum-  •'  •■■•-i'  The  result  will 
equal  the  r  ■'  -■■  '■  f"'""''*-  -^"^  <"  '"""' 
the   numh.         ■'  •■  '■'    'i'vide   by  2,000. 
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NEW    SKRIKS. 

First   Year's  Examination. 

{Cpiiliiiiird  from  /'u.^'f  392,  Di'ccmher, 
1913.) 

Q.  60. — How  would  you  care  for  a 
boiler    with    leaky    Ihies   in    llrebox  ? 

.A. —  I  would  ki-fp  the  lire  Imrning 
briijhtly  over  its  entire  surface,  and 
would  not  allow  tlic  lirelicLX  do.>r  to  re- 
main open  any  long:er  than  p(issil)!e  while 
pnttini;    fuel    on    tlie    lire. 

Q.  61. — What  is  meant  by  "atmospheric 
pressure"? 

.\. — It  is  the  weight  of  the  air  on  the 
earth's  surface,  which  is  14.09  pounds 
per  square  inch,  but  is  ordinarily  spoken 
of   as   being    15    pounds   per   square   incli. 

Note. — 1  he  air  or  atmosphere  wliich 
we  breathe  surrounds  the  earth  to  a 
heighlh  (if  about  forty-two  miles,  and  a 
column  one  inch  square  liears  down  nn 
the  earth's  surface  at  sea  level  witli  a 
pressure  i<{   14.69  ii.nmds. 

Q.  62.— What  do  yon  understand  by  the 
pressure   registered   on   the  steam  .gauge' 

.\.— It  is  the  pressure  in  the  boiler  above 
atmospheric  pressure. 

Q.  63. — What  is  absolute  pressure"" 

.\. — It  is  the  pressure  indicated  by  the 
steam  gauge  plu^  the  atmospheric  pres- 
sure. 

Note.--  1  luis :  (laugc  pressure  180 
piiunds  plus  atmnsjdieric  pressure  14.69 
p..und>  equaN  194.69  pounds  absidute 
Iiressure. 

O.  M. — What  is  the  source  of  power 
in   a   steam  lucomi.tive ' 

.\. —  Meat   in   shajH'   of   steam, 

Q.  65. — V\'hat  quantity  of  water  should 
be   evaporated    by   one   pound   of  coal' 

.\. — From  seven  to  eleven  pounds,  but 
the  avera.gc  amount  evaporated  is  about 
live  pounds  to  one   pound   of  c.  lal. 

Note. — One  .gallon  of  water  weighs 
S.355  pounds. 

Q-  66.— What  is  steam-  llo«  i^  steam 
generated  ? 

.A- — Steam  is  water  tinned  into  a 
vapor  by  generating  heat  wuli  a  fuel  in 
the  brebox.  the  heat  is  radiated  through 
the  metal  sheets  of  the  lirrhox  to  the 
Avater,  turning  the  water  into  .a  \apor. 

Q  6".  -.\t  what  temperature  does  water 
boil  in  an  ojien  vessel  under  :itniospheric 
pressure  ' 

.\.— .\t   212  degrees   Fahrcnb' ii. 

Q.  OS. —  Docs  it  require  a  gi'-ater  tem- 
perature to  hoil  water  under  .i  pressure 
of  200  p'.unds'  If  so  what  te"q>erafure 
is  nece^^ary  to  boil  water  utiler  200 
pounds   jiressurc' 

A  — ^■(■s,  It  requires  a  temp'  rature  of 
abnni  .'^^7  degree"-  I'ahrcnheit  to  '     il  water 


under   2(X)   pounds   pressure. 

Q.  69.— About  what  should  be  the 
height  of  water  in  the  boiler  when  all 
is  in   readiness   for   starting  on  the   trip' 

A. — The  water  should  be  carried  as  high 
as  possible  at  all  times  and  not  work  it 
over  into  the  cylinders,  and  should  never 
get  so  low-  that  the  crown  sheet  will  not 
be    covered    and   protected. 

Q.  70. — Can  the  firing  be  done  more 
intelligently  and  economically  if  the 
water   level    is   observed   closely?      Why? 

A. — Yes,  because  if  the  water  level  is 
closely  watched  by  the  fireman,  he  can 
fire  according  to  the  needs  of  the  boiler, 
and  will  not  put  in  fuel  at  times  when 
the  injector  has  to  be  shut  off,  by  doing 
which  he  would  waste  fuel  and  water  by 
causing  the  safety  valves  to  open  and  blow- 
away  steam. 

Q.  71. — Why  is  it  desirable  that  a  uni- 
form   boiler    pressure    be    maintained? 

A. — Because  it  is  better  for  the  flues 
and  seams  in  the  boiler  and  it  is  far  inore 
economical  in  fuel  and  water  consumption, 
and  the  engine  will  do  the  work  required 
of  Iter  mucli  easier. 

Q.  72. — Is  it  any  advantage  for  the 
fireman  to  know  the  grades  on  the  road 
and   the   location  of  stations? 

A. — Yes,  because  he  will  handle  his  lire 
properly  and  not  waste  fuel  by  putting  in 
fires  unnecessarily. 

y.  7i. — What  is  the  purpose  of  the 
safety    \alve    on     the    locomotive    bijiler" 

.\. — The  safety  valve  is  a  device  to 
prevent  the  steam  pressure  from  raising 
.ibovc  a  stated  pressure  for  wdiich  the 
lioilcr   is    constructed. 

Two  and  three  safety  valves  are  used 
on  one  boiler  as  an  extra  precaution,  to 
,L:uard  against  emergency  conditions  where 
the  one  valve  could  not  relieve  the  i>res- 
sure  as  fast  as  a  heavy  lire  woidd  gen- 
erate it. 

Q.  74.  What  should  be  done  to  pre- 
\ent  waste  of  steam  through  the  safetv 
valve' 

A. — The  engine  should  be  fired  so  that 
when  the  throttle  was  to  be  eased  or  shut 
off,  the  fire  would  not  be  so  heavy  that 
it  would  make  steam  fast  enough  to  raise 
the  safety  valve,  and  a  small  amount  of 
e.xccss  steam  may  be  blown  back  into  the 
water  tank  through  the  injectors,  wdien 
necessary  to  prevent  the  safety  valves 
being  raised,  dampers  may  be  closed  to 
check  the  (low  of  air  through  the  ashpan 
.iiid  fire,  excluding  the  oxygen,  or  the 
lire  door  opened  a  little  will  check  the 
lire  and  cool  the  temperature  of  firebox 
and    in   that   manner   jirevent   popping. 

O.  75. — What   is  the  estimated  waste  of 


fuel  per  minute  when  the  safety  valve  is 
open ' 

A. —  l'"rom  fifteen  to  twenty  pounds  of 
fuel  or  coal  is  wated  per  minute  while 
the  safety  valve  is  open,  besides  wasting 
water  in  large  quantities. 

(J.  76. — Is  it  not  a  waste  of  fuel  or  coal 
to  open  the  firebox  door  to  prevent  safety 
valves  from  opening?  How  can  this  be 
prevented? 

-A. — Yes,  it  is  a  waste  of  coal  to  open 
the  firebo.x  door,  but  not  so  great  a  waste 
as  would  occur  if  firebo.x  door  were  left 
closed  and  the  safety  valves  opened  and 
it  can  be  prevented  by  the  fireman  know- 
ing the  road,  watching  the  water  level 
and  firing  accordingly,  with  either 
bituminous  or  anthracite  coal.  It  is  nec- 
essary that  fireman  and  engineer  work  in 
harmony  at  all  times  to  get  best  results. 

Q.  77. — W'hat  should  be  the  condition 
of  the  fire  when  passing  over  the  summit 
of  a   long  grade? 

.\. — The  fire  should  be  in  condition  to 
produce  the  steam  necessary  to  work  the 
air  pump  to  maintain  the  maximum  air 
pressures,  and  work  the  injectors  to  sup- 
lily  the  necessary  water  to  the  boiler 
without  losing  any  steam  pressure  or  rais- 
ing the  safety  valves. 

Q.  78.— What  should  be  the  condition 
of  the  fire  wdien  approaching  a  station 
where  a  stop  is  to  be  made?  When  ar- 
rivin.g   at   a  terminal? 

.\. — The  fire  approaching  a  station  stoii 
should  be  bright  and  burned  down 
enough  so  that  the  safety  valves  will  not 
be  opened,  no  black  smoke  be  made  or 
the  pressures  lowered  or  show  any  loss. 
.\t  the  terminal  the  fire  should  be  left 
so  ih.it  it  will  prevent  cooling  of  firebox 
sluets  and  still  not  run  the  steam  pres- 
sure  up   to   open   safety   valves. 

(J.  7'!.— What  are  the  duties  of  a  lire- 
man  on  arrival  at  a  terminal? 

.\, — To  leave  the  fire  in  proper  condi- 
tion, see  that  there  is  sufficient  water  in 
the  boiler  to  last  until  taken  charge  of 
b\-  round  house  force,  put  the  signal  lamps 
and  other  appliances  in  proper  condition 
and  in  their  proper  place  (per  rules  for 
care  of  such  part  of  the  equipment),  in- 
spect for  and  report  to  the  engineer  any 
defects  in  the  firebox  or  boiler  attach- 
ments, so  he  can  ttiake  report  on  work 
book  and   have   repairs   made. 

Q.  SO.  Do  you  thoroughly  understand 
all  the  signals  used  on  the  road ' 

A— Yes. 

Q.  81. — Are  you  required  to  render  as- 
sistance to  the  engineer  while  on  the  road 
and  your  other  duties  are  iierformed? 
What   assistance  are  von   to  give? 
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A. — Vcs.  I  am  to  help  the  engineer 
perform  any  necessary  work  possible,  to 
insure  a  successful  trip  and  avoid  delays 
to  train. 

Q.  82. — What  is  the  fireman's  duty  wliile 
on  the  road,  and  not  working  with  fire? 

A. — To  be  looking  ahead  for  signals  or 
obstructions  on  track,  and  watching  train 
for  hot  boxes  or  other  defects  to  cars 
which   might   cause   accident. 

Q.  83. — Describe  the  various  signals, 
and   give   their   meaning. 

A. — The  hand,  a  flag  or  light  swung 
across  the  track  means  stop.  The  hand, 
flag  nr  light  raised  and  lowered  vertically 
means  to  proceed  or  go  ahead.  The  hand, 
flag  or  light  swung  vertically  in  a  circle 
at  half  arms  length  across  the  track,  means 
to  back  up.  The  hand,  flag  or  light 
swung  vertically  in  a  circle  at  arms  length 
when  the  train  is  moving,  means  that  the 
train  has  parted,  or  broken  in  two  parts. 
The  hand,  flag  or  light  swung  horizontally 
above  the  head,  when  train  is  standing. 
means  to  apply  the  brakes  to  try  them  to 
see  that  they  are  operative.  The  hand, 
flag  or  light  held  at  arms  length  above 
the  head  when  train  is  standing,  means 
to  release  the  brakes.  Any  object  waved 
violently  on  or  near  the  track,  by  any  one. 
is  a  signal  to  stop  at  once  and  indicates 
danger.  A  red  flag  or  light  displayed  on 
track,  or  near  right  side  of  track,  means 
stop  at  once,  danger  beyond.  A  blue  flag 
or  light  displayed  at  one  end  or  both  ends 
of  an  engine,  car  or  train,  indicates  that 
men  are  working  there,  and  when  thus 
protected  must  not  be  coupled  on  to  or 
moved  until  the  one  placing  the  signal 
there  has  taken  it  down  and  removed  it. 
A  fusee  on  or  near  the  track  burning 
red  means  stop  and  it  must  not  be  passed 
until  burned  out.  A  fusee  on  or  near 
the  track  burning  green  means  proceed 
with  caution,  with  train  under  control  so 
it  can  be  quickly  stopped.  One  short 
blast  of  the  whistle  means  stop,  two  short 
blasts  of  the  whistle,  means  I  see,  in 
answering  signals.  Three  short  blasts  of 
whistle  when  train  is  standing,  means  I 
will  back  train  or  is  an  answer  to  hand 
or  lamp  signal  to  back  train.  It  is  also 
the  answer  to  air  whistle  signal  to  back 
train.  l-"our  short  blasts  of  the  whistle 
calls  for  a  signal  or  means  "what  do  you 
desire."  It  also  is  used  to  call  for  the 
switcli  tender  to  throw  a  switch.  Two 
moderately  long  blasts  of  the  whistle 
means  release  the  brakes.  One  long  and 
three  short  blasts  of  the  whistle  means 
for  the  flagman  to  protect  the  rear  of 
train.  Four  long  blasts  of  the  whistle 
calls  in  the  flagman  from  the  west  or 
south,  live  long  blasts  of  the  whistle 
means  for  the  flagman  to  return  from  the 
east  or  north.  Three  blasts  of  the  whistle 
when  train  is  running  means  that  the 
train  has  parted,  and  is  used  in  reply  to 
the  hand  signal  given  by  train  men  when 
train  has  parted.  Two  long  and  two 
short   blasts   of  the   whistle   is   the   grade 


crossing  signal.  t)ne  very  long  blast  (jI 
the  whistle  is  signal  approaching  stations. 
One  torpedo  exploding  means  stop.  Two 
torpedoes  exploding  near  together  is  sig- 
nal to  proceed  with  caution  at  reduced 
speed  with  train  under  control  looking  for 
signal  to  stop. 

Q.  84. — In  addition  to  any  that  you 
have  mentioned,  what  do  you  consider  a 
danger  signal  ? 

A. — Any  signal  improperly  displayed,  or 
lights  not  burning  on  a  regular  signal. 

Q.  85. — If  you  discover  that  a  fixed 
signal  is  missing  or  imperfectly  displayed, 
what  is  your   duty  ? 

.\. — To  notify  the  engineer  at  once. 


New  Railroads  in  East  Africa. 

.\n  event  of  great  economic  importance 
will  l)e  realized  early  in  1914  by  com- 
|)letion  of  the  Central  Railway  in  Ger- 
man East  Africa.  Construction  was  be- 
gun in  1904  and  completed  to  Tabora.  530 
miles  from  the  seaboard  terminal,  in  Feb- 
ruary, 1912.  The  railroad  when  completed 
will  extend  786  miles — from  Daressalam, 
on  the  Indian  Ocean,  to  Kigoma.  on  Lake 
Tanganyika. 

The  line  divides  the  German  colony  into 
two  equal  areas,  thus  making  a  trunk 
system  from  which  branches  may  be  built 
over  a  great  jiart  of  the  colony.  A  vast 
and  productive  region  is  thus  opened  for 
estal)lishing  plantations.  It  will  also  be- 
come the  outlet  for  the  broad  hinterland 
in  wliich  lies  Lake  Tanganyika,  with  its 
400-mile  stretch  of  navigable  waters,  trili- 
utan,-  to  which  is  n  rich  commercial 
region  in  the  heart  nf  .\frii-.i.  .\long  the 
extensive  shore  of  tliis  lake  products  will 
be  gathered  and  <listributed  by  a  fleet  of 
ships  co-operating  with   the   railway. 

German  East  .\frica.  with  its  area  of 
384.000  square  miles  and  population  of 
10.000,000.  is  certain  to  respond  to  the 
economic  advantages  created  by  the  com- 
pletion of  the  Central  Railway.  Great 
areas  of  wild  land  will  be  brouglit  into 
modern  cultivation,  in  which  large  capital 
will  be  invested,  new  mineral  resinns  and 
forest  areas  will  be  exploited,  public  high- 
ways will  be  extended,  and  to  the  millions 
of  natives  will  be  brought  the  commodi- 
ties of  more  advanced  nations. 


Favor  Enlarged  Cylinders. 

From  the  result  of  tests  made  by  con- 
nected superheater  locomotives,  the  test 
department  of  the  Pennsylvania  Railroad 
concluded  that  any  locomotive  on  being 
converted  from  saturated  to  superheated 
steam  should  with  the  application  of  the 
superheater  have  enlarged  cylinders.  The 
results  noted  indicated  that  for  the  pur- 
pose of  obtaining  maximum  economy  the 
extent  of  the  cylinder  enlargement  should 
be  such  that  the  maximum  indicated  horse- 
power may  be  developed  at  a  cut  off  not 
exceeding  30  per  cent. 


Baltimore  &  Ohio. 

1  he  forces  in  the  Mount  Clare  shops 
of  the  Baltimore  &  (Jliio  Railroad  all  re- 
turned to  work  after  a  few  days'  lay-off 
of  some  of  the  workmen  during  the  last 
few  days  of  the  month,  which  was  oc- 
casioned by  a  catching  up  in  the  repair 
work.  Oflicials  explained  today  that  at 
the  end  of  the  month  it  is  sometimes  nec- 
essary to  reduce  the  working  forces  in 
the  shops  on  account  of  completion  of  re- 
pair jobs,  but  that  the  mechanics  and 
other  workmen  in  the  various  shops  on 
the  system  are  back  at  their  places  of 
employment  with  the  beginning  of  the 
present  month. 


Latest  Turbines. 

Wonderful  turbines  will  drive  the 
mammoth  Cuuarder  Aquitania.  which  is 
now  being  completed  at  Clydebank 
They  have  a  total  weight  of  1,400  tons, 
and  to  enable  them  to  be  lowered  into 
the  hull  of  the  ship,  one  of  the  four  great 
funnels  could  not  be  placed  in  position 
There  are  more  than  a  million  turbini 
blades,  the  combined  length  of  which  is 
more  than  140  miles.  The  blades  vary 
in  length  from  one  and  a  half  to  twenty 
inches.  These  turbines  are  absolutely 
the  latest  production  of  maiine  engineer- 
ing. 


Rapid  Bridge  Work. 
,\  steel  bridge  was  recently  removed 
and  replaced  by  another,  near  Victor, 
X.  v.,  on  the  Lehigh  Valley  Railroad 
in  the  remarkably  short  space  of  five 
minutes,  and  without  any  delay  in  tho 
traffic.  The  new  bridge  which  was  put 
in  place  complete,  even  to  its  ballasted 
tracks,  is  a  plate-girder  structure,  with 
a  span  of  103  feet.  The  main  girders 
are  10  feet  in  height,  and  it  has  a  solid 
concrete  floor.  This  mass  was  rolled 
into  place  in  three  minutes  and  was  ready 
for  imme<iiate  use.  1  he  old  bridge  was 
rolled  out  of  the  way  in  a  minute  and 
three-quarters. 


Longest  Railway  Tunnels. 

The  world's  greatest  tunnels  are  to  be 
found  in  Europe,  and  a  brief  summary  of 
these  in  the  Engineer  shows  that  the 
greatest  is  the  Simplon,  which  is  12',4 
mile  in  length.  Two,  the  St.  Gothard 
and  Lotschberg,  are  over  9'j  miles  in 
length.  The  Mont  Cenis  is  a  little  over 
7  miles  in  length.  The  .■\rlberg.  in  .\us- 
tria,  is  6%  miles  long.  There  are  four 
tunnels  between  5  and  6  miles  in  length, 
five  between  4  and  5  miles  in  length,  sev- 
en between  3  and  4  miles,  and  sixteen 
tunnels  that  arc  over  2  miles  long.  The 
longest  tunnel  in  this  country,  the  Hoosac, 
is  4' J  miles  long.  It  may  be  added  that 
there  are  several  longer  tunnels  in  the 
course  of  construction,  but  they  will  not 
be  finished  for  several  years 
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General  Foremen's  Department 


Erie  Apprentice  Schools. 

Bv  .\ngis  .Sincl.mr,  Spki  lAi.  l.N.-.Ti;r.  k*. 

The  Erie  Railroad   Coiiii)any  maintains 

school.s    for    the    technical    instruction    of 

apprentices  at  five  of  their  repair  slinps, 


date  must  be  of  tlie  age  between  sixteen 
and  twenty-one  years,  enjoying  good 
general  health.  .Applicants  addicted  to 
the  cigarette  or  other  unhealthy  habits 
are  at  once  invariably  rejected. 


I  ■SIX! 
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an  arrangement  wbicli  is  culti\ating  a 
high  standard  of  mechanical  and  scien- 
tific efficiency  among  a  class  of  young 
men  vvlio  are  being  |)repared  to  lieconie 
leaders  in  their  business  in  tlie  near  fn 
ture.  The  company,  in  the  establislnnmi 
of  ap])rentice  schools  at  its  diffenni 
shops,  lias  for  its  primary  object  ili' 
making  of  first-class  skilled  mechanics  t 
recruit  the  shop  forces  with  men  trauud 
and  educated  in  Erie  standanls  ami 
methods. 

The  company  furnishes  class  roimis, 
properly  heated  and  lighted,  with  draw- 
ing instruments,  drawing  tables,  lilack- 
boards  and  all  necessary  material  neeilrd 
in  the  line  of  instruction,  all  of  wliich  is 
suijplied  free  to  the  apprentices. 

The  plan  of  organization  is:  I'irst. — 
A  supervisor  of  apprentices.  Scciiud. — 
An  assistant  supervisor  of  apprentices. 
Third. — A  technical  instructor  for  all 
shops  having  fifty  or  more  apprentices. 
Fourth. — A  practical  instructor  for  all 
shops  having  fifty  or  inorc  appreniioes. 
Fifth.  —  A  man  possessing  technical 
knowledge  and  practical  ability  t<i  in- 
struct in  shops  having  less  than  fifty 
apprentices. 

In  the  selection  of  apprentices  for  em- 
ployment in  Erie  shops  preference  is 
given  to  sons  of  employees.     The  candi- 
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produce  efficient  workmen  capable  of  su- 
pervising shop  operations. 

There   are  eleven   divisions   of   appren- 
tices,  viz. :   Machinists,   blacksmiths,   boil- 
er-making,   tin    and    pipe    shop,    painters, 
elettritians,  car  builders,  cabinet  makers, 
Liri  enters    patternmakers   and   moulders, 
rhi  mahinists  serve  four  years  and  each 
(  t  the  othei  trades  three  years.     The  ma- 
ehniist    apprentices    have    a    much    more 
ei  nil  rehensive   I't"-*   of   training  than   the 
tin  IS      The    tormer   course   involves   in- 
tuuti  n    eoneerning    standardization    of 
\\    1  k     shop   and   class   efficiency,   practice 
11    1  ithes,   planes,   shapers,    slotters,   bor- 
n^  mill    vise  work  on  rods,  vise  work  on 
11  tion    pistons,  crossheads,  etc.;  erecting 
li   p   .  perations,  tool  room,  air  brake  de- 
partment,   surface    table    and    machinery 
repair  gang. 

The  ditifercnt  scientific  instructors  are 
left  largely  to  follow  the  methods  which 
tliey  consider  most  likely  to  impart  prac- 
tical information  to  the  apprentices.  The 
annexed  engravings  are  reproductions  of 
illustrations  and  models  used  by  Mr. 
II.  E.  P.lackburn.  instructor  of  the  Ap- 
prentice School  at  Dunmore,  Pa.  They 
are  the  ineans  of  giving  instructions  on 
\  arious  lines  of  work  and  are  much  more 
effective  than  the  shop  operations.  In 
fact,  they  are  a  useful  means  of  making 


SPECIMEN.S  OF  ORDINARY  WORK. 


and  followed  as  can  lie  done  conveniently 
in  the  interest  of  the  api>rentice  and  of 
the    company,    tlie    le.idiiig    aim    being    to 


shop  ojierations  and  action  of  shop  tools 
comprehensible  to  the  average  young 
man. 
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From  what  I  have  seen  in  a  great 
many  apprentice  schools  on  the  Erie 
Railroad  and  other  places,  I  think  Mr. 
Blackburn's  methods  are  the  most  ef- 
fective of  any  I  have  studied. 


Why    Some   Apprentices    Fail. 

H.  E.  Blackburn, 
Apprentice  Instructor,  Erie  R.  R. 

There  are  two  ways  of  learning  a 
trade,  one  is  to  do  as  you  see  others  do, 
the  other  is  to  know  the  reason  why. 
Most  boys  display  an  inquisitive  streak 
about  the  home  that  taxes  the  minds  of 
their  parents  to  the  limit,  but  just  as  soon 
as  they  are  seated  in  the  class  room  this 
good  trait  vanishes  and  gloom  in  large 
quantities  enters  the  boy's  head. 

The  pouring  in  method  of  teaching  the 
boys  orally,  or  from  a  text  book,  was 
supposed  to  fill  his  head  full  of  crammed 
knowledge  and  whenever  the  teacher  had 
a  "grouch"  he  would  "quiz"  the  boy  he 
liked  least  to  see  how  little  knowledge  he 
had  retained ;  the  result  generally  was  that 
it  was  "after  school  for  the  boy."  This 
is  where  the  boy  gets  in  as  a  vicious  kid, 
with  this  very  unnatural  way  of  teaching. 

Edison,  the  wizard,  has  devised  a  sort 
of  school  work  to  be  projected  on  a 
screen  by  the  moving  picture  machine 
that  is  calculated  to  supply  a  great  amount 
of  interest  with  the  total  absence  of  un- 
pleasant solitude  so  often  found  in  the 
class  room.  The  fact  is  you  will  have  to 
drive   the   boys   home   instead   of   to   the 


is  a  good  motto  when   it  comes  to  solv- 
ing any  great  question. 

Pumps  having  glass  cylinders  that 
show  the  water  rushing  in  and  out 
through  the  valves  is  one  of  the  many 
sul)iects  takt-n.  The  ciilirc  Hessi-nu-r 
steel    plant    is    shown    in    nnniar.irc,    ami 


pictures  at  the  time  the  hooks  fail  to  in- 
terest the  scholars.  A  relaxation,  that  is 
all,  but  a  most  beneficial  one  for  the  boy, 
for  he  is  becoming  educated  unknown  to 
himself. 

H.    E.    Mills    states    in    the    "World's 
Work"  for  October  that  he  is  trying  to 
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every  actual  detail  is  shown  between  clear 
printed  descriptions  of  the  part  demon- 
strated so  that  nothing  is  left  to  the 
imagination. 

Manual  work  i'  ai^i-'f-d  to  the  extreme 
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OF  CYLINDER,  AND  VARIOUS  MODELS. 


school  if  the  rule  of  the  "movies"  holds 
good. 

These  pictures  tell  freely  what  im- 
presses the  boy  most,  or  what  fails  to 
"get  across"  during  the  study  hour  at 
school  with  books.  The  films  are  records 
of  clever  subjects  worked  up  by  the 
Wizard  himself,  and  "leave  it  to  Edison" 


with  the  aid  of  the  moving  picture  ma- 
chine anrl  a  great  many  colleges  are  using 
lliem  10  lielp  out  in  vocational  work.  In 
the  State  of  Wisconsin  it  makes  book 
drudgery  all  play  for  the  boy.  and  life 
worth  living  for  the  teacher. 

Too   much   "movies"   is   as   bad   as   too 
manv  books.     It  is  the  aim  to  .>how  the 
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make  it  possible  for  every  boy  who  leaves 
the  public  school  at  16  to  continue  his 
education  while  working,  if  he  is  com- 
pelled to  leave  school  in  order  to  help  out 
at  home,  by  following  some  trade  of  his 
liking.  This  is  the  correct  spirit  or 
education  that  counts,  or  applied  educa- 
tion for  the  poorer  class. 

In  order  to  do  this  it  will  be  necessary 
to  upset  the  present  form  of  education  in 
the  public  schools,  where  two  million 
children  between  the  ages  of  14  and  16 
are  out  of  school  every  year.  At  the 
present  time  only  one  million  seem  to 
be  able  to  qualify  for  the  trades  or  any 
vocational  work,  just  because  the  school 
did  not  hold  their  interest  and  their 
parents  had  become  tired  of  insisting  on 
their  attendance  at  school.  Most  of  these 
children  are  of  the  sixth  grade. 

The  State  of  Wisconsin  gives  free 
\ocational  education  to  27,000  children 
live  hours  each  week  and  it  only  co.=ts 
$5  per  year  for  each  scholar. 

This  special  continuation  vocational 
school  system  is  solving  in  a  simple  man- 
ner the  biggest  educational  problem  be- 
fore the  public  taxpayers  of  the  L''nited 
States,  who  pay  ?300,000,000  a  year  now 
lor  inadequately  trained,  out-of-date 
teachers  under  the  delusion  that  they  are 
thus  providing  for  the  future  education 
of  the  youth. 

Of  course,  the  free  night  schools  help 
out  in  the  large  cities,  but  how  about  the 
towns  where  the  free  night  school  is  un- 
known ?  The  night  schools  keep  some 
of  the  children  off  the  street,  but  what  is 
wanted  is  some  school  that  will  keep  them 
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all  off  the  street  entirely,  fur  stati.-^lics 
show  that  S5  per  cent,  of  the  children 
from  school  go  into  the  "blind  alley  jobs," 
such  as  selling  papers  or  working  in  the 
te.xtile  industries.  These  jobs  never  pay 
a  mechanic's  wage.  What  is  w-anted  in 
America  today  are  yoimg  men  who  can  do 
lliinu^    with   their   haml-,    mii'lr.I    li\    tlnii- 


Industrial  schools  don't  aim  t(i  make 
a|iprentices  for  the  shop  alone,  but  trains 
tliem  for  all  trade  callings.  It  aims  to 
tit  the  child,  boy  or  girl,  for  their  life 
work  later  on. 

.Some  absent-minded  children  learn 
readily  from  books,  they  seem  to  have  a 
kinil  of  mental  capacity  for  printed  mat- 


best,  but  teach  him  the  best  way  to  play 
the  game. 

If  America  is  to  lead  the  world  in 
skilled  mechanics  it  is  time  to  conceive  a 
proper  system  in  order  to  educate  the 
boys,  then  to  inaugurate  it  and  last  to 
keep  it  up.  The  last  is  where  most 
systems  fail. 


I.  IN'FORMATinX  r;R,\PTnCAT.LY  ILT.USTR ATKD. 


brains,  nut  the  yuung  C'->lle,s;e  nntraiiucl 
man  who  can  tell  you  how  it  should  be 
d'ine,  according  to  llie  book.  Ninety  per 
cent,  of  the  boys  who  leave  trade  col- 
leges are  walking  the  streets  just  liecause 
they  lack  ex|>erience,  and  it  is  pleasing  to 
niptc  that  at  the  last  meeting  of  the  ap- 
prentice instructors  on  the  New  York 
Central  Railruad  they  had  come  to 
the  conclusion  that  the  market  was 
ylinted  with  mechanical  draftsmen  and 
that  they  were  going  to  cut  drafting  out 
unless  some  one  boy  showed  mnisual  ap 
l)itnde  for  the  work.  What  they  are  afti  i 
now  is  the  development  of  skilled  nn 
chanics  and  these  don't,  as  a  rule,  devolup 
any  bottoming  chair  traits.  All  tliat  i>- 
.  needed  in  their  education  are  a  f<:w  mugb 
sketches  so  that  'hey  can  rearl  a  blueprint 
correctly.  This  is  .-is  it  .sbuuld  lie.  The 
individual  character  of  the  buy  should  be 
studied  also,  for  the  litst  .-ipprentices  are 
thusc  fitted  to  some  one  line  of  the  trade, 
after   they   gr;iduatc. 

If  the  public  school  wutibl  sift  out  the 
trade  hoys  the  railroads  and  manufac- 
turing firms  would  ccrtaiidy  take  them  in 
if  they  knew  the  first  steps  in  the  language 
"f  the  shop,  for  school  mathematics  is  not 
like  shop  mathematics  by  .1  U>ng  way.  It 
is  dead  easy  to  work  probb ms  when  you 
can  sec  where  they  are  to  b'-  applied,  and 
the  only  place  to  find  the  teacher  is  from 
the  shr.p  force,  one  who  has  licen  to  col- 
lege if  possible,  but  shop  exjieriencc  is  a 
necessitv. 


ter.  This  class  represents  about  one-half 
of  the  scholars  in  school.  The  other  half 
are  scholars  of  the  concrete  mind  variety 
who  can  only  learn  with  difliculity  any 
kind  of  book  work. 

I  land-minded    children    arc    those    wlio 
fail   in   b<iuks.   but    arc   able   to   work   out 


Oil  Fuel. 

Tliat  oil  fuel  lias  some  very  great  ad- 
\antages  over  the  solid  variety  is  hardly 
.1  subject  for  controversy,  its  many  mer- 
its being  too  patent  for  dispute.  It  is 
uiuch  more  easily  handled  and  trans- 
ported, a  pipe-line  providing  a  means  of 
transport  which,  where  possible,  probably 
costs  less  even  than  by  large  oil-tank 
steamers,  low  though  ocean  freights  may 
be.  Many  of  its  advantages  remain, 
whether  it  be  employed  for  generating 
steam  or  its  energy  be  directly  converted 
iiitu  power  in  an  internal-combustion  en- 
gine .An  oil-fired  torpedo-boat  destroyer 
can  be  brought  to  rest  for  half  an  hour 
from  a  speed  of  over  30  knots  with  scarce- 
ly the  loss  of  a  pound  of  steam  through 
the  safety  valves,  and.  when  restarted, 
full  speed  can  be  attained  again  within  a 
space  of  some  10  minutes.  Stoking,  more- 
over, ceases  to  be  a  laborious  operation.  In 
fact,  the  advantages  are  such  tliat,  were 
oil  as  readily  available  as  coal,  the  latter 
would  cease  entirely  tu  be  utilised  in 
■•hip  jiropulsion.  L'nfortunately,  however, 
the  supply  of  oil  by  no  means  keeps  pace 
with  the  demand,  so  much  so  that  low 
ciist  of  fuel  is  no  longer  claimed  as  an 
.advantage  for  a  Diesel-engined  ship  op- 
rratiug  in  any  but  special  trades,  or  with- 
iu   .any  but  particular  and  strictly  limited' 
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problems  involving  figures  that  are  ap- 
plied in  the  actual  work.  The  point  in 
view  is  that  some  boys  like  to  play  base- 
ball and  hate  marbles  while  other  boys 
like  marbles  and  hate  baseball.  Now, 
why  make  either  boy  play  the  game  he 
dislikes.     Let  liim  play  tlie  game  he  likes 


Wood  Fireboxes. 
We  understand  that  the  American  Lo- 
comotive Company  and  the  Baldwin  Lo- 
comotive works  have  entered  into  an  ar- 
rangeiiieiit  with  the  W.  H.  Wood  Loco- 
motive Firebox  &  Tube  Company  to  ap- 
]iK   their  firebox  under  a  royalty. 
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New  Lunch  Counter  Car  for   the 
Pennsylvania  Railroad 


The  Pennsylvania  Railroad  cmnpleted 
last  month  a  new  solid  steel  lunch  coun- 
ter car,  and  it  is  now  in  service  between 
New  York  and  Philadelphia,  on  trains 
which  also  carry  ordinary  dining  cars. 
While  the  novelty  of  the  counter  car  may 
for  a  few  days  prevent  a  fair  comparison 
in  the  patronage  of  the  two  kinds  of  cars, 
it  is  planned  to  continue  the  experiment 
for  a  sufficient  period  to  determine  just 
which  is  more  popular  with  the  traveling 
public.  The  object  in  building  the  coun- 
ter car  was  to  see  if  it  would  permit  of 
srrvinEr  meals  t"  passengers  quicker — and 


cupy  the  space  under  the  counter.  Sunk 
in  the  counter  at  the  end  away  from  the 
kitchen  is  a  cigar  humidor.  At  one  end 
of  the  car  there  is  a  wash  basin  for  the 
use  of  passengers. 

The  pantry  and  kitchen  arc  at  one  end 
of  the  counter.  The  pantry  contains  dish 
racks,  cupboards,  a  sink  and  a  locker. 
Food  will  be  passed  from  the  kitclien  in- 
to the  pantry  througli  openings  which  can 
lie  closed  l)y  sliding  doors.  .As  these 
openings  are  just  aliove  the  serving  table 
in  the  pantry,  there  is  no  necessity  for 
waiters  to  g<i  into  tlio  kitchen.    The  kitch- 


New  Military  Railway  Car  in  India. 
The  Bombay  Times  in  a  recent  issue 
gives  a  description  of  a  military  railway 
carriage  that  has  just  been  constructed  at 
the  new  shops  of  the  Great  Indian  Pen- 
insula Railway  at  Matunga,  in  the  Bom- 
bay Presidency.  The  original  features  of 
this  new  type  of  car  arc  mentioned  as 
follows :  The  body  of  the  car  is  68  feet 
long  and  10  feet  wide  outside,  built  of 
Burma  teak,  on  a  substantial  steel  under- 
iramc.  The  construction  adopted  is  nov- 
el inasmuch  as  in  order  to  secure  the 
largest  possible  cross  section  the  body 
and  underframc  are  incorporated  as  one 
structure.  The  adoption  of  the  construc- 
tion mentioned  secures  an  e.Ntra  4  inches 
in  the  int '   i-----'--      •'  •'■.■    ■   -  ■'■   ■..•■*'■ 
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thus   serve   satisfactorily    more    patrons — 
than  is  possible  in  a  dining  car. 

The  new  car  is  80  feet  long,  and  tlie 
exterior  appearance  is  the  same  as  that 
of  a  Pennsylvania  all-steel  passenger 
coach.  The  interior  is  radically  different 
from  the  ordinary  dining  car.  Instead  of 
tables  there  is  one  long  mahogany  coun- 
ter extending  over  half  the  lengtli  of  the 
car ;  facing  this  counter  on  one  side  are 
revolving  mahogany  chairs,  secured  to 
the  floor.  The  counter  is  long  enough 
for  21  people  to  be  seated  at  one  time. 
Back  of  the  counter  against  the  wall 
there  are  twenty  cupboards  for  supplies, 
in  addition  to  receptacles  for  crushed  ice. 
drinking  water,  ice  cream,  milk  and 
cream.     Shelves  for  linen  and   silver  oc- 


en  itself  is  about  1 1  feet  long ;  it  con- 
tains a  range,  broilers,  steam  table,  ice 
box,  coffee  urn,  soup  receptacle  and  meat 
warmer. 

The  interior  of  iho  car  is  finished  in  a 
mahogany  color,  the  same  as  the  dining 
cars.  It  is  electricallv  lighted,  and  ventil- 
ation is  aided  by  an  exhaust  fan  and  three 
large   electric    fans. 

The  car  is  in  service  on  a  train  leav- 
ing Philadelphia  foi  New  York  at  12 
o'clock  noon,  as  this  train  is  usually  heav- 
ily loaded,  and  a  large  number  of  the  pas- 
sengers as  a  rule  eat  their  lunch  on  the 
train.  The  second  trip  af  the  car  is  on 
the  train  leaving  New  York  the  same 
afternoon  at  6  o'clock.  The  quick  service 
is  being  much  appreciated. 


out  encroaching  on  the  limited  "loading 
.gauge"  of  the  Indian  railway,  while  re- 
taining wheels  of  standard  diameter  (3 
feet  7  inches).  The  dimensions  of  this 
car  jjractically  represent  the  maxima  per- 
missible before  the  widening  out  of  the 
trucks  now  in  progress  is  complete. 

The  internal  fittings  consist  of  folding 
berths  to  accommodate  66  soldiers.  These 
are  arranged  in  three  tiers  on  galvanized 
steel  tubular  framing,  very  similar  to 
those  of  a  troop  ship.  The  rows  of 
berths  open  ofT  a  side  corridor  2  feet 
wide.  Under  the  lower  seats  or  berths 
are  rifle  racks,  while  above  the  uppermost 
are  large  parcel  racks  for  the  soldiers' 
kit.  and  lavatory  accommodation  is  pro- 
vided at  each  end. 
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Klcclric  Operation  of  Universal  Valve. 

In  last  niMtitli's  issnc,  tlir  pniiiinalii' 
upcratidii  uf  tlic  single-cylinder  univiTsal 
valve  for  iiasstnRer  cars  was  explaiiud. 
and  at  tlie  present  lime  it  is  desired  to 
comment  npon  the  electric  operation. 

The  electric  operation  for  the  single  or 
douhle  cylinder  c(iiiipment  is,  of  course 
the  same,  and  while  the  diaRramnialic 
view  shown  is  of  the  dotihlc,  or  two- 
cylinder  arrangement,  it  is  shown  for  ihc 
imrposc  of  comparison  with  the  valve 
shown  last  month 

'I'he  ohjcct  of  two  cylinders  per  car  is 
first,  an  ellicient  service  hraUe  wilh  high 
nia.\innnn  cylinder  pressure  and  lower 
total  leverage  ratio  and  the  greatest  pos- 
sihle  dilTerence  between  service  and 
emergency  braking  power  or  douhle  hr.ik- 
ing  power  for  emergencies.  As  service 
braking  power  is  then  based  on  an 
K6-ponnd  brake  c\linder  pressure  safely 
valves  are  not  nseil,  and  as  to  nuiiorniily 
of  operation  with  cdder  eiiuipnuiil,  the 
3-t-pound  brake  pi|ie  reduction  produces 
e(pializalion  (110  —  24  r-  SU) .  wlule 
24-pound  reduction  opens  the  high-speed 
reducing  valves  on  (dder  eiinipmenl,  giv- 
ing nia.xiuuim  service  braking  power  in 
both  cases. 

The  dilTerence  in  the  two  types  of  uni- 
versal valves  is  entirely  in  the  linal  or 
safety  valve  section  of  ibe  emergency  por 
lion,  and  in  Ibe  addition  of  ibe  emergency 
or  secontl  brake  cylinibr.  The  portion  in 
(pieslion  is  shown  above  or  back  of  the 
gasket  behind  llie  emergency  piston  and 
sli<le  valve;  lor  ilie  single  cylinder  this 
portion  contains  I  be  inlercepling  valve, 
protection  valve,  high-pressure  valve,  cul- 
otT  valve  and  safely  valve,  and  wdieii  two 
cylinders  or  the  valve  shown  is  used  the 
parts  menlioned  are  replaceil  by  a  por- 
tion containing  a  proleclion  valve,  an 
emergency  valve,  ,i  service  [uake  cylinder 
check  v,ilve  and  an  emergency  reservoir 
cheek  valve 

The  duly  of  this  proleclion  valve  is  the 
same  in  bolb  eiinipmcnls,  Ibe  duly  of  Ibe 
emergency  valve  is  lo  admit  emergency 
reservoir  pressure  to  ibe  enuigeucv  ,ind 
service  brake  cylindirs,  the  emergency 
reservoir  check  valve  se|iarales  the  emer- 
gency from  Ihc  service  reservoir  during 
all  operations  except  emergency  and  the 
service  brake  cylinder  check  valve  sep- 
arates the  service  and  cmc  rgency  cylinders 
during    all    operations    e\ctpi    emergency. 

All  ..Iber  parts  of  the  luvers.d  valves 
are  the  same  arid  referriii.  t  ■  the  niagnel 
br.ickel  iiorlion,  the  prin.  i -d  p. iris  are 
Ibe  service  magnet  and  vai  >  ■  which  con 
Irol    the   electric   application      i    the   brake 


by  m.iking  In. ike  pipe  leiluctioiis  on  each 
c.ir,  the  release  magnet  and  valve  which 
Control  the  electric  release  of  brake  cylin- 
der air,  Ibe  emergency  magnet  and  valve 
which  cause  the  emergency  parts  lo 
operate  by  venling  air  from  the  emergency 
slide  valve  piston  cylinder  lo  the  almos- 
plicre,  the  emergency  switch  which  closes 
the  emergency  magnet  circuit  at  the  same 
lime  ibe  ipiick  :iction  valve  is  opened  and 
the  electric  .service  port  cheek  valve  which 
prevents  a  back  flow  of  brake  cylinder  air 
lo  the  brake  pipe.  There  is  also  a  magnet 
valve  cut-out  cap  by  means  of  which  cither 
or  bolb  of  the  service  and  emergency 
niagnel  valves  may  be  cut  out  if  it  be- 
comes necessary. 

Before  describing  electric  operation  we 
would  call  alleiition  lo  a  brake  valve  of 
the  eleclro-pneumalic  type  which  will  give 
a  geuer;il  idea  of  the  electric  portion  used 
in  steam  road  service.  This  brake  valve 
is,  however,  an  iniproveuienl  uiion  ibe 
ordinary  auloiualie  brake  vaKc  in  llial  it 
has  a  combination  of  direct  and  equalizing 
exhaust  ports  for  service  operation,  a  re- 
duction limiiing  feature  wbercliy  the  point 
of  ei|uab/alii>n  cannot  be  [lassed  in  service 
oper.ilious,  and  a  collapsible  type  of  equal- 
izing piston  which  prevents  any  over- 
cliarge  of  the  brake  valve  reservoir  or 
unequal  pressures  surrounding  the  equaliz- 
ing discharge  valve.  This  brake  valve  is 
the  most  ellicient  type  for  pneumatic 
operation  as  it  eliminates  all  of  the  time 
element  of  In. ike  valve  operation  and  em- 
bodies a  maxiiiium  pneumatic  perfection 
before    electric    transmission    becomes    a 


The  electric  portion  can  be  added  to  the 
standard  116  brake  valve  by  minor  changes 
in  the  valve  body,  haiulle  and  rotary  key, 
the  drum  above  the  pneumatic  body  con- 
tains the  contact  lingers,  the  upper  one 
connecled  with  the  supply,  the  second 
wilh  the  release  magnet  line,  the  third 
wilh  the  application  magnet  line  and  the 
fourth    wilh    Ibe   emergency    magnet    line, 

Ibe  handle  and  key  operates  both  por- 
tions sinuillatieously,  that  is,  the  same 
positii'ii  of  the  handle  produces  the  same 
brake  action  either  electric  or  pneiimatie, 
or  slated  dilTerenlly,  the  handle  in  service 
pi>silion  pneumatic  means  electric  service 
or  pnemnalic  emergency  position  means 
electric  emergency. 

Klcclric  control  consists  chiefly  of  a  .sys- 
tem of  wiring  on  cars  and  locomotive  and 
suitable  jmiipcr  connections,  and  a  source 
of  supply  or  current  wdiich  may  be  ob- 
lained  at  any  one  point  on  the  train  or 
locomotive.  Voltage  required  is  merely 
suflicient  lo  energize  a  series  of  magnets. 

On  the  universal  valve  bracket  the  niag- 


iKi.s  ,iu  .ittaclKd  to  and  oiitrate  an  valves 
called  magnet  valves  so  that  when  a  mag- 
net or  series  of  magnets  are  energized 
their  armature  is  pulled  down,  which 
moves  the  magnet  xalves  and  in  this  man- 
ner Ibe  valves,  by  o])eiiing  and  closing 
suitable  ports  leading  lo  the  pneumatic 
portion,  control  the  escape  of  brake  pipe 
and  brake  cylinder  pressure  for  service 
or  emergency  ojieration  and  release  of  the 
brake. 

As  slated  the  contact  drum  of  the  lirake 
valve  makes  the  necessary  connections 
tor  current  lo  energize  the  magnets  and 
provides  for  a  pneumatic  blow-out  of  the 
arc  existing  immediately  after  disconnec- 
tion or  severing  of  contact. 

-Assuming  the  equipment  to  be  charged 
up  iineumalically  as  explained  in  last 
month's  issue,  a  brake  pipe  reduction  is 
necessary  to  operate  the  universal  valve 
and  electrically  this  is  the  duty  of  the 
service  niagnel.  The  duty  of  the  emer- 
gency magnet  is  lo  operate  the  emergency 
portion  of  the  universal  valve  and  the 
release  magnet  and  valve  open  and  close 
the  brake  cylinder  exhaust  port  at  the 
will  of  the  operator. 

Normally  all  magnets  arc  de-energized 
or  wilh  the  handle  of  the  brake  valve  in 
running  position  there  is  no  current  on 
except  in  the  batteries,  supply  wires  and 
connection  to  the  emergency  switch. 

Normal  positions  of  the  magnet  valves 
are,  service  and  emergency  magnet  valves 
closed  and  release  magnet  valve  open, 
hence  in  running  position  ports  leading 
from  service  and  emergency  magnet  valves 
to  the  equalizing  and  emergency  pistons 
are  dosed  and  the  br.ike  cylinder  ex- 
haust port  is  open. 

Service  and  emergency  magnets  are 
energized  when  those  positions  of  the 
brake  valve  are  used,  but  the  release 
magnet  is  held  energized  in  both  release 
and  holding  positions. 

When  a  service  application  of  the  brake 
is  desired,  the  brake  valve  handle  Is  moved 
to  service  application  position  and  the 
service  magnet  circuit  is  closed  and  the 
service  magnets  are  energized  and  the 
magnet  valves  unseated  by  the  movement 
of  Ihc  armature  ,ind  a  brake  pipe  reduction 
is  made  at  each  universal  \alve  before 
Ihc  equalizing  piston  of  the  brake  valve 
can  lift  or  unseat  to  discharge  brake  pipe 
pressure. 

This  reiluction  takes  place  from  the 
equalizing  piston  cylinder  of  the  universal 
valve  through  port  P  1,  past  the  service 
magnet  valve,  thence  to  the  atmosphere, 
or  if  the  atmospheric  opening  has  been 
plugged  and  the  plug  removed  from  the 
service  port,  brake  pipe  pressure  will  flow 
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through  the  electric  service  port  to  the 
brake  cylinder  instead  of  to  the  atmos- 
phere. 

The  amount  of  brake  pipe  reduction 
made,  consequently  the  amount  of  brake 
cylinder  pressure  obtained,  depends  upon 
the  time  the  valve  handle  remains  in 
service  position,  a  full  service  reduction 
will  be  made  by  holding  the  handle  in 
service  position  which  holds  the  service 
magnet  circuit  closed  or  any  number  of 
light  reductions  are  made  by  moving  the 
handle  back  from  service  position  which 
severs  electric  contact  with  the  service 
magnets  and  the  prompt  pneumatic  blow- 
out of  the  arc  causes  the  magnets  to 
instantly  de-energize  and  suitable  springs 
promptly  close  the  magnet  valves  cutting 
off  the  brake  pipe  reduction.  The  move- 
ments of  the  universal  valves  to  lap  posi- 
tion have  been  explained  in  connection 
with  pneumatic  operation. 

If  the  electric  brake  pipe  reduction  per- 
mits brake  pipe  pressure  to  How  through 
the  electric  service  port  check  valve  to 
the  brake  cylinder,  as  shown  in  the  dia- 
gram, obviously  these  two  pressures  are 
approaching  each  other  as  the  reduction 
continues  and  as  they  near  equalization 
the  rate  of  brake  pipe  reduction  is  grad- 
ually decreasing  to  zero,  hence  in  order 
to  procure  the  desired  pressure  in  the 
given  time,  the  rate  of  reduction  is  at  the 
beginning  quite  rapid  and  the  margin  be- 
tween service  and  emergency  rate  is  very 
small,  but  still,  not  sufficient  to  exceed 
the  capacity  of  the  emergency  piston  feed 
groove  to  expand  quick  action  chamber 
pressure  without  producing  quick  action, 
however,  this  margin  is  broadened  as  the 
reduction  continues  and  lirake  cylinder 
pressure  increases. 

However,  if  a  uniforni  margin  between 
service  and  emergency  rates  of  reduction 
arc  desired,  the  service  magnet  valve  con- 
nection to  the  brake  cylinder  may  be  closed 
with  a  pipe  plug  and  the  connection  to 
the  atmosphere  opened  and  then  the  re- 
<luction  from  the  brake  pipe  pressure  is 
limited  to  the  point  of  equalization  by 
the  reduction  limiting  check  valve  located 
in  the  equalizing  piston  of  the  universal 
valve. 

A  glance  at  the  diagrammatic  view  will 
show  that  when  the  equalizing  portion 
passes  full  service  position,  duo  to  brake 
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pipe  |)ressure  p.issing  the  point  of  ei|uali 
zatioii.  auxiliary  reservoir  pressure  will 
force  the  piston  against  the  cylinder  cap 
gasket,  lluTeby  closing  the  port  leading 
to  the  service  magnet  valve  and  prevent 
an  over-reduction  of  lirake  pipe  pressure. 
Trnsling  that  this  has  made  clear  the 
manner  in  which  any  desired  degree  of 
service  application  is  made,  the  move- 
ments of  the  universal  value  to  lap  posi- 
tion lieing  the  same  as  mentioned  in  con- 
ncclion    with    pncuiualic   operation,   a    re- 


lease is  acciimplislied  by  niMving  the  brake 
valve  haiulle  In  release  or  hnlding  posi- 
tion, depending  upon  the  length  of  the 
train  then  tci  running  positiun. 

In  release  and  holding  positions  the  ri 
lease  magnets  are  energized  holding  tin 
release  magnet  valves  clnscd  to  prevni! 
the  escape  of  brake  cylinder  pressure 
while  the  increase  in  brake  pipe  pressure 
returns  the  operating  parts  of  the  uni- 
versal valves  to  release  and  charging  p.  ".i- 
tiiiii.  then  as  the  release  of  l.rake  cylimler 
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pressure  is  desired  the  valve  liandle  is 
moved  to  running  position  which  de- 
energizes  the  release  magnets  and  the 
springs  instantly,  open  the  inagnet  valves. 
permitting  the  escape  of  brake  cylinder 
pressure  for  the  release  of  brakes. 

It  may  here  simplify  the  explanation  of 
release  position  to  state  that  regardless  as 
to  whether  the  release  piston  cylinder 
covers  are  in  direct  or  graduated  release 


position  the  energizing  anil  de-energizing 
of  the  release  magnets  provides  a  perfect 
graduation  of  release  as  the  release  mag- 
net valves  alone  control  the  escape  of 
brake  cylinder  pressure,  alternating  the 
brake  valve  handle  between  running  and 
holding  positions  in  connection  with  the 
pneumatic  blow  out  of  the  arc,  gives  an 
instantaneous  exhaust  or  retention  of 
brake  cylinder  pressure  at  will. 


When  an  emergency  application  of  the 
brake  is  desired  the  valve  handle  is 
quickly  moved  to  emergency  position  in 
the  usual  manner.  This  closes  the  emer- 
gency magnet  circuit  and  instantly  ener- 
gizes the  emergency  magnets  whereupon 
the  armatures  knock  the  magnet  valves 
from  their  seats  and  exhaust  air  pressure 
from  the  emergency  piston  chamber  to 
the  atmosphere  at  a  faster  rate  than  quick 
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action  chamber  pressure  can  expand 
through  the  emergency  piston  feed  groove, 
consequently  the  emergency  piston  and 
slide  valve  move  to  emergency  position 
with  the  same  result  outlined  in  pneumatic 
emergency  operation. 

While  the  direct  exhaust  port  of  the 
bral<e  valve  is  also  open,  the  electric  cur- 
rent travels  so  much  faster  than  any  pos- 
sible reduction  of  air  pressure,  that  it  is 
electric  emergcnc>'  that  controls  and  ap- 
plies all  the  brakes  in  the  train  and  is 
instantaneous  in  action.  Now  another 
glance  at  the  diagram  will  show  a  port 
leading  from  the  quick  action  piston  port 
to  the  emergency  switch  piston  in  the 
magnet  bracket.  This  emergency  switch 
is  the  connecting  link  between  electric 
and  pneumatic  emergency  so  that  if  a 
conductors  valve  is  opened  in  any  portion 
of  the  train  the  first  universal  valve  going 
into  pneumatic  emergency  will  move  the 
emergency  switch  piston  at  the  same  time 
the  quick  action  piston  is  moved  and  the 
closing  of  the  emergency  switch  instantly 
transmits    electric    emergency    throughout 


uniformity  and  availability.  It  is  imma- 
terial how  the  batten,'  is  charged,  pro- 
vided that  it  is  of  ample  capacity. 

The  wiring  scheme  should  be  such  that 
the  fact  that  current  is  obtainable  at  the 
brake  valve  insures  that  all  jumpers  are 
in  place  throughout  the  train,  as  an  in- 
terrupted control  current  is  in  a  degree 
analogous  electrically  to  a  closed  angle 
cock  in  pneumatic  operation. 

In  steam  road  service,  with  means  of 
obtaining  current  from  car  lighting  sys- 
tems, a  device  must  be  provided  to  pre- 
vent inadvertently  cutting  the  brake  supply 
wires  into  more  than  one  source  of  elec- 
trical energy  at  the  same  time. 

The  fundamental  principles  relative  to 
electric  control  of  the  automatic  brake 
are: 

1.  The  electric  control  system  is  not, 
either  in  its  proper  or  improper  action, 
or  in  its  failure  to  act  in  any  manner, 
impairing  the  stopping  power  of  the  auto- 
matic system. 

2.  During  electrical  control  of  brake 
applications,  loss  of  current  can  not  cause 


K-s^ 


WIRING  DI.'VGR.XM. 


the  train  as  these  switches  close  the  emer- 
gency magnet  line  and  energize  the  emer- 
gency magnets  in  the  same  identical  man- 
ner that  the  contact  in  the  brake  valve 
produces  electric  emergency. 

In  the  event  of  a  break  in  two  of  train, 
electric  emergency  would  thus  prevail 
upon  the  head  end  of  the  train  due  to 
current  still  being  applied,  and  pneumatic 
emergency  would  occur  on  the  rear  end 
on  account  of  current  being  cut  off  by 
separation. 

The  release  of  brakes  after  an  electric 
emergency  application  is  the  same  as  a 
release  after  pneumatic  emergency  and  we 
believe  the  above  description  of  electric 
operation  will  be  satisfactory  for  the  time 
being,  the  entire  control  system  being  re- 
markable for  its  simplicity,  and  as  pre- 
viously stated,  universal  valves  operate  in 
perfect  harmony  with  triple  and  control 
valves  and  the  electric  and  pneumatic 
operation  is  identical,  or  operalively  in- 
terlocked so  that  any  failure  of  the  electric 
portion  cannot  affect  the  pneumatic  opera- 
tion. 

As  to  current,  battery  current  is  funda- 
mentally desirable  because  of  its  reliability, 


any    loss    of   braking   power   already   ob- 
tained. 

3.  The  opening  of  the  application  mag- 
net valves  is  invariably  accompanied  by 
the  closing  of  any  possible  outlet  to  the 
atmosphere. 

4.  The  application  and  exhaust  magnets 
of  the  electric  brake  are  cut  off  from  con- 
nection with  the  atmosphere  when  the 
brake  is  automaticall}-  applied. 

5.  The  design  of  the  brake  is  such  that 
it  purposely  actuates  the  universal  valve 
as  with  an  automatic  application,  and  a 
brake  pipe  reduction  approximately  equal 
to  that  required  for  a  pneumatic  applica- 
tion is  made ;  which  is  to  say.  the  opera- 
tion of  the  electro-pneumatic  brake  is  as 
nearly  as  possible  the  equivalent  in  all 
particulars  of  the  operation  of  the  pneu- 
matic brake. 

6.  The  best  electro-pneumatic  system 
is  that  which  uses  the  same  positions  of 
the  brake  valve  as  the  pneumatic  and 
operates  the  brake  in  the  same  way. 

7.  The  electro-pneumatic  quick  action 
emergency  is  essential  to  the  safety  of 
modern  trains  and  traffic ;  therefore,  such 
a   reserve  of  compressed  air  must  be  re- 


served as  will  permit  of  an  emergency 
application  at  any  time. 

Now  it  will  be  understood  that  only  the 
operation  of  the  brake  is  electrically  con- 
trolled and  that  compressed  air  serves  as 
the  medium  of  power  transmission  or 
that  the  application  of  electricity  adds  no 
braking  power  beyond  that  secured  by 
instantaneous  action,  and  there  are  three 
objects  in  adding  electric  control,  namely, 
increased  safety  (emergency),  reduction 
in  time  required  to  make  stops  (service), 
and  instantaneous  and  simultaneous  re- 
sponse and  uniform  application  whereby 
the  human  equation  relating  to  manipula- 
tion is  reduced  to  a  minimum. 

It  will  also  be  understood  that  this 
brake  system  is  highly  developed  pneu- 
matically before  electric  control  is  con- 
sidered and  the  Westinghouse  .-Mr  Brake 
Co.  does  not  recommend  electric  control 
for  all  manner  of  air  brake  systems,  in 
fact,  they  take  the  stand  that  electric  con- 
trol cannot  become  a  necessity  until  after 
the  pneumatic  brake  is  brought  to  its  high- 
est possible  state  of  perfection.  However, 
once  the  limit  of  pneumatic  perfection  is 
exceeded  by  unusually  severe  requirements 
the  electric  control  may  be  added  and  it  is 
seldom  that  any  one  device  offers  the 
solution  of  so  many  air  brake  problems 
as  it  not  only  eliminates  the  time  element 
so  far  as  brake  initiation  and  propogation 
is  concerned  but  it  eliminates  retardation 
shocks  since  it  reduces  brake  operation  to 
the  problem  or  effect  of  stopping  a  train 
as  a  single  car. 

It  is  so  promptly  responsive  and  flexible 
that  correction  of  errors  in  judgment  dur- 
ing manipulation  can  be  made  before  in- 
convenience or  damage  can  occur.  While 
the  safety  features  have  been  mentioned, 
it  is  especially  valuable  from  a  revenue 
standpoint  as  it  permits  of  stops  being 
made  in  much  less  time  with  a  reliability, 
smoothness,  and  accuracy  heretofore  im- 
possible. 


A  Business  Compass. 

This  is  the  title  of  a  booklet  just  off 
the  press  which  describes  methods  of 
tabulating  and  analyzing  statistics  of  all 
sorts — manufacturing,  sales,  insurance, 
transportation,  etc.  The  method  depends 
upon  the  use  of  punched  cards  with  a 
properly  arranged  code  system  adapted  to 
each  individual  business.  The  various 
columns  on  the  cards  may  be  made  to 
represent  anything  and  to  analyze  any- 
thing, from  the  cost  of  building  a  tool  or 
other  product  of  a  certain  type  and  size, 
or  to  locate  the  date  on  which  a  certain 
man  at  some  period  long  past  was  work- 
ing on  a  certain  machine,  or  any  other 
purpose  for  which  it  might  conceivably 
be  used.  The  system  has  been  perfected 
for  general  use  and  has  been  adopted  by 
hundreds  of  concerns  all  over  the  country. 
Copies  of  the  booklet  may  be  obtained 
from  the  Tabulating  Machine  Co.,  25 
Broad  street.  New  York. 
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Electrical  Department 


Electric  Locomotives  for  the  Connecti- 
cut Company. 

An  example  of  tlie  advantages  to  tic  ob- 
tained from  the  use  of  electric  locomo- 
tives is  that  of  the  above.  Two  locomo- 
tives of  the  Baldwin-Westinghouse  arc 
used  to  haul  freight  about  I '/;  miles  from 
the  nearest  railroad  track  up  grade,  with 
a  maximum  of  S  per  cent.,  to  the  plant  ol 
the  Chase  Rolling  Mill  Compan\-,  Water- 
bury,  Conn.  Heretofore  all  tlie  hauling. 
raw  material  and  finished  product,  to  and 
from  the  station,  has  been  handled  by 
eight-horse  teams,  which  proved  to  be  ex- 
pensive. 

The    Ino  .n^i.ti\^•^    niaki-     fr..ni    .•<    1..     1(1 


Length   "\  er   bumpers 28  ft.  9  ins. 

Length   of   cab   inside 12  ft.  0  ins. 

Length    of   hoods 6  ft.  6  ins. 

Width   of  hoods 4  ft.  6  ins. 

Width   over   all 8  ft.  6  ins. 

Diameter   of  driving  wheel 34  ins. 

Total  height  over  cab  roof...  11  ft.  0  ins. 

Gauge     4  ft.  Syi  ins. 

Trucks   2-4  wheel   swiveled 

Weight     45  tons 

The  electric  locomotive  is  well  adapted 
for  this  class  of  work,  for  it  is  easy  to 
choose  one  of  the  proper  weight  to  give 
the  necessary  tractive  effort  and  adhesion, 
for  the  class  of  work  to  be  handled. 
Moreover,  all  of  the  weight  is  on  driver^. 


handle  125  tons  up  the  5  per  cent,  grade. 
This  advantage  should  be  more  generally 
known  and  realized,  for  there  are  hun- 
dreds of  factory  shops,  etc.,  which  could 
show  a  saving  by  doing  the  switching 
and  freight  work  from  the  main  line  rail- 
road bv  electric  locomotives. 


Ozone  Machines. 

During  the  past  year  the  ozone  ma- 
chines or  ozonizers,  as  they  are  called, 
liave  been  placed  before  the  public  with 
prominent  statements  made  as  to  the 
great  benefits  to  be  derived  from  their 
use.    (hie    to    the    purification    of    the    air. 


trips  per  day,  and  with  a  biad  of  aiipro.x- 
iniately  from  100  lo  125  tons  each.  This 
load  is  governed  by  the  5  per  cent,  grade, 
which  is  3,000  feet  in  length.  These  loco- 
motives have  been  in  operation  from  the 
Ijfginning  of  last  year  and  have  h.id  a 
perfect   record. 

An  arrangement  which  is  productive  of 
good  results  is  that  the  same  engineer 
has  the  same  locomotive  and  maintains 
.<ame.  i.e.,  makes  any  inspection  necessary. 

J'ollowing  are  the  general   dimensions: 

Mech.snk  Ai.   Dat.\. 

Truck    wheel    base 4  I'l.  6  ins. 

Total   wheel   base 2(1  ft    0  ins. 


each  .ixle  having  an  electric  motor  geared 
lo  it.  The  physical  conditions  in  this  ap- 
plication, i.  c.,  the  5  per  cent,  grade  for 
3,000  feet,  wotdd  be  a  serious  handicap 
for  the  steam  locomotive,  for  it  would.be 
necessary  to  use  otie  very  nuich  larger 
to  handle  the  load  over  the  grade  than 
would  ordinarily  be  required.  It  is  pos- 
rible  with  the  electric  locomotive  to  ob- 
l.iin  for  sliort  periods  tractive  efforts 
nuich  greater  than  the  rating,  which  is 
not  true  with  the  steam  locomotive,  for 
the  maximinn  depend?  on  the  boiler  pres- 
«.ure.  This  inherent  characteristic  is  of 
great  value  for  a  comparatively  small 
locouiotive,  as  aliove,  of  only  45  tons,  can 


NNKCTICCT  COllI'.WV. 


These  ozone  machines  were  recommend- 
ed for  schools,  waiting  rooms  and  other 
public   places. 

Recently  Dr.  W.  A.  Sawyer,  director 
of  the  1  lygicnic  Laboratory  of  the  Cali- 
fornia .State  Board  of  Health,  made  a 
scries  of  tests  as  to  the  effect  of  ozone 
generated  by  these  machines  on  bacteria 
and  on  public  health. 

It  was  found  that  one  part  of  ozone 
in  every  million  irritates  the  mucous 
membranes  of  the  human  body,  and  in 
greater  quantities  will  cause  serious  re- 
sults. Typhoid  or  similar  germs  required 
the  ozone  gas  in  large  quantities  to  kill 
Ihcm.    ;uid    these    germs    were    destroyed 
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only  after  guinea  pigs,  which  were  e.x- 
posed  to  the  same  gas,  had  died. 

The  machines  produce  gases  which 
mask  disagreeable  odors  of  moderate 
strengths,  without  removing  the  bad  ef- 
fects  thereof. 

These  tests  show  that  the  benefit  de- 
rived from  these  machines  is  not  as 
great  as  at  first  supposed.  In  fact,  care 
should  be  used  not  to  place  these  ma- 
chines in  public  places,  where  the  amount 
of  gas  may  reach  too  large  a  percentage. 


THE  RICO  CO.XSTING  TIME  RECORDER. 

Rico  Coasting  Time  Recorder. 

The  Rico  Coasting  Time  Recorder  is 
an  instrument  that  records  the  actual 
number  of  minutes  that  an  electric  car, 
train  or  locomotive  is  operated  without 
the  use  of  power  or  brakes.  It  is  an  ef- 
ficient and  desirablo  device  to  secure 
greater  economy  in  operating  railway 
equipments. 

It  reads  in  "coasting  minutes"  delivering 
a  printed  voucher-slip  to  the  motorman 
or  engineer  at  the  end  of  the  run.  This 
voucher-slip  shows  the  degree  of  econ- 
omy which  he  has  exercised  on  every 
run.  By  a  system  of  ranking  or  rewards 
the  railroad  company  induces  the  men  to 
economical  operation  and  thus  greatly  re- 
duces the  amount  of  current  used. 

The  greater  the  amount  of  coast  the 
greater  the  saving  in  power.  The  energy 
input  to  a  train,  or  car,  is  utilized  to  over- 
come the  resistor  losses  in  starting,  to 
overcome  losses  in  the  motors  and  the 
wiring,  to  overcome  friction  losses,  to 
impart  velocity  to  the  car  and  in  the 
brakes.  The  losses  thrown  away  in  the 
brakes  is  enormous,  and  this  is  where  the 
saving  can  be  accomplished.  The  energy 
stored  up  in  a  train  and  which  must  be 
dissipated  in  the  brakes  is  in  proportion 
to  the  square  of  the  speed  at  the  time  of 
braking.  That  is,  a  train  at  20  miles  per 
hour  has  four  times  as  much  energy  as 
one  running  at  10  miles  per  hour.  Thus 
it  is  very  easy  to  throw  away  power  in 
the  brakes  by  .npplying  the  brakes  at  a 
high  speed  when  tlie  same  schedule  could 
have  been  maintained  by  shutting  off 
power  sooner,  coasting  and  applying 
brakes   at   a   low'cr   speed.     Economy   of 


current  consumption  can  be  effected  by 
the  nearest  permissible  approach  to  coast- 
ing to  a  standstill,  which,  of  course,  is  not 
practicable.  However,  as  nuicli  coast  as 
is  possible  should  be  obtained,  and  this 
is  the  object  of  installing  the  Rico  Coast- 
ing Clocks. 

The  Coasting  Recorder  is  a  simple  and 
reliable  automatic  device  whicli  effectively 
puts  an  automatic  and  impartial  check 
upon  each  man.  It  is  a  guide  to  him  to 
operate  properly.  The  circuits  are  so  ar- 
ranged that  the  recording  clock  cannot 
register  when  power  is  on,  when  brakes 
are  applied  or  when  the  train  has  stopped, 
so  that  it  is  impossible  to  obtain  a  fic- 
titious record. 

The  coasting  clocks  are  used  exten- 
sively in  the  New  York  subways  and 
have    demonstrated   iheir   advantages. 


Storage  Battery  Industrial  and  Mining 
Locomotives. 

Many  improvements  in  the  design  of 
storage  batteries  have  recently  been  ef- 
fected, so  that  they  are  now  being  suc- 
cessfully used  for  propelling,  not  only 
commercial  vehicles,  but  also  small  loco- 
motives running  on  narrow'  gauge  rail- 
ways. Until  a  few  years  ago  it  would 
have  been  impractical  to  consider  the  use 
of  batteries  for  propelling  locomotives 
on  rails,  due  to  their  mechanical  strength 
and   the   short   life. 

Storage  battery  locomotives  will  be 
found    economical     and     uscfu!     in     sucb. 


aljout  powder  mills  to  minimize  the  fire 
hazard ;   about   lumber  yards. 

Local  conditions  will  determine  wheth- 
er or  not  the  battery  locomotive  is  de- 
sirable. This  type  of  locomotive  posses- 
ses all  the  well-known  advantages  apper- 
taining to  the  ordinary  electric  locomo- 
tive, as  compared  to  steam  and  animal 
haulage,  among  which  are  the  following: 

It  consumes  power  only  when  in  ac- 
tual operation. 

It  can  be  operated  by  any  man  of  or- 
dinary  intelligence. 

It  is  ready  for  use  at  all  times  during 
the  day,  providing  it  has  been  given  its 
full  charge  during  the  preceding  night  or 
idle  period. 

It  has  a  large  momentary  overload  ca- 
pacity. 

It  possesses  an  easy  and  perfect  sys- 
tem of  control. 

It  can  be  run  inside  of  buildings  and 
in  other  localities  where  smoke  and  fire 
is   a   risk. 

The  mechanical  and  electrical  parts  are 
few  and  simple,  resulting  in  low  main- 
tenance cost. 

A  large  variety  of  these  battery  loco- 
motives are  built  by  the  General  Electric 
Company,  for  gauges  from  18  ins.  to  56j^ 
ins.,  and  in  sizes  from  2J^  to  7  tons. 
There  are  two  forms :  one  of  the  plat- 
form type  used  for  carrying  the  load  di- 
rectly on  the  platform,  and  is  adaptable 
for  carrying  patterns,  casting,  etc. ;  the 
other  of  the  haulage  type.    A  view  of  the 


HAULAGE  TYPE  OF  STOR.VGE  B.VTTERY  LOCOMOTIVE,    SHOWING    ARR.\NGEMENT   OF 
BATTERY. 


places  as  factory  yards,  where  it  is  un- 
desirable to  string  the  regular  trolley 
wires ;  inside  of  factory  buildings,  where 
it  is  desired  to  carrv  material  from  one 
floor  to  another ;  in  fotmdrics,  where 
heavy  castings  may  be  placed  on  the  car 
platform  and  transported  to  any  desired 
distance  quickly  and  economically;  in 
mines  for  gathering  work  and  hauling; 
for  tunnel  work,  where  head  room  does 
not   permit  trolley   wires  to  be  installed: 


latter   type    is    shown   herewith,    and   the 
batteries  are  shown  in  place. 


The  Central  Railway  and  Engineering 
Club. 

The  regular  monthly  meeting  of  the 
Central  Railway  and  Engineering  Club 
of  Canada  was  held  in  Toronto  on  De- 
cember 23.  A  paper  was  read  on  "Scien- 
tific Illumination,"  illustrated  by  lantern 
views,  by  Mr.  J.  W.  Helps.  Mr.  C.  L 
Worth,  Toronto,   is   secretary. 
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Pacific  and  MiKado  Locomotives  for  the  Southern   Railway 


The  Southern  Railway  has  recently 
placed  in  service  25  locomotives  which 
were  built  by  The  Baldwin  Locomotive 
Works.  Ten  of  these  are  of  the  Paciiic 
type  for  heavy  passenger  service,  and 
fifteen  of  the  Mikado  type  for  freight 
service.  These  types  are  now  standard 
for  heavy  traffic  on  the  Southern  Railway 
System.  This  cotnpany  has  maintained  a 
conservative  policy  regarding  its  motive 
power,  basing  new  designs,  as  far  as  pos- 
sible, on  locomotives  which  have  proved 
successful,  while  introducing  improve- 
ments in  detail  to  enable  the  new  engines 
to  better  meet  the  requirements  of  the 
service.  This  is  well  illustrated  in  the 
case  of  the  Pacific  type  locomotives,  which 
represent  the  latest  development  of  a 
design  originally  built  for  the  Southern 
by  The  Baldwin  Locomotive  Works  in 
1903.  The  first  engines  used  saturated 
steam,     and     were     equipped     with     slide 


accepted  practice  for  superheater  locomo- 
tives. With  large  cylinders,  high  horse- 
powers can  be  developed  when  working 
at  comparatively  short  cut-ofifs.  This  can 
be  done,  in  a  superheater  locomotive, 
without  trouble  due  to  cylinder  condensa- 
tion; and  the  result  is  a  marked  improve- 
ment in  efficiency. 

The  details  of  these  locomotives  are  de- 
signed in  accordance  with  the  railway 
company's  practice.  The  frames  are 
vanadium  steel  castings,  strongly  braced 
transversely.  The  trailing  truck  is  of  the 
Rushton  type,  with  inside  journals;  a 
design  that  has  been  applied  to  all  the 
Pacific  type  locomotives  built  for  the 
Southern.  The  cylinders  and  steam 
chests  are  lined  with  bushings  of  Hunt- 
Spiller  metal,  and  the  same  material  is 
used  for  the  valve  and  piston  packing 
rings.  The  tender  frame  is  composed  of 
12-incli  40-pound  cliannels.  with  white-oak 


these  two  types  of  locomotives. 

P.\CIFIC    TYPE    LOCOMOTIVE. 

Gauge,  4  ft.  S'/z  ins.;  cylinders,  24  by 
28  ins.;  valves,  piston,  12  ins.  diameter. 

Boiler — Type,  straight;  diameter,  70 
ins.;  thickness  of  sheets,  i/i  and  13/16  in.; 
working  pressure,  185  lbs. ;  fuel,  soft  coal ; 
staying,  radial. 

Fire  Box— Material,  steel ;  length,  108>^ 
ins. ;  width,  72'yi  ins. ;  depth,  front,  76% 
ins.;  depth,  back,  68^  ins.;  thickness  of 
sheets,  sides,  ^g  in. ;  thickness  of  sheets, 
back,  ^i  in. ;  thickness  of  sheets,  crown, 
ys  in. ;  thickness  of  sheets,  tube,  yi  in. 

Water  space — Front,  4>2  ins. ;  sides, 
i'/i  ins. ;  back,  3;4  ins. 

Tubes — Diameter,  SYz  and  2'4  ins. ; 
material,  5'/z  ins.,  steel;  254  ins.,  iron; 
thickness,  5}^  ins.,  No.  9  W.  G. ;  2%  ins.. 
No.  11  W.  G. ;  number,  5;4  ins.,  28;  2% 
ins.,  176;  length,  20  ft. 

Heating  Surface — b'irebox,    192  sq.   ft.; 


PACIFIC  TYPE, 
..   Stewart,   Gen.    Supl.   Motive   Power  and    KnKine*. 

valves  and  Stephenson  link  motion.  In 
a  subsequent  design,  Walschacrts  gear 
was  adopted  while  the  slide  valves  were 
retained.  Finally,  in  1912,  superlieaters 
and  piston  valves  were  applied,  tliis 
change  being  accoinpanied  by  an  increase 
in  cylinder  diameter  and  a  reduction  in 
steam  pressure.  The  total  number  of 
Pacific  type  locomotives  thus  far  built  by 
The  Baldwin  Locomotive  Works  for  tin- 
Southern  and  its  affdiatcd  lines  is  116, 
and  a  marked  similarity  is  evident  in  .'dl 
these  engines,  although  the  dates  of  their 
introduction  extend  over  a  ten-year 
period. 

The  new  superheater  Pacifies  exert  a 
tractive  force  of  35,000  pounds,  and  with 
140,700  pounds  on  driving  wheels  the 
ratio  of  adhesion  is  4.03.  The  weight  is 
thus  utilized  to  the  best  jiossilile  ad- 
vantage, while  with  reasonably  careful 
handling  the  full  tractive  force  can  be 
developed  under  all  ordinary  service 
conditions.  The  use  of  a  relatively  low 
ratio  of  adhesion  is  quite  in  keeping  with 


4—6—2   LOCOMOTI\'F.S    ITlR  THE  SOirm- 

bumpers.  The  tender  trucks  are  of  the 
arch-bar  type,  with  solid  rolled  steel 
wheels. 

The  Mikado  type  locomotive  illustrated 
is  one  of  145  which  have  been  placed  in 
service  during  the  past  two  years  on  the 
Southern  Railway,  the  Queen  and  Cres- 
cent Route,  the  Mobile  &  Ohio  R.  R., 
and  the  Virginia  &  .Southwestern  Rail- 
way. These  engines  are  all  built  to  the 
same  design,  and  have  done  excellent 
work,  handling  increased  tonnage  as 
compared  with  the  Consolidation  type 
locomotives  formerly  used,  with  important 
reductions  in  water  and  fuel  consumed 
per  ton  mite,  as  shown  by  carefully  con- 
ducted tests.  The  tractive  force  de- 
veloped by  the  Mikados  is  51,700  pounds, 
and  they  are  specially  adapted  to  heavy 
work,  while  at  the  same  tiinc,  with  63- 
inch  wheels,  they  can  be  used  in  fast 
freight  service,  or  even  for  handling  pas- 
senger trains,  should  special  conditions  so 
require. 

The   tables   give    further   particulars   of 


R\    i;.\Il.\VAY. 

Baldwin    Locnmotii 
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lubes,  2,866  sq.  ft. ;  total,  3,058  sq.  ft. ; 
grate  area,  54  sq.  ft. 

Driving  Wheels — Diameter,  outside, 
721/2  ins.;  diameter,  center,  66  ins.;  jour- 
nals, main,  10  by  12  ins.;  journals,  others, 
9  by  12  ins. 

Engine  Truck  Wheels — Diameter,  front, 
33  ins.;  journals,  S'/i  by  10  ins.;  diameter, 
back,  42  ins.;  journals,  8  by  12  ins. 

Wheel  Base — Driving,  12  ft.  6  ins.; 
rigid,  12  ft.  6  ins. ;  total  engine,  31  ft.  4J^ 
ins.;  total  engine  and  tender,  67  ft.  yi  in. 

Weight— On  driving  wheeds,  140,700 
lbs.;  on  truck,  front,  48,300  lbs.;  on  truck, 
back,  42..300  lbs.;  total  engine,  231.300  lbs.; 
total  engine  and  tender,  about  375,000  lbs. 

Tender — Wheels,  number,  8  ;  wheels, 
diameter,  33  ins.;  journals,  Sj/$  by  10  ins.; 
tank  capacity,  7,500  gals. ;  fuel  capacity, 
12  tons ;  service,  passenger. 

Engine  equipped  with  Schmidt  super- 
heater.    Superheating  surface,  660  sq.  ft. 

MIK.MIO    TYPE   LOCOMOTIVE. 

Gauge,  4  ft.  S^'/z  ins. ;  cylinders,  27  by 
30  ins. ;  valves,  piston,  14  ins.  diameter. 
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Boiler — Typo,  wagon-top  ;  diameter,  76 
Ins.;  thickness  of  sheets,  ->4  and  13/16  in.; 
working  pressure,  175  lbs.;  fuel,  soft  coal; 
staying,  radial. 

Firebo.x — Material,  steel ;  length,  107"/^ 
ins. ;  width,  71 J4  ins. ;  depth,  front,  78  ins.; 
depth,  back,  62  ins. ;  thickness  of  sheets, 
sides,  ->^  in. ;  thickness  of  sheets,  back,  J^ 
in. ;  thickness  of  sheets,  crown,  ^  in. ; 
thickness  of  sheets,  tube,  l/i  in. 

Water  Space — Front,  5  ins. ;  sides,  5 
ins.;  back,  S  ins. 

Tubes — Diameter,  5; I.  and  2;4  ins.; 
material,  Syi  ins.,  steel;  2J4  ins.,  iron; 
thickness,  Syi  ins..  No.  9  W.  G. ;  2^  ins.. 
No.  11  W.  G. ;  number,  5;^  ins.,  30;  2% 
ins.,  183;  length,  20  ft. 

Heating  Surface — Firebox,  191  sq.  ft. ; 
tubes,  3.007  sq.  ft.;  total,  3,198  sq.  ft.; 
grate  area,  S3. 3  sq.  ft. 

Driving  Wheels — Diameter,  outside,  63 
ins. ;  diameter,  center,  56  ins. ;  journals, 
10  by  12  ins. 

Engine  Truck  Wheels — Diameter,  fmnt. 


detect  is  a  difliculty  in  securing  the  two 
parts  together  so  well  as  to  prevent  the 
bodv  from  beginning  to  work  as  the  car 
becomes  old;  nor  is  there  much  advan- 
tage in  either  weight  or  cost  in  such  a 
combination  over  a  car  of  all  steel  con- 
struction. The  present  taste  points  to  a 
timber  lining  inside  as  being  more  orna- 
mental and  better  for  insulation.  In 
Western  countries  the  main  problem  is 
to  keep  the  temperature  inside  from  falling 
too  low  while  in  the  East  it  is  to  keep  it 
from  getting  too  high;  and  a  wooden 
lining  serves  equally  one  way  as  the 
other.  But  there  are  objections  to  wood 
on  the  score  of  dcstructibility  in  an  acci- 
dent, either  by  collapse  or  by  fire;  and  it 
is  quite  possible  that  in  time  railways 
will  largely  adopt  even  an  interior  steel 
finish.  Such  all-steel  cars  as  have  been 
built  usually  have  a  metal  floor  covered 
with  a  fle.xible  cement.  Trial  has  recentlv 
been  made  with  one  in  which  the  floor 
had  in  addition  half  an  inch  of  cork  while 


wooden  cars  by  being  kept  standing  on  a 
sliding  exposed  to  the  sun  in  hot  weather 
with  doors  and  windows  closed,  were 
found  to  record  an  inside  temperature 
one  or  two  degrees  higher.  Some  further 
objections  to  a  wooden  lining  with  a  steel 
sheathing  are  that  it  adds  to  the  weight 
of  the  car  without  adding  to  its  strength, 
that  it  is  difficult  to  make  provision  for 
expansion  and  contraction  with  it  since  tho 
car  itself  may  sometimes  expand  and  con- 
tract to  the  extent  of  half  an  inch,  and 
that  while  timber  is  constantly  rising  in 
price  steel  is  daily  growing  cheaper.  A 
steel  car  built  with  framing,  sheathing  and 
lining  all  in  one  is  a  much  stronger  struct- 
ure than  either  a  wooden  or  a  composite 
car,  and  this  is  a  great  consideration  at 
the  present  day  when  speeds  are  high  and 
the  results  of  accidents  disastrous.  The 
aim  of  designers  is  to  secure  that  car 
ends  are  so  strong  as  to  withstand  a 
collision  without  telescoping  and  that  sides 
and    roof    are    strong    enoutih    to    resist 
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33  ins.;  journals,  6  by  12  ins.;  diameter, 
back,  42  ins. ;  journals,  8  by  14  ins. 

Wheel  Base^Driving,  16  ft.  6  ins. ; 
rigid.  16  ft.  6  ins.;  total  engine,  34  ft.  9 
ins. ;  total  engine  and  tender,  67  ft.  ^  in. 

Weight— On  driving  wheeds,  215,600 
lbs.;  on  truck,  front,  23,400  lbs.;  on  truck, 
back,  35,400  lbs. ;  total  engine,  274,400  lbs. ; 
total  engine  and  tender,  about  422,0(30  lbs. 

Tender — Wheels,  number,  8;  wheels, 
diameter,  33  ins.;  journals,  5y2  by  10  ins.; 
tank  capacity,  8,000  gals. ;  fuel,  12  tons ; 
service,  freight. 

Engine  equipped  with  Schmidt  super- 
heater.    Superheating  surface.  699  sq.   ft. 


Steel   Passenger   Coaches. 

Steel  coaches  have  so  many  advantages 
over  wooden  ones  that  though  their  ad- 
vent into  the  railway  world  has  been 
somewhat  slow  it  may  be  taken  as  cer- 
tain that  they  will  eventually  become  uni- 
versal. It  has  long  been  debated  whether 
a  steel  underframe  with  a  wooden  body 
is    good    engineering    practice.      Its    chief 


the  sides  were  insulated  by  means  of  two 
inches  of  cork  fixed  against  the  outside 
plating.  The  trials  showed  that  this  car 
was  warmer  inside  than  the  ordinary 
wooden  car  during  winter  and  it  would 
presumably  be  cooler  inside  in  the  sum- 
mer. The  temperature  of  water  placed 
in  cans  on  the  floor  was  practically  the 
same  in  this  and  the  wooden  cars.  In- 
sulation difiiculties  have  therefore  been 
surmounted.  But  there  arc  also  other 
methods  of  insulation.  One  is  to  fill  the 
space  between  the  sheathing  and  lining 
with  block  magnesia  and  magnesia 
cement ;  another  to  provide  a  fairly  wide 
air  space  and  protect  both  sheathing  and 
lining  with  several  coats  of  paint.  Careful 
provision  for  ventilation  which  secures 
that  the  air  in  the  car  is  continually  re- 
newed, that  there  is  a  window  surface  of 
about  one-third  of  the  area  of  the  side 
walls,  and  double  instead  of  single  win- 
dows, all  serve  in  addition  to  keep  the  car 
warm  in  the  winter  and  cool  in  the  sum- 
mer.      Such     cars     v.hen     tested     against 


collapse  if  a  car  should  turn  over  and  roll 
down  an  embankment;  and  these  require- 
ments can  be  met  by  all-steel  cars  only. 
Their  cost  at  first  will  probably  be  20  per 
cent,  per  passenger  higher  than  wooden 
cars,  but  this  will  soon  be  made  up  by 
reduced  maintenance.  Moi  cover,  it  is  pos- 
sible that  in  a  very  few  years  even  their 
first  cost  will  be  no  higher  because  the 
value  of  timber  is  rising  so  rapidly.  As 
matters  are  pointing  just  now  it  therefore 
seems  extremely  probable  that  all-steel 
cars  will  one  day  become  universal, 
particularly  as  their  behavior  in  accident 
is  constantly  proving  their  superiority. 
As  an  example,  there  is  the  recent  case  of 
the  failure  of  an  embankment  on  the  New 
York  Central  and  Hudson  River  Railway, 
when  eight  cars  of  an  express  were  hurled 
into  the  river.  Only  six  passengers  were 
injured,  none  seriously;  and  the  damage 
to  the  stock  was  relatively  insignificant. 
It  is  believed  that  with  wooden  cars  the 
eflfects  on  both  stock  and  passengers 
would  have  been  extremelv  serious. 
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Items  of  Personal  Interest 


Mr.  J.  E.  Steward  has  been  a|i|i'>ii"<'il 
signal  engineer  of  llie  Vatuialia.  wiih  .ii- 
fice  at  Pittsburgh,  Pa. 

Mr.  C.  L.  Sykes  has  been  appointed 
master  mechanic  of  the  Orangeburg,  with 
office   at    Orangeburg,    S.    C. 

Mr.  F.  B.  Sniitli  has  been  appointed 
supervisor  of  signals  of  the  Pennsylvania, 
witli   oftiee   at    Sunbury.    Pa. 

Mr.  J.  W  .  Bauni  has  been  appointed 
general  foreman  of  the  Pennsylvania 
Soutiiern,  with  otTiee  at  Clarion,  Pa. 

Mr.  H.  H.  Parker  has  been  appointed 
master  mechanic  of  the  Seaboard  Air 
Line,   with  office   at   Jacksonville,   Fla. 

Mr.  J.  A.  Cassady  has  been  appointed 
master  mechanic  of  tlie  Alabama  Great 
Southern,  with  ofiico  at  Birmingham.  Ala. 
Mr.  Fred  C.  Simpson  has  been  ap- 
pointed general  foreman  of  the  Soutliern 
at  Ashcvillc,  X.  C,  succeeding  Mr.  E.  L. 
Adams. 

Mr.  J.  A.  Barker  has  been  apiminted 
road  foreman  of  engines  of  the  Chesa- 
peake &  Ohio  of  Indiana,  with  cittice  at 
Peru,  Ind. 

Mr.  B.  Powers  has  been  appointed  road 
foreman  of  engines  of  the  Detroit.  To- 
ledo &  Ironton,  with  office  at  Siiring- 
field,   Ohio. 

Mr.  J.  V.  B.  Duer  has  been  appointed 
assistant  engineer  of  the  Pennsylvania 
at  Altoona,  Pa.,  succeeding  Mr.  P>,  F 
Wood,  resigned. 

.Mr.  William  W.  Wicks  has  been  ap- 
pointed road  foreman  of  engines  of  the 
Northern  Pacific,  with  headquarters  at 
Jamestown,  N.  D. 

Mr.  M.  A.  Hall  has  been  api)ointed  sn 
perintendent  of  shops  of  the  Kansas  City 
Southern  at  Pittsl>urg,  Kan  .  succeeding 
jMr.  C.  W.   Bugbce. 

Mr.  William  Ewald  has  been  appointed 
superintendent  of  motive  power  of  the 
Cumberland  &•  Pennsylvania,  with  office 
at    Mt.   Savage.   Md. 

Mr.  Harold  B.  Hayes  has  been  ajipoint- 
cd  master  mechanic  of  the  Cincinnati. 
New  Orleans  &  Texas  Pacific,  with  of- 
fice at  Somerset,  Ky. 

Mr.  R.  C.  Wallace  has  been  app.iinted 
general  foreman  on  the  Baltimore  S.- 
Ohio Southwestern,  at  Cincinnati,  Ohio, 
succeeding   Mr.   A.    I"..   McMillan. 

Mr.  T.  ,S.  Kulins  has  been  .ifip'unted 
general  foreman  of  the  .\trhison,  To- 
peka  &  Santa  Fc,  with  officii  at  Clovis, 
X.  M..  succeeding  Mr.  Thonia'-  Booth. 

Mr.    P..    E.    Roosa    has   been    ap|)ointed 
general    foreman    motive    power    depart- 
ment   of    tlie    Delaware.    Lackawanna    & 
AWstern,  with  office  at  Syracuse.  X    Y 
Mr.    P.    O.    Wood    has    been    appointed 


assistant  sniierinlendent  of  locomotive 
]ierfiirniance  of  the  St.  Lniiis  &  San  Fran- 
ciscii.  with  lieadqnarters  at  Springfield, 
Mo. 

.\lr.  F.  E.  Bates,  formerly  assistant  en- 
gineer of  the  Chicago,  Milwaukee  &  St. 
Paul,  has  been  appointed  chief  draftsman 
of  the  bridge  department  of  the  Missouri 
Pacilic. 

Mr.  J.  M.  Gailey  has  been  appointed 
acting  master  meclianic  of  the  San  Pedro, 
I.MS  Angeles  &  Salt  Lake,  with  office  at 
.\lilford,  Utah,  succeeding  Mr.  J.  R. 
dreiner. 

Mr.  R.  C.ilielt,  formerly  superintendent 
nf  locomotive  fuel  service  on  the  St. 
Louis  &•  San  Francisco  Railroad,  has  the 
title  changed  to  superintendent  of  loco- 
ini  'live  performance. 

Mr.  J.  Sheppard  has  been  appointed 
district  master  mechanic  of  the  OiUario 
chvision  of  the  Canadian  Pacific,  witli  of- 
fice at  West  Toronto.,  Ont.,  succeeding 
Mr.  W.  J.  Pickerel 

Mr.  Charles  Mauley  lias  been  aiipointed 
superintendent  of  motive  power  of  the 
Tehuantcpec  X"ational,  with  office  at 
i<iiUon  .\ntonio,  Oax.,  Mexico,  succeed- 
ing Mr.   H,   P.   Durham. 

Mr.  II.  C.  Dyke  lias  been  appointed 
general  foreman  of  the  Cincinnati,  New 
Orleans  &  Texas  Pacific,  wdth  olifice  at 
Danville,  Ky.,  and  Mr.  W.  B.  Bunn  has 
licen  appointed  to  a  similar  position  on 
tlie  same  road,  with  office  at  Chattanooga, 
Tenn. 

Mr.  J.  W.  Sasser.  formerly  master 
mechanic  of  the  Seaboard  .^ir  Line,  at 
Jacksonville,  Fla.,  lias  been  appointed 
suiierintendenl  of  motive  power  of  the 
Norfolk  Soutliern.  with  offices  at  Nor- 
folk. Va 

Mr.  C.  1''.  Stoltz  lias  been  appointed 
signal  engineer  of  the  Cleveland,  Cin- 
cinnati, Chicago  &  St.  Louis,  Peoria  & 
F.astern,  with  headquarters  at  Cincinnati, 
succeeding  Mr.  L.  S.  Rose,  who  has  been 
assigned  to  other  duties. 

Mr.  Robert  !•".  Byers,  formerly  sliop 
foreman  of  the  National  Railways  of 
-Mexico,  al  .Xgu.iscalientes,  Mex..  has 
been  appointed  master  mechanic  of  the 
Central  Dominican  Railway,  with  head- 
rpi.irters  ;il  Porto  Plata,  Dominican  Re- 
public, 

Mr.  A.  G.  Alacbesiu'v.  for  15  years 
traveling  engineer  and  locomotive  in- 
spector of  the  Baldwin  Locomotive 
Works,  Philadelphia,  Pa.,  has  resigned  to 
accept  a  position  in  the  railway  depart- 
ment of  the  Detroit  Lubricator  Company, 
Detroit.  Mich. 
Mr     Elliott     Sumner,    formerlv    master 


nieclianic  of  the  I'enusylvania,  at  Sun- 
bury.  Pa.,  has  been  transferred  to  Phila- 
delphia, succeeding  Mr.  J.  M.  Henry,  and 
Mr.  Paul  L.  Grove  has  been  appointed 
master  mechanic  at  Sunbtiry,  succeeding 
Mr.    Sumner. 

Mr.  G.  Clinton  Gardner.  Jr.,  formerly 
general  foreman  of  motive  power  of  the 
Manhattan  division  of  the  Pennsylvania 
at  Xew  York,  has  been  appointed  assist- 
ant engineer  i.'f  motive  power  on  the 
Northern  division,  with  headquarters  at 
Bullal".  X.  Y. 

Mr.  W.  H.  Ripley  has  been  appointed 
general  foreman  of  the  Lake  Shore  & 
.Michigan  Southern,  with  office  at  Engle- 
wood.  Chicago.  Mr.  Ripley  succeeds  Mr. 
.\lfred  Herbster,  who  has  been  appointed 
traveling  car  foreman  of  the  same  road, 
with   office  at  Clevelaml,  Ohio. 

.Mr,  K.  G,  Chapman  has  been  appointed 
road  foreman  of  engines  of  the  Xorth- 
ern  Pacific,  with  office  at  Lester,  Wash., 
succeeding  Mr.  \\'.  W.  Crosby,  and  Mr. 
L.  L.  Moebeck  has  been  appointed  to  a 
similar  position  on  the  same  road,  with 
office   at   East   Grand   Forks,    Minn. 

Mr.  W.  P.  Fitzgerald  has  been  ap- 
pointed master  mechanic  of  the  Chicago, 
Rock  Island  &  Pacific,  with  office  at  Es- 
thcrville,  la.,  succeeding  Mr.  J.  C. 
Rhodes,  and  Mr,  William  .Gernier  has 
been  appointed  road  foreman  of  equip- 
ment on  the  same  road,  with  office  at 
Chicago,    111. 

Mr.  H,  K.  Lowry,  formerly  assistant 
signal  engineer  on  the  Chicago,  Rock  Isl- 
;ind  &  Pacific,  has  been  appointed  princi- 
pal assistant  signal  engineer,  w-ith  office 
at  Chica.go,  111.  Mr.  Lowrj'  is  a  graduate 
of  the  Massachusetts  Institute  of  Tech- 
nology, and  has  had  extensive  experience 
on   the  principal   Western   roads. 

Mr.  W.  G.  Hall  has  been  appointed 
division  master  mechanic  on  the  Inter- 
national and  Great  Xorthern,  with  head- 
ipiarters  at  Mart,  Tex.,  and  Mr.  C.  C. 
Shaw  has  been  appointed  general  road 
foreman  of  engines.  Mr.  .Shaw  was 
formerly  employed  with  the  Pierce 
I'ordice  Oil  Company  as  lubricating 
expert. 

Mr,  F.  W.  Rani-T  has  been  appointed 
loeomotive  foreman  of  the  Great  North- 
ern, with  office  at  Havre,  Mont.  Mr. 
Xicholas  llahn  has  been  appointed  to  a 
similar  position  on  the  same  road,  with 
offRce  at  Glasgow.  Mont.,  and  Mr.  J.  D. 
Brown  has  been  appointed  to  a  similar 
position  on  the  same  road,  with  office  at 
Billings,    Mont. 

Mr.  W,  H  Williams  has  been  ap- 
pointed   storekeeper    of    the    Baltimore    & 
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Ohio,  with  headquarters  at  Ivorytlalc. 
Cincinnati.  Ohio,  succeeding  Mr.  F.  A 
Murphy,  who  has  been  appointed  traveling 
storekeeper,  with  headquarters  at  Balti- 
more, Md.,  and  Mr.  J.  R.  OrndorfT  has 
been  appointed  assistant  storekeeper  at 
the  Mount  Clare  shops,  Baltimore.  Md 
Mr.  H.  L.  Kilian,  formerly  assistant 
signal  supervisor  on  the  Lake  Shore  S: 
Michigan  Southern,  has  been  appointed 
supervisor  of  signals,  with  office  at  To- 
ledo, Ohio.  He  succeeds  G.  E.  Beck, 
promoted  to  chief  signal  inspector.  Mr. 
K.  F.  Wakeman  has  been  appointed  as- 
sistant supervisor  of  signals  at  Toledo, 
and  Mr.  James  Anderson  has  been  ap- 
pointel  signal  inspector  at  Cleveland, 
succeeding  Mr.  Wakeman.  all  mi  tlu' 
same  road. 

Mr.  G.  II.  Watkins  has  been  appointed 
luaster  mechanic  of  the  Pennsylvania. 
w^ith  office  at  Pittsburgh,  Pa.  Mr.  F.  1. 
Dobson  succeeds  Mr.  Watkins  as  assist 
ant  master  mechanic  of  the  Pennsylvam  i 
at  Meadows  Shops,  Jersey  City,  N.  .1 
Mr.  J.  P.  Burns  has  been  appointed  fon 
man  of  locomotive  repairs  on  the  samu 
road  at  Wellsville,  Ohio,  and  Mr.  G.  L. 
Bennett  has  been  appointed  foreman  of 
the  car  shops  on  the  same  road  at  Erie. 
Pa.,  succeeding  Mr.  G.  C.  Weight. 

Mr.  J.  H.  Daley  has  been  appointeil 
tnaster  mechanic  of  the  Xcw  Vork.  New 
Haven  &  Hartford,  with  office  at  Taun- 
ton, Mass.  Mr.  A.  W.  iS'elson  has  been 
appointed  to  a  similar  position  on  the 
same  road,  with  office  at  Waterbury. 
Conn.  Mr.  E.  W.  Ailing,  formerly  mas- 
ter mechanic  at  Taunton  on  the  same 
road,  has  been  transferred  to  a  similar 
position  at  New  Haven,  Conn.,  succeed- 
ing Mr.  W.  S.  Clarkson,  and  Mr.  C.  11. 
Reid,  formerly  master  mechanic  on  tin 
same  road  at  Waterbury,  Conn.,  has  bei  n 
transferred  to  a  similar  position  at  Pro\  - 
idence,  R.   I. 

Charles  W.  Allen,  manager  of  the  rail- 
way department  of  the  Reading-Bayonnr 
Steel  Casting  Company,  Reading.  Pa.,  ha^ 
been  made  vice-president  and  a  directni 
of  the  Reading  Specialties  Company,  ;i 
company  recently  organized  to  sell  the  cast 
steel  products  of  the  Reading-Bayoni 
Steel  Casting  Company.  The  others  who 
are  also  officers  of  the  Reading-Bayonnt- 
Steel  Casting  Company  are  W.  D.  Sargent, 
chairman;  J.  Turner  Moore,  president, 
and  TI.  M.  Doty,  secretary  and  treasurer 
Mr.  Allen  received  his  education  in  the 
Tamaqua  schools  and  served  an  appren- 
ticeship as  machinist  in  the  Tamaqua 
shops  of  the  Philadelphia  &  Reading. 
After  several  years  he  was  made  engine 
house  foreman  at  Milton,  where  he  re- 
mained si.x  years.  In  1904  he  was  trans- 
ferred to  Reading  as  master  mechanic  of 
the  Reading  &  Harrisburg  division.  He 
resigned  this  position  on  January  1,  1907, 
to  become  railroad  representative  of  the 
L.  H.  Bordo  Company,  which  position  he 
retained  until  his  apiiointnient  as  manager 


of  the  railway  departmenl  of  the  Read- 
ing Bayonne  Steel  Casting  Company. 
Mr.  .-\llcn  is  a  luenibcr  of  the  Engineering 


Society,  the  b'ranklin  Institute  and  the 
.Vtnericaii  Railway  Master  Mechanics" 
.Vssociatiiin. 

.Mr.  Frank  .\.  Purdy  has  been  ap- 
pointed sales  manager  of  the  Gold  Car 
Heating  and  Lighting  Company,  and  the 
Canadian  Car  Heating  and  Lighting 
Company.      Mr.    Purdy    has    been    in    the 


same  road,  as  assistant  trainmaster,  witli 
headquarters  at  Ecknian.  \V.  V'a.  .Mr.  J 
O.  Clendenan,  assistant  road  foreman  of 
engines  of  the  Pocahontas  division  of 
Norfolk  &  Western,  has  been  transferred 
to  the  Scioto  division  as  general  road 
foreman  of  engines  with  headquarters  at 
Portsmouth.  O. 


Official  Changes  on  the  Erie. 
-Mr.  J.  C.  Stuart,  vice-president,  in 
charge  of  operating  department,  assistant 
to  the  president.  Mr.  A.  J.  Stone,  gen- 
eral manager,  Eric  <ljvision,  general  man- 
ager. Mr.  R.  S.  Parsons,  assistant  gen- 
eral manager,  Erie  division,  general  man- 
ager, Ohio  division.  Mr.  J.  B.  Dickson, 
superintendent  New  York  division,  as- 
sistant general  manager  Ohio  division. 
Mr.  H.  O.  Dunkle,  general  manager  Ohio 
division,  general  manager  Chicago  divi- 
sion and  lake  lines.  Mr.  F.  B.  Lincoln, 
assistant  to  the  receiver,  P.  S.  &  N.  K.  R., 
general  superintendent  Erie  division.  Mr. 
W.  .'\.  Baldwin,  superintendent  Delaware 
division,  assistant  general  superintendent, 
Erie  division.  Mr.  E.  W.  Batchelder, 
assistant  genera!  manager,  Ohio  division, 
.general  agent,  Jamestown,  N.  Y.  Mr.  C.  P. 
F.ckels.  superintendent,  Wyoming  divi- 
sion, superintendent,  Delaware  division. 
Mr.  J.  J.  Mantell.  terminal  trainmaster, 
superintendent  Wyoming  division.  Mr. 
E.  R.  Allen,  general  agent,  Jamestown, 
N.  Y.,  assistant  superintendent  of  termi- 
nals. Mr.  A.  B.  Shafer,  assistant  super- 
intendent N.  Y..  S.  &  W.  and  W.  B.  & 
P..  R.  R.,  superintendent  N.  Y.  S.  &  \V. 
and  B.  &  E.  R.  R.  Mr.  M.  E.  Johns,  su- 
perintendent, N.  Y.  S.  &  W.  and  W.  B.  & 
I".  R.  R..  superintendent  of  terminals. 
>:    Y.  S.  &•  \V. 


employ  of  the  fnriuer  company  as  sales- 
man since  July,  1905,  and  in  addition  was 
appointed  manager  of  the  latter  company 
at  Montreal.  Canada,  in  January.  1907. 
Mr.  Purdy  has  the  best  wishes  of  his 
many  friends,  and  in  his  dtnible  capacity 
is  the  right  man  in  the  right  place. 

Mr.  H.  A.  Walker,  formerly  road  fore- 
man of  engines,  of  the  Scioto  division  of 
the  Norfolk  iS:  Western,  has  l>cen  trans- 
ferred  to   the    Pocaliontas   division   of  the 


Obituary. 

JoiiN  W II  SON  TiinM.\5,  Jr. 
I'll  December  17  John  ^\'ilson  Thomas, 
.!■  ,  general  manager  of  the  Nashville, 
Chattanooga,  &  .St.  Louis,  died  in  the- 
;  t'ly-seventh  year  of  his  age.  Mr. 
Thomas  was  a  son  of  the  president 
of  the  same  road,  and  was  early 
destined  for  an  officia".  position,  but  vol- 
untarily went  through  the  very  best  train- 
ing to  make  himself  efficient  in  the  higher 
lines  of  work.  He  was  a  man  of  tremen- 
dous energy  and  seemed  to  put  his  whole 
soul  into  whatever  work  he  had  on  hand. 
We  have  known  John  W.  Thomas  as 
locomotive  engineer,  as  conductor,  as 
trainmaster,  as  office  man  and  as  assistant 
to  the  president,  all  of  the  positions  tieing 
tilled  in  a  masterly  manner  that  promised 
well  for  the  service  he  would  render 
when  called  to  the  head  of  the  company. 
Mr.  Thomas  was  a  genial,  warm-hearted 
official  which  made  him  popular  with  alt 
classes.  In  his  early  death  she  railroad 
world  has  lost  a  credit  to  the  business, 
anil  we  lament  the  loss  of  a  warm  per- 
sonal friend. 
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Improvements  in  Geared  Locomotives 


A  device  looking  to  the  improvement 
of  geared  locomotives  has  been  assigned 
to  the  Lima  Locomotive  Corporation. 
1  he  object  of  the  invention,  as  shown  in 
the  accompanying  illustrations,  is  to 
furnish  a  means  of  supporting  a  com- 
bined locomotive  and  tender  wholly  upnii 
wheeled  trucks  so  as  to  facihtate  in  the 
highest  degree  the  turning  of  the  locomo- 
tive around  curves,  and  at  the  same  time 
to  permit  the  accommodation  of  eacli 
truck  wheel  independently  to  the  inequal- 
ities of  the  track,  while  geared  together, 
and  to  the  source  of  power  upon  the  lo- 
comotive. This  object  is  effected  by 
maki'ng  each  a.xle-box  movable  independ- 
ently in  the  truck,  and  providing  each 
axle  with  a  separate  line-shaft  .section 
and  gearing  for  driving  the  same,  and 
connecting  all  the  separate  line-shaft  sec- 
tions flexibly  together  and  tn  tlie  power- 
shaft   upon   the   locomotive. 

The  improvements  also  include  a  loco- 
motive tender  having  one  or  more  mul- 
tiple-wheeled trucks  so  arranged  as  to 
admit  of  the  application  of  power  to  all 
its  pairs  of  wheels  by  a  system  of  line- 
shafting  on  one  or  both  sides  of  the  ten- 
der. In  such  construction  the  axles  in 
the  truck  or  trucks  arc  geared  to  sec- 
tions of  line-shafting  upon  one  of  tlie 
locomotive-trucks,  thus  securing  perfect 
flexitiility  in  the  transmission  of  the  ]inw- 
tT  to  tlie  truck  w^hcels  un'Ier  ilie  Uiirlir. 


hung  upon  the  axles  and  provided  each 
with  a  bevel  gear  upon  its  outer  side. 
Each  axle  has  a  projecting  end  or  ex- 
tension upon  which  a  transverse  shaft- 
box  is  fitted,  and  is  held  from  turning 
upon  the  axle-extension  by  guide  arms, 
movable  vertically  in  guides  which  are 
bolted   by   arms   to   the   upper   and   lower 


dependently  of  the  others,  the  axle  boxes 
being  movable  vertically,  the  separate 
line-shaft  sections  being  also  movable 
vertically  with  each  axle  constituting 
mechanism  Hexil)ly  connecting  such  shaft 
sections  with  one  another  and  with  the 
power  shaft  by  means  of  universal  joints. 
Mr.  W.  A.  '  Austin  and  Mr.  L.  E. 
Feightner,  both  of  Lima,  Ohio,  are  the 
joint  inventors,  and  the  device  is  ex- 
pected to  be  in  operation  shortly. 


FIG.    2.      PLAN    SHOWING   INDEPENDENT    SHAFTING. 


edges  of  the  adjacent  truck-frame.  A 
shaft-section  is  carried  in  the  shaft-box 
and  has  a  bevel  pinion  to  drive  the  gear, 
l-'acli  axle  is  thus  furnished  with  an  inde- 
pendent section  of  the  line-shaft  and  is 
coupled  to  the  adjacent  section  by  driv- 
ing-rings and  sliding  extension-bar.  The 
axle-bearings  are  thereby  permitted  ver- 
tical movement  in  their  pedestals  to  allow 
Mirinli'in    iKfweeu    the    truck-frames    and 


1     INi)i:i'i;\|iKNTI.V    CONNKCTED   TRUCK. 


The  appliance  is  obviously  a|>ii 
to  a  locomotive  having  its  motor  op 
by  steam,  electricity,  gas  or  any 
agency,  and  the  crank  shaft  ;ii. 
geared  in  any  suitable  manner  i- 
axle  in  each  truck  so  as  to  drive  : 
truck  Aheels  independently,  whilv 
mittir.g  them  to  i)lay  independer 
their  truck  frames  when  jiassing  o\ 
equalities  of  track.  The  illustr. 
Figures   1    and  2.  show   the   wheels 


licaMe  the  truck-wdieels,  such  variation  being 
crated  necess.iry  wlienever  the  truck  is  in  motion 
other  and  has  local  oscillation  owing  to  track 
;iy  Ix'  inequalities  or  disturbances  in  the  load 
p  each  carried  by  the  bolsters.  The  truck-wheels 
dl  the  of  the  tender  arc  also  driven  separately 
•  per-  by  bevel-gearing,  which  is  connected  with 
ily  in  the  line-shaft  upon  the  rear  truck  under 
,-.  r  in-      the   locomotive- frame. 

The   iirinciii.d   nf  the   device,   therefore, 
is   a    perfict    llexihility   of   each    wheel    in- 


Re-Introduction    of    Compound    Loco- 
motives on  Swedish  State  Railways. 

According  to  tlie  Zriischriit  dcs  Vereins 
D.  E.  I'cricniliiiiiicii,  the  compound  sys- 
tem of  expansion  will  be  adopted  in  a 
number  of  the  new  "Pacific"  type  locoino- 
tives  to  be  known  as  Class  F.  which  is  to 
take  the  place  o'f  the  previous  Class  .\.. 

I'ntil  recently  it  had  been  held  that  the 
use  of  superheated  steam  provided  all  the 
economy  that  was  desirable,  with  sutH- 
cient  power  and  with  reduced  boiler 
pressures.  Cut  the  compound  system, 
used  to  some  extent  in  Sweden  before 
suiierlieaters  were  on  the  market,  w-ill  be 
ai4.iin  employed  and  at  the  same  moderate 
pressures  of  13  kgs.  jier  c/ni.  sq.  (184  lbs. 
per  Sep  in.)  as  emplnyed  for  the  Swedish 
two-cylinder   saturated-steam   compounds. 

'I'he  new  "Pacific"  compounds,  now 
building  b>-  Xydquist  and  Molm,  of  Troll- 
haettan,  are  designed  for  maximum 
speeds  of  1J7  k.  m.  per  hour  (79  miles 
per  hour)  :  they  are  required  to  haul 
trains  of  M)  tons  at  a  speed  of  at  lea.st 
i>2  miles  per  hour  on  level  line  and  at  37 
miles  per  hour  up  grades  of  1  in  100.  The 
boiler  will  supply  steam  at  a  maximum 
pressure  of  184  lbs.  to  two  cylinders  of 
Ifijj  in.  diameter  by  26  in.  stroke;  the 
exliaust  steam  w-ill  be  passed  to  two  cyl- 
inders 24.}:i  in.  diameter  by  26  in.  stroke; 
tlie  ratio  being  only  1  :2.25  is  calculated 
to  effect  an  economy  under,  rather  than 
over.  2.S  per  cent.  The  driving  wdieels 
are  70 '4  in.  diameter  with  an  adhesion  of 
16  tons  per  pair,  or  48  tons  total.  The 
weight  on  the  front  truck  wheels  is  21 
tons  and  on  the  trailing  wheels  15.5  tons. 
The  weiglit  empty  is  76.5  tons  and  loaded 
84.5  tons.  With  tender,  the  entire  weight 
is  137  tons.  The  boiler  has  a  total  heat- 
ing surface  of  24.7  sq.   m. 
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DIXON'S 
flAKE  GRAPHITE 


There  isn't  an  oil  or 
grease  for  railroad  serv- 
ice that  won't  be  im- 
proved by  the  addition 
of  some  grade  of  Dix- 
on's Flake  Graphite, 
chosen  according  to  the 
class  of  work  in  mind. 

The  fine  flakes  find  their 
way  with  the  other  lu- 
bricant to  every  part  of 
the  bearing  surfaces. 
And  —  unlike  other  lu- 
bricants— they  stay  on 
those  surfaces,  identify- 
ing themselves  with  the 
metal  and  building  up  a 
permanent  veneer  of 
pure,  unctuous  graphite. 

This  graphite  film  pre- 
vents metal  contact  in 
the  bearing — substitutes 
the  gliding  of  graphite 
on  graphite  for  the 
grinding  of  metal  on 
metal. 

This  explains  why  hot, 
noisy  bearings  are  im- 
possible where  Dixon's 
Flake  Graphite  is  prop- 
erly used.  And  that 
means  less  wear,  lower 
repairs,  fewer  interrup- 
tions, and  a  saving  of 
power. 

Send  for  "Graphite  Prod- 
ucts F'or  The  Railroad," 
Xo.  69. 

Made   in   JERSEY  CITY,  N.  J. 

JOSEPH  DIXON 
CRUCIBLE  CO. 

Established  1827 


RAILROAD   NOTES. 

The    Michigan    Central    has    plans    for 
new  shops  at  Bay  City,  Mich. 


The   Illinois   Central   is   in   the   market 
fur  150  express  refrigerator  cars. 


The  transit  lines  of  New  York  City 
during  the  year  which  ended  on  June  30, 
carried  1,769,889,284  persons.  The  total 
population  of  the  earth  is  estimated  at 
1,623,300,000. 


The  Eric  has  ordered  7  mail  cars  from 
the  Standard  Steel  Car  Company. 


The  New  Jersey,   Indiana  &  Illinois  is 
reported    in   the    market   for    100    freight 

cars. 


The  .\tlantic  Coast  Line  has  ordered 
25  phosphate  cars  from  the  Pressed  Steel 
Car  Co. 


The    Missouri    Pacific    has    ordered   25 
Mikado    locomotives    from    the    Baldwin 

Locomotive  Works. 


The  Lehigh  &  New  England  has 
ordered  500  steel  hopper  cars  from  the 
Pressed  Steel  Car  Co. 


The  Union  Pacific,  says  a  report,  is  m- 
(luiring  for  4,000  box  cars,  600  automobile 
cars  and  400  stock  cars. 


The  Northwestern  Pacific  is  in  the 
market  for  4  eight-wheel  passenger  and  2 
tcn-uhcel  freight  locomotives. 

The  Louisville  &  Nashville  has 
ordered  18  all-steel  passenger  cars  from 
the  American  Car  &  Foundry  Company. 


The  Norfolk  &  Western,  it  is  said,  is 
preparing  to  construct  a  22-stall  round- 
house  and  shops  at  Williamson,  W.  Va. 

The  Pennsylvania  Railroad  has  ordered 
16  combination  passenger  and  baggage 
cars  from  the  .American  Car  &  Foundry 
Co. 

The  Lehigh  Valley  has  let  contracts  to 
the  Standard  Steel  Car  Co..  Pittsburgh. 
Pa.,  for  100  all-steel  cars  for  passenger 
equipment. 

The  Intercolonial  is  said  to  have 
ordered  16  consolidation  and  10  switching 
locomotives  from  the  Canadian  Locomo- 
tive Company. 


The  Oregon  Short  Line  will  erect  a  new 
passenger  station  at  Pocatello,  Idaho,  as 
soon  as  enlargement  of  shops  and  yards 
has  been  completed. 

Work  has  commenced  at  Marshall, 
Tex.,  on  a  25-stall  roundhouse  for  the 
Texas  &  Pacific,  to  replace  the  one  re- 
centlv  destroyed  by  fire. 


The  Grand  Trunk  Pacific  has  compiled 
a  list  of  tools  it  contemplates  purchasing 
soon  for  the  company's  shops.  The  ex- 
penditure will  aggregate  SI 50.000. 


The  Chicago,  Burlington  &  Quincy  is 
reported  to  be  considering  the  erection  of 
shops  and  other  buildings  at  Derby,  Colo. 
It  is  stated  that  switching  yards  with 
nine  miles  of  track  will  be  built. 


The  Norfolk  &  Western  plans  during 
the  coming  year  to  install  automatic  block 
signals  on  20  miles  of  its  lines,  as  follows  : 
Suffolk  to  Myrtle,  6  miles;  Windsor  to 
Dwight,  5  miles,  and  Disputanta  to  Foe, 
9  miles.  

The  Federal  Signal  Company  has  taken 
the  contract  to  install  a  mechanical  inter- 
locking plant  for  the  Philadelphia  &.  Read- 
ing at  Roelof,  Pa.  The  machine  will  have 
44  levers.  Alternating  current  track  cir- 
cuits will  be  installed. 


The  Southern  Railway  of  Peru  has  or- 
dered 4  consolidation  locomotives  from 
the  .'Vmerican  Locomotive  Co.  The  di- 
mensions of  the  cylinders  will  be  16  in.  x 
26  in.,  the  diameter  of  the  driving  wheels 
will  1)c  52  in.,  the  steam  pressure  will  be 
180  lbs.,  and  the  total  weight  in  working 
order  will  be  110,000  lbs. 

The  New  Jersey,  Indiana  &  Illinois  has 
ordered  1  mogul  locomotive  from  the 
American  Locomotive  Co.  The  dimen- 
sions of  the  cylinders  will  be  18  in.  x  24 
in.,  the  diameter  of  the  driving  wheels 
will  be  50  in.,  the  steam  pressure  will  be 
165  lbs.,  and  the  total  weieht  in  workine 
order  will  be  120.00()  itw. 

Contract  has  been  awarded  to  James  A 
Mclllwec  &  Sons,  Denver,  Colo,,  to  drive 
a  five-mile  double  track  tunnel  through 
the  mountains  at  Rogers  Pass  224  miles 
west  of  Calgary,  Alts.  A  smaller  and 
parallel  tunnel  will  be  driven  with  cross- 
cuts to  the  main  survey  at  every  500  feet 
and  stations  will  be  estabbshcd  from 
which  headings  will  be  riui  in  either 
direction.  

The  Chicago  &  Northwestern,  reported 
in  these  columns  as  having  ordered  20 
Mikado,  12  Pacific,  and  18  switching  lo- 
comotives, has  ordered  40  Mikado,  12  Pa- 
cific, and  18  switching  locomotives  from 
the  American  Locomotive  Works.  There 
have  also  been  ordered  from  the  same 
company  4  superheater  P.icific  locomo- 
tives and  6  superheater  Mikado  locomo- 
tives for  the  Chicaso.  St.  Paul.  Minne- 
apolis &  Omaha.  The  Pacific  locomotives 
will  have  cylinders  25  x  28  ins.,  driving 
wheels.  75  ins.,  and  total  weight  in  work- 
ing order.  260.000  lbs.  The  Mikado  loco- 
motives will  have  cylinders  27x32  ins., 
driving  wheels.  61  ins.,  and  total  weight  in 
working  order,  300,000  lbs. 
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To  Search  for  Tuberculosis  on  Trains. 

There     is     in     Washington     a     bureau 
called   the    Public    Health    Service    which 
seems    to    be    laboring    all    the    time    for 
excuses  to   put   restrictions   upon   railway 
companies     calculated     to     conserve     the 
health    of    travelers.      Their    most    con- 
spicuous   performance    was    getting    laws 
passed    forbidding    the    use    of    drinking 
cups  in  cars,  which   inflicts  torture  upon 
a   great    many    helpless    people    who    fail 
to  provide  themselves  with  drinking  cups 
The  latest  move  of  this  olTicious  bureau 
is   the   pretense   to   protect   travelers   and 
trainmen  from  tuberculosis.     With  a  view- 
to    legislation     or     interstate     quarantine 
regulations,   surgeons  of  the  health   serv- 
ice   have    been     assigned    to     California, 
North    Carolina   and   Texas,   to   ascertain 
how    travel    affects    tuberculosis    victims, 
the  effect  of  their  proximity  on  the  health 
of  railroad  employees  and  passengers  on 
trains  in   which  such  persons  travel,   the 
health  of  the  communities  in  which  they 
settle    and    possible    contagion     in    other 
directions. 


Accident   to   John    Mackenzie. 

On  November  3,  while  alighting  from 
a  street  car,  John  Mackenzie,  so  well 
known  as  past  superintendent  of  motive 
power  of  the  Nickel  Plate  Line  was  struck 
by  a  car  going  in  the  opposite  direction 
and  very  severely  injured.  He  was  taken 
to  a  hospital  where  he  still  lies  in  a  very 
precarious  condition. 


Honoring    Mr.    Westinghouse. 

Mr.  George  Westinghouse.  the  eminent 
engineer  and  inventor,  has  been  presented 
with  the  Grahof  Medal.  The  award  was 
made  last  summer  by  the  Verein 
Deutscbcr    Ini;tnieiirr   at   the   joint    meet- 


Peat  Powder  as  a  Locomotive  Fuel. 

Peat  powder  has  been   successfully  ap- 
plied as  a  locomotive  fuel  on  one  of  the 
private    railroads    in    Sweden.      In    steam 
raising    value    about     I'A    tons    of    peat 
powder  is  equivalent  to  one  ton  of  coal. 
Peat   powder   is   used   with   a   mixture  of 
about  5  per  cent,  of  coal,  and  is  fed  into 
the   furnace   by  an   automatic   stoker.    No 
change   need   be   made   in   the   boiler   end 
in   the  fire-box,  except   for  the   mounting 
and   application   of  the   automatic    stoker. 
An    incidental    advantage    of    the    use    of 
the  peat  powder  is  that  no   cold   air   can 
get    into   the    tire-box    and    no    smoke    or 
sparks  escape  from   the   smuke-stack.    As 
Sweden    is    very    rich    in    peat    bogs,    and 
has  practically  no  coal  deposits,  the  suc- 
cess   of    the    apparatus,    which    has    been 
worked    upon    for   years    by   eminent    en- 
gineers,   is    of    considerable    importance. 
It   has   been    estimated    that    the    cost    of 
peat    powder    would   be   only    about    one- 
half  that  of  coal. 


GR.>\SH(i|-      MED.XL     .■\W..\Rn?:D 
CKOKGE   VVUSTINGHtnSK 

ing  of  two  engineering  societii-s  in  Ger- 
many last  summer.  The  final  presenta- 
tion'of  the  medal  to  Mr.  Westinghouse 
was  done  at  a  meeting  in  the  room  of  the 
American  Society  of  Mechanii-al  En- 
gineers in  December. 

A   New   England  Company   Honored. 

The  American  Mason  Safety  Tread 
Company,  Lowell,  Mass.,  was  aw.irded  a 
gold  medal  at  the  International  Exposi- 
tion of  Safety  and  Sanitation,  held  under 
the  auspices  of  the  American  Museuiu  of 
Safety  at  tlie  Grand  Central  Palace,  New 
York   City,   December   11th  to  20tb.   1913. 

Removal. 

The  Nathan  Manufacturing  Coinpany 
has  removed  its  general  offices  fri  m  8.S 
Liberty  street.  New  York,  where  it  has 
been  established  for  many  years,  to  more 
commodious  quarters  at  101  Park  avenue. 
corner  of  Fortieth  .street,  New  York 


Make   Sure. 

Mr.  Lloyd  George,  who  is  a  humorous 
Welslinian,  has  been  telling  some  stories 
bearing  on  liis  oun  unpopularity  with  his 
political  opponents.  One  of  them  is  about 
:'.  man  who  was  presented  with  a  testimo- 
nial for  saving  some  one  from  drowning. 
The  hero  modestly  deprecated  the  praises 
-howered  upon  him.  "Really  I  have  done 
\cry  little  to  deserve  this  reward,"  he 
said.  "1  saw  the  man  struggling  in  the 
uater,  and  as  no  one  else  was  by  I  knew 
be  would  lie  drowned  if  I  didn't  save 
him.  So  I  jumped  in,  swam  out  to  him, 
turned  him  over  to  make  sure  he  wasn't 
Lloyd  George,  and  then  pulled  him  out!" 


Action  Not  Natural. 

Two  lloboken  misses  not  old  enough  to 
attend  school  were  taking  notes  of  things. 

"What  makes  a  horse  act  naughty  when 
lie  sees  an  auto?" 

"It  is  this  way:  Horses  is  used  to  seein' 
other  horses  pull  wagons,  and  they  don't 
know  what  to  think  of  'em  goin'  along 
without  a  horse,  (iuess  if  you  saw  a  pair 
of  pants  walkin'  down  the  street  without 
a  man  in  'em  you'd  be  scared,  too." 


GOLD 

Car 
Heating 

& 

Lighting 
Company 


Manufacturers  of 

ELECTRIC, 
STEAM  AND 
HOT  WATER 
HEATING 
APPARATUS 

FOR  RAILWAY  CARS 

VENTILATORS 
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Avoid  the  luxury  that  becomes  a  neces- 
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Platitudes  are  the  things  that  people  of 
plain  minds  shout  from  the  steps  of  the 
staircase  of  life  as  they  ascend. 
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SYSTEM  OF  CAR  HEATING, 
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the  car  regardless  of  the  outside 
weather  conditions. 
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The  Hanomag  Journal. 

The  tendency  of  large  industrial  in- 
stitutions to  publish  a  house  organ  or 
periodical  of  their  own  has  reached  Ger- 
many. The  Hanover  Locomotive  Works. 
at  llanover-Linden,  has  just  issued  No. 
1,  of  the  Ilanomag  Journal,  and  if  the 
succeeding  issues  are  of  equal  interest 
the  publication  will  be  looked  for  by 
railroad  men.  It  sets  forth  the  history 
of  the  development  of  the  Hanover  Loco- 
motive Works  in  an  engaging  way.  It 
begins  with  the  biography  of  John 
Egestorff    (1772-1834),   who   changed   the 


NOW  IS  THE  TIME  to  install  a 

Rue  Boiler  Washer 
and  Tester, 

For  you  will  need  it  when  cold 
weather  comes.  It  will  wash  out, 
test  and  fill  your  lioiler.  all  with 
hot  water,  and  have  it  ready  for 
use  in  one  hour. 

THI.VK    IT    OVER. 

ralalnff  on  Boik-r  Wasb<Ms  .\-.".. 
Catal.«  ou  Injectors  B.i. 

Rue  Manufacturing  Co., 

228  CHERRY  STREET 
PHiladelpKia,  Pa. 

llanufailur.rs    nf    Inj.ctnr...    Kj<-it.>rs. 
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Cheek    Valves. 
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Tlie  Hotel  Ponce  Ue  Leon  is  newly 
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possesses  all  modern  requisites  for  con- 
venience and  comfort  of  guests. 

Hot  and  cold   sea    water   baths. 

European  and  .Xmerican  Plan. 

A  BOOKLET  will  be  gladly  furnished 
on   application. 

Rates,  running  from  $12.50  to  $30.00 
per  week,  according  to  location  of  the 
rooms. 

Official  Hotel  .American  Motor  League 
and   the 

International    .Automobile   League. 

g.\r.\(;e  c.\p.\city.  200  m.achines. 
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ALFRED   B.  GRINDROD 

Manager 
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the  first  locomotive  built  in  the 

egestorff  works.     1846. 

village  of  Linden,  renowned  for  its 
gardens,  into  an  industrial  town,  giving 
enii)loyinent  to  thousands.  Like  Charle- 
magne, the  great  soldier,  Egestorff  could 
neither  read  or  write,  but  he  started  a 
limekiln,  then  ho  worked  lignite  fields  in 
the  neighboring  hills,  then  founded  a 
timlier  business,  a  brick  yard  and  a  sugar 
factory.  Then  he  improved  tlic  roads 
and  the  waterways.  Then  he  turned  his 
attention  to  engineering.  Then  his  son 
George    took    .-i    liaml    in    expanding    the 


lives.  It  weighed  24  tons.  The  cylinders 
were  14  inches  x  21  inches.  The  driving 
wheels  were  60  inches  in  diameter.  Grate 
area  775  sq.  ft.  He  constructed  a  dozen 
railways  in  the  German  Stales  and  in 
Prussia,  Austria  and  Routnania.  He 
established  iron  and  steel  works,  coal 
mines  and  machine  shops,  and  was 
practically  independent  of  subcontractors. 

The  Egestorff  Engineering  Works, 
whose  output  Dr.  Strousberg  had  in- 
creased five- fold  was  acquired  by  the 
"Hanomag,"  and  the  company  now  turns 
out  about  500  locomotives  a  year.  The 
other  departments  have  also  kept  pace 
with  the  locomotive  department.  Milling 
and  planing  machines,  pneumatic  tools, 
plants  for  welding  and  cutting  by  means 
of  the  autogencous  process,  forging  and 
flanging  presses,  hydraulic  rivetting  ma- 
chines are  installed  in  large  numbers  and 
suffice  for  machining  the  largest  pieces 
that  are  likely  to  be  manufactured  in  any 
of  the  departments  even  in  a  distant 
future.  The  works,  which  are  being  con- 
stantly extended,  cover  about  50  acres 
and  give  employment  to  nearly  5.000  men 

Coincident  with  the  increase  in  loco- 
motive construction  the  Egestorff  works 
kept  pace  in  other  directions.  The  first 
marine  steam  engine  left  the  works  in 
1856,  and  in  the  same  year  the  100th 
locomotive  was  completed  in  this  estab- 
lishment. The  good  reputation  which 
the  works  enjoyed  helped  them  to  take 
up  with  success  the  manufacture  of  other 
kinds  of  machinery,  the  construction  of 
hydraulic  cranes,  pumping  machinery, 
elevators,  blowing  engines,  winding  en- 
gines for  mines,  etc.,  traction  engines, 
saw-grates,   milling  machinery  and   shaft- 


M.M.LKT     LOCOMOl  , 
slorlT     Works,     Hanover 


I  HE    ARIC.\-L.\    r.\/.    U.Ml.W.W.    Ulll.l. 
rraany.  Builders. 


industries  in  Hanover.  In  1832,  he  estab- 
lished the  great  salt  works  at  Badenstedt. 
and  in  1835.  the  foundry  and  engineering 
works  at  Linden :  in  1839,  the  chemical 
works  at  Linden;  in  1856,  the  ultramarine 
works  at  Limmer,  and  in  1856.  the  am- 
munition works  at  Linden. 

Then  Dr.  Strousberg  came  froin 
Prussia  and  took  a  hand  in  the  good 
work.  lie  began  by  building  railways 
His  first  locomotive  was  built  in  1846 
for  the  Hanoverian  State  Railways.  It 
was  patterned   after  the   British   locomo- 


ing  were  taken  up  in  .succession.  Many 
of  these  engines  and  plants  were  re- 
nowned in  those  days  and  were  antongst 
the  largest  of  their  kind  in  Germany. 
.Xmongst  others  we  might  mention  the 
hydraulic  cranes  of  the  port  of  Gceste- 
munde  and  the  large  pumping  plant  for 
the  fountains  at  Hanover.  Herrenhausen 
and  Brunswick.  The  old-fashioned  pump- 
ing plant  belonging  to  the  Herrenhausen 
fountains  is  still  in  use.  This  plant  was 
supplied  in  the  year  1862.  Resides  the 
above,    the    Egestorff    works    also    manu- 
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^      .  r.„  »nc,inp^     Steam    and     material  has   reached   the   highest   degree 

factured    steam    f.e-engne      ^^^^^^  .      ^„j  uniformity,  combined  with 

water  heatmg  plants  of  their  own  special     op    J  ^^^^.^^_ 


type. 

The  management  of  the  works  grad- 
uallv  .saw  that  it  was  ncce.ssary  to  limit 
the'  manufacture  to  a  few  specialties, 
viz.:  steam  engines,  pumps  and  winding 
engines  in  addition  to  locomotives. 
Whilst  carrying  out  tliis  principle  the 
f^rm  followed  closely  the  progress  made 
in  their  specialties  and  in  the  course  of 
time  took  up  the  manufacture  of  a  few 
more  special  lines  such  as  Stirling  water 
tube  boilers  and  installations  for  work- 
shops (scalding  plants  for  bogies,  wheel 
sets,    etc..   and   cast   iron    plate-rails). 

We  reproduce  an  illustration  of  the 
f^rst  locomotive  built  in  the  establishment, 
as  we  have  already   stated,  in   1846,  and 

which    was    named    "Ernst    August" 


great  toughness.  Almost  entire  elimina- 
tion of  sulphur  is  possible  by  the  electric 
method,  as  well  as  complete  control  of 
the  other  elements.  Many  advantages 
are  claimed  by  tlie  method  not  only  in 
locomotive  frames  and  other  heavy  work, 
but  also  in  the  lightest  kinds  of  steel 
castings.  Copies  of  this  interesting 
pamphlet   may   he  had   on   application. 


CONGER'S 
AIR  BRAKE  CATECHISM 
AND  INSTRUCTION  BOOK 


Pacific  Type  Locomotives. 

The    monthly    bulletins    issued    by    the 
American    Locomotive    Company    are    of 
much    interest,    as    they    furnish    a    vast 
amount  of  information  in  regard  to  loco- 
motive  performance   under   a   variety   of 
conditions,    and    with    different    kinds    of 
which    was    namea      r.r„..    ^u^u..      ...     fuel.      The    latest    copy    of    the    Bulletin 
honor  of  the  King  of  Hanover,  and  also     presents  illustrations  of  42  locomotives  of 
one    of    the    Mallet    (0-6-6-0)    type    built     the  Pacific  type  from  the  powerful  Penn- 
a   vear   ago   at    Hanover-Linden    for   the     sylvania  engines,  having  a  tractive  power 
Arica-La    Paz    Railway    of    Chile.     This     of  43,300  pounds,  to  the  lighter  engines  of 
fine  type   of   locomotive   is   built   for   the     the  Chesapeake  &  Ohio,  and  the  Seaboard 
metre  gauge  39.^  inches,  weight  in  work-     Air  Line,   having  a  tractive  power  of   a 
in-  order    616  tons;  cylinders,   15.54   ins.     little  over  30,000  pounds.     Over  40  rail- 
an°d  24  ins;  length  of  stroke,  2154   ins.;     roads   furnish   data   for   the   tables   from 
diameter    of    driving    wheels,    43/.    ins.;     which    the    record    is    drawn,    and    the 
grate    area     30   «q     ft. ;    heating    surface,     marked  superiority  of  the  Pacific  type  ot 
1 990  SCI    ft  •   pressure,   199  pounds.     The     locomotive   for   certain   kinds   of    service 
reports    in    'regard    to    locomotive    as    a     is    clearly    demonstrated.      Copies    of   the 
mountain  climber  are  of  the  best,  and  is      I'.ulU-tin  may  be  had  on  application  at^  the 
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a  proof,  if  proof  were  needed,  that  the 
Egestorff  works  are  maintaining  the  high 
standard  of  excellence  in  locomotive  con- 
struction which  the  company  lias  main- 
tained for  nearly  half  a  century. 


conipan\ 
York. 


office,  30  Church   street.   New 


Safety   Calendars. 

Among   the   latfst   publications,    .Safely 
calendars  are  appearing,  and  tliat   issued 
by    the    National    Tube    Company    being 
particularly  interesting  on  account  of  the 
pointed   lessons   presented.     The   illustra- 
tion   accompanying   the   calendar   entitled 
"Taking   No   Chances,"   was   selected   out 
of  about  a  dozen   different  pictures   sub- 
mitted,  and   is  a   real   work   of  art.     We 
understand  that  llic  company  are  enforc- 
ing their  code  of  safety  rules  in  their  own 
extensive    mills,    and    the    cmiiloyees    are 
co-operating  in  a  way  that  shows  that  the 
safety  habit,  like  all  other  habits,   grows 
with  time.     An  artistic  calendar  is  an  at- 
traction in  it,self,  and  the  safety  rules  and 
maxims    are    being    constantly    impressed 
upon    the    mind    while    scanning   the    cal- 


Th 


C 


cast- 


Electric    Steel    Castings. 

National  Malleable  Caslint; 
pany,    Sharon.    Pa.,    have    just    i> 
pamiildet    treating    of    electric    sU 
ings,   which   is   particularly   interesting   m 
view    of    the    fact    that    an    exclIeiU    de- 
scription  is  given  of  a  series  •  i  tests  of 
electric    and    open-hearth    stceU.    of    al- 
most   identical    analysis   with    tli-    resiihs 
largely    in    favor    of    electric    si-il.      The 
process  of  making  is  described.  ;uid  many 


Increased  Railroad   Rates. 

.•\t  a  hearing  before  the  Inter- State 
Commerce  Commission  in  regard  to  the 
increased  freight  rates,  it  came  out  that 
adjustments  of  rates  had  been  made  in 
many  leading  countries  on  account  of  the 
increased  cost  of  operation.  .\n  aide 
.irticle  bv  M.  C.  dlson.  the  eminent 
I'rench  economist,  has  been  reprinted  in 
pamphlet  form  and  extends  to  24  pages. 
A  perusal  of  the  publication  is  com- 
pletely convincing  of  the  fact  that  a 
certain  increase  in  railway  rates  must 
necessarily  follow  upon  a  general  in- 
crease in  prices,  and  that  soon,  perhai's. 
tlie  State  will  no  longer  be  able,  in  fair- 
ness to  refuse  the  increase  to  the  rail- 
ways. The  republication  of, the  pamphlet 
is  timely  and  interesting. 

Our  New  Chart. 

The  first  edition  of  our  new  chart, 
consisting  of  twenty-five  thousand  copies, 
sliowing  a  section  view  of  the  comidete 
details  of  a  Mik.ido  type  locomotive  with 
every  part  named  and  numbered,  has 
been  received  with  great  popular  favor 
by  railroad  men  generally.  Copies  have 
been  forwarded  to  all  of  our  subscribers. 
Any  subscribers  whose  copies  has  failed 
to  reach  them  should  notify  us,  and  an- 
otlur  coiiy  will  be  promptly  forwarded. 
It  is  also  on  sale  at  twenty-five  cents  per 
copv.  It  is  not  only  the  best  chart  that 
we   issued,   but   it   is   the  best   thing  of   its 


Mica  headlight  chimneys  are  an 
established  fact.  We  now  have  a 
new  form  of  lantern  globe  to  offer 
that  will  prove  equally  as  economi- 
cal and  efficient.  STORES  MICA 
roMPANY.  Owego.  N.  Y. 
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From  Great  Salt  LaRe  to  Southern  California 

To    the    traveler    in    the   swiftly    flying  came     the     liniibcring     prairie     schooner,         Leaving   Salt  Lake  City,  trains  of  the 

trains  of  the  San  Pedro,  Los  Angeles  and  guarded  before,  behind,  and  on  both  sides  Salt  Lake  Route  pass  along  the  shore  of 

Salt  Lake  Railroad  (.Salt  Lake  Route)   a  by  riflemen;  bearing  beneath  its  curtains  the   Great   Salt   Lake,   a   vast   inland   sea 

few  words  of  history  may  be  of  interest,  the  precious  freight  of  wives  and  children  whose  presence  has  never  been  explained. 

For  nearly  the  entire  distance  this  short  who    followed,    for    four    weary    months,  and  whose  wondeis  have  never  half  been 

line    between    Salt    Lake    City    and    Los  the  hardy  pioneers  of  the  West  into  the  told. 


.SCKNF.   IN    R.MXP.OW   C.\NVON.    Mh.M 


M.\.Mi.\.   OX    THE    S.\LT    I..\Kr.    ROUTF. 


Angeles  follows  the  trail  of  the  Mormon  Land    of    Promise.     Today,   over   almost  Round.ng  the  shoulder  of  the  Oqu>  rh 

pioneers,    who,    in    1851    journeyed    from  the     same     trail,     roll     the     well-hghted.  range,    the    1-ne    passes    utto    the    m  n, ng 

Utah   to    San   Bernardino,   California,   to  comfortably    cushioned    cars   of   the    Salt  d.str.cts    f^"'  .^^•'';^'^.^rf  ."J.-j^jt 

locate  in  the  vallev  of  the  Arrowhead,  a  Lake  Route,  hotels  on  wheels,  bearmg  the  mmeral  -^^"V'°5*T  fh.  nnhnildin.  o 

new  colony  of  the  kormon  people.  wanderer  in   comfort   such   as   he  knows  contributed  materially  to  the  upbu.ldmg  of 

Behind    the   ox-team    on   the    old    trail  only  at  home.  Salt  Lake  City. 
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Thence  to  the  Nevada  border,  the 
former  desert  conditions  are  fast  giving 
way  to  agricultural  development  by 
irrigation  and  dry  farming,  the  rich  soil 
showing  surprising  results  within  a  short 
time  after  operations  have  been  com- 
menced. 

Immediatelv  after  crossing  the  line  be- 
tween Utah  and  Nevada  the  character 
of  the  country  changes,  and  for  many 
miles  the  way  is  through  a  series  of 
canyons,  many  gorgeously  colored  and  of 
rugged,  fantastic  scenic  beauty. 

About  midway  in  this  mountain  region 
is  the  vallcv  of  Caliente,  so  called  from 
the  hot  springs  there  existing.  The  town 
is  a  division  point  of  the  Salt  Lake  Route. 
Immediately  after  leaving  Caliente 
myriad-hued  buttes  rise  on  every  side; 
along  the  track  flows  a  river;  on  every 
hand  great  gashes  sear  their  way  back 
into  the  heart  of  a  wilderness  of  hills 
more  beautiful  than  the  famed  "Bad 
Lands"  of  Wyoming. 

Somber  grays  and  browns  of  lower 
slopes  give  way  to  blues  and  greens  and 
reds  and  yellows  on  the  upper  shelves  ot 
the  buttes,  until  all  finally  merge  m  the 
most  gorgeous  of  all  the  panoramas  on 
the  way  westward— Rainbow  Canyon. 
Down  this  gorge,  carved  by  the  mad  water 
centuries  ago,  its  walls  a  jumbled  mass  of 
ores  and  igneous  rock,  all  garbed  in  such 
shades  as  no  painter  ever  dared  to  mix 
on  his  palette,  the  Salt  Lake  Route  tram 
plunges,  one  hundred  miles  from  its  last 
stop  at  Caliente. 

Out  of  this  canyon  the  train  rolls  down 
into  the  rich  Las  Vegas  Valley,  its  settle- 
ment founded  more  than  a  hundred  years 
ago  bv  the  Spanish  padres  and  later  given 
over  to  Mormon  settlers  who  have  in  turn 
been  followed  by  other  settlers,  attracted 
by  the  fertile  soil  and  abundant  artesian 
water  supply. 

From  Las  Vegas  to  the  Sun  Bernardino 
mountains,  in  California,  the  real  desert 
is  traversed.  While  not  notable  for  scenic 
attractions,  at  certain  times  of  the  year 
the  desert  is  beautiful  with  a  great  variety 
of  flowers,  and  portions  of  it,  such  as  the 
Devil's  Plavground,  with  the  swirling 
sands  and  the  Mojave  River  Canyon, 
with  its  fantastic  rock  formation,  are 
interesting  features  of  the  travelers 
journey.  . 

Crossing  the  mountains  through  Cajon 
Pass  the  real  California,  with  its  orange 
groves,  palms  and  flowers  is  first  seen 
near  San  Bernardino.  On  the  left  is 
.Arrowhead  Mountain. 

Heavv  with  Indian  and  white  men's 
legends'  is  this  arrowhead;  from  it  the 
famous  Arrowhead  Hot  Springs,  nearby. 
were  named,  and  from  it  the  Salt  Lake 
Route  took  its  equally  famous  trade-mark 
Clear  and  distinct,  regular  in  outline  as  if 
carved  with  some  Titan's  chisel,  this 
strange  landmark  has  been  a  puzzle  to 
geologists.  How  it  came  there,  or  when, 
no  man  knows 


I'rom  San  Bernardino  to  Los  Angeles 
is  a  continuous  panorama  of  thriving 
cities,  set  in  the  midst  of  thousands  of 
acres  of  orange  and  lemon  groves,  wine 
grape  vineyards,  walnut  and  peach 
orchards  and  truck  farms,  the  towering 
Sierra  Madres  guarding  the  northern  side 
of  the  valleys. 

From  Los  Angeles  the  Salt  Lake  Route 
continues  onward  twenty-one  miles  to 
Long  Beach,  a  city  of  30,000,  thence  six 
miles  farther  to  its  Pacific  Coast  terminus 
at  San  Pedro  Harbor. 

Traftic  arrangements  with  the  Robert 
Dollar  Co.  enables  the  San  Pedro,  Los 
Angeles  and  Salt  Lake  Railroad  Co.  to 
enter  the  trade  with  the  Orient,  in  connec- 
tion witli  the  Dollar  Co.  steamships  from 
San  Pedro  Harbor,  the  port  of  Los 
Angeles. 

With  its  excellent  train  service  the  Salt 
Lake  Route  is  an  important  factor  in  the 
trans-continental  passenger  and  freight 
business  to  and  from  Southern  California. 
Two  limited  daily  trains,  with  the  best 
of  Pullman  equipment,  run  solid  in  less 
than  three  days,  between  Chicago  and  Los 
Angeles,  the  Los  Angeles  Limited  via  the 
Chicago  Northwestern  and  Union  Pacific 
Railways,  and  the  Pacific  Limited  via 
Chicago,  Milwaukee  and  St.  Paul  and 
Union  Pacific  railways;  connecting 
sleepers  with  these  trains,  run  to  and 
from  St.  Paul,  St.  Louis,  Kansas  City  and 
Denver.  Other  trains  have  through 
sleepers  between  Los  Angeles,  Chicago, 
etc.,  via  Salt  Lake  City  and  various  routes 
east  thereof. 

General  direction  of  all  traffic  matters 
is  in  charge  of  F.  A.  Wann.  general  trafiic 
manager,  T.  C.  Peck,  general  passenger 
agent,  and  T.  M.  Sloan,  general  freight 
agent— all  with  oflices  in  Los  Angeles. 


gresses  and  conventions  in  San  Francisco 
in  1915  include  those  representing  civic, 
religious,  social  service,  educational,  fra- 
ternal, business,  labor,  commercial,  horti- 
cultural, livestock  and  other  interests. 

The  most  conservative  estimates,  by 
careful  investigators,  place  the  minimum 
attendance  of  the  Panama-Pacific  Inter- 
national Exposition  at  10.000,000,  while 
most  of  them  place  the  total  at  figures 
varying  between  12,000,000  and  18,000.000. 


Panama-Pacific    Exposition. 

Rapid  progress  continues  to  be  the  feat- 
ure of  the  work  on  the  Panama-Pacific 
Exposition.  The  great  exhibit  palaces  now 
rapidly  rising  and  the  numerous  lesser 
structures  of  many  kinds  combine  to  form 
an  Exposition  City  of  striking  effect,  in 
the  process  of  making.  Each  day  reveals 
progress  in  its  evolution  that  is  little  short 
of  amazing,  when  the  vast  scope  of  the 
undertaking  is  considered. 

More  than  6,000  applications  for  con- 
cessions have  been  received  to  date  by  the 
Division  of  Concessions  and  Admissions, 
and  more  than  100  have  already  been 
granted. 

One  hundred  and  seventy-seven  con- 
gresses and  conventions  of  various  organi- 
zations have  been  arranged  for  the  ex- 
position year  in  San  Francisco,  and  nego- 
tiations arc  in  progress  with  many  more 
organizations  in  different  parts  of  the 
world,  for  some  of  the  congresses  will  be 
international,  others  national  and  others 
yet  pertaining  only  to  the  P.icific  Coast 
r,f  the  United  States.  The  organizations 
that    have    already    agreed    to    hold    con- 


Opening  of   Indo-Ceylon   Railway   De- 
layed. 

It  is  officially  stated  that  the  formal  in- 
auguration ceremony  in  connection  with 
opening  the  Indo-Ceylon  Railway,  which 
was  previously  scheduled  to  take  place 
early  in  January,  1914,  will  not  be  cel- 
ebrated before  the  first  week  in  March, 
the  actual  time  depending  upon  the  date 
of  completion  of  the  system,  which  it  is 
now  estimated  will  be  about  the  middle 
of  February. 

The  Indian  side  of  the  work  is  reported 
as  practically  finished,  and  it  only  remains 
for  the  Ceylon  authorities  to  complete 
their  section  of  the  undertaking,  which  is 
progressing  favorably.  The  construction  of 
the  roller  bridge  which  spans  the  Paum- 
bem  Passage  on  the  Indian  side  is  rapidly 
nearing  completion,  and  the  engineers  are 
now  counting  upon  the  proper  settling  of 
the  bank  of  the  railway  between  Mada- 
wachi  and  Talaimamiar,  which  has  here- 
tofore been  retarded  tlirough  absence  of 
rain. 

The  opening  of  this  important  railway 
will  constitute  an  immense  improvement 
over  existing  transportation  facilities  be- 
tw-een  India  and  Ceylon  and  will  be  of 
material  benefit  to  both  the  passenger  and 
freight  traffic.  Incidentally  the  transit 
period  will  be  sliortened  by  several  hours, 
not  to  mention  the  elimination  of  the 
present  necessity  of  a  night's  journey  by 
sea  between  Tuticorin  and  Colombo. 


Safety  on  the  Pennsylvania. 

Reports  to  the  General  Office  indi- 
cate tliat  not  a  single  passenger  out  of 
111,000,000  carried  by  the  Pennsylva- 
nia Railroad  Company  in  1913  was 
killed  in  a  train  accident. 

Reports  for  the  past  six  years  show 
that  almost  600,000,000  passengers- 
more  than  one  third  of  the  whole 
world's  population — have  been  carried 
by  the  Pennsylvania  Railroad,  and  but 
sixteen  of  them  lost  their  lives  in  acci- 
dents to  trains;  nine  were  killed  in  one 
accident.  In  six  years,  out  of  approxi- 
mately .S,000,000  trains  operated — about 
1,370  a  day— only  five  have  suffered 
wrecks  which  caused  the  death  of  any 
of  the  passengers  carried  on  them. 
Three  of  these  years  were  entirely  free 
from  train  accidents  causing  the  death 
of   passengers. 
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Southern  Locomotive  Valve  Gear 

A   new   type  of  locomotive  valve  gear     at  this  point,  as  the  block  only  moves  in     there  been  any  cost  in  the  matter  of  re- 


has  been  introduced  on  the  Southern  Rail 
way,  and  has  been  in  operation  on  some 
of  the  freight  and  passenger  engines,  and 


the  link  when  the  reverse  lever  is  moved 
to  adjust  cut-ofF  or  reverse  gear.  The 
link   being   stationary,   it   is   also  claimed 
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its  operation  is  highly  spoken  of  by  some 
of  the  leading  railway  men  there.  One  of 
the  freight  engines,  No.  586,  has  been 
running  for  over  twelve  months  with  the 
gearing,  and  no  repairs  of  any  kind  have 
been  made  on  the  valve  gear,  and  it  is 
also  claimed  that  hardly  any  perceptible 
wear  is  shown  on  any  of  the  parts. 

The  accompanying  illustrations  show 
the  general  design  and  details  of  the  gear- 
ing. It  is  very  simple  and  compact,  and 
contains  but  few  wearing  parts.  Counter- 
balance springs,  counter-weights,  also 
crosshead  connection  has  been  dispensed 
with,  and  as  a  consequence  there  has 
been  a  corresponding  reduction  in  weight. 
It  is  claimed  that  if  the  valves  are  prop- 
erly adjusted  at  the  time  the  engine  re- 
ceives general  repairs,  the  gear  is  so  de- 
signed as  to  eliminate  the  necessity  for 
any  adjustment  in  the  blacksmith  shop 
while  the  engine  is  in  service. 

In    the   matter   of   transferrin!?   from    a 


that  this  eliminates  wliat  is  known  as  the 
slip  in  the  link  block,  found  in  some  valve 
gears.  There  are  but  eight  possible  points 
of  wear  on  each  side  of  the  locomotive  or     his    control 


pairs  to  the  valve  gear  parts.  The  pins 
and  bushings  are  of  such  size  as  insures 
long  usage  without  wear.  The  forward 
end  of  the  eccentric  rod  is  supported  by 
a  bell-crank  hanger,  which  has  at  its  top 
two  bearings  spaced  widely  apart,  thus 
absolutely  preventing  any  side  shock  on 
eccentric  rod. 

.\  prominent  feature  of  the  gear  is  the 
ease  with  whicli  the  reverse  lever  is 
handled.  There  is  literally  no  stress  or 
strain  upon  the  lever  and  reach  rod  con- 
nections. The  danger  in  handling  re- 
verse levers  of  the  ordinary  type  under 
steam  pressure  is  a  growing  danger.  The 
avoidance  of  this  trouble  appeals  very 
strongly  to  the  engineer,  as  it  enables 
him  to  adjust  the  cut-oflF  without  any 
risk  of  the  reverse  lever  getting  beyond 
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a  total  (if  sixteen  points,  this  being  less 
than  half  contained  in  the  average  of 
some  other  gears. 

It  is  also  claimed  that  the  gear  will  prac- 
tically do  away  witli   engine   failures  duo 


readily  and  frequently  adjusts  the  lever 
to  meet  the  requirements  of  the  situa- 
tion. This  results  in  a  greater  saving  of 
fuel  than  might  be  imagined— a  scries  of 
dynamometer   car    tests    has    proved    that 
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to  breakage  of  valve  gear  parts.  The  the  gear  will  stand  the  hard  usage  inci- 
various  parts  are  so  balanced  as  to  re-  dental  to  heavy  freight  traffic.  It  is 
duce  wear  on  the  pins  and  bushings  to  a  generally  admitted  by  those  who  have  had 
minimum.  A  22  x  30  inch  freight  engine  opportunities  of  observing  the  gear  that 
Stephenson  valve  gear.  The  links  being  equipped  with  this  gear,  after  making  over  it  is  now  past  the  experimental  stage,  and 
located  in  a  horizontal  position  and  being  30,000  miles,  does  not  show  any  appre-  that  it  has  proved  itself  to  be  a  money- 
stationary,  entirely  does  away  with  wear     ciable  wear  as  already  stated ;  neither  has  saver  in  railroad  service. 


rotary  motion  to  a  reciprocating  motion, 
it  is  accomplished  bj'  direct  movement 
and  on  straight  lines,  doing  away  with 
strains  and  distortions  so  injurious  in  the 
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General  Correspondence 


Poorly  Paid  Machinists 
EoiioK : 

Nothing  tliat  has  appeared  in  K.mi.w.w 
AND  Locomotive  Engineering  for  some 
time,  has  excited  so  much  attention  ol  sliop 
men  as  your  article  on  page  8  of  the 
January  number,  if  I  am  to  judge  by  the 
amount  of  discussion  heard  in  railway 
shops  and  round  houses.  In  tliis  connection 
it  would  be  proper  to  investigate  tlic  cause 
wliicli  has  made  the  machinist  of  less 
consideration  in  the  eyes  of  his  employer 
than  other  tradesmen  who  used  to  be 
thought  inferior  to  the  machinist.  Tlie 
strongest  influences  in  reducing  the  ma- 
chinists' work  lias,  of  course,  been  the  in- 
troduction of  power-operated  tools  into 
every  department  of  metal  fitting  and 
finishing  that  used  to  Ijc  done  by  hand. 

There  is  another  thing  working  strongly 
against  first-class  machinists,  that  is,  tlic 
half  fledged  machinist  and  such  animals 
as  locksmiths  and  assemblers  of  sewing 
machines  and  automobiles.  These  people 
acquire  some  familiarity  witli  the  slioving 
of  a  file  and  arc  readily  taken  on  by  some 
machine  shop  foremen  who  regard 
cheapness  before  efficiency.  (_)tlier  trades- 
men protect  themselves  from  the  inter- 
loping of  pretended  mechanics  by  means 
of  unions  which  have  proved  higlily  efli- 
cicnt  for  this  purpose,  and  I  can  see  no 
good  reason  why  machinists  sliould  not 
adopt  and  make  tlie  bet  of  tlie  same  poli- 
cy. John-   RE..\RnoN. 

Brooklyn,  N.  Y. 


Hard  Working  Slide  Valves. 
Editor  ; 

In  the  December  number  of  Raii.- 
\v.\v  AND  Locomotive  Enoineerim;  I 
noticed  on  page  426  some  remarks  by 
Mr.  K.  H.  Williams,  of  Cincinnati,  C, 
relative  to  the  remarks  m.ade  by  me  in 
the  Traveling  Engineers'  Convention 
on  the  use  of  slide  valves  in  connec- 
tion with  a  supcrlieater  on  an  engine 
wliich  we  are  testing  out;  also,  as 
slated,  an  invariable  extra  expense  in 
trying  to  lubricate  these  valves.  Mr. 
Williams'  statement  is  borne  out  by  the 
records,  as  to  train  delays  and  engine 
failures  due  to  eccentric  straps  and 
other  troubles,  and  that  is  why  me- 
chanical talent  is  trying  {n  get  away 
from    tlie    Stephenson   valve    gear. 

I  note  he  recommends  a  light  throt- 
tle and  a  long  cut-off.  Mechanical  tal- 
ent has  dealt  with  this  a  long  tiine, 
and  it  is  a  well-known  fact  that  this 
will  overcome  the  hard  working  of  the 
valves,  if  we  care  to  wire-draw  our 
steam    and    not    get    the    expansion    in 


ihe  cylinder.  It  is  impossible  to  place 
llie  nozzle  of  a  garden  hose  in  the  mid- 
dle of  the  nose  and  expect  to  get  the 
results  at  the  end.  I  want  to  state 
further  that  our  wise  men  of  the  nie- 
elianic.il  vvoild  liuve  spent  years  of 
ll;e)r  lives  in  experimenting  on  differ- 
ent problems,  such  as  hard-working 
valves,  and  several  devices  have  been 
put  on  the  market  to  overcome  the 
friction,  and  to  get  the  results,  and 
(as  Mr.  Williams  states)  the  records 
will  show  that  train  delays  and  other 
breakdowns  due  to  broken  eccentric 
straps  and  other  parts  of  the  Stephen- 
son valve  gear  made  a  problem  which 
confronted  mechanical  talent  for  years, 
and  in  the  last  few  years  the  Wal- 
schaerts  valve  gear  has  come  to  us, 
and  there  are  now  a  great  many  rail- 
roads which  have  on  hand  a  great  deal 
of  power  that  is  not  equipped  with 
these  great  saving  devices,  which  they 
are  all  anxious  to  get,  not  only  from 
an  economical  standpoint  but  for  con- 
venience. .Mso.  in  taking  Mr.  Wil- 
liams' statement  where  he  gives  the 
superheater  credit  for  hauling  many 
more  tons  of  freight  than  the  satu- 
rated engine,  it  is  to  be  understood 
that  this  device  was  not  intended  to 
haul  more  tonna.ge,  but  to  handle  the 
s.une  tminage  with  better  satisfaction 
and  at  less  expense,  and  is  able  to  do 
just  what  it  was  intended,  if  main- 
tained as  it  should  be.  It  is  a  well- 
known  fact  that  the  two  largest  items 
of  expense  of  a  railroad  are  the  fuel 
and  the  maintenance  of  boilers.  The 
siiperheater  has  come  closer  to  this 
jxiint  than  anything  yet  on  the  market. 
The  greatest  mechanical  men  of  the 
world  have  been  busy  for  years  trying 
to  solve  that  problem  of  economizing 
on  fuel,  water,  and  steam,  in  several 
ways,  such  as  drafting,  short  cut-ofTs, 
close-notched  quadrants  for  fine  grad- 
uations: then  the  compound  engine 
came  into  existence  to  get  all  possible 
expansion  out  of  the  steam  before  re- 
lieving it  at  the  exhaust,  and  it  is  con- 
sidered good  practice  to  use  a  wide 
open  throttle  valve  with  a  short  cut-off 
when  practicable  to  do  so.  in  order  to 
get  the  best  and  most  economical  re- 
sults and  receive  the  lu'iielit  of  the 
heat  placed  in  the  water  to  make  the 
pressure.  As  I  stated  at  the  convention 
in  Chicago,  I  was  not  at  that  time  pre- 
pared to  make  a  very  encouraging  re- 
port of  our  experiment,  but  can  say 
this  engine  I  speak  of  is  of  light  con- 
struction, being  built  by  the  American 
Locomotive   Company  at  their  Brooks 


shops  in  lii04,  weighs  S7.000  pounds, 
with  IS-inch  cylinders  for  a  saturated 
engine,  and  was  converted  to  a  superheater 
engine  and  made  her  trial  trip  Sep- 
tember 23,  1912,  and  since  that  time 
has  been  running  in  passenger  service, 
on  a  division  of  132  miles,  where,  as 
explained,  we  used  the  Jack-Wilson 
Bronze  Valve,  made  by  the  American 
Valve  Company,  and  this  valve  comes 
as  near  being  perfect  as  any  slide  valve 
on  the  market,  and  we  have  watched 
it  closely,  and  can  find  no  wear  to 
speak  of.  The  valve  oil  allowance  is 
2J4  pints  for  a  run  of  264  miles,  with 
forty-two  regular  stops.  We  have  no 
difificulty  in  lubricating  this  engine,  but 
as  stated,  we  have  had  some  trouble 
in  the  wear  on  the  valve  gear  which 
I  attribute  to  the  Stephenson  valve 
gear,  as  the  powder  exerted  on  the  pis- 
ton follows  back  to  the  main  driving 
wheels,  eccentric  links  and  blocks,  and 
with  the  light  construction  of  the  en- 
gine, to  which   I  attribute  this  trouble. 

After  the  engine  is  placed  in  the 
shops  for  general  repairs.  I  may  be 
able  to  make  a  more  satisfactory  re- 
port, and  I  hope  Mr.  Williams  can 
give  us  something  specific  to  work 
from,  or  that  would  assist  us  in  over- 
coming these  difficulties  w-ithout  inter- 
fering with  the  economy  of  the  engine, 
for  I  am  not  in  favor  of  wire-drawing 
the  steam,  or  the  extravagance  of  using 
it  in  the  cylinders  with  a  long  cut-off, 
as  our  boilers  arc  now  taxed  to  their 
full  capacity. 

W.  R.  D.wis, 
Road    Foreman    of    Engines. 

Toledo   X:   I  Mii.i   Central    Railway, 
Colnmbux.  Ohio. 


Machinists'  Wages. 


It  was  gratifying  to  read  in  last  month's 
issue  of  Railway  and  Locomotive  Engi- 
neering the  views  of  your  correspondent, 
VV.  Richardson,  on  the  subject  of  "Poorly 
Paid  Machinists."  Not  only  were  the 
statements  all  true  and  forcibly  presented, 
but  as  a  matter  of  fact,  they  did  not  go 
far  enough.  He  alluded  to  the  custom 
of  many  of  the  railroad  machine  shops 
closing  for  a  couple  of  days  or  more  after 
a  holiday  occurs.  He  is  getting  off  easy. 
I  know  a  number  of  places  where  the 
shops  were  closed  on  Christmas  Day  and 
did  not  open  again  until  January  5.  The 
custom  is  so  general  that  it  is  hardly  fair 
to  point  out  particular  places.  It  would 
be  a  good  subject  for  the  Interstate  Com- 
mission   to    take    up    during    their    unat- 
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taclied  periods  of  apparent  idleness.  But 
politicians  never  look  for  e.xtra  work. 
Their  chief  end  in  life  is  to  get  themselves 
placed,  and  then  rest  on  their  oars  and 
drift  with  the  tide,  and  occasionally  trim 
their  sails  to  suit  the  change  of  wind. 
They  are  like  weathercocks,  they  show 
how  the  wind  is  blowing,  and  that  is  about 
all. 

There  is  not  much  liope  in  the  future 
for  railroad  machinists,  but  it  is  comfort- 
ing to  note  that  there  are  other  places 
where  the  best  class  of  men  may  make 
headway,  especially  in  the  great  and  grow- 
ing automobile  industry.  In  the  Ford 
works,  at  Detroit,  the  minimum  wages  of 
skilled  mechanics  is  fixed  at  live  dollars 
per  day.  This  is  nearly  twice  as  much  as 
the  railroad  mechanic  is  paid,  and  the 
work  is  much  lighter  and  cleaner,  and  the 
growth  of  the  industry  is  much  more 
rapid,  and  many  of  the  best  mechanics  are 
turning  their  eyes  in  that  direction. 

It  must  also  be  remembered  that  while 
there  are  marked  improvements  in  the 
condition  of  the  railroad  shops,  especially 
in  the  modern  buildings,  there  are  many 
shops  and  roundhouses  where  the  condi- 
tions are  such  that  one  would  be  as  com- 
fortable in  the  open  air,  in  fact,  much 
difficult  work  is  actually  done  in  the  open 
air,  and  during  the  recent  weather  the 
amount  of  suffering  among  railroad 
machinists  and  roundhouse  men  generally 
was  something  great.  If  the  press  gen- 
erally would  follow  your  excellent  ex- 
ample and  give  the  matter  due  publicity, 
better  days  would  be  in  store  for  the  over- 
worked, poorly  paid  railroad  machinists 
and  others. 

E.  W.  TiiOMSo.v. 
It 'est  Albany,  X.  Y. 


An  Old  Locomotive. 

Bv  Hugh  G.  Bol  tell. 

How  many  people  stop  to  wonder 
about  the  past  of  a  locomotive  which  per- 
haps has  taken  them  to  their  home  in  the 
evening,  after  the  work  of  the  day  is  over, 
and  is  as  necessary  to  their  comfort  as 
that  very  home  itself?  So  often  as  you 
are  walking  with  a  friend  through  any 
of  our  older  cities  you  will  point  to  an 
old  residence,  now  in  a  poor  part  of  the 
town,  but  still  retaining  some  of  its  for- 
mer splendor,  and  say,  "Look  at  that 
place  over  there.  That  was  a  fine  old 
mansion  at  one  time.  What  a  lot  that 
old  house  could  tell  if  it  could  speak." 
But  how  often  do  we  ever  apply  the  same 
line  of  thought  to  the  old  engine  which 
hauls  our  local  train  ? 

To  my  mind  there  always  has  been 
something  intensely  interesting  about  an 
old  locomotive ;  something  that  a  brand 
new  engine  does  not  possess  at  all.  It  is 
the  feeling  of  respect  that  we  all  have 
when  we  see  an  old  soldier,  one  of  the 
few  survivors  of  the  heroes  who  saved 
the  Union  for  us  fifty  years  ago.     .As  one 


is  bound  to  think  of  the  battles  which 
that  man  has  been  through,  of  the 
marches  which  he  has  made  and  of  the 
work  he  accomplished,  so  I  always  think 
of  the  runs  that  old  engine  has  taken,  of 
the  trains  she  has  hauled  and  of  the 
wrecks  she  has  perhaps  been  in.  I  can 
sec  the  day  when  at  the  head  of  the 
Limited  she  stood  beneath  the  old  train 
.'lied  (new  gone  itself),  ready  to  start 
on  the  fastest  run  on  the  road,  a  run 
which  she  took  three  hours  to  make 
where  two  are  taken  now.  I  can  see  the 
rcrtection  of  the  summer  sun  on  her  cyl- 
inder heads,  bell,  rods  and  running  gear, 
where  now  the  cold  light  of  winter  only 
reveals  a  dusty  black,  with  perhaps  a 
little  too  much  grease  scattered  around. 
1  can  call  up  that  later  day,  loo,  when 
-Andrews  forgot  for  a  moment  about  Ex- 
tra one  hundred  and  eight,  and  tlicy  came 
to.gcther  head-on  on  the  curve  beyond 
liie  long  tunnel.  In  time  she  was  back 
on  the  road  again,  but  tlic  Limited  never 
knew  her  again. 

She  has  done  her  work  well,  and  no 
one  can  do  more  than  that,  and  as  I 
linger  awhile  on  the  platform  and  listen 
to  her  story  told  in  the  soft  breathing  of 
the  old  air  pmup,  I  imagine  iliat  she  is 
,ulad  to  have  found  a  ready  listener  to 
some  of   Iior   experiences. 


and   the   fireman   watching   for   the   lamp 
blew  the  whistle. 

But  quite  frequently  it  happened  that  the 
lireman  was  doing  something  on  the  coal 
bin  or  the  feed  pumps  and  forgot  ail 
about  it,  and  consequently  we  had  some- 
times a  late  blast  of  the  whistle.  Finally, 
our  clever  electricians  took  up  the  matter, 
and  the  results  of  their  ingenuity  are  shown 
in  the  annexed  drawing.  A  is  a  brass  ap- 
pliance arranged  to  take  the  layers,  ninety 
turns  per  layer,  of  number  13,  magnet 
wire.  The  same  switch  is  used  on  the 
punch  clock,  so  that  the  timekeeper  at 
the  proper  time  cuts  in  the  switch  of  the 
current  coil.  Then  the  armature  B,  be- 
comes energized  from  the  magnetic  coil, 
and  at  the  same  time  pulls  downward 
and  operates  a  crank  which  opens  the 
whistle  valve. 


Device     for    Cleaning    and     Repairing 

Distributing   and   Plain  Triple 

Valves. 

I'.V   W.   S.   EVERLV. 

B.  &  O.  R.  U.  Mt.  Clare  Shops.  Baltimore. 
Md. 
Enclosed  you  will  find  print  of  de- 
vice built  by  me  for  cleaning  and  re- 
pairing distributing  and  plain  triple 
valves.  This  device  I  have  in  use 
for  some  time,  and  find  it  a  great  time 


O.OiTo/cjf    Jtti^iAj 


l-I  1  (TRK     .M'l'LI.VN-CK  I-OK  TI-MK  WIII.-^TI.K 


Or,.. 


Electric    Time    Whistle. 

BY    J.    C.    KOI'I'ELL^    Mo.NTKE.VL. 

In  the  operation  lir  steam  whistles  for 
morning,  noon  and  riight  hours  on  rail- 
way roundhouses,  it  is  usually  done  from 
the  boiler  room,  the  engineer  employing 
some  means  for  signaling  the  fireman  at 
the  right  time  to  blow  the  whistle.  In 
our  roundhouse  we  connected  an  incan- 
descent lanip  in  all  day's  circuit.  The 
lamp  was  put  up  in  some  prominent  place 
where  it  was  visible  to  all.  and  the  switch 
was  located  on  the  punch  dock,  and  the 
timekeeper  watched  the  clock  so  that  when 
the  right  moment  came  he  cut  in  the  lamp. 


saver   as    well    as   very   convenient    for 
the  repairman  in  making  repairs. 

The  operation  of  this  device  is  as 
follows:  The  distributing  valve  is 
bolted  to  the  face  plate  by  two  stud 
bolts  screwed  in  plate.  .After  distrib- 
uting rake  has  been  applied,  lock  screw 
on  the  back  of  face  plate  is  unlocked 
and  valve  can  be  revolved  to  any  po- 
sition convenient  to  the  repairman ;  for 
instance,  it  should  be  placed  so  that 
the  application  rake  chamber  cap- 
screws  are  right  beneath  the  repair- 
man's view;  after  this  has  been  re- 
moved the  face  plate  screw  can  again 
be  unlocked  and  valve  turned  so  as  to 
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rcninvi.-  llu-  ;i])|)li(.:aliiin  cylinder  caj). 
application  pi^lim  and  exhaust  valve. 
After  this  has  lu-t-n  completed,  the 
valve  can  again  be  revolved  so  as  to 
remove  the  cap-nut  on  the  opposite 
side  of  the  application  piston  cylin- 
der; tliis  makes  the  upper  portion  of 
the  (listribming  vah  e  ready  to  be  iirop- 
>erly   cleaned  and   repaired. 

To  care  for  the  automatic  i>r  Iciwer 
sections  of  the  distributing  valve  the 
saiTie  as  the  upper  section,  as  ex- 
plained abi.>ve.  it  is  only  necessary  for 
the  re|jairni:in  to  unlock  tlie  screw 
>ho\vn  in  the  hiwer  section  nf  print 
-below    the    face    plate;    this    screw    ccu- 


mterlocks  pistons  and  <ipcning  '4  inch 
two-way  cock,  as  shown  in  air  line  at 
front  of  bench;  tliis  admits  air  under 
piston  in  cylinder,  as  shown  in  print, 
forcing  the  piston  face  plate  and  valve 
upward  until  valve  lias  reached  its 
]irci[)er  height,  when  lockscrew  is 
tightened  up  and  54  ■"'-'b  cock  closed, 
in  which  position  the  air  from  the 
cxiinder  escapes  to  tlie  atmosphere 
through  a  small  release  port  in  cock, 
after  which  lock-screw  holds  piston 
and  valve  to  the  height  desired.  When 
it  is  desired  to  lower  valve,  all  that  is 
necessary  is  to  unlock  screw  hnlding 
liist^n.     and     the     valve     will     descend 
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trols  the  height  to  which  the  repair 
man  might  desire  any  portion  of  the 
\alve  to  be  adjusted  to  suit  liis  con- 
venience; for  instance,  if  tlie  repair- 
man desired  to  relit  the  e<iualizing 
slide  valve  to  its  seat,  the  valve  can  be 
lowered  or  raised  to  the  most  con- 
venient pr)int  to  suit  the  height  c,f  tlic 
repairman,  at  the  same  time  the  vaKe  can 
be  revohed  lo  any  angle  so  that  tlie  re- 
pairman can  git  the  best  advantage  tn 
suit  the  ray  oi  the  light.  which 
IS  so  essential  in  making  these  re- 
pairs The  raising  and  lowering  ■if 
this  device  is  accomplished  l'\  im- 
j.  rkmu      lhc       luwer       lockscrew.       ■.vliich 


-l..\\Iy  on  account  of  a  sul'licieiit  cush- 
ion being  set  up  to  care  for  tlie  weight 
of  the  valve,  due  to  the  small  opening 
in    the    'i-inch    cock    release    port. 

You  will  n<ite  in  the  upi)er  part  of 
print  broken  away  shows  special  lu- 
ting in  caring  for  repairs  to  plain 
triple  \alves.  In  conclusion  will  say 
that  tliM.e  who  handle  repairs  to  dis- 
iributiu'^  valves  will  reailily  see  the 
advantage  that  tliis  device  affords  in 
handling  this  class  of  work.  Not  only 
so,  but  the  opportunities  of  making  a 
thoroughly  good  job  is  made  pos- 
sible by  the  use  of  the  device  herein 
described. 


Mechanical  Conventions  o£  1914. 

BY  .1.  W.  TAYLOR,  SECRET.\RV,   K.VRPEN  BUU.Il- 
ING,  CHICAGO,   ILL. 

We  have  received  from  Secretary  Tay- 
lor, of  the  Master  Car  Builders',  and  of 
the  Railway  Master  Mechanics'  Associa- 
te m.  a  circular  relating  to  the  June  Con- 
\ention,  the  principal  part  of  which  reads: 

riace:  Atlantic  City,  New  Jersey,  has 
been  decided  upon  as  the  place  for  hold- 
ing our  Conventions  in  1914. 

The  Master  Car  Builders'  Convention 
u  dl  be  held  on  Wednesday,  Thursday 
.111(1  Friday,  June  10,  11  and  12,  and  the 
-Master  Meclianics'  Convention  on  Mon- 
day. Tuesday  and  Wednesday,  June  15, 
1()  and  17,  1914. 

'I'he  Malborough-Blenheim  Hotel  has 
been  selected  as  the  headquarters  for  both 
Conventions.  The  President,  Executive 
('(iuimittee  and  Secretary  will  have  offices 
there:  accommodations  will  be  furnished 
I'lir   meetings   of   the  various  committees. 

.\  schedule  of  hotel  rates  may  be  ob- 
tained from  Secretary  Taylor,  Karpen 
I'uilding,  Chicago. 

.\ttcntion  has  been  called  to  the  fact 
th;it  last  year  a  considerable  number  of 
iiur  members  stopped  at  hotels  not  re- 
jiresentcd  on  the  schedule  and  from  whom 
the  Hotel  Men's  Association  received  no 
fitiancial  assistance  in  carrying  out  its 
contract  with  our  Committee  on  Arrange- 
ments. It  is  hoped  that  the  hotels  shown 
herein  will  be  patronized  in  preference 
tc>  any  others. 

It  is  suggested  that  you  make  applica- 
t'l'ii  fur  your  reservation  at  once  and  if 
you  ha\e  any  difficulty  in  securing  same 
ie|)ort  to  tliis  office  and  I  will  immediate- 
iv  take  the  matter  up  ;iiid  see  that  you  are 
located. 

The  registration  booth  will  be  in  the 
Entrance  Hall  of  the  Million-dollar  Pier. 
In  order  that  a  correct  record  may  be 
made  of  the  members  in  attendance,  it 
will  be  necessary  to  register  once  for 
each  Convention.  Please,  therefore,  go 
tu  the  registration  booth  before  attend- 
ing either  Convention,  announce  your 
iKuiie  to  the  tellers,  wlio  will  register  your 
iianie  and  furnish  you  with  badges  for 
yourself  and  guests. 

.\  new  badge,  to  be  used  during  the 
Cciiivention.  will  be  furnished  when  you 
register.  The  badges  for  the  fainilies 
and  guests  of  members  will  be  of  a  dif- 
ferent design  from  last  year,  and  should 
be  procured  as  soon  as  i)ossibIc  after 
\  our  arri\al 


Model   of  American  Type  Locomotive. 

l'.\     I  \MI>     1.     Il.MsK,    SPARKIllI.I.^    N.    V. 

It  is  very  pleasant  to  note  in  the  pages 
of  your  valuable  magazine  that  a  great 
number  of  young  mechanics  are  occupying 
a  portion  of  their  leisure  time  in  the  con- 
struction of  models  of  locomotives.  En- 
closed is  a  photograph  of  a  model  of  an 
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American  locomotive  that  I  liiade  recently. 
It  is  complete  in  every  way,  ajid  is  run 
.by  alcohol  for  fueL  I  also  constructed 
.about  200  feet  of  a  track.   I  am  in  hopes  of 


the  operator.  The  bending  formers  can 
be  removed  in  an  instant  by  simply  lift- 
ing iheni  ofT  of  the  pins  marked  "B"  "B." 
.\n   air  hose  is  also  provided   tu   remove 


any  railroad  shop,  as  it  can  be  used  to 
great  advantage  in  manufacturing  coupler 
yokes,  etc. 

The  enormous  low  cost  of  the  manu- 
facture of  brake  beam  hangers  was  made 
possible  only  by  the  manner  in  which 
our  smith  forcnian,  Mr.  R.  L.  Woodrum, 
applied  himself  to  the  study  of  the  sab- 
jtct  of  cost  reduction  and  increased  out- 
put, which  should  be  the  disposition  of 
all  foremen  who  -are  in  the  service  of  the 
railroad  companies.  I  would  like  to  say 
also  that  a  statement  has  been  made  to  • 
the  effect  that  brake  beam  hangers  wtre: 
made  at  the  Cleveland  shops  of  the  Erie 
at  a  cost  of  five  cents  each,  which  in  my 
opinion,  is  very  high.  The  half-tone 
illustrations  are  intended  to  make  clear 
to  the  reader  the  method  used.  They 
show  the  operation  incorrectly  as  the 
eyes  are  formed  last,  as  mentioned  above. 
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being  able  to  build  a  bigger  one  ne.xt  and 
am  studying  the  chart  of  a  Mikado  type 
of  locomotive  recently  published  by 
you,  and  which  is  the  best  chart  of  a 
locomotive  that  I  have  ever  seen. 


Brake  Beam  Hangers. 

By    H.   A.   MuRR.w,    Master   Mecii.\.nii  . 

Clifton    Forge    Shops,    Virgini.\. 

Ches.^pe.\ke  &  Ohio  Railway. 

The  scientific  management  of  railwa> 
shops  is  no  more,  or  less,  than  the  savint; 
of  unnecessary  waste  in  time  and  ma 
terial;  or  we  might  say,  decrease  tin 
cost  and  increase  the  output.  In  order 
to  show  what  is  being  done  in  this  direc- 
tion, I  will  describe  the  method  in  which 
brake  jbeam  hangers  are  being  matin 
factured  at  the  above  named  shops,  at 
what  we  consider  a  very  low  cost  (one 
and  one-half  cents  each).  The  cost,  how- 
ever, does  not  include  shearing  the  stock 
to  length  and  handling  the  finished  pr<M! 
uct  to  material  bins. 

The  services  of  two  men  are  employcil : 
namely — a  machine  operator  and  a  heater 
The  stock  is  cut  to  length  to  suit  tlie 
length  of  hanger  desired.  It  is  then 
heated  and  bent  in  a  "U"  shape,  as  shown 
in  operation  number  one.  It  is  again 
heated  to  a  sufficient  length  at  points 
marked  A  A,  and  both  eyes  are  then  bent 
in  an  opposite  direction.  In  other  words, 
the  hanger  is  completed  with  two  hcits 
and  three  operations.  This  work  is  ac- 
complished on  a  machine  shown  in  the 
accompanying  illustrations.  It  was  built 
in  the  shops  at  this  point,  and  consists  of 
a  cast  iron  off-set  slab  plate,  to  which  is 
securely  fastened  two  ai--  cylinders  (one 
cylinder  is  only  used  in  the  manufacture 
of  brake  beam  hangers,  the  other  being 
underneath  the  slab  plate  and  used  for 
other  purposes).  The  machine  is 
equipped  with  a  system  of  operating 
levers,    which    makes    it    very    handy    for 


i\r  How  Secret  of  India  Rubber  Was 

Discovered. 

tile  scale  accumulation   from  the  formers.  When  a  person  hears  the  name  Good- 

Tlie  general  make-up  of  the  machine  can     year   mentioned   the   association   of   India 
be    observed    by    referring    to   the    above     Rubber  comes  up  as  naturally  as  the  name 

cuts.    an. I    wbile    1    have    viMtcl    a    y.^od      Wc?tiiisl'(,i:<c     <ii?-c<l<;     the     air     brake. 


M ACIIINF.    FOR    CONSTRUCTING    BR.\KK    i:K.\M    H.WCERS. 

many  of  the  railroad  smith  shops  through-  Few  successful  inventors  have  reached  the 

out    the    country,    I    think    this    machine  climax  of  their   ingenuity   and   pcrsever- 

equally  as  good,  if  not  better,  than  any  I  ance  without  enduring  hardships,  but  we 

have    ever    been    able    to    sec.      I    would  think    that    the    difficulties    overcome    by 

consider  it  a  valuable  machine  to  have  in  Charles  Goodyear,  of  Massachusetts,  who- 
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had  made  rubber  of  practieal  use  about 
1840,  exceeds  the  perseverance  of  all  other 
inventors. 

The  labor  that  culminated  in  the  pro- 
duction of  the  rubber  that  has  found  so 
nianv  uses  in  the  industries  of  the  world 
involved  long,  tedious  experiments  that 
would  have  discouraged  most  of  men,  but 
Mr.  Goodyear  was  the  kind  of  man  who 
refuse  to  acknowledge  defeat. 

A  sketch  of  the  life  of  Charles  Good- 
year, which  was  prepared  for  the  Cliris- 
tiiin  Scietice  Monitor,  says: 

His  family  was  long  dependent  on  the 
help  of  friends,  or.  as  Mr.  Goodyear  him- 
self \va=  frank  to  declare,  on  actual  char- 


to  lead  nowhere.  It  was  said  of  him  in 
the  town  that  if  you  were  to  meet  a  man 
all  clothed  in  rubber,  having  even  an 
India  rubber  purse  without  a  penny  in  it, 
that  was  Charles  Goodyear. 

A  glance  at  the  portrait  printed  m 
George  lies'  story  of  American  invention, 
reveals,  however,  the  idealism,  the  vision 
of  the  seer,  that  sustained  Goodyear.  He 
had  been  inclined  to  the  ministry  as  a 
bov  and  faith  never  left  him.  It  is  to  be 
noted  that  throughout  the  long  struggle 
he  had  no  encouragement  from  the  work 
of  other  men.  The  gummy  stuff  that 
came  from  Brazil  was  like  suet  in  hot 
weather  and  like  iron  in  cold.    The  thmgs 


how  long  to' heat  it.  Step  by  step  the 
thing  goes  on  to  the  time  when  he  finds 
that  he  can  mix  cotton  fibers  with  rubber 
and  make  cloth. 
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ity      He   records   the  gift   of  a  barrel   of 
flour  at   a  time   when  he   had   walked   10 
miles  to  ask  financial  succor  for  his  nome, 
where    there    was    neither    fire    nor    food. 
He  tells  of  meeting  a  much  .Ireadcd  cred- 
i„,r   on    the   street    an<l   "1    his    gratitude 
when  a  further  loan  was  -tTered.   He  even 
tollerted  and  sold  at  auction  his  children  s 
-cho,,l  books,  which  brought  him  $3  and 
,.nal>1ed   him   to   go   on    with   his   exper!- 
nunt..      He   was    repealolly   thrown   mto 
prison   f..r   <lebt.   and   wrked   there   wUh 
bench    and    tools    to    send    money    to    his 
family       His   wife   wove   and   sold   linen. 
l-Vicnds  reproached  him  for  neglecting  his 
faivilv  while  he  went  on  and  on  and  then 
Mill  .'.n  with  the  experiments  that  sceme.l 


Goodvear  made  were  thrown  back  on  his 
hands  in  a  state  of  dissolution.     The  ob- 
stinate stuff  stuck  his  workman  fast  to  the 
bench  when  he  thought  he  had  overcome 
its   stickiness.     It   was   by   a  merely   inci- 
dental act,  apparently,  that  he  discovered 
what  nitric  acid  would  do  to  the  surface 
of  the  rubber,  and  then  again  through  a 
dream   of  one   of  his   assistants  that   the 
idea   of   sulphurization    under   solar   heat 
came  to  him.    After  tliis  he  one  day  hap- 
pened  to  touch   a  hit   of   the   sulphurized 
rubber  to  the  hot  stove  and  to  his  aston- 
islunent    saw    that    it    charred    instead   of 
melted.     This  was   the   beginning,  of  the 
end      S,,on  after  we  see  him  heating  his 
rubber    in    his    wife's    oven    till    he   knew 


Shipbuilding  on  the  Clyde. 

We  have  been  hearing  much  about  de- 
pression in  business  lately  and  our  ship- 
building has  been  far  from  prosperous, 
but  a  very  different  account  comes  from 
Glasgow,  Scotland.  An  article  in  the 
Glasgow  Herald  says: 

"As  a  shipbuilding  center  the  Clyde  still 
leads  the  world.  In  the  year  just  ended 
it  has  far  surpassed  all  its  previous  re- 
cords of  tonnage  and  horse-power.  The 
year  1912  was  the  best  ever  then  known 
on  the  Clyde,  but  the  year  1913  shows  an 
increase  of  nearly  20  per  cent,  on  the 
work  of  the  previous  twelve  months.  The 
figures  are  astonishing.  The  Clyde  yards 
have  launched  374  vessels  with  a  tonnage 
of  764.784  and  an  indicated  horse-power 
of  1.117,490.  Our  twenty  miles  of  river 
have  produced  more  than  a  third  of  the 
whole  tonnage  built  in  the  United  King- 
dom in  1912,  and  more  than  a  fifth  of  the 
whole  new  tonnage  of  the  world  in  that 
year. 

••There  are  a  few  yards  in  England  and 
Germany  that  are  larger  than  any  to  be 
seen  on  the  Clyde,  but  we  have  a  greater 
number  of  large  and  busy  yards  than  are 
to  be  found  in  any  other  part  of  the  wold. 
The  Clyde  alone  builds  more  ships  than 
Germany,  and  probably  twice  as  many 
ships,  reckoned  in  tonnage,  as  America. 

"We  need  only  call  attention  to  the  cen- 
tral  fact  that  the  Clyde's  great  industry 
has,    in    the    year    now    closing,    become 
greater  still.     The  yards  have  built  every 
kind  of  vessel,  from  H.M.S,  Tiger  down 
to    a   destroyer,   from   the   Cunard   A(]ut- 
Iniiia.  largest  of  British  vessels,  down  to 
whole  fleets  of  dredgers  and  launches,  and 
customers  have  come  from  every  part  of 
the  world.     It   is,  however,  important  to 
note  that  a  third  of  the  vessels  launched, 
representing  70  per  cent,  of  the  tonnage, 
were    screw    steamers,    and  that  most  of 
these  are  cargo  tramps,  the  unpretentious 
carriers  of  the  bulk  of  the  world's  com- 
merce.   The    Clyde   profits    much    by    its 
numerous  orders  for  warships,  but  these 
after  all   form  only   a   small   part  of  the 
Clyde's    work.     Our    shipbuilders    depend 
mainlv    on    the    commercial    shipowners, 
and  the  industry  is  solidly  based  on  the 
requirements  of  trade,  not  of  war.    There 
is  nothing  abnormal  in  the  year's  output. 
Though   it  is  by   far  the  largest   yet  re- 
corded  it    represents   the   cumulative   ef- 
forts of  the  two  generations  of  enterprise 
skill,  and  hard  work  which  have  made  the 
Clyde  what  it  is." 


The  Great  Western  Railway  Com- 
pany has  put  in  service  two  experimental, 
fireproof  trains,  each  consisting  of  four 
cars. 
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Elements  of  Physical  Science 

By  JAMES  KENNEDY 


INTRODUCTORY. 

In  rtsuming  the  publication  of  a  series 
of  articles  on  the  Elements  of  Physical 
Science,  it  need  hardly  be  stated  that  while 
there  are  a  number  of  excellent  works 
treating  on  the  subject,  many  of  them 
have  not  met  with  as  much  popular  favor 
as  they  inight  have  done  had  the  matter 
been  presented  in  a  simpler  form.  The 
learned  are  largely  given  to  showing  off 
their  learning,  just  as  some  millionaires 
exhibit  their  wealth.  The  popular  mind 
does  not  take  pleasantly  to  either.  A 
long  experience  among  railroad  men  has 
taught  us  that  there  is  nothing  to  be 
gained  by  clothing  the  commonplace  of 
their  life  work  in  scientific  jargon.  Clear- 
ness should  be  the  aim,  and  the  popular 
favor  with  which  our  efforts  in  this  direc- 
tion has  been  received  is  the  best  proof 
that  our  work  has  been  appreciated. 

While  the  sections  published  from 
month  to  month  will  be  separate  and 
complete,  it  will  be  of  especial  interest, 
and,  we  hope,  benefit  for  our  readers  to 
begin  with  the  beginning  of  the  new  series 
and  follow  the  subject  from  month  to 
month. 

I.     MATTER  AND  FORCE. 

Matter  is  that  substance  which  is  per- 
ceived by  the  senses  and  occupies  space, 
and  may  be  said  to  be  divided  into  sub- 
stances of  which  earth,  water  and  air  are 
the  chief  varieties.  All  portions  of  mat- 
ter of  whatever  size  or  structure  are 
called  bodies.  The  constant  change  of 
form  in  substances  is  caused  by  force, 
and  whatever  acts  on  a  body  producing  a 
change  in  the  form  of  that  body,  or  a 
change  in  its  relation  to  other  bodies,  is  a 
force.  Heat,  electricity  and  light  are  thus 
called  forces.  All  the  phenomena  in  the 
material  universe  are  produced  by  force. 

Bodies  are  said  to  be  solid  when  their 
particles  have  the  quality  of  cohesion,  and 
offer  resistance  to  impressions  or  penetra- 
tion by  other  bodies.  A  body  is  said  to  be 
liquid  when  the  element  of  cohesion  is  so 
slight  that  the  particles  move  freely 
around  each  other  and  offer  little  resist- 
ance to  penetration  by  other  bodies.  Thus 
gases  and  vapors  are  said  to  be  aeriform 
and  have  the  quality  of  diffusion,  but  in 
a  general  way  liquid  and  aeriform  bodies 
arc  classified  as  fluids.  It  may  be  re- 
marked that  the  same  substance  may  ap- 
pear under  different  circumstances  in  all 
of  these  forms.  Thus  water  is  a  liquid, 
but  when  frozen  it  becomes  ice  and  as- 
sumes a  solid  form,  and  when  exposed  to 
heat  it  is  converted  into  steam,  which  is 
aeriform. 

All   bodies   are   distinguished   either  as 


simple  or  compound,  simple  bodies  being 
those  that  cannot  be  resolved  into  more 
than  one  element.  Compound  bodies  con- 
sist of  matter  that  can  be  resolved  into 
more  than  one  element,  as  air  or  water, 
which  are  each  composed  of  two  gases. 
The  simple  bodies  are  being  added  to 
from  time  to  time  by  reason  of  scientific 
discoveries.  Among  these  about  sixty  are 
metallic  bodies  and  are  distinguished  by 
a  peculiar  lustre.  The  remainder,  less 
than  twenty  in  number,  are  classified  as 
non-metallic  elements.  It  may  be  noted 
that  the  simple  substances  are  extremely 
rare,  nearly  all  substances  in  nature  being 
compound,  while  some  of  the  simple  sub- 
stances are  so  rare  that  their  properties 
are  not  fully  known,  the  compound  bodies 
forming  the  vast  bulk  of  the  substances 
of  the  universe.  The  consideration  of 
simple  substances  belongs  to  the  science 
of  chemistry.  What  is  known  as  chemical 
affinity  may  be  said  to  be  the  force  that 
produces  compound  substances.  This 
mysterious  affinity  exists  only  between 
certain  substances.  The  science  of 
natural  philosophy  treats  of  the  properties 
and  laws  of  matter,  and,  briefly  stated, 
may  be  said  to  be  a  search  for  truth  in 
the  material  world. 

11.     PROPERTIES   OK    MATTER. 

Certain  properties  are  inlicrcnt  in  every 
particle  of  matter.  Some  are  common 
to  all  bodies,  and  are  called  universal 
properities  of  matter.  Others  are  allied 
to  certain  substances  only  and  are  known 
as  accessory  properties. 

The  universal  or  general  properties  of 
matter  are  compressibility,  divisibility, 
expansibility,  extension,  figure,  gravita- 
tion, impenetrability,  indestructibility,  in- 
ertia, mobility  and  porosity.  The  chief 
accessory  properties  are  adhesion,  brittle- 
ness,  cohesion,  ductilitj-,  elasticity,  hard- 
ness, malleability  and  tenacity. 

Compressibility  and  expansibility  are 
the  opposite  of  each  other,  and  both  fol- 
low from  porosity.  I  he  particles  of 
bodies  do  not  everywhere  touch  each 
other,  and  force  will  bring  them  closer 
together,  as  in  the  case  of  a  sponge.  If 
the  pores  are  made  larger,  as  is  the  case 
by  heating  some  bodies,  the  size  of  the 
body  is  increased. 

Divisibility  is  that  quality  which  renders 
a  body  capable  of  being  divided.  It  is 
claimed  that  there  is  pr.ictically  no  limit 
to  the  divisibility  of  matter.  Small  par- 
ticles arc  called  atoms,  and  a  fine  illustra- 
tion of  the  divisibility  of  matter  .into, 
atoms  may  be  seen  by  dissolving  a  grain* 
of  copper  in  nitric  acid  and  the  atoms  of 
copper  will  impart  a  blue  color  to  a  gallon 
of  water. 


Extension  is  that  property  of  a  body 
which  has  a  certain  size  filling  a  portion 
of  space.  This  portion  is  called  its  place, 
and  is  distinguished  by  dimensions  em- 
bracing length,  breadth  and  thickness. 
Figure  is  allied  to  extension,  the  form  of 
solids  being  permanent,  while  that  of 
fluids  varies,  adapting  itself  to  every  new 
surface  with  which  it  may  come  in  con- 
tact. 

Gravitation  is  a  force  inherent  in  all 
bodies  by  virtue  of  which  they  tend  to 
draw  every  other  body  to  themselves. 
Our  planetary  system  presents  to  every 
enquiring  mind  an  amazing  illustration  of 
this  tremendous  force. 

Impenetrability  is  that  quality  whereby 
bodies  occupy  certain  spaces  to  the  ex- 
clusion of  other  bodies,  and  in  virtue  of 
which  no  two  bodies  can  occupy  the  same 
space  in  the  same  time. 

Indestructibility  is  that  property  which 
renders  a  body  incapable  of  being  de- 
stroyed. All  matter  is  possessed  of  that 
remarkable  quality,  and  while  matter  may 
assume  new  forms  and  even  new  proper- 
ties, it  cannot  cease  to  exist.  It  may  be 
noted  in  this  connection  that  the  apparent 
destructibility  of  matter  as  in  the  case  of 
the  evaporation  of  water  is  not  in  any 
sense  a  loss  of  .water — it  is  merely  a  tem- 
porary changing  of  form,  the  water  falling 
to  the  earth  again  as  soon  as  the  vapor  is 
condensed. 

Inertia  is  that  property  which  renders 
bodies  incapable  of  putting  themselves  in 
motion  or  coming  to  rest  when  in  motion. 
The  heavier  a  body  is  the  greater  is  its 
inertia. 

Mobility  is  that  property  which  renders 
all  bodies  capable  of  being  moved.  All 
bodies  also  possess  the  quality  of  porosity 
in  a  greater  or  less  degree.  The  porosity 
of  water  ia^best  illustrated  by  heating  the 
water,  which  talipes  expansion  or  a  forc- 
ing of  its  particles  farther  apart  from 
each  other.  Although  the  vessel  is  en- 
tirely filled  with  the  heated  water  a 
quantity  of  salt  or  sugar  can  be  slowly 
added  without  causing  the  water  to  over- 
flow, showing  that,  the  salt  or  sug.ir  finds 
a  lodgment  in  the  spaces  between  the 
atoms  of  water. 

Of  the  accessory  properties  of  bodies 
perhaps  the  most  interesting  is  the  varying 
tenacity  of  different  substances.  Experi- 
ments have  shown  that  the  breaking  point 
of  metals  as  tested  on  a  transverse  section 
of  a  square  inch  of  a  number  of  metals 
fs  as  follows :  Cast  steel.  125,000  pounds  ; 
Swedish  iron.  75.000  pounds:  common 
iron,  55,000  pounds;  cast  iron,  19,000 
pounds;  cast  copper,  19,000  pounds;  cast 
tin,  4.800  pounds;  cast  lead,  1,800  pounds 
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First  Year's  Examination. 

{Conliuued  from  page  20,  January, 
1914.) 

Q.  86. — Do  you  consider  it  your  duty 
and  to  your  interest  to  study  how  the  en- 
gine you  are  firing  may  be  handled  in 
such  manner  as  will  result  in  its  perform- 
ing the  full  service  it  is  equal  to  without 
accident  or  delay  at  the  lowest  possible 
cost,  as  respects  the  fuel,  oil  and  other 
supplies  furnished  for  its  maintenance 
and  use  in  service? 

A. — Yes,  it  is  my  duty  to  perform  my 
duties  in  the  most  economical  manner. 

Q.  87. — Do  you  consider  it  to  your  in- 
terest to  cheerfully  comply  with  all  the 
orders  issued  by  your  superiors? 

.A.— Yes. 

Q.  88. — Do  you  realize  that  your  service 
as  a  fireman  is  merely  a  period  of  appren- 
ticeship for  the  position  of  locomotive  en- 
gineer, and  that  it  is  necessary  for  you 
to  familiarize  yourself  with  all  the  parts 
of  an  engine,  and  the  duties  of  an  en- 
gineer, so  that  when  needfcd  you  will  be 
prepared  for  promotion  and  the  success- 
ful performance  of  the  duties  of  an  en- 
gineer? 

A. — Yes. 

Q.  89. — Will  you  make  a  conscientious 
effort  to  learn  the  locomotives  on  this 
road  and  the  modern  methods  pertaining 
to  the  successful  and  economical  manage- 
ment of  them? 

A.— Yes. 

Q.  90. — How  can  you  best  learn  the 
latest  and  most  modern  methiuls  in 
handling  and  care  of  the  locomotive  and 
its  attachments? 

A. — By  studying  the  best  books  written 
on  the  locomotive  and  its  attachments  and 
studying  the  engine  from  what  I  learn  in 
the  books  and  by  helping  the  engineer  do 
his  work  on  the  engine  while  out  on  the 
road. 

Q.  91. — Do  you  use  into.xicating  liquors 
or  frequent  places  where  it  is  sold? 

A.— No. 

Q.  92. — Name  the  different  parts  of  the 
air  brake  on  a  locomotive? 

A. — The  air  pump,  discharge  pipe,  main 
reservoir,  main  reservoir  pipe,  automatic 
brake  valve,  independent  brake  valve. 
equalizing  reservoir,  feed  valve,  reducing 
valve,  duplex  air  gauge  number  one,  du- 
plex air  gauge  number  two,  pump  gov- 
ernor, distributing  valve,  reducing  valve, 
brake  pipe,  double-heading  cock,  brake 
cylinders,  brake  cylinder  pipe,  brake 
cylinder  cutout  rocks,  distributing  valve 
supply  pipe  and  cutout  cock,  non-return 
check  valve  with  strainer,  air  signal  pipe. 


reducing  valve  pipe,  feed  valve  pipe,  dead 
engine  feature  with  cutout  cock  and  non- 
return check  valve  and  strainer,  release 
pipe,  application  cylinder  pipe,  angle  cocks 
and  the  necessary  hose  connections  for 
the  various  pipes,  and  the  pipe  connec- 
tions to  governor,  gauges  and  the  equal- 
izing reservoir,  and  the  choke  fittings  in 
pipes  to  the  equalizing  reservoir,  engine 
truck  and  tender  brake  cylinders,  brake 
beams,  brake  heads,  brake  shoes  or  liners, 
brake  levers  and  tlie  rods  connecting  them. 

Q.  93. — What  is  the  air  pump  for? 

A. — To  compress  air  for  use  in  the  air- 
brake and  air  signal  systems. 

Q.  94. — What  is  the  main  reservoir  ior'^ 

A. — Tu  store  the  compressed  air  for 
use  in  tlie  air  system  as  it  is  compressed 
by  the  pump. 

Q.  95. — Why  arc  the  main  reservoirs  on 
most  locomotives  in  two  parts? 

A. — For  convenience  in  storing  a  large 
volume  of  air  without  having  the  reser- 
voir in  the  way,  and  to  cool  the  air  as 
much  as  possible  before  it  passes  into 
the  air  system. 

Q.  96. — What  other  air  brake  parts  are 
used  i.m  engines  not  equipped  with  the 
!■:.  T.  brake:-' 

A. — ;\n  auxiliary  reservoir  and  triple 
valve,  with  the  necessary  pipe  connec- 
tions. 

Q.  97, — What  does  the  triple  valve  do? 

.\. — It  charges  the  auxiliary  reservoir, 
applies  and  releases  the  brake. 

Q.  98. — What  is  the  auxiliary  reservoir 
for? 

.'V. — To  carry  a  supply  of  air  sufficient 
to  apply  the  brake  on  the  vehicle  to  which 
it  is  attached. 

Q.  99. — Where  is  the  air  taken  from 
that  is  used  in  the  brake  cylinders  on 
engines   equipped   with   the   E.   T.   brake? 

A. — It  is  passed  from  main  reservoir 
into  the  brake  cylinders  by  the  distribut- 
ing valve. 

Q.  100.— What  other  type  of  brake  is 
used  on  many  locomotives,  besides  tlie 
aiUomatic  brake' 

,\. — The  straight  air  brake. 

(J.  101. — For  what  jjurpose  is  tlie  cutout 
cock  placed  on  a  branch  of  the  brake  pipe 
in  tile  liack  cab  of  the  double  cab  locomo- 
tives? 

,\, — To  be  used  bv  the  fireman  to  stop 
the  train,  in  case  of  emergency  when  it 
is  impossible  to  communicate  with  the 
engineer,  and  a  stop  is  necessary  to  avoid 
an  accident. 

Q.  102. — How  should  an  engine  be 
liandled  on  the  ash  pit  to  avoid  or  pre- 
vent injury  to  the  firebox  and  flues? 

.■\ — The    air    pump    throttle    should    be 


closed  and  the  blower  worked  just  enough 
to  keep  the  gases  from  coming  back  out 
of  door  and  the  fire  cleaned  as  quickly 
as  possible,  fresh  fuel  added  and  the  door 
closed  at  once,  the  injector  should  not  be 
worked  while  cleaning  the  fire  nor  until 
the  fire  is  burning  brightly  again. 

Q.  103, — Why  should  the  air  pump 
throttle  be  closed  and  the  pump  stopped 
while  cleaning  the  fire? 

.\. —  lo  avoid  the  forced  draft  which 
would  draw  cold  air  through  the  flues  and 
to  prevent  cinders  and  dust  from  the 
ashes  being  drawn  into  the  air  cylinder 
of  the  pump,  where  it  would  do  harm. 

Q.  104. — Do  you  understand  that  the 
engineer  is  responsible  for  the  work  done 
by  the  fireman,  and  that  the  fireman  is  to 
be  instructed  by  his  engineer? 

.'\.— Yes. 

Q.  105. — In  case  of  an  emergency,  such 
as  a  bursted  flue  or  hole  in  the  boiler 
which  will  let  the  water  out,  or  failure 
of  injectors  and  water  becoming  low, 
what  should  be  done? 

A. — The  fire  should  be  drawn  or  killed. 

Q.  106. — How  can  you  kill  the  fire 
quickly? 

A. — By  covering  the  stack,  closing  the 
dampers  and  door  and  putting  the  blower 
to  work. 

Note. — By  covering  the  stack  the  draft 
will  be  stopped  and  no  oxygen  be  drawn 
up  through  the  fire.  By  putting  the  blower 
to  work  the  gases  in  front  end  resulting 
from  combustion  will  be  forced  back  into 
the  firebox  where  they  will  be  deadly  to 
the  fire,  for  without  oxygen  there  can  be 
no  fire. 

Q.  107. — What  is  an  injector?  What  is 
it  used  for? 

A. — An  injector  is  a  device  for  forcing 
water  into  a  steam  boiler  against  a  pres- 
sure greater  than  that  which  is  affording 
the  power.  It  is  used  to  supply  water  to 
the  boiler  as  it  is  needed. 

Q.  108,— What  two  different  kinds  of  in- 
jectors are  used  on  locomotives? 

A. — The  non-lifting  type  which  is  placed 
below  tlie  water  supply  and  has  the  water 
running  into  it  from  the  force  of  gravity, 
or  the  natural  tendency  of  a  fluid  to  seek 
a  lower  level.  The  lifting  type  which  is 
placed  above  the  body  of  water  and  is  so 
constructed  that  it  raises  the  water  up 
into  it. 

Q.  109, — What  is  a  lubricator  and  its 
use? 

A. — The  lubricator  is  a  (ievice  used  to 
feed  oil  to  the  steam  chests  and  the  steam 
cylinders  uniformly  as  it  is  needed, 

Q,  110— What  should  the  fireman  be 
sure  to  tlo  after  taking  water  each  time? 
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.-\. —  lie  should  be  sure  to  close  the  man- 
hole to  tank  so  that  cinders  and  fine  coal 
cannot  get  down  into  the  water  tank  and 
perhaps  stop  the  feed  pipe  to  injector,  or 
damage  the  injector  itself. 

Q.  111. — Why  should  the  fireman  ac- 
company the  engineer  while  he  is  making 
the  inspection  of  engine,  reporting  the 
work  needed,  registering  arrival  and  mak- 
ing out  the  time  tickets  for  trip? 

A. — Because  he  will  learn  the  names  of 
the  parts  of  the  engine  during  the  inspec- 
tion, learn  how  to  properly  report  the 
necessary  work,  register  his  arrival  in  the 
proper  manner,  make  out  tim.e  ticket  and 
delay  reports  as  they  should  be,  receiving 
the  practical  education  necessary  for  his 
future  vocation  in  life  as  a  locomotive 
engineer. 


Trainmen   Working   More   Than   Legal 
Limit. 

There  is  considerable  absurdity  in  the 
law  which  prohibits  railroad  companies 
from  working  trainmen  more  than  six- 
teen continuous  hours,  but  most  of  the 
companies  aflfected  try  to  obey  the  law 
although  it  causes  much  inconvenience  in 
train  operating. 

The  last  Interstate  Commerce  Commis- 
sion report  tells  that  on  269  railroads, 
the  chief  railroads  in  the  country,  the 
aggregate  number  of  reported  instances 
in  which  employees  in  train  service  were 
on  duty  during  the  year  for  longer  periods 
than  sixteen  consecutive  hours  was  261,332 
cases,  and  of  this  number  more  than 
79.000  were  recorded  by  four  railroads. 
'Ibis  indicates  loose  details  of  manage- 
ment on  the  part  of  the  railroads  at  fault. 

An  analysis  is  given  of  the  primary 
contributing  causes  of  delays  responsible 
for  excess  service'.'  Prom  this  analysis 
it  appears  that  '"derailments"  have 
afforded  the  most  prolific  cause  of  excess 
service  as  to  trainmen  on  duty  more  than 
sixteen  consecutive  hours,  88,317  cases 
being  attributed  by  the  carriers  to  that 
generic  cause.  In  33.360  instances  the  de- 
lays were  due  to  coupler  and  drawbar  de- 
fects, while  17,753  cases  were  attributable 
to  miscellaneous  car  defects  other  than 
those  affecting  coupling  mechanisms. 
Landslides,  high  water  and  fire  were  re- 
ported by  the  carriers  involved  as  respon- 
sible for  17,985  cases,  and  congestion  of 
traffic  resulted  in  13,812  employees  exceed- 
ing the  sixteen-hour  period  of  service. 
In  10,620  instances  the  explanation  offered 
by  the  carriers  has  been  with  reference 
to  track  defects  and  obstructions  not  re- 
sulting in  collisions  or  derailments,  while 
9.910  cases  were  due  primarily  to  collis- 
ions. 

Under  the  heading  of  "engine  delays," 
15,507  instances  of  excess  service  were 
reported  as  attributable  to  miscellaneous 
mechanical  defects,  while  other  engine  de- 
lays usually  incident  to  the  operation  of 
trains  were  responsible  for  nearly  10.000 
additional  cases. 


"It  is  believed  that  the  carriers  involved 
will  concede  to  the  commission's  analysis 
of  their  respective  reports  such  a  degree 
of  attention  as  will  enable  them,  by  ap- 
prising themselves  of  the  preventable 
causes  of  excess  service,  to  eliminate  the 
majority  of  instances  in  which  employees 
heretofore  have  been  permitted  or  re- 
quired to  remain  on  duty  for  longer 
periods  than  sixteen  consecutive  hours, 
and  it  is  confidently  expected  that  the 
volume  of  such  cases  reported  during  the 
fiscal  year  ending  June  30,  1914.  will  show 
a  material  reduction." 


Petition  on  the  Baltimore  &  Ohio. 

Employes  of  the  Baltimore  &  Ohio 
Railroad  at  Newark,  Ohio,  arc  circu- 
lating a  petition  to  the  Interstate  Com- 
merce Commission,  asking  tha"!  the 
application  of  the  eastern  railroads  for 
an  increase  in  freight  rates  be  granted. 
The  petition  is  being  circulated  in 
business  circles,  sliippers,  merchants, 
jobbers,  buyers,  public  officials,  pro- 
fessional men  and  others,  showing  a 
willingness  to  sign  it.  Several  hun- 
dred names  have  been  affixed  to  the 
document. 

The  petition  is  being  circulated  on 
the  initiative  of  the  railroad  men  them- 
selves and  has  the  endorsement  of  all 
classes  of  employes. 

The  communication  to  the  Interstate 
Commerce  Commission  sets  forth  that 
the  application  of  the  railroads  is  be- 
lieved to  be  wholly  within  reason,  in 
\  ievv  of  the  concessions  made  during 
recent  years  to  employes,  the  higher 
cost  of  material  and  supplies  and  other 
items  of  expense  liaving  to  l)e  met. 
It  also  points  out  that  both  freight 
and  passenger  rates  have  been  raised 
on  foreign  roads  while  during  the  same 
period  in  this  country  many  of  the 
rates  have  been  reduced. 

"The  undersigned  urgently  solicit 
your  favorable  consideration  of  the  re- 
quest for  an  increase  in  freight  rates," 
reads  the  petition,  "in  order  that  rail- 
road facilities  may  be  developed  to 
meet  the  demands  of  constantly  in- 
creasing traffic." 


Stop  Signal  Control  Safety  Device. 

A  device  designed  to  i)revent  a  train 
from  running  past  a  block  signal  set 
against  it  was  tested  last  month  on  the 
southern  division  of  the  Long  Island  Rail- 
road, running  from  Jamaica  to  Far  Rock- 
sway.  Present  at  the  test  were  Thomas 
T.  Chaloner,  a  chauffeur,  the  inventor  of 
the  device ;  E.  M.  Weaver,  Chief  Engineer 
of  Maintenance  of  Way  of  the  railroad ; 
engineers  from  the  New  York,  New 
Haven  &  Hartford,  the  Northern  Pacific 
and  other  railroads,  and  two  representa- 
tives of  the  Public  Service  Commission, 
besides  several  press  representatives.     All 


present  expressed  themselves  as  satisfied 
with  the  tests. 

A  special  train  made  up  of  four  cars 
was  used.  On  the  first  trial  the  train  was 
run  at  a  speed  of  about  thirty  miles  an 
hour.  As  it  passed  the  signal  a  long 
metal  arm  connected  with  the  air  brake 
lever  and  extending  through  the  roof  of 
the  last  car  came  in  contact  with  a  cross 
piece  of  steel  hung  at  the  top  of  a  sup- 
porting post.  As  the  arm  struck  the  cross 
piece  the  air  brakes  were  automatically 
set,  and  the  train  stopped  within  750  feet. 

On  the  second  trial  the  train  was  run 
at  forty-five  miles  an  hour,  and  was 
stopped  within  900  feet.  On  the  last  trial 
the  speed  was  between  fifty  and  fifty-five 
miles  an  hour,  and  the  train  was  stopped 
in  about  1,200  feet. 

The  device  is  simple  in  construction  and 
is  not  expensive  to  install.  Its  inventor 
claims  that  it  cannot  be  affected  by  snow, 
ice  or  sleet,  and  will  stop  a  train  even  if 
the  engineer  fails  to  observe  a  danger 
signal.  It  can  be  attached  to  any  system 
of  semaphores  used  on  railroads  of  this 
countr)'. 

The  general  idea  of  llie  invention  is  not 
unlike  the  automatic  tripping  stop  used 
in  the  subway,  but  it  is  overhead  and 
may  be  used  either  on  roads  using  steam 
locomotives  or  on  those  that  have  been 
electrified. 


Measuring  the  Heat  Sent  Out  by  Stars. 

At  the  last  meeting  of  the  Franklin 
Institute  of  Philadelphia,  the  subject 
presented  for  discussion  was  "The  Heat 
Received  by  the  Earth  from  Stars  and 
Planets."  In  this  lecture  an  account  was 
given  of  experiments  carried  on  at  the 
Yerkcs  Observatory  in  the  summer 
months  of  1898  and  1900,  directed  toward 
detecting  and,  if  possible,  measuring  the 
heat  received  from  the  stars  Arcturus  and 
Vega  and  the  planets  Jupiter  and  Saturn. 
The  apparatus  and  the  experimental 
methods  and  the  results  obtained  were 
described  and  lantern  slides  shown. 

It  appears  to  us  that  scientists  are 
falling  very  short  of  subjects  worthy  ol 
investigation  when  they  devote  protracted 
energy  to  finding  out  the  amount  of  heat 
transmitted  by  far  away  stars.  Xo  useful 
l)urpose  could  possibly  be  made  of  the 
knowledge  obtained. 


-About  10  per  cent,  of  the  locomotive 
equipment  on  fairly  prosperous  railways 
is  out  of  ser\'ice  undergoing  repairs. 
About  2  per  cent,  of  the  repairs  can  be 
done  in  roundhouses,  so  there  ought  to 
be  eight  stalls  in  the  back  shop  for  every 
100  locomotives  belonging  to  the  road. 


The  National  Railway  .Appliances  .As- 
sociation is  sending  out  a  series  of  bulle- 
tins regarding  the  exhibition  in  Chicago, 
March  16-20.  These  bulletins  have  al- 
ready stirred  up  considerable  interest. 
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General  Foremen's  Department 


The   Coming   Convention. 
Every   efTort   is  being  made  by  officers 
and  members   of   tlie   General   Foremen's 
Association  to  make  the  next  convention, 


■i  to  the  railway  comjjany  who  sends 
f  representatives  tu  their  meetings,  and 
r>  superintendent  of  motive  power  and 
ster  mechanic  should  have  in  his  pos- 


.Subjects  for  the   1913  convention; 

1.  Maintenance  of  the  superheated  lo- 
comotive. 

2.  Engine  house  efficiency. 

3.  Shop  schedules. 

4.  Driving  box  work. 

Subjects   for  the    1914  convention: 

1.  Engine  house  efficiency. 

2.  Cylinders,  pistons,  cross-heads,  guides 
and  valves. 

3.  The  practice  and  methods  of  main- 
tenance and  repairs  tn  the  airbrake  and 
its  appurtenances. 

4.  Autogeneous   welding. 
Subsidiary  papers: 

1.  The  Taylor  system. 

2,  Railroading  at   a  higli   altitude. 

Tliis  latter  paper  is  by  J.  W.  Scott,  lo- 
comotive superintendent  Southern  Rail- 
ways of  Peru,  La  Paz,  Bolivia. 


to  be  lield  in  Chicago  July  14,  15.  16,  17, 
1914,  the  most  successful  in  point  of  at- 
tendance ever  held  by  this  rapidly  grow- 
ing organization. 

The  superintendent  of  motive  power  and 
the  master  mechanic  of  today  is  looking 
to  his  general  and  shop  foreman  to  work 
out  the  details  of  sho])  and  roimdhouse 
management  in  order  tliat  he  may  develop 
his  talents  along  tlie  lines  of  ojieration. 
which  in  tlie  past  has  been  handled  ex- 
chisively  I)y  the  transportation  officials. 

The  mechanical  railway  official  wlto 
does  not  take  advantage  of  his  position 
and  in(|iiire  and  keep  posted  on  matters 
other  than  those  of  a  mechanical  nature, 
soon  watches  the  procession  pass  him  and 
sometimes  wonders  how  it  all  Iiappened. 
Consequently  the  general  and  sliop  fore- 
men are  taking  over  many  of  tlie  shop 
duties  and  resp^iusibilities  formerly  lian- 
illed  by  superintendents  of  motive  pow-cr 
and  master  medianics.  Tlie  liest  men  in 
any  line  of  business  to(biy  are  tliosc  ulio 
profit  by  the  experience  of  others. 
.•\wkwaril,  inefficient  or  ill-directed  move- 
ments of  men,  however,  leave  notliing  Init 
wasted  efforts. 

The  General  Foremen's  .Association  lias 
within  its  membership  tlie  men  who  are 
continually  <m  the  firing  line  of  mechan- 
ical progress.  The  papers  read  and  dis- 
•cussed  are  worth  manv  thousands  of  dol- 


session  a  copy  of  tlie  proceeihugs  of  the 
last  general  foremen's  convention,  and  ask 
to  have  his  name  placed  on  the  mailing  list 
of  the  secretary  in  order  tliat  be  mav  have 


Mechanical  Department  Organization. 
Erie   Railroad. 

P.v  R.  S.  AIuUiNCK. 

1  luring  the  past  year,  many  changes 
have  lieeii  made  in  the  mechanical  depart- 
ment organization  of  the  Erie  Railroad, 
:ind  most  of  them  have  been  in  effect  long 
enough  to  clearly  indicate  that  they  were 
wisely  made.  The  four  diagrams  show 
the  present  organization  as  follows: 

1.  The  entire  mechanical  department 
with  the  general  mechanical  superintend- 
ent at  its  head. 
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2-3.  I  lie  two  grand  divisions  ol  the 
locomotive  department,  each  in  charge  of 
a  mechanical  superintendent,  sb.owing  all 
(hvision  master  mechanics. 
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4.  The  car  department  in  charge  of  a 
mechanical  superintendent. 

The  following  officers  report  directly  to 
Ihe  general  mechanical  superintendent : 
Three  mechanical  superintendents,  super- 
intendent of  locomotive  operation,  super- 
intendent of  piece-work  and  apprentices, 
mechanical  engineer,  electrical  engineer, 
general  air  brake  inspector,  general  in- 
spector, consulting  engineers,  special 
agent. 

The  locomotive  department  is  divided 
into  two  grand  divisions,  the  Erie  or  east- 
ern section  and  the  Ohio  or  western  sec- 
tion, each  in  charge  of  a  mechanical  super- 
intendent, the  first  witli  headquarters  at 
Jersey  City,  and  the  second  at  Cleveland. 
See  diagram  Nos.  2  and  3.  Reporting 
to  each  mechanical  superintendent  are  a 
general  foreman  of  boilermakers,  an  in- 
spector of  tools  and  machinery,  and  the 
several  division  master  mechanics.  The 
first  of  these  staff  officers  has  jurisdiction 
over  all  matters  pertaining  to  boiler  work  ; 
and  the  second  has  to  see  that  all  tools  are 
maintained  according  to  the  road's  stand- 
ards and  he  also  has  charge  of  the  installa- 
tion of  machine  tools,  boilers  and  other 
such  details.  The  duties  of  the  master 
mechanics  need  no  conmient. 

The  car  department  with  the  third 
mechanical  superintendent  at  its  head  is 
shown  in  detail  on  diagram  No.  4.  The 
mechanical  superintendent,  whose  head- 
quarters are  at  Meadville,  has  complete 
and  direct  jurisdiction  over  the  three 
■shops  where  all  the  heavy  car  repairs  are 
inade.  namely ;  Xnrth  ralr-rsfin  (passenger 


this  territory.  The  head  of  the  department 
has  charge  of  the  minor  car  repair  points 
through  the  heads  of  the  locomotive  de- 
partment, or  in  other  words,  the  foreman 
of  the  car  department  (F.  C.  D.)  report 
directly  to  the  master  mechanics  and. 
therefore,    all    instruction-;    i-;>;ued    bv    the 


visors  of  locomotive  operation  report 
directly  to  the  master  mechanics  and  their 
duties  are  principally  along  the  lines  of 
fuel  economy,  lubrication,  tools  and  other 
supplies.  The  road  foremen  of  engines, 
who  arc  essentially  in  the  operating  de- 
partment, rc(inrt  tn  the  master  mechanics 


car  department  head  are  transmitted  to 
thetn  through  the  mechanical  superintend- 
ents in  charge  of  the  locomotive  depart- 
ment. This  divided  jurisdiction  is  shown 
by  the  dotted  lines  on  the  diagram. 


•car  repairs),  Kent  and  lUitTald  (,  Ireiglit 
and  passenger  car  repairs),  each  in  charge 
of  a  shop  superintendent,  and  also  over 
the  general  foremati  of  car  repairs  at  Jer- 
sey City,  who  has  charge  of  all  the 
terminal  passenger  car  work  and  that  at 
the  outlying  points  in  tlie  commuter  terri- 
tory as   well   as  the  ireight   car  work   in 


The  supcniHi'iicU-nl  .i  locomotive  opera- 
tion has  direct  jurisdiction  over  the  in- 
spector of  locomotive  service  and  the  fuel 
expert.  The  superintendent  of  locomotive 
operation  and  the  inspector  of  locomotive 
service  have  indirect  jurisdiction  over  the 
supervisors  of  locomotive  operation  and 
the  road  foremen  of  engines.    The  super- 


on  matters  relating  to  the  maintenance  of 
locomotives.  The  fuel  expert  reports  to 
the  inspector  of  locomotive  service  as  well 
as  to  the  superintendent  of  locomotive 
operation.  The  coal  inspectors  are  under 
the  jurisdiction  of  the  chemist,  who  re- 
ports to  the  superintendent  of  locomotive 
operation  on  fuel  matters.  This  con- 
stitutes the  fuel  economy  organization 
and  it  closely  connects  the  mechanical 
and  operating  departments,  thereby  insur- 
ing the  best  results  through  proper  co- 
operation. 

The  superintendent  of  piece-work  and 
apprentices  has  indirect  jurisdiction  over 
the  assistants  to  the  general  foreman  and 
the  instructors  of  apprentices,  who  are  on 
the  master  mechanics'  staffs.  The  assist- 
ants to  the  general  foreman  look  after 
the  piece-work  at  the  several  shops  and 
(he  instructors  of  apprentices  are  in 
charge  of  the  technical  afid  practical  in- 
struction of  apprentices  at  the  shops 
where  schools  have  been  established. 

The  mechanical  engineer  is  located  at 
Meadville.  His  staff  includes  the  Chief 
draftsman,  chemist,  engineer  of  tests  ami 
all  material  and  coal  inspectors. 

The  electrical  engineer  looks  after  all 
electrical  matters,  includin.g  shop  power 
installation  and  electric  lighting  of  pas- 
senger train  cars. 

The  duties  of  the  general  air  brake  in- 
spector are  fully  explained  by  his  title. 

The  general  inspector  has  charge  of  all 
car  department  inspection  and  it  is  among 
his  duties  to  see  that  all  inspectors  of  new 
oinipment  are  conversant  with  the  stand- 
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ards  and  details  called  for  by  tlie  specifi- 
cations. 

The  consulting  engineers  are  car  experts 
and  their  duties  are  self  evident. 

The  special  agent  is  in  charge  of  the 
details  in  connection  with  making  im- 
provements to  insure  safe  working  condi- 
tions at  the  several  locomotive  and  car 
shops.  He  also  keeps  in  touch  with  legis- 
lation concerning  mechanical  department 
matters,  in  order  to  make  sure  that  the 
requirements  are  strictly  adhered  to. 

Since  this  reorganization  has  been  in 
effect,  marked  improvements  in  the 
efficiency  of  the  department  as  a  whole 
liave  been  manifest,  fully  warranting  the 
many  changes  that  were  made. 

Questions  Answered 

Wear   on   Wheel   Flanges. 

1-,  .\.  R,.  Vreka,  Cal,,  writes:  We  have 
two  locomotives,  one  with  three  pairs  of 
drivers,  total  weight  about  SO  tons,  and 
one  with  two  pairs  of  drivers,  total  weight 
about  39  tons.  The  former  has  56-in. 
drivers,  and  the  latter  63-in.  drivers.  The 
flanges  are  wearing  sharp  on  the  rear 
drivers  of  both  locomotives,  and  we  are 
unable  to  account  for  this  as  flange  oilers 
are  used  on  front  drivers  of  both  en- 
gines. Is  there  any  way  to  remedy  the 
trouble  without  turning  down  the  dri- 
vers? If  necessary  to  turn  drivers, 
would  we  have  to  turn  all  of  the  drivers  of 
both  engines?  A. — If  there  are  trucks  at- 
tached and  the  tracks  are  perfectly  central, 
and  the  wedges  working  free  in  the  bo.xes, 
it  is  evident  that  the  rigid  wlieel  base  is 
too  long  for  the  curves  on  the  road. 
Both  engines  require  more  lateral  mo- 
tion. This  would  rectify  itself  in  time  as 
the  boxes  and  wheel  hnlis  gather  lost 
mntion,  which  they  soon  do  in  the  case 
of  excessive  flange  friction.  In  case  of 
turning  the  wheels,  all  of  the  wheels  must 
be  turned  to  the  same  diameter  of  tread. 
It  may  be  added  that  in  all  locomotives 
the  back  outside  wheel  shears  hard 
against  the  rails  exerting  an  outward 
pressure.  The  exact  amount  of  this 
pressure  has  not  been  fully  determined. 
It  would  be  interesting  to  attach  a  flange 
lubricator  to  the  back  wheels  and  mark 
the  results. 


Defective   Car   Heating. 

I".  B.,  Waterbury,  Conn.,  asks: — If  the 
s learn  heat  gauge  on  engine  registers  the 
proper  pressure  and  cars  are  not  being 
heated  properly,  what  is  the  best  method 
of  locating  the  trouble?  A. — It  being  as- 
sumed that  the  steam-heat  gauge  is  in 
good  working  condition,  the  best  metlmd 
of  ascertaining  the  trouble  is  to  go  to 
the  rear  of  the  tender  and  examine  the 
train  pipe  valve  and  see  that  it  is  wide 
open,  as  it  should  be,  and  that  steam  is 
being     delivered    to    the     coaches    at   that 


point.  Then  examine  each  coach  sep- 
arately from  front  to  rear  to  see  that 
the  train  pipe  valves  are  in  proper  posi- 
tion. .\ftcr  the  above  course  has  been 
pursued  and  the  trouble  still  continues  the 
train  pipes  will  likely  be  found  clogged  at 
some  point.  The  particular  coach  having 
the  defect  may  be  located  by  examining 
each  from  front  to  rear  of  train,  noting 
the  first  one  operating  unsatisfactorily. 


Injector   Troubles. 

L.  E.  W.,  Brockwayville,  Pa.,  writes : 
(1)  Please  explain  why  an  injector  will 
not  work  with  hot  feed  water.  (2)  Two 
boilers  of  same  capacity  and  working  con- 
ditions, one  carries  100  pounds  steam 
pressure,  the  other  200  pounds  ;  which  re- 
quires the  largest  safety  valve?  A. —  (1)  An 
injector  can  only  be  operated  by  a  vacuum 
being  produced  at  the  point  where  the 
steam  and  water  meet.  No  approach  to 
a  vacuum  can  be  effeced  by  water  that 
is  near  the  boiling  point,  as  the  heated 
water  is  readily  vaporized.  About  180 
degrees  is  the  point  where  the  ordinary 
injector  becomes  ineffective.  (2)  On  the 
assumption  that  the  actual  opening  of  the 
lalve  should  be  sufficient  to  discharge  all 
of  the  steam  generated  by  the  boiler,  the 
amount  of  pressure  per  square  inch  is  a 
factor  of  little  or  no  importance  on  the 
calculation.  The  area  of  safety  valves 
is  largely  based  on  the  area  of  grate 
surface  and  not  on  steam  pressures.  The 
best  authorities  differ  somewhat;  for  ex- 
ample, the  United  States  Supervisor's 
Rule  being  to  divide  the  grate  surface  in 
square  feet  by  25  and  the  quotient  will  be 
the  disk  area  of  the  safety  valves.  The 
English  Board  of  Trade  divides  the  grate 
surface  in  square  feet  by  2,  and  takes  the 
quotient  in  square  inches  as  the  disk  area 
'if  the  sal'etv  valves. 


Defective  Brake  Release. 

R.  v.,  -Macon,  Ga.,  writes, — On  a  Pacilic 
engine  furnished  with  H-6  air-brake  equip- 
ment, high  speed  pressures  110  and  130. 
Have  no  end  of  trouble  with  brake  stick- 
ing and  remaining  stuck  for  miles  after 
release  of  other  brake.  Hanging  brake 
is  almost  always  next  to  the  last  car 
cir  seventh  from  the  engine.  The  train  is 
an  eight  coach  all-steel  train.  I  get  to 
full  release  one  or  two  seconds,  and 
then  to  running  position  with  valve  liandlc 
<in  final  release.  I  go  to  running  position 
for  this  final  release  but  my  experience 
is  by  not  going  at  all  to  running  position. 
I  do  not  get  brakes  on  train  to  release  as 
quick  for  a  start.  In  going  to  full  re- 
lease for  a  second  mile  final  release  the 
seventh  car  is  overcharged.  The  brakes 
stick  on  it.  I  am  at  my  wit's  end  to  know 
why  this  occurs  on  the  seventh  car.  Is 
this  some  defect  with  the  car  brake? 
Must  I  keep  out  and  away  from  release 
and  only  go  to  lunning  position?  A.  The 
time  that  the  brake  valve  handle  shouM  be 


allowed  to  remain  in  release  position  when 
making  a  release  of  brakes  depends  upon 
a  number  of  conditions  which  you  have 
not  described.  The  time  of  brake  valve 
handle  in  release  position  when  releasing 
brakes  depends  principally  upon  air  pump 
;ind  main  reservoir  capacity,  type  of  car 
equipments  in  train,  volume  in  brake  pipe 
and  auxiliaries  and  supplementary  reser- 
voirs if  used,  and  the  amount  of  brake 
pipe  reduction  made  previous  to  the  time 
of  release.  .  If  you  are  not  using  full 
release  position  for  over  two  seconds  there 
is  no  danger  of  an  overcharge,  and  espe- 
cially not  on  the  seventh  or  next  last  car. 

Under  conditions  you  mention  this  triple 
valve  should  be  removed  and  tested  be- 
fore you  change  your  style  of  manipula- 
tion, there  may  be  a  leaky  triple  piston 
packing  ring  in  this  valve  that  is  causing 
your  trouble.  If  you  have  a  small  pump 
or  small  main  reservoirs  you  can  stay  in 
release  position  for  a  much  longer  time 
than  2  seconds  without  any  danger  of  an 
overcharge,  try  5  or  6  seconds  if  the 
triple  valve  is  not  found  at  fault. 

Assuming  that  your  brake  equipment  is 
all  right,  the  cause  of  some  rear  brakes 
sticking  may  be  due  to  making  too  light  a 
brake  pipe  reduction,  never  make  less  than 
a  ten  or  twelve  pound  reduction,  if  six 
pounds  stops  the  train  make  the  other  five 
or  six  after  you  have  stopped  or  before 
attempting  to  release. 

In  answer  tn  \our  query,  do  not  at- 
tempt to  release  brakes  on  eight  long  steel 
cars,  with  the  valve  in  running  position ; 
you  could  not  overcharge  the  train  in  two 
seconds,  after  a  12-pound  reduction  if  you 
liad  six  main  reservoirs.  We  would  fur- 
ther advise  that  the  second  movement  to 
release  position  may  be  made  with  a  long 
passenger  train,  in  fact  ue  think  it  is  ad- 
visable, however,  you  should  understand 
that  the  second  movement  to  release 
should  only  produce  a  momentary  flash 
of  air  from  the  main  reservoir  into  the 
brake  pipe  to  insure  that  the  head  brakes 
have  an  equal  chance  to  rlease  if  the 
brake  valve  has  been  in  release  position 
for  more  than  three  seconds. 

We  arc  sure  that  you  will  appreciate  tlic 
fact  that  it  will  be  impossible  to  answer 
your  question  only  in  this  general  way, 
as  you  may  be  handling  double  equip- 
ments on  eight  cars  with  one  9j4-inch 
pump  and  under  this  condition  you  could 
not  e.xpect  anything  else  but  occasional 
troubles  from  stuck  brakes,  but  if  you  will 
try  these  suggestions  and  have  the  stick- 
ing triple  valve  tested  and  repaired,  if 
necessary,  your  trouble  will  no  doubt 
cease. 


Brakes  Sticking. 

P.  E,,  Jacksonville.  Fla.,  writes — I  am 
hauling  an  8  car  all-steel  passenger  train, 
and  am  having  trouble  with  brakes  stick- 
ing, parlieularly  on  the  seventh  or  next  to 
last  car      1  stay  in  release  position  about 
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two  seconds,  then  return  to  running  posi- 
tion, but  the  brakes  hang  on  for  a  time 
after  leaving  a  station,  am  I  overcharging 
the  brake  or  is  it  due  to  defective  equip- 
ment? A.  If  this  trouble  is  only  on  the 
one  car,  the  triple  valve,  and  retaining 
valve  and  pipe,  if  usi-d,  should  be  tested 
and  known  to  be  in  good  condition  be- 
fore you  change  your  method  of  release 
because  if  you  are  releasing  the  sixth 
and  eighth  cars  without  any  difficulty  the 
seventh,  if  not  defective,  should  also  re- 
lease. 

Not  knowing  the  air  pump  and  main 
reservoir  capacity,  or  tlie  type  of  car  brake 
equipments  in  use,  it  would  be  impossible 
to  state  the  time  the  handle  should  re- 
main in  release  position,  for  any  particular 
condition  of  release  but  as  a  general 
proposition,  two  seconds  on  an  8  car 
train  will  not  overcharge  the  brakes  no 
matter  how  large  the  main  reservoir 
volume.  The  reapplication  resulting  from 
an  overcharge  takes  place  on  the  head 
rather  than  the  rear  end,  and  as  you 
understand  the  importance  of  avoiding  an 
overcharge,  we  W'ould  further  suggest  that 
to  avoid,  so  far  as  possible,  trouble  from 
stuck  brakes,  never  make  less  than  a  ten 
or  twelve  pound  brake  pipe  reduction, 
that  is  total  reduction  before  releasing. 
If  a  five  pound  reduction  stops  the  train 
make  another  6  or  7  pound  reduction  after 
the  train  has  stopped,  then  make  the  re- 
lease in  the  usual  manner. 


Primary   and   Secondary   Batteries. 

R.  S.  W.,  Chicago,  writes :  Explain 
what  is  the  difference  between  a  primary 
iiattery  and  a  secondary  battery.  A. — In 
a  primary  battery  the  electric  current  is 
generated  by  chemicals  in  the  cell  itself; 
the  secondary,  or  storage  battery  has  the 
electrical  energy  from  some  outside 
source  chemically  stored  in  the  battery, 
which'  l)ecomes  an  independent  source  of 
current  when  the  charging  source  is 
removed. 


Ohm's   Law. 

.A.  J.  M.,  Boston,  writes :  "What  is 
Ohm's  law?  A. — Ohm's  law  is  the  law 
which  governs  the  relation  between  volts, 
current  and  resistance  in  any  direct  cur- 
rent   electric    system.      The    formula    i.'i 

E 
C  =  —  where  C  =  electric  current,  E  = 

R 
the  voltage  and  R  =  the  resistance.     If 
any   two    are    known,    the    third    can    be 
easilv  obtained. 


Pittsburgh's    Enormous    Use    of    Coal 
and  Coke. 

The  Pittsburgh  district  of  Pennsylvania 
is  the  largest  consumer  of  fuel  in  the 
world,  and  in  magnitude  of  coal  traffic  it 
is  also  pre-eminent.  In  population  Pitts- 
burgh ranks  fifth  among  the  cities  of  the 


United  States,  having  as  "Lireater  Pitts- 
burgh" only  about  one-sixth  that  of  Great- 
er New  York,  but  in  the  consumption  of 
coal  alone  Pittsburgh  nearly  equals  that 
of  the  largest  city  in  the  country.  It  is 
estimated  (no  accurate  date  available) 
that  Greater  New  York  consumes  between 
I8,OIX),000  and  20,000,000  short  tons  of 
coal  annually.  The  Pittsburgh  district  in 
1912,  according  to  Edward  VV.  Parker,  of 
the  United  States  Geological  Survey,  con- 
sumed 17,721,783  tons  of  coal  and  about 
5,000,000  tons  of  coke,  or  a  total  of  about 
22,700,000  sliurt  tons,  over  10  per  cent, 
more  than  all  the  boroughs  of  Greater 
New  York.  Moreover,  Pittsburgh  also 
consumes  millions  of  cubic  feet  of  natural 
gas.  The  total  quantity  of  coal  sent  to 
New  York  harbor  ports  for  local  con- 
sumption, for  bunker  trade  and  for  trans- 
shipment to  coastwise  and  foreign  ports  is 
between  35,000,000  and  40,000,000  sliort 
tons.  In  1912  the  total  coal  business  of 
the  Pittsburgh  district,  including  local 
consumption  and  shipment  East  and  West, 
amounted  to  59,150,179  sliort  tons.  The 
coke  used  and  handled  was  approximately 
14,009,000  tons,  making  a  total  of  about 
73,000,000  tons,  or  nearly  twice  as  much 
as  the  coal  going  to  New  York  harbor. 

The  quantity  of  coal  shipped  by  rail 
and  water  tu  Pittsburgh  and  through 
Pittsburgh  to  points  West  in  1912  was 
43,801,134  short  tons,  an  increase  of  4,160,- 
226  tons  over  1911.  All  of  this  increase 
was  in  rail  shipments,  as  those  by  water 
fell  off  slightly,  about  100,000  tons.  The 
shipments  to  Pittsburgh  were  by  rail, 
7,778,450  tons,  and  by  water,  9,943,333 
tons.  The  shipments  to  points  west  of 
Pittsburgh  were  by  rail,  24,086,001  tons, 
and  by  water,  1,993,350  tons.  The  ship- 
ments from  the  Pittsburgh  district  to 
Eastern  points,  all  rail,  which  do  not  go 
through  the  city,  amounted  in  1912  to 
15,349,045  tons,  against  13,169,866  tons  in 
1911.  The  shipments  of  coke  in  1912  were: 
to  Pittsburgh,  4,962,207  tons;  to  points 
West,  5,684,566  tons,  and  from  the  Pitts- 
burgh district  to  Eastern  points,  3,294,656 
tons. 


Progress  on  the  Quebec  Bridge. 

Work  on  the  bridge  across  the  St.  Law- 
rence River  near  Quebec  was  carried  on 
throughout  the  past  summer  and  autumn. 
Practically  all  of  the  masonry  work  on 
the  piers  is  completed,  and  progress  has 
been  made  in  the  erection  of  the  ap- 
proaches, and  of  the  steel  falsework  for 
the  anchor  spans.  The  steelwork  is  be- 
ing fabricated  in  an  entirely  new  shop  at 
Lachine,  Que.,  built  especially  for  the 
Quebec  bridge  by  the  St.  Lawrence  Bridge 
Co.,  a  newly  organize!  company  holding 
the  Quebec  bridge  contract.  It  has  a 
capacity  of  about  2,000  tons  a  month. 

All  draughting,  designing,  etc.,  for  the 
bridge  is  being  done  at  Lachine  by  the 
St.  Lawrence  Bridge  Co.  under  the  direct 


supervision  of  the  Board  of  Engineers, 
but  when  the  shop  designing  is  completed 
the  whole  oftice  will  be  moved  to  or  near 
the  bridge  site.  When  construction  is 
started  again  in  1914,  it  is  expected  that 
erection  will  be  prosecuted  from  both 
sides  of  the  river  and  that  the  approaches 
will  be  completed  by  the  end  of  next  sea- 
son. No  estimate  is  made  as  to  the  time 
of  completion  of  the  anchor  arms  or  of 
the  entire  bridge. 


Permutite. 
Permutite  is  aluminate-silicates  of  soda 
and  potash.    An  analysis  showed  the  com- 
position  to  l)c  as  follows : 

Silica 43.03% 

.'Vlumina 24,84% 

Potash    3.19% 

Soda   11.59% 

Lime   11% 

Water  17.95% 

The  eliminating  of  scale-making  ma- 
terial is  accomplished  by  filtering  the 
water  through  permutite.  If  the  water 
contains  carbonate  of  lime  and  sulphate 
of  lime,  permutite  acts  by  taking  up  tlie 
lime  and  allowing  the  soda  of  the 
permutite  to  combine  with  the  carbonic 
acid  of  the  calcium  carbonate  and  the 
sulphuric  acid  of  the  calcium  sulphate, 
forming  carbonate  of  soda  and  sulphate 
of  soda;  or  in  other  wards,  it  is  simply 
an  exchange  of  bases  as  the  water  passes 
through  the  filter  of  permutite.  The 
scale-making  material  of  lime  and  mag- 
nesia coming  out  of  the  water,  and  the 
soda  and  potash  going  into  solution. 
After  a  certain  period,  :;  is  necessary  to 
regenerate  the  permutite  which  is  done 
by  allowing  same  to  remain  in  contact 
with  a  salt  solution  for  several  hours. 

The  ma^esia  salts  are  not  as  readily 
removed  by  permutite  as  lime  salts 
(calcium).  The  advantage  of  the  process 
is  the  complete  softening  of  the  water, 
the  adaptabihty  to  work  at  low  tempera- 
tures and  for  waters  not  having  a  con- 
stant degree  of  hardness.  The  water  to 
be  softened  must  be  free  from  suspended 
matter  and  be  neutral  or  slightly  alkaline 
in  reaction. 


Looking  for  Work. 

It  is  very  difficult  at  present  finding 
positions  for  men  as  general  foremen, 
road  foremen  of  engines  or  master  me- 
chanics. We  have  several  excellent  men 
on  our  list  who  would  be  highly  efficient 
mechanical  officials  for  any  railroad  in 
a  position  to  hire  them.  For  instance,  we 
have  one  whose  record  reads :  apprentice 
machinist  four  years,  fireman  three  >cars. 
locomotive  engineer  two  years,  mechan- 
ical foreman  five  years,  general  foreman 
two  years,  master  mechanic  three  years. 
Went  into  outside  business  and  wasted 
accumulated  substance.  Ready  to  begin 
again. 
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Proportions  of  Cylinders  and   Heating 
Surface. 

There  arc  ctrtain  rti|iiirtiiKnts  which 
must  be  made  in  the  ilesiguiiii;  (it  a  !nco- 
ni')iivc  boiler  that  are  frequently  igivircd, 
with  tlic  result  that  trouble  ensues.  Our 
national  tendency  to  take  a  near  cut  to 
the  desired  goal,  to  make  iiil'erior  to  the 
best  do  the  work,  to  fm<i  some  royal  road 
to  learnint,'  that  shirks  lalior  are  very  dau- 
Kerous  tendencies  when  permiltid  to  dom- 
inate boiler  designing. 

'i'be  chief  requirements  of  a  b^.iler  are 
lliat  it  should  be  amjily  strong  in  all  its 
parts  to  withstand  tlic  pressure  t^i  wliicli 
it  will  be  subjected ;  tliat  it  should  provide 
an  abundant  sup|)!y  of  steam  for  llie  en- 
gine lo  be  operated ;  that  it  should  do  the 
steam  making  with  tlie  least  possible  ex- 
penditure of  fuel;  that  it  should  l)e  of 
such  design  as  to  admit  of  repairing 
easily;   and  that   it   should  not  he  siiljject 


to  internal  strains  likely  to  shorten  the 
period  (■!'  its  usefulness.  In  a  general 
wa\  these  requirements  have  been  adhered 
to.  but  great  departures  have  been  in- 
dulged in  principally  with  the  expectation 
of  pr(»:lucing  improvements.  As  one  of 
the  most  iniportaiU  subjects  to  l)e  reported 
i:pon  anil  discussed  at  the  next  Railway 
Master  .Mechanics'  Coinention  will  be 
Design,  Construction  :ind  Inspection  of 
Locomotive  Boilers,  we  think  it  will  be 
reasonable  to  discuss  some  phases  of  mod- 
ern  locomotive   l)oiIer   construction. 

{■"or  years  tlie  proportion  of  heating 
surface  to  grate  area  of  locomotive  boilers 
was  kept  fairly  uniform,  but  .after  a  time 
it  was  discovered  that  the  heating  surface 
of  a  firebox  was  much  more  effectual  than 
the  heating  surface  of  tubes,  and  a  move- 
ment began  to  increase  the  firebox  area 
at  the  expense  of  the  tubes.  From  an' 
engineering  .standpoint  this  was  a  mis- 
take, but  it  was  persisted  in  till  in  some 
c.iscs  the  lirebox  evaporated  a  large 
;!mi'unt  of  the  steam  used  by  the  cyl- 
inders. The  fallacy  went  so  f.ir  tliat  in 
1,^''/  ;i  ri'iiort  was  submitted  to  the  Rail- 
w,i\  -Master  Mechanics'  .\ssociation  on 
The  I 'roller  Ratio  of  Heating  Surface  and 
(irate  Area  to  Cylinder  Volume,  which 
did  much  to  bring  back  designers  of  loco- 
mntive  boilers  to  sound  principles.  .\  few 
years  after  that  report  was  made  public, 
the  writer  prepared  an  aiticle  on  Propor- 
tion of  C>linders.  Grate  Area  and  Heat- 
ing  Surface,  which  reads: 

"  faking  the  piston  displacement,  or  the 
■.p.-ice  swept  through  by  the  piston  at 
each  stroke  of  c\ Under  in  cubic  feet  as  a 
starling  point,  and  di\iding  it  into  the 
iiuniber  of  square  feet  of  grate  area  of  a 
large  number  of  highly  successful  soft 
co.d-burning  engines  h;iving  cylinders 
r.ingiiig  from  17  to  21  ins.  diameter,  I 
lia\e  found  the  average  result  to  be  six, 
that  is  to  say,  the  ])iston  displacement  of 
one  cylinder  in  cubic  feet,  multiplied  by 
six,  gi\es  the  grate  area  of  the  boiler, 
b'or  example,  take  an  engine  having  19 
\  2-I-in.  cylinders.  The  piston  disjilace- 
nuiit  of  one  of  these  is  3.93  cu.  ft.; 
iiiiiltiiil\  ing  tliese  figures  by  6  gives  23.58 
sf|.  ft.  as  the  grate  area  required,  which 
agrees  quite  closely  with  the  best  modern 
practice.  .Xfter  deciding  what  area  of 
grate  is  necessary,  the  length  and  width 
may  be  readily  found,  and  if  the  former 
is  so  long  as  to  be  proliibitive  of  a  box 
between  the  axles,  then  the  box  must  go 
over  the  back  axle  or  axles,  ami  either 
betv.een  or  on  top  of  tlie  engine  frames, 
as  may  be  deemed  most  desirable.  The 
amount  of  heating  surface,  both  flue  and 
firebox,  may  be  obtained  in  a  similar 
way.  Taking  as  before  a  large  number 
of  engines  now  running,  and  dividing  the 
piston  displacement  into  the  number  of 
.square  feet  or  firebox  and  flue  heating 
surface,  the  result  in  the  case  of  the  for- 
mer is  36  and  of  the  latter  370.  Taking 
the    19   X   24-in.   engine   again    as   an   ex- 


ample, and  multiplying  its  displacement, 
3.93  by  36,  we  find  that  141;/  sq.  ft.  of 
firebox  heating  surface  is  required,  and 
3.93  X  370  equals  1,454  sq.  ft.  of  flue  sur- 
face required.  The  design  of  the  engine 
determines  how  long  the  flues  shall  be, 
and  when  once  this  dimension  and  the 
diameter  of  the  flues  to  be  used  are  settled 
upon,  it  is  an  easy  matter  to  find  out  how 
many  ilues  you  will  need  in  the  boiler." 

In  trying  to  make  a  comparison  of  the 
above  calculations  with  the  dimensions  of 
a  modern  locomotive,  w'e  find  that  the  in- 
crease of  dimensions  has  gone  on  so  rapid- 
ly that  the  lowest  cylinder  dimension  we 
can  find  is  20  x  28  ins.  in  a  Mikado  type 
locomotive.  The  displacement  of  one  of 
these  cylinders  is  5  cu.  ft.  U'lien  this 
figure  is  multiplied  by  6,  30  is  the  result, 
which  ought  to  be  the  si/e  of  grate  area, 
but  we  find  the  real  grate  area  of  the 
engine  to  be  41.3  sq.  ft.  Following  the 
s\stem  of  calculations  in  the  above  ex- 
ample, to  find  the  firebox  surface  we  mul- 
tijily  the  piston  displacement  by  36,  giving 
3()  ;<  5  =  180  sq.  ft.  To  figure  out  the 
flue  surface  required  we  have  5  X  370  = 
1,850  sq.  ft.  Modern  practice  has  reached 
away  beyond  these  figures,  for  in  the 
actual  engine  the  firebox  has  158  sq.  ft. 
of  heating  surface,  while  the  area  of  the 
tubes  is  3,008  sq.  ft.  These  figures  would 
indicate  that  the  craze  for  huge  fireboxes 
is  no  longer  moving  designers.  A  variety 
of  other  locomotives  examined  indicate 
that  the  figures  given  are  a  fair  example 
of  modern  practice. 


Abusing  the  Sleeping  Car. 

Canon  Hanna}-,  who  seems  to  be  a  very 
small-bone  English  churchman,  has  been 
assailing  the  .-Xmerican  sleeping  car.  This 
ass  of  a  divine  rushes  into  print,  saying: 

"He  and,  what  is  more  amazing,  she 
will  undress  and  dress  again  in  these 
berths,  which  are  like  large  coffins,  with 
nothing  between  them  and  their  fellow 
passengers  except  a  curtain.  I  do  not 
know  how  the  thing  is  done.  I  cannot  get 
my  trousers  either  ofT  or  on  wlien  I  am 
lying  on  my  side  with  no  chance  of  sit- 
ting up.  Till'  .\mericaii  man  can  and 
does. 

"1  shrink  from  attempting  to  imagine 
what  happens  lo  the  .Xmerican  lady  in  a 
Pullman  sleeping  car.  She  does  not,  as 
a  rule,  protrude  a  leg  through  the  opening 
of  her  curtains;  but  she  docs,  I  am  told, 
get  her  stockings  od." 

When  people  first  begin  using  sleeping 
cars  they  experience  much  inconvenience 
in  dressing  and  undressing,  but  very  little 
practice  overcomes  most  of  the  difficulties. 
.\  railway  car  does  not  lend  itself  to  lux- 
urious bedroom  suites;  but  the  designers 
of  sleeping  cars  have  displayed  extraor- 
dinary ingenuity  in  making  the  best  of  the 
room  at  their  disposal,  and  deserve  praise 
rather  than  blame  for  their  performance. 
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The  writer  has  reposed  in  sleeping  cars 
in  all  parts  of  the  world  and  therefore 
knows  whereof  he  speaks.  The  British 
sleeping  car  is  inore  exclusive  than  the 
American,  but  it  accommodates  fewer 
persons  to  the  cubic  area  of  the  car  than 
American.  The  Continental  sleeping  car 
is  much  inferior  in  every  way  to  that  in 
operation  in  America.  The  question  of 
sleeping  car  accommodation  turns  upon 
what  the  sleepers  are  willing  to  pay.  If 
they  want  room  and  extreme  exclusive- 
ness,  special  cars  are  at  their  disposal.  It 
is  unfair  to  blame  sleeping  car  companies 
for  making  the  best  of  the  space  at  their 
disposal  to  provide  accommodation  that 
can  be  purchased  at  a  nujderate  price. 


Drummers   Object   to    Paying   for   Ex- 
cess Baggage. 

Thirty-live  thousand  business  houses 
and  400,000  commercial  travelers,  repre- 
sented by  the  National  Baggage  Com- 
mittee, filed  with  the  Interstate  Com- 
merce Commission  in  Washington  last 
month  a  petition  for  a  reduction  by  sixty- 
nine  railroads  of  the  rates  at  present  ex- 
acted for  transporting  excess  baggage. 
The  Merchants'  Association  of  New  York 
is  one  of  the  organizations  prominent  in 
the  formation  of  the  committee  and  in 
the  agitation  for  a  reform  which  is  held 
to  have  arguments  in  its  favor  of  a  sim- 
ilar character  to  those  which  compelled 
a  reduction  of  express  rates. 

The  railroads  now  carry  for  each  pas- 
senger who  buys  a  ticket  150  pounds  of 
baggage  without  extra  charge,  assuming 
a  liability  of  not  inore  than  $100  in  case 
of  loss.  For  more  than  150  pounds  they 
generally  make  an  extra  charge  of  one- 
sixth  of  the  passenger  rate  for  each  100 
pounds  of  "excess,"  with  a  minimum 
charge  of  25  cents.  Sotne  States  compel 
an  allowance  of  200  pounds  to  each  pas- 
senger,  and    Canada   allows   300   pounds. 

The  charges  made  for  excess  baggage 
are  by  no  means  onerous,  but  as  the 
drummers  are  all  the  time  working  up 
business  which  increases  the  volume  of 
railroad  freight,  it  would  be  wise  for  the 
transportation  interests  to  lose  a  little  on 
travelers'  baggage. 


Delaware  &  Hudson  Strike. 

The  Delaw-are  &  Hudson  Railroad  Com- 
pany went  through  one  of  the  most  sen- 
sational strikes  last  month  known  to  rail- 
road history. 

Last  June  a  long  freight  train,  consist- 
ing of  fifty  cars,  of  which  J.  H.  Lynch 
was  engineer  and  F.  A.  Slade  was  con- 
ductor, ran  for  35^2  miles  before  it  was 
discovered  that  one  car  had  jumped  the 
track  and  was  running  upon  the  tics.  For 
this  both  engineer  and  conductor  were 
dismissed.  The  night  was  dark  and 
foggy. 

The  case  was  considered  by  the  Co- 
operative General  Committee  of  the  five 


railroad  brotherhoods  belonging  to  the 
company.  This  committee  concurred  in 
the  judgment  of  the  Grand  Lodge  offi- 
cers and  decided  to  submit  the  case  to 
the  employees,  who  voted  to  strike, 
which  took  place  January  20  and  lasted 
one  day. 

The  committee  of  employees  decided 
that  the  accident  was  unavuidablc,  a  de- 
cision in  which  every  trainman  accus- 
tomed to  the  movement  of  lonia;  trains  on 
a   dark,   foggy   night,    will   concur. 

The  attempt  to  settle  tlie  dispute  was 
taken  up  vigorously  I)y  Commissioner 
Hangar  of  the  Federal  Board,  The  offi- 
cials of  the  railroad  intimated  that  they 
vvcic  w-illing  to  arbitrate  the  case,  but  the 
unions  refused  to  agree.  After  strenu- 
ous effort  with  bolli  sides.  Commissioner 
Hanger  ultimately  prevailed  upon  the 
company  to  agree  to  tlic  men's  demands 
and  the  strike  was  ended  withmit  delay. 


Suppressing  Individual  Enterprise. 

Where  employers  of  lalior  Iiave  made 
a  scientific  study  of  tlie  lowest  possible 
income  on  whieli  a  worker  can  live,  it  is 
amazing  the  small  pay  that  will  keep  a 
person  alive.  That  process  was  pushed 
so  far  among  the  hand  loom  weavers  in 
Scotland  at  one  time,  that  it  took  sixteen 
hours  of  daily  toil  for  a  man  to  earn  a 
bare  living  mostly  of  oatmeal  porridge. 
The  employers  were  mostly  earnest  Chris- 
tian men  who  starved  their  work  people 
under  the  grim  working  ni  free  competi- 
tion. 

Railway  companies  have  never  permit- 
ted the  tyranny  of  competition  to  starve 
their  employers,  Init  there  have  been  cases 
where  on  small  railways  tlie  workers  have 
been  treated  more  penuriously  than  those 
engaged  in  otlicr  occupations.  That  the 
management  of  ordinary  railways  have 
preferred  to  permit  the  property  to  fall 
into  the  hands  of  a  receiver  rather  than 
starve  their  help,  has  been  highly  credit- 
able to  railroad  proprietors,  but  their 
policy  has  received  no  approval  from  tlie 
l)oliticians  and  law  makers  of  the  United 
States. 

In  an  address  delivered  by  Mr.  Alba 
B.  Johnson,  of  the  Baldwin  Locomotive 
Works,  at  the  annual  dinner  of  the  New 
England  Society  of  Pennsylvania  the 
treatment  our  politicians  are  inclined  to 
accord  to  accumulated  capital  and  in- 
dividual efforts  is  strikingly  illustrated. 
Speaking  of  immigrants,  he  said,  we  need 
these  people  to  hew  our  wood  and  draw 
our  w-ater.  We  need  their  aid  in  develop- 
ing our  resources  and  in  operating  our 
industries.  Any  legislation  tending  to  ex- 
clude them  for  other  reason  than  physical 
or  moral  incapacity  is  contrary  to  our  in- 
terests. From  the  beginning  of  our  his- 
tory manly  independence,  thrift,  a  willing- 
ness to  give  and  take,  to  view  matters  in 
a  broad  and  generous  spirit  have  been  the 
characteristics  of  our  people.    They  have 


believed  that  that  government  is  best 
which  interferes  least  with  individual 
discretion.  They  have  been  content  with 
the  opportunity  to  work  out  the  problems 
of  personal  business  each  in  his  own  way, 
confident  not  only  of  self-rectitude,  but  of 
the  rectitude  of  others.  Have  the  time- 
honored  traditions,  ideals  and  aspirations 
of  our  country  been  abandoned  and  new 
ones  substituted  ? 

It  is  apparent  that  a  new  principle  has 
come  with  the  spirit  of  our  Government — 
that  men  shall  be  made  honest  by  statute 
rather  than  by  the  individual  conscience. 
The  tacit  principle  underlying  both  legis- 
lation and  administration  is  that  the  aims 
and  acts  of  individuals  are  evil,  and  that 
goodness  and  wisdom  are  to  be  found 
only  in  representatives  chosen  by  the 
masses. 

It  is  a  principle  as  old  as  civilization 
that  that  government  is  strong  which  is 
composed  of  strong  men.  In  feudal  days 
that  nation  was  strongest  which  held  the 
most  powerful  feudal  lords.  In  modern 
days  that  nation  is  strongest  in  its  own 
resources  and  in  the  contest  for  the 
world's  trade,  which  has  within  it  the 
strongest  business  units.  We  are  revers- 
ing that  principle  by  insisting  that,  so  far 
as  it  is  in  the  power  of  government  to  do 
it,  the  business  interest  upon  which  our 
greatness  as  a  nation  rests,  shall  be  made 
small  and  weak;  that  whatever  individual 
or  whatever  corporation  is  permitted  to 
prosper  it  will  inevitably  do  evil  to  the 
community.  It  is  not  considered  suf- 
ficient to  control  the  misuse  of  power  when 
it  occurs,  but  we  must  go  further  and 
forbid  the  possession  of  power.  That 
which  other  nations  are  striving  to  create 
we  are  bent  upon  destroying.  Efficiency 
as  a  theory  is  extolled,  but  efficiency  leads 
to  success.  Success  is  offensive  to  the 
spirit  of  the  times  and  is  therefore  con- 
demned. 


Patenting   Combination. 

In  connection  with  the  discussion  of  a 
paper  recently  presented  to  one  of  the 
railroad  clubs  we  hear  considerable  talk 
about  inventions  and  devices  that  are  not 
patentable.  The  talkers  spoke  of  appli- 
ances being  as  old  as  the  hills,  therefore 
being  beyond  the  range  of  patent  protec- 
tion. To  people  cherishing  such  ideas  we 
recommend  a  careful  study  of  the  Patent 
OfKcc  Gazette.  They  will  then  find  many 
cases  of  old  devices  being  patented  as 
combinations  with  other  inventions. 

Dealing  with  the  infringement,  there 
can  be  no  doubt  that  a  man  who  makes  an 
invention  consisting  of  a  combination  is 
entitled  to  restrain  not  merely  persons 
who  take  the  whole  combination,  but  also 
others  who  take  certain  parts,  and  for  the 
omitted  parts  substitute  mechanical 
equivalents.  A  patentee  need  not,  in  his 
specification,  claim  mechanical  equivalents 
expressly.     Accuracy  in  claims  is  greatly 
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to  be  desired ;  in  fact  it  is  impossible  to 
bestow  too  much  care  or  attention  on 
claims,  but  no  amount  of  accuracy  will  be 
able  to  cover  the  inventive  genius  of  the 
infringer.  The  inventor  states  how  to 
carry  out  his  invention.  The  infringer 
usually  has  anotlicr  mode  of  doing  the 
same  thing.  .Moreover,  a  claim  for  a  com- 
bination cannot  do  much  more  than  claim 
the  combination.  A  claim  can  direct  the 
attention  of  the  public  to  the  features  of 
the  invention ;  but  it  is  no  province  of 
the  claim  to  describe  the  parts  or  their 
action.  This  belongs  to  the  specification  ; 
hence  it  is  a  well  recognized  rule,  when 
dealing  with  claims  for  combinations,  to 
make  reference  to  the  specification  it.self 
lo  ascertain   what  the  invention  is. 


Air  Brake  Convention. 

The  twenty-first  annual  convention  of 
the  .'\ir  Brake  .\ssociation  will  be  held 
at  Detroit,  Michigan,  and  the  Hotel 
Pontchartrain  has  been  selected  as  the 
convention  headquarters. 

The  meeting  will  be  called  to  order  at 
9.30  a.  m..  Tuesday.  May  5.  and  continue 
thr.  .ukIi  four  days  ending  I'riday,  May 
8.  Tlie  Pullman  Company  will,  as  usual, 
e.xtend  to  b^na  fide  railroad  employees, 
also  dependent  members  of  their  families, 
the  courtesy  of  Iialf-fare  rales  in  their 
cars  to  and  from  the  convention. 

-\i  a  later  date  we  will  print  tlie  titles 
of  papers  to  be  presented  at  this  meeting, 
and  the  business  to  be  transacted.  It  is 
certain  that  these  papers  will  be  up  to  the 
standard  of  previous  meetings.  Two  in- 
teresting subjects  to  be  i)rcsented  are, 
mountain  grade  work  and  modern  train 
building,  the  clasp  type  of  foiuidation 
brake  gear  and  the  eleetro-pneumatic 
signal  system  for  passenger  trains  will  be 
discussed  wliile  Mr.  Turner  will  i)rcsent 
a  jiaper  of  his  own   choice. 

The  usual  i;n.iil  .-ittintion  will  lie  given 
to  the  entertainuKnt  of  the  HKnibrrs  and 
their  ladies,  and  one  afternoon  to  be 
seleiled,  will  be  set  aside  for  the  mem- 
bers to  assemble  in  the  hall,  where  each 
e.xinbitor  of  mechanical  <k-vi(es  will  be 
given  from  fifteen  to  thirty  minutes  time 
in  which  to  exploit,  by  discourse,  elians 
or  lantern  slides,  or  in  any  manner  he 
chooses,  the  product  or  device  he  desires 
to  place  before  the  assemblage.  The 
executive  committee  inaugurates  this 
novelty,  believing  that  it  will  .issist  the 
booth  exhibits  and  give  the  members  an 
orderly  account  of  wliat  the  exhibitors  arc 
coiuribnting  to  the  air  brake  art. 

To    Stop    Legal    Killing. 

1  he  members  of  the  hilernational 
Safety  &  Sanitation  Society  make  strong 
statements  about  things  they  want  to 
ch.inge  and  which  tliey  are  determined  to 
abolish.  .At  a  recent  meeting  of  this  or- 
gainzation  some  keynote  statements  were 
made,  among  iheni  such  gems  as: 


"War  IS  no  worse  than  running  a  rail- 
road." 

"Automobiles  and  trucks  kill  mure  peo- 
ple in  New  York  City  every  year  than  are 
killed  in  an  ordinary  South  American  rev- 
olution, and  yet  we  become  most  e.xcited 
over  the  latter !" 

"Mechanical  safeguards  in  factories 
cannot  be  made  effective  without  the  edu- 
cation  of   the   individual    worker." 

"Mere  tear  of  danger  to  himself  will 
nut  pre\enl  a  workman  from  taking 
chances." 

■\\'c  jeer  at  the  Trench  system  of  ar- 
resting the  man  run  over  in  the  streets; 
but  that  would  be  a  good  idea  for  practice 
here.  If  we  made  people  use  regular 
crossings  and  stopped  'cut-a-cornering' 
ihere  would  be  fewer  accidents." 

"In  the  dark  ages  men  killed  each  other 
to  live;  we  do  the  same  thing  toda\ .  emly 
in  a  different  way," 

On  behalf  of  Mayor  Kline,  Borough 
President  McAneny  pledged  his  efiHrts  to 
assisting  the  museum,  should  application 
be  made  by  that  institulion  for  municipal 
aid. 

r)on  C.  Seitz  assumed  a  pessimistic 
view  of  affairs,  affirming  that  "human 
sacrifices  still  are  offered,  though  the  form 
has  been  changed,"  He  pointed  out  tliat 
the  average  loss  of  life  in  American  coal 
mines  is  4.15  per  cent,  of  those  employed, 
while  in  Europe  the  average  has  been  re- 
duced to  1.8  per  cent.  He  added  that  720 
persons  are  killed  annually  in  Manhattan 
by  falling  structures  or  materials,  while 
during  the  first  eleven  months  of  this 
year  277  persons  were  killed  by  automo- 
biles in  the  city's  streets,  or  fifty-six  more 
than  last  year's  total. 

People  speaking  at  these  meetings  dis- 
play no  idea  of  when  to  stop.  This  con- 
ference safeguarded  its  members  from 
long-winded  addresses  by  Hashing  a  green 
electric  light  on  each  speaker  when  his 
allotted  time  was  within  a  iiunute  of  ex- 
piring, and  flagging  him  finally  at  the  ex- 
piration of  th;it   minute  with   a  red  light- 


Private    Banks, 

Labor  orgauizalions  ha\e  exercised  im- 
mense infitieme  ill  tile  passing  of  laws  in- 
tiiided  to  ijroiiiote  and  jirotect  the  inter- 
tsts  of  laboring  people;  but  in  <mic  line 
tl'.ey  ha\c  been  lamentably  remiss.  It 
goes  without  saying  that  many  rogues 
are  constantly  d.niig  their  best  to  possess 
theiuselves  of  other  people's  property 
without  liaving  any  just  claim  to  the 
same.  One  of  the  easiest  methods  of 
swindling  |)eople  is  by  means  of  private 
banks.  .Ml  private  banks  arc  not  swind- 
ling institutions,  but  such  a  large  pro- 
portion i.f  them  are  of  that  character, 
that  it  Is  the  bounden  duty  of  the  various 
.'states  to  see  that  no  private  bank  is  per- 
mitted to  operate  without  the  systematic 
supervision  of  State  officials, 

I'nfortunalely  it  is   mostly  poor  peojile. 


wIr]  can  ill  afford  to  lose  their  savings, 
that  become  victims  of  private  bank 
swindling.  Among  the  private  bank  op- 
erators are  many  Italians  and  other  for- 
eign swindlers,  who  work  on  their  com- 
patriots and  make  them  believe  that  they 
will  receive  much  higher  interest  on  de- 
posits than  can  be  obtained  elsewhere  and 
they  become  easy  dupes  to  the  rogues. 
During  the  last  year  about  a  dozen  private 
bankers,  wdio  operated  in  and  about  New 
York,  departed  for  places  unknown  car- 
rying the  deposits  along. 

It  IS  a  pity  that  the  people  who  ac- 
cumulate small  savings  are  not  better  in- 
formed about  the  Post  Office  Savings 
Banks.  There  their  money  would  be  per- 
fectly safe  and  ready  for  delivery  when 
wanted.  We  call  upon  our  readers  to 
shed  light  on  this  question  among  their 
less  enlightened  acquaintances. 


Baggage  Grievances. 

Railroad  companies  are  too  accommo- 
dating with  passengers  who  drag  pieces  of 
ba,ggage  into  cars  to  the  personal  incon- 
venience of  other  passengers.  The  writer 
was  a  martyr  to  this  habit  lately.  As  we 
were  sitting  quietly  reading  the  morning 
paper  a  rustic  entered  the  car  dragging 
two  huge  packages,  one  being  nearly  as 
big  as  an  old-fashioned  box  car.  He  de- 
cided to  share  my  seat.  Gazing  about, 
Ills  c\es  rested  upon  the  baggage  rack, 
which  be  determined  to  utilize  for  his 
undergrowu  box  car.  Seizing  this  In  bis 
stalwart  arms  he  flung  it  upon  the  rack 
and  rested  from  his  exertion.  The  piece 
of  baggage  rested  on  its  perch  but  a  brief 
moment,  then  it  came  down  with  a  crack, 
landing  on  my  head  and  going  parti;, 
through  the  window.  The  owner  laughed 
when  he  saw  my  hat  crushed  over  m> 
eyes  and  regarded  the  incident  as  a  huge 
joke,  while  the  brakeman  looked  grave 
but  said  nothing. 


Texas  Wants  Railroads. 

The  Bulletin  of  the  Texas  Business 
Men's  .\ssoclation  says  that  "railroads  are 
liadly  needed  in  Texas  to  develop  our 
agricultural  resources.  We  have  27,000,- 
000  acres  of  land  in  cultivation  out  of  a 
total  area  of  167,000,000  acres,  and  the 
larger  part  of  our  idle  land  is  susceptible 
to  a  high  degree  of  cultivation." 

We  are  sorry  for  the  sensible  business 
men  of  Texas.  They  are  suffering  like 
the  woman  who  killed  the  goose  that  laid 
the  golden  egg.  Years  ago  railroad  con- 
struction was  carried  on  very  vigorously 
in  Texas,  until  a  set  of  senseless  dema- 
gogues secured  control  of  the  State  Legis- 
lature and  proceeded  to  enact  anti-railroad 
laws.  People  did  not  incline  to  invest 
their  iiK.iiey  In  a  region  where  sentiment 
was  against  them,  so  railroad  building 
languished. 


Feliruarv.  1914. 


RAILWAY  AND  LOCOMOTIVE  ENGINEERING. 


Pacific  Locomotives  for  the  Chicago  Great  Western 


The  requirements  of  modern  passenger 
service  were  clearly  reHecled  in  the  loco- 
motives built  for  this  class  of  work  dur- 
ing the  year  1913.  These  engines  were 
all,  with  but  few  e.xceptions,  of  the 
Pacilic  type,  designed  to  use  superheated 
steam,  and  carrying  the  heaviest  wheel 
loads  permitted  by  the  physical  condition 
of  their  respective  roads.  The  Pacilic 
type  is  steadily  replacing  the  ten-wheeled 
in  heavy  work,  and  is  proving  quite  as 
adaptable  to  either  heavy  passenger  or 
fast  freight  service  as  did  its  predecessor. 

During  the  month  of  December,  1913, 
the  Baldwin  Locomotive  Works  com- 
pleted, for  the  Chicago  Great  Western 
Railroad,  five  Pacific  type  locomotives 
which  are  notable  because  of  their  general 
design  and  the  details  of  their  construc- 
tion. These  engines  develop  a  tractive 
force  of  38,700  pounds,  and  with  152,400 
pounds  on  driving  wheels  the  ratio  of 
adhesion  is  verv  nearlv  4.     The  cvlinder 


wrought  iron  pipes,  each  3  inches  in  diam- 
eter, which  are  set  vertically  in  the  brick 
work.  The  air,  as  it  leaves  the  pipes,  is  in 
a  heated  coiiditii.n,  and  is  deflected  in  a 
downward  direction  under  a  brick  arcli. 
Ihis  arch  is  supported  on  four  water 
tubes,  and  extends  backward  a  distance  of 
appro.ximately  40  inches  from  the  top  of 
the  bridge-wall.  A  long  flame  way  is  thus 
provided  for  the  gases  before  they  enter 
the  tubes. 

'1  he  total  inside  length  of  the  firebox  is 
126  inches,  while  the  grate  has  a  length 
of  96  inches,  and  presents  a  surface  of  56 
square  feet.  The  firebo.x  is  supported  on 
expansion  plates  at  the  front  and  back. 
The  inside  shell  is  radially  stayed,  and 
the  front  end  of  the  crown  is  supported 
on  two  I-bars  which  are  hung  on  expan- 
sion links.  351  flexible  stays  are  placed 
in  the  breakage  zones  in  the  sides,  throat 
and  ))ack  head. 

Tlie    main    frames    are    vanailium    pteel 


Walschaerts  motion  and  set  with  a  lead 
of  3/16-in.  The  cylinders  are  fitted  with 
by-pass  valves  of  the  Sheedy  pattern. 

1  he  details  of  these  locomotives  have, 
where  practicable,  been  made  to  inter- 
change with  those  of  engines  already  in 
service.  This  is  particularly  true  of  the 
Class  L-1  Mikado  type  locomotives  built 
in  1912.  The  piston  valves,  crossheads, 
main  driving  boxes,  pedestal  shoes  and 
wedges,  driving  springs,  and  spring 
saddles,  are  among  the  more  important 
details  that  interchange  in  these  two  types. 

The  tender  is  fitted  with  a  vestibule 
connection  at  the  rear.  The  tender  and 
the  leading  engine  truck  wheels  are  of 
solid  rolled  steel,  manufactured  b>  the 
Standard  Steel  Works  Co. 

These  engines  represent  advanced 
practice,  although  they  embody  only  stich 
features  as  have  been  tried  out  in  service, 
and  found  reliable.  Efficiency  is  the  key- 
note  of   the    design,    and   there   is    every 
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volume  is  15.9  cubic  feet,  and  the  total 
equivalent  heating  surface  of  the  boiler 
is  4,293  square  feet.  There  are  thus  pro- 
vided 310  square  feet  of  equivalent  heat- 
ing surface  per  cubic  foot  of  cylinder 
volume ;  a  liberal  allowance,  even  for  a 
fast  passenger  locomotive. 

The  boiler  is  of  the  extended  wagon- 
top  type,  equipped  with  the  Gaines  loco- 
motive furnace.  In  the  present  instance, 
the  firebox  has  a  deep  sloping  throat,  and 
is  placed  entirely  back  of  the  driving- 
wheels.  The  length  of  the  combustion 
chamber  measured  from  the  vertical  face 
of  the  tube  sheet  to  the  front  of  the 
Bridge-wall  is  30  inches.  This  wall  has  a 
thickness  of  10  inches,  and  it  is  carried  on 
a  steel  casting  which  is  supported  by  lugs 
formed  in  one  piece  with  the  mud  ring. 
The  lugs  are  lipped  on  the  bottom,  thus 
relieving  the  bolts  of  shear.  .Mr  is  con- 
ducted to  the  top  of  the  wall  through  five 


castings.  4JS  inches  in  width.  They  are 
strongly  braced  at  the  fruiit.  ii'ain  and  rear 
driving  pedestals:  and  tlic  iip])er  frame 
rails  are  also  transversely  braced  bj'  the 
guide  yoke,  valve  motion  bearer,  and  a 
broad  steel  castin,g  placed  between  the 
main  and  rear  drivers.  The  back  pedestal 
brace  is  a  large  casting,  which  strengthens 
the  frames  at  the  splice  between  the  main 
and  rear  sections,  and  also  supports  the 
expansion  plate  carrying  the  forward  end 
of  the  mud  ring  and  the  radius-bar  pin  for 
the  trailing  truck  This  truck  is  of  the 
improved  Hodges  type,  with  spring-links 
arranged  to  swing  in  planes  tangential  to 
the  arc  in  which  the  truck  frame  swings. 
Xo  cross-beams  are  used  in  the  truck 
equalization,  and  ample  space  is  provided 
for  a  deep  ashpan.  This  is  of  the  two- 
hopper  type  with  swing-bottoms. 

The    steam    distribution     is    controlled 
by     15-inch     piston     valves,     driven,    by 


indication  that  the  locomotives  will  pr.ne 
successful. 

Gauge.  4  ft.  9.y^  ins.;  cylinders,  25  \  28 
ins.;  valves,  piston.  15  ins.  diameter 

Boiler. — Type.  Wagon-top;  mal<  rial, 
steel ;  diameter.  72  ins. ;  thickness  of 
sheets.  11/16  and  3.j-ins. ;  working  pres- 
sure. 190  lbs.;  fuel,  soft  coal:  sta>ing, 
radial. 

*Fire  Box. — Material,  steel;  Uiiirth, 
126-1/16  ins.:  width.  84^  ins.:  .I.pth. 
front,  76  ins.:  depth,  back.  64  ins.:  thick- 
ness of  sheets,  sides,  5/16-in. :  back, 
5/16-in.;  crown.   >ji-in. :  tube,  -^-in 

Water  Space. — Front.  4'.;  ins  ;  >ides, 
^Vz  ins. :  back.  4;  j  ins. 

Tubes. — Material,  steel :  thicknes-.,  Xo. 
9  W.  G.  Xo.  11  W.  G  :  number,  il.  239; 
diameter.  5Vg  ins ,  2  ins  ;  length.  20  ft. 
6  ins.,  20  ft.  6  ins. 

Heating  Surface. — Fire  box.  225  sq.  ft.; 
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tubes,  3,474  sq.  ft. ;  firebrick  tubes,  33  sq. 
ft. ;  total,  3,732  sq.  ft. ;  grate  area,  56  sq.  ft. 

Driving  Wheels. — Diameter,  outside, 
73  ins.;  center,  66  ins.;  journals,  main, 
11  X  12  ins.;  others,  9  x  12  ins. 

Engine  Truck  Wheels. — Diameter,  front, 
33  ins.;  journals,  6  x  10  ins.;  diameter, 
back,  52  ins.;  journals,  8  x  14  ins. 

Wheel  Base.— Driving,  13  ft.  0  ins.; 
rigid,  13  ft.  0  ins. ;  total  engine,  35  ft.  4 
ins.;  total  engine  and  tender,  66  ft.  0  ins. 

Weight.— On  driving  wheels,  152,400 
lbs. ;  on  truck,  front,  52,200  lbs. ;  on  truck, 
back,  52,400  H)s. ;  total  engine,  257,000  lbs.; 
total  engine  and  tender,  410,000  lbs. 

Tender.— Wheels,  number,  8;  diameter, 
36  ins.;  journals.  5'/^  x  10  ins.;  tank 
capacity.  8,000  gals.;  fuel  capacity.  11 
tons:  service,  passenger. 

Engine  equipped  with  Schmidt  super- 
heater.    Superheating  surface,  794  sq.   ft. 

■■Gainos  furnace  grate,  96  ins.  long. 


Economical    Firing    from    a    Practical 
Standpoint. 

Fuel  economy  has  been  given  exten- 
sive consideration  within  the  last  few 
years,  due  to  its  increase  in  cost  .which  is 
advancing  annually. 

The  economical  use  of  fuel  on  locomo- 
tives can  only  be  obtained  by  the  har- 
monious co-operation  of  the  engineman. 
fireman  and  all  concerned. 

The  interest  and  disposition  shown  by 
tlie  engineman  in  charge  will  in  time  be 
noticed  by  all.  and  will  have  a  great  effect 
upon  the  outcome  of  the  fireman  when 
his  time  comes  for  advancement. 

The  lireman  as  an  apprentice  should 
show  liis  desire  for  advancement  by  close 
oliservation,  and  should  not  be  too  proud 
to  ask  his  engineman  or  any  one  whom 
ho  thinks  may  be  able  to  give  Iiim  advice 
on  any  question  regarding  liis  duties,  that 
may  not  be  clear  to  him. 

The  success  of  an  engineman  dates 
back  from  tlie  first  day  be  commenced 
as  a  fireman.  Firemen  should  not  put 
off  getting  ready  for  examination  until 
they  are  notified,  but  start  from  tlic  be- 
ginning and  work  to  tlie  end  wiili  utmost 
cntliusiasm. 

The  econrimical  use  of  fuel  is  one  of 
the  first  and  most  important  sul)iccts  to  lie 
taken  into  consideration.  One  '.f  the 
first  secrets  in  tlic  economical  use  of  fuel 
is  to  have  the  fire  in  first  class  coiulition 
before  leaving  the  terminal  or  iiefore  the 
engine  is  required  to  do  any  hard  work. 
Start  liuilding  the  fire  sufficiently  in  ad- 
vance of  the  leaving  time  so  as  to  have 
a  good  live  fire  all  over  the  grates  ;  and 
particular  pains  should  be  taken  to  see 
that  tlie  back  corners  and  sides  as  well  as 
the  back  end  of  tlie  firebox  are  well  sup- 
plied, as  the  draft  on  the  fire  has  a  tend- 
ency to  draw  the  fire  from  the  l>ack  of 
the  firebox  toward  the  front  end. 

Good  results  have  been  obtained  by 
shaking  tlic  grates  a  little  just  Ijcfore 
starting   out    on    a    triii.     In    shaUini;    the 


grates  move  the  lever  with  short,  quick 
jerks  to  loosen  up  the  fire  and  break  up 
any  clinkers  that  may  have  commenced  to 
form.  Shaking  the  grates  while  an  en- 
gine is  working  or  especially  while  it  is 
working  hard  has  been  found  to  be  a  very 
bad  practice  for  this  reason — while  the 
engine  is  working  hardest  the  circulation 
of  air  througli  the  fire  is  most  severe, 
and  wherever  the  fire  is  the  lightest  on 
the  grates  the  circulation  is  the  greatest, 
and  disturbing  the  fire  by  moving  the 
grates  has  a  tendency  to  assist  the  draft 
in  lifting  the  fire  off  these  light  places 
and  tliis  results  in  holes  in  the  fire.  This 
will  be  noticed  most  should  there  be  any 
clinkers  in  the  fire  or  a  bank,  because 
whenever  the  draft  is  cut  off  from  any 
one  place  of  the  grate  surface  it  is  thrown 
to  some  other  part. 

Firing  coal  in  large  lumps  is  also  a 
bad  practice  and  has  the  same  eft'ect  as 
banking  the  fire.  Banking  the  fire  is  con- 
sidered impracticable  and  good  results  are 
not  obtained.  Whenever  a  bank  is  put  in 
a  fire  or  allowed  to  accumulate  in  a  fire 
a  clinker  is  almost  sure  to  follow,  and 
not  only  that  but  the  heating  surface  and 
grate  area  are  being  decreasel  and  tlie 
temperature  of  the  firebox  lowered  to  a 
great  extent. 

The  theory  of  some  firemen  is  if  an 
engine  does  not  steam  freely  they  should 
put  a  bank  in  the  fire  and  still  they  can 
give  no  reason  wdiy  they  derive  any  bene- 
fits from  this  method.  It  stands  to  rea- 
son if  an  engine  does  not  steam  freely 
with  a  good,  briglit,  level  fire  all  over  the 
grates  that  they  will  not  help  the  cause 
in  decreasing  the  heating  surface  by 
filling  the  firebox  with  green  coal,  thus 
lowering  the  temperature  of  the  fire 
which  is  the  reverse  of  that  which  tliey 
sliould  do  when  tlic  engine  fails  to  hold 
up  In  steam. 

In  calculating  and  designing  a  locomo- 
tive boiler  the  size  of  the  firebox  is  given 
great  consideration  on  account  of  the 
steaming  qualities  of  the  boiler,  but  the 
lack  of  space  is  also  a  great  factor,  there- 
fore it  should  be  kept  in  mind  tliat  no  un- 
neccessary  grate  area  is  added,  and  to  get 
best  results  the  entire  grate  surface  must 
lie  utilized  to  its  higlie.st  efficiency. 

The  proper  thickness  to  carry  the  fire 
c;ui  only  lie  known  by  practical  experi- 
ence, it  depending  largely  uptm  the  way 
tlic  engine  is  drafted,  the  way  the  engine 
is  handled  and  tlie  quality  of  the  fuel. 

The  engineman  should  bear  in  mind 
that  the  way  he  handles  the  engine,  es- 
pecially in  leaving  the  yard  or  terminal 
or  any  otiier  starting  point,  has  much  to 
do  witli  the  condition  of  the  fire.  In 
case  it  does  liecome  necessary  to  work 
an  engine  extremely  hard,  it  has  the 
tendency  to  disarrange  the  fire  and  by 
opening  the  fire  cloor  two  or  tlirec  inches 
will  relieve  the  lire  of  the  excessive  draft. 
In  tliis  way  the  fire  can  lie  kept  in  good 
condition    until    the    working    of    the   en- 


gine is  again  restored  to  normal  condition. 
Coal  should  not  be  supplied  to  the  fire 
in  large  quantities.  Even  distributing  of 
coal  on  the  fire  is  one  of  the  most  im- 
portant factors  in  economical  and  scien- 
tific firing.  The  least  coal  that  is  supplied 
to  the  fire  at  one  time  to  necessarily 
maintain  the  highest  degree  of  heat,  and 
the  more  regular  it  is  supplied  the  more 
even  the  temperature  will  be  in  the  fire- 
box, therefore  it  will  be  seen  that  best 
results  can  only  be  obtained  by  firing 
light  and  often.  In  this  way  there  is  less 
variation  in  steam  pressure  which  is  not 
only  a  great  benefit  in  handling  the  en- 
gine economically,  but  also  prolongs  the 
life  of  the  boiler  and  is  a  great  preventa- 
tive of  leaky  flues. 

Manipulation  of  the  injector  in  supply- 
ing the  feed  water  is  another  important 
part  of  the  engineman's  duty,  and  plays 
a  great  part  in  fuel  economy.  Do  not 
put  a  large  quantity  of  water  at  any  one 
time  into  the  boiler  when  there  is  ample 
time  to  put  it  in  by  small  installments. 
Do  not  work  both  injectors  at  the  same 
time  unless  it  is  necessary  to  protect  the 
crown  sheet  or  stop  popping.  The  injec- 
tor should  be  worked  as  fine  as  possible 
so  as  to  maintain  an  even  water  supply. 

Try  to  keep  the  steam  pressure  up  to 
as  near  the  maximum  working  pressure 
at  all  times  as  possible  and  not  have  the 
pops  open.  The  pop  valves  are  applied 
to  a  boiler  for  safety  only  and  a  good 
fireman  takes  just  as  much  pains  to  keep 
them  closed  as  he  does  in  trying  to  keep 
the  steam  pressure  near  the  inaximum 
point. 

Many  firemen  who  are  not  in  the  habit 
of  swinging  the  door  shut  after  each 
scoop  of  coal  is  fired,  do  not  believe  that 
there  is  any  use  in  doing  so.  When  the 
door  is  open  the  draft  pulls  the  air 
through  the  door  instead  of  the  fire, 
therefore  combustion  in  the  firebox  is 
lessened  because  there  is  very  little,  if  any, 
circulation  of  air  through  the  fire.  Dur- 
ing the  lime  that  the  cutting  action  of  the 
draft  through  the  fire  is  stopped,  any 
clinkcr-forniing  impurities,  which arepres- 
ent  in  all  coal,  will  have  a  chance  to  run 
together  and  form  clinkers.  Besides  this 
the  cold  air  drawn  through  the  fire  door 
when  open  will  cause  the  flues  to  leak. 
The  proper  way  to  do  is  to  swing  the 
door  shut  after  each  scoop  of  coal,  and 
the  results  obtained  will  lie  more  than 
appreciated  before  the  coni|ili-lion  of  the 
trip. 

Knowledge  of  your  business  will  insure 

your  position  and  make  your  work  easier. 

Do  not  act  as  if  your  position  were  only  a 

job  to  get  your  living,  but  make  it  a  trade. 

or  better  yet.  a  profession,  and  in  the  end 

promotion  is  almost  always  sure  to  come. 

not  speaking  of  security  and  employment 

which  is  sometimes  better  than  promotion. 

Roy    I.   X'.wMktkr,   Engineman. 

Chicago  River  S:  Indi.ma  Railroad. 

Port   Ifov/ic.  Ind. 
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Air  Brake  Department 


Deposit  of  Moisture 

In  past  issues  we  have  touched  upon 
the  subject  of  collecting  moisture,  and 
preventing  it  from  entering  the  brake 
system,  incidentally  pointing  out  sev- 
eral well-known  metliods  of  main 
reservoir  and  piping  installation.  At 
the  same  time  it  was  pointed  out  that 
the  capacity  of  the  atmosphere  or 
compressed  air  to  hold  moisture  varied 
directly  with  its  temperature  and  in- 
versely with  its  pressure,  which  is 
equivalent  to  saying  that  the  higher 
the  temperature  of  the  compressed  air, 
the  greater  its  capacity  for  holding 
moisture  in  suspension,  and  tempera- 
ture remaining  constant,  the  higher 
the  pressure  the  less  amount  of  aque- 
ous vapor  that  can  be  held  in  suspension. 

Followin,g  those  conclusions  we  find 
that  water  is  never  deposited  in  the 
air  pump  cylinders  or  in  the  discharge 
pipes,  and  frequently  none  can  be 
foimd  in  the  first  main  reservoir,  and  if 
the  air  passes  through  the  brake  valve 
at  a  higher  temperature  than  that  of 
the  surrounding  atmosphere,  it  will  be 
holding  some  moisture  in  suspension 
that  will  be  deposited  in  the  brake 
pipe,  wliere  pressure  will  likely  remain 
constant  and  the  temperature  reduce 
and  the  moisture  will  be  what  may  be 
termed,  "squeezed"  out  of  the  com- 
pression and  deposited  in  the  hose 
couplings  or  sags  in  the  piping. 

It  is  not  necessary  to  say  that  this  is 
undesirable  in  any  kind  of  weather. 
and  correct  methods  of  piping  and 
main  reservoir  location  will  prevent 
any  serious  trouble  from  water  in  the 
brake  pipe  provided  tliat  the  com- 
pressors are  in  a  reasonable  state  of 
efficiency,  or  if  the  temperature  of  the 
compressed  air  passing  through  the 
discharge  pipe  is  not  greatly  in  ex- 
cess of  the  natural  degree  of  heat  gen- 
erated during  or  incident  to  compres- 
sion, the  temperature  can  reasonably 
be  expected  to  reduce  sufificiently  to 
deposit  the  moisture  in  a  correct  in- 
stallation of  main  reservoirs  and  pip- 
ing, from  where  it  can  be  drained  at 
stated  intervals. 

If.  however,  the  compressor  is  what 
is  usually  termed  running  hot,  and  if 
the  amount  of  compressed  air  being 
used  taxes  it  to  its  capacity,  there  is 
very  likely  to  be  some  water  depos- 
ited in  the  brake  pipes  as  well  as  in 
the  various  air  brake  valves  and  sand- 
ing devices  on  the  locomotive. 

The  locomotive  air  compressors  are 
not    intended    for    continuous    service, 


nihcrwise  ihe  air  cylinders  would  liave 
been  water-jacketed,  and  if  they  are 
allowed  to  run  continuously  and  for  a 
considerable  period  of  time,  an  over- 
heated pump  is  sure  to  result.  A  lack 
of  lubricant  is  synonymous  with  an 
overheated  air  pump,  and  an  overheated 
pump  is  about  as  annoying  and  dangerous 
a  defect  as  the  air  brake  system  is  liable  to 
have,  in  that  its  capacity  is  reduced  any- 
where from  SO  per  cent,  to  75  per  cent., 
and  as  it  is  necessary  to  keep  the  air  cyl- 
inder oiled  to  prevent  it  from  being 
entirely  ruined,  tlie  burning  oil  and 
foreign  matter  are  scattered  throughout 
the  brake  system  with  a  variety  of  re- 
sults. 

Practically  all  of  tlie  undesired  quick 
action  due  to  sticky  brake  valve  equal- 
izing pistons  can  be  traced  to  a  deposit 
of  this  burning  substance  on  the  equal- 
izing piston,  and  the  hard  handling 
brake  valve  is  nearly  always  due  to 
the  pump  becoming  overheated.  The 
writer  has  made  some  observations  in 
connection  with  oiling  an  overheated 
air  pump,  in  one  particular  instance  an 
11-inch  pump  arrived  at  a  terminal 
with  tlic  air  cylinder  considerably 
overheated  due  almost  entirely  or  as 
near  as  could  be  determined,  to  a  lack 
of  lubrication  as  the  |)ump  had  been 
in  excellent  condition  tlie  previous  trip, 
and  was  in  a  higli  state  of  efficiency 
after  being  allowed  to  cool. 

Upon  the  arrival  of  tlie  engine  at  the 
terminal,  a  leak  of  al)out  10  pounds 
per  minute  was  made  in  the  brake  pipe 
and  tlie  speed  of  the  pump  was  reduced 
aiul  tlie  air  cylinder  given  a  liberal 
quantity  of  valve  oil,  enough  to  thor- 
oughly lubricate  the  walls  of  the  cyl- 
inder. The  brake  valve  was  apparent- 
ly in  good  condition  and  the  feed  valve 
had  been  accurately  repaired  the  day 
before,  it  showed  a  variation  or  fluc- 
tuation of  about  two  pounds  on  the 
gauges  before  the  pump  was  oiled. 

The  leakage  remained  constant,  and 
within  two  minutes  of  the  time  of  oil- 
ing, the  brake  pipe  hands  registered  a 
fluctuation  of  IS  pounds,  and  within 
live  minutes  the  feed  valve  operation 
ceased  entirely,  due  to  the  supply 
valve  piston  sticking  in  the  bushing. 
Incidentally  it  was  noted  that  at  this 
time  it  required  a  pull  with  both  hands 
to  move  the  brake  valve  handle,  which 
was  found  to  be  due  to  a  deposit  of 
gummy  moisture  on  the  rotary  valve 
and  seat,  the  equalizing  piston  also  re- 
ceived a  considerable  quantity  of  this 
foreign  matter. 


Many  roads  follow  an  excellent  prac- 
tice of  removing  air  pumps  from  the 
locomotive  for  inspection  and  repairs 
at  the  end  of  three,  four,  or  six  months' 
service,  which  permits  of  maintaining 
the  air  cylinders  in  good  condition  and 
the  ports  and  passages  are  kept  clean. 
Where  efforts  are  made  to  get  all  the 
service  possible  out  of  a  pump  before 
it  is  removed,  it  is  only  natural  to  ex- 
pect overheated  pumps,  broken  air 
valves  and  piston  rods,  and  the  waste 
of  air  pump  material  that  is  sure  to 
follow  in  the  wake  of  inefiicient  air 
pumps. 

Under  average  conditions,  if  an  air 
brake  repairman  or  a  number  of  re- 
pairmen in  a  shop  are  kept  too  busy 
on  air  pump,  brake  valve,  triple  valve 
and  distributing  valve  repair  work  to 
enable  them  to  change  pumps  at  stated 
intervals,  they  will  likely  find  that  if 
they  will  make  an  experiment  and 
neglect  some  of  the  brake  valve  and 
distributing  valve  work  for  a  short 
time  and  use  this  spare  time  in  chang- 
ing air  pumps,  or,  in  other  words, 
cease  fighting  the  effect  for  a  time  and 
go  to  work  on  the  cause,  they  will 
find  that  in  about  six  or  eight  weeks' 
time  the  brake,  signal  whistle  and 
air  Sander  work  will  fall  oflf  about  50 
or  75  per  cent. 

It  is  extremely  difficult  to  impress 
upon  those  who  must  put  up  with  the 
effect  of  an  overheated  pump,  the  im- 
portance of  keeping  the  degree  of  heat 
generated  to  the  lowest  possible  figure, 
the  friction  encountered  in  forcing  the 
fine  particles  of  air  together  during 
compression  generates  a  high  degree  of 
heat  that  cannot  be  prevented,  for  with 
a  pump  in  first-class  condition  and  well 
lubricated,  a  test  showing  the  normal 
heating  resulting  from  extreme  duty 
alone,  demonstrates  tl  at  a  9'/-  inch 
pump  which  for  one  hour  maintained 
an  average  speed  of  174  strokes  or  ex- 
hausts per  minute,  working  constantly 
a.gainst  100  pounds  air  pressure,  was 
discharging  the  air  at  a  temperature 
of  408  degrees.  Higher  speed  of 
greater  air  pressure  would  have  in- 
creased the  heating,  while  slower 
speed,  shorter  time  of  test  or  lower 
air   pressure   would   have   decreased    it. 

Speaking  generally,  the  speed  should 
not  exceed  140  exhausts  per  minute, 
and  such  a  speed  should  not  be  contin- 
uously maintained  for  any  consider- 
able time,  as  even  this  speed  will  cause 
excessive  heating.  This  is  shown  in 
another   test   where  an  average   speed 
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of  about  60  exhausts  per  minute,  after 
the  main  reservoir  pressure  was 
pumped  up,  and  a  maximum  of  77 
strokes  per  minute,  at  the  completion 
of  an  hour  and  fifty  minutes  of  the 
test,  gave  a  discharge  temperature  of 
316  degrees. 

The  foregoing  shows  plainly  the 
need  of  good  maintenance,  of  not  wast- 
ing air  either  by  leakage  or  poor  han- 
dling and  of  giving  the  compressor  as 
much  time  to  do  its  work  as  is  prac- 
ticable. 


(if  an  iiverlieated  air  cylinder,  the  only 
plausible  or  possible  assistance  that 
can  be  rendered,  is  to  reduce  the  speed 
and  keep  the  cylinder  oiled  until  it  re- 
gains a  portion  of  its  lost  efficiency. 

This  is  a  very  dangerous  disorder 
where  trains  are  controlled  by  air 
brakes  on  mountain  grades,  and  while 
some  of  the  evil  effects  have  been 
noted,  the  heating  and  uneven  cooling 
of  tlie  air  cylinder  frequently  warp  it 
to  such  an  extent,  that  the  pump  never 
regains   its    original    state    of   efficiency 
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leading  the  explicit  instructions  gov- 
erning main  reservoir  drainage  at  the 
end  of  each  trip,  the  absolute  necessity 
of  this  performance  in  order  to  insure 
the  prevention  of  water  in  the  brake 
pipe,  the  exacting  requirements  of,  and 
insistence  of,  daily  records  of  the  per- 
formance of  the  duty  with  the  speci- 
fied penalty  in  the  event  of  any  failure 
to  comply  with  the  instructions.  The 
absurdity-  of  the  situation  often  became 
apparent  upon  an  inspection  of  the  en- 
gines,    the     iron    clad    instruction    had 
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With  the  temperatures  shown  aliovc. 
tliey  are  sure  to  increase  witli  the  in- 
crease in  the  length  of  time  the  com- 
pressor is  in  constant  operation,  and 
with  the  increase  in  the  temperature 
of  the  air  cylinder  the  capacity  of  the 
compressor  is  sure  to  reduce,  for  the 
reason  that  the  small  quantity  of  free 
air  that  can  be  drawn  into  the  air 
cylinder  then  expands  so  quickly  when 
it  comes  in  contact  with  the  intense 
heat  of  the  cylinder,  that  the  small 
amount  drawn  in  cannot  materially  as- 
sist in  the  reduction  of  the  cylinder 
temperature,  and  under  the   conditions 


until  thoroughly  dismantled,  rebored 
and  refitted,  and  still  there  remains  a 
question  as  to  whether  it  will  ever  re- 
gain  the  original   state  of  efficiency. 

The  accompanying  diagram  of  air 
pump  and  main  reservoir  piping  gives 
the  approved  length  and  location  of 
piping,  and  with  reference  to  main 
reservoir  drainage,  it  is  of  advantage 
to  make  the  pipe  connection  to  the  last 
reservoir  in  such  a  manner  that  the 
water  can  flow  back  into  the  second 
or  first  one. 

No  doubt  a  great  many  of  our  read- 
ers have  frequently  been  amused  when 


leference  to,  they  would  frequently 
Iiavc  a  single  main  reservoir  of  from 
20,000  to  30,000  cubic  inches  capacity, 
an  air  pump  discharge  pipe  traversing 
the  shortest  possible  distance  between 
two  points,  and  the  discharge  side  of 
the  air  cylinder  of  the  same  identical 
shade  of  color  as  the  top  of  the  ca- 
boose cook  stove.  All  of  our  wrong 
impressions  and  ridiculous  mistakes, 
however,  were  not  entirely  confined  to 
any  single  phase  of  air  brake  practice, 
for  in  many  instances  under  modern 
conditions  we  find  ourselves  having  a 
set-to    with    the    effect    until    someone 
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turns  our  misguided  efforts  in  the  right 
direction. 

In  repairing  the  air  cylinder,  we  be- 
lieve that  the  most  important  points 
to  be  observed  are,  first,  the  fit  of  the 
air  piston  on  the  rod,  to  prevent  a 
loose  piston,  a  ruined  or  broken  rod 
and  possibly  a  pump  failure.  Second, 
the  fit  of  the  piston  in  the  air  cylinder 
which  should  be  close  enough  to  in- 
sure the  entrance  of  some  free  air  re- 
gardless of  the  fit  of  the  packing  rings. 
The   writer  has   found   it  to  be  an   ex- 


5/04  of  an  inch  is  al)om  right,  so  that 
the  lift  will  wear  to  3/32  of  an  inch 
instead  of  away  from  3/32. 

Lastly,  the  fit  of  the  packing  rings 
is  of  considerable  importance;  they 
sliould  be  brought  to  bear  all  the  way 
around  the  cylinder,  regardless  as  to 
how  it  is  accomplislied,  and  before  they 
are  finished  at  the  ends,  they  should 
lit  neatly  in  the  piston  grooves  with- 
out sticking,  but  it  is  better  to  leave 
them  a  trifle  loose  in  the  grooves  than 
to  attempt  to  file  the  sides  of  a  thicker 


doni  due  to  any  method  of  fitting;  in 
nine  cases  out  of  ten  it  is  due  either  to 
the  edges  of  the  piston  striking  some 
obstruction  or  to  water  flowing  down 
the  rod  and  corroding  the  rings  while 
the  engine  is  shopped  or  while  the 
pump  is  not  in  use  for  a  week  or  ten 
days. 

The  recommendations  of  the  Air 
Brake  Association  specify  that  if  pack- 
ing rings  are  open  3/32  of  an  inch 
when  placed  in  the  smallest  part  of  the 
cylinder,   they  should  be   renewed,  and 
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cellent  practice  to  have  the  cylinder 
rebored  to  the  same  size  as  the  air 
piston  to  be  used,  then  to  touch  the 
piston  with  a  fine  file  until  it  can  be 
forced  into  the  cylinder. 

If  the  cylinder  is  perfect  the  piston 
can  be  fitted  so  closely  that  the  pump 
can  undergo  several  overhaulings  be- 
fore a  new  piston  need  again  be  fitted. 

Third,  is  the  lift  and  tightness  of  air 
valves.  Care  should  be  taken  to  know 
that  there  is  no  back  leakage  into  the 
air  cylinder  through  the  threaded  por- 
tion of  the  air  valve  seats  or  cages, 
and    in    measuring    the    lift    of    valves. 


ring  to  fit  a  worn  groove;  however, 
with  a  properly  fitted  ring  tlie  wear  of 
the   grooves   is   almost   negligible. 

The  idea  is  to  attempt  an  air  tight 
joint  at  the  ends  or  where  the  rings 
come  together,  and  a  good  practice  is 
to  attempt  to  lap  the  rings  a  trifle  at 
tlie  ends  without  having  them  piston 
bound,  but  care  must  be  exercised  in 
the  attempt,  and  if  the  workman  has 
not  liad  plenty  of  experience  it  is  best 
not  to  attempt  to  make  them  a  light 
driving  fit,  because  of  the  liability  of 
becoming  bound  in  the  grooves.  When 
the   rin.gs   do   become   bound    it    is   sel- 


if  the  piston  is  1/16  smaller  than  the 
cylinder  it  should  be  renewed,  hence 
the  foregoing  inay  appear  a  trifle  too 
exacting,  but  the  recommendations  also 
specify  that  there  be  no  noticeable 
brake  pipe  leakage  and,  reading  be- 
tween the  lines,  the  work  of  the  compres- 
sor should  be  intermittent. 

An  accurate  fit  of  the  air  end  of  the 
pump  will  insure  the  maximum  possi- 
ble efficiency,  and  it  is  frequently  nec- 
essary, especially  where  pumps  are 
subjected  to  the  severe  conditions 
shown  up  in  a  recent  air  brake  test, 
the  summary  of  which  shows  instances 
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in  where  2/11-inch  pumps  in  good  con- 
dition required  30  minutes  and  more 
to  charge  100-car  trains. 

It  is  not  a  rare  case  to  find  two  9j/i 
or  two  11-inch  pumps  working  con- 
tinuously all  the  way  over  a  division, 
and  if  those  pumps  are  not  in  first- 
class  condition  and  frequently  lubri- 
cated, overheated  pumps  are  sure  to 
result. 


Triple   Valve   Lubrication. 

Triple  valve  lubrication  has  been  for 
many  years  a  thorn  in  the  flesh  of  the 
air  brake  man.  Suitable  lubricant  and 
the  proper  method  of  application  has 
in  itself  constituted  quite  an  air  brake 
problem  for  the  manufacturers  of  brake 
apparatus,  as  well  as  the  air  brake 
man,  but  at  the  present  time  a  great 
man}-  tests  of  a  practical  nature  have 
been  conducted  and  much  valuable  in- 
formation has  been  derived  and  placed 
on  record,  so  that  definite  and  positive 
instructions  concerning  triple  valve  lu- 
brication  can  now  be  formulated. 

Fine  dry  graphite  for  the  slide  valve 
seats  of  triple,  distributing  and  con- 
trol valves  is  now  recommended,  how- 
ever this  is  in  tlie  nature  of  a  compro- 
mise and  we  will  attempt  to  explain 
wliy  it  is  tlie  best  lubricant  obtainable 
for  the  purpose  and  incidentally  wliy 
it  is  in  the  nature  of  a  compromise. 

We  know  first  that  if  a  heavy  bod- 
ied oil  or  grease  is  used  on  the  triple 
slide  valve  and  seat,  quick-action  dur- 
ing service  operation  is  almost  sure  to 
occur,  or  when  oil  or  grease  is  U'^ed  the 
slide  valve  under  pressure  is  about 
twice  as  hard  to  move  as  wlicn  the 
valve  and  seat  are  perfectly  dry  and 
under  many  difTerent  experiments  it  is 
conclusively  proven  tliat  oil  frequently 
renders  the  valve  4  or  5  times  as  hard 
to  move  as  when  dry. 

This  may  appear  ridiculous  to  any 
one  who  considers  only  the  frictional 
resistance  obtained  between  the  sur- 
faces of  two  metals  in  contact,  but  in 
this  problem  the  air  pressure  per 
square  inch  on  the  slide  valve  must 
also  be  considered  and  when  its  full 
effects  are  recognized,  it  conflicts  with 
the  usually  accepted  laws  governing 
frictional  resistance. 

Air  brake  men  now  understand  that 
oil  or  grease  forms  an  air  tight  pack- 
ing al)0ut  the  slide  valve,  excluding 
any  air  pressure  from  between  tlie 
valve  and  its  seat,  whereas  a  perfectly 
dry  valve  and  seat  permits  a  slight 
leakage  to  the  under  surface  of  the 
valve,  tluis  tending  to  balance  the  air 
pressure  surrounding  the  valve  and 
rendering  it  easier  to  move  than  when 
it  is  lubricated  or  to  say  hermetically 
scaled  about  its  edges. 

The  resistance  to  movement  of 
the  dry  slide  valve  is  practically  con- 
stant and  while  in  motion,  the  lubri- 
cated slide  valve  inay  have  less  resist- 


ance, but  after  being  at  rest  under  air 
pressure  for  one  or  two  minutes,  this 
oil  or  grease  packing  very  materially 
increases  the  resistance  to  movement 
until  the  slide  valve  is  dislodged  and 
brought  into  motion. 

A  very  crude  and  somewhat  exag- 
gerated experiment  that  might  serve 
as  an  illustration  would  be  to  place  a 
flat  piece  of  iron  or  a  nut  on  a  greasy 
engine  frame  and  after  a  trip  or  two 
it  will  be  necessary  to  hammer  it  to 
loosen  it  from  the  position  from  which 
it  lias  imbedded  itself  in  the  grease  and 
oil.  In  a  similar  way,  but  in  a  lesser  de- 
gree, the  triple  slide  valve  imbeds  itself 
in  the  oil  or  grease  placed  on  it  and  its 
seat. 

In  tlie  air  brake  works  at  W'ilnierd- 
ing.  Pa.,  frictional  resistance  to  the 
movement  of  a  triple  valve  is  found 
by  the  use  of  a  mercury  column,  which 
gives  absolutely  accurate  results,  and 
in  further  efforts  to  determine  the  ef- 
fects of  oil  or  grease  as  a  slide  valve 
lubricant,  a  large  number  of  triple 
valves  after  being  lubricated  and  in 
service  for  a  period  of  three  months 
were  removed  and  impressions  of  the 
slide  valve  face  were  taken  and  care- 
fully examined  with  a  microscope  and 
in  no  case  could  any  traces  of  lubri- 
cant be  found  after  three  months'  serv- 
ice, hence  the  logical  conclusion  that 
if  a  triple  slide  valve  runs  perfectly 
dry  nine  months  out  of  twelve,  it  can 
certainly  run  dry  the  other  three 
months  without  showing  a  great  deal 
of  additional  wear  of  the  valve  and 
seat.  This  is,  of  course,  the  answer  to 
the  question  why  undesired  quick-ac- 
tion lias  so  frequently  manifested  itself 
in  epidemics  immediately  after  a  large 
number  of  triple  valves  have  been 
cleaned  and  oiled. 

From  the  information  derived  from 
many  e.xperiments,  Mr.  Turner  took 
llie  stand  that  a  dry  slide  valve  and 
seat  were  the  remedy  for  undesired 
quick-action  and  very  conclusively 
proved  it  to  the  entire  satisfaction  of 
at  least  one  railroad,  and  as  it  was  ac- 
complished by  merely  reducing  the 
slide  valve  friction  or  lessening  the  load 
on  or  work  of  tlie  triple  piston,  it  also 
folhivvs  that  tlic  use  of  dry  graphite 
■still  further  lessens  the  friction  of  the 
slide  valve  or  work  imposed  upon  the 
piston. 

Methods  of  using  graphite  and  ef- 
fects of  brake  cylinder  lubricant  work- 
ing back  into  the  triple  valve  either 
when  dry  or  previously  lubricated,  at 
the  present  time  constitutes  a  very  live 
topic,  the  efTects  are  quite  well  known, 
but  the  problem  lies  in  keeping  the 
valve  and  cylinder  dry  enough  in  serv- 
ice to  obtain  the  desired  results  when 
using  dry  graphite. 

In  oiling  or  greasing  the  brake  cylin- 
der, it  is  difficult  to  convince  the  re- 
pairmen that  too  little  lubricant  is  bet- 


ter than  too  much,  just  as  it  is  difficult 
to  get  the  repairmen  to  put  up  a  feed 
valve  without  lubricating  the  supply 
valve  piston  or  to  clean  a  brake  valve 
without  lubricating  the  discharge  valve 
piston,  but  after  a  little  practical  ex- 
perience with  the  disorders  that  can  be 
traced  to  excess  lubricant  he  will  grad- 
ually fall  into  line  and  use  the  specified 
amount  and  in  the  proper  place. 

During  a  session  of  the  1913  air 
brake  convention,  Mr.  Turner,  was 
called  upon  to  disseminate  his  views 
upon  the  subject  of  lubrication  of  triple 
valves  and  its  connection  with  unde- 
sired quick-action,  he  said  in  part: 

"Dry  graphite  is  the  best  lubricant 
we  can  put  on  the  slide  valve.  The 
only  objection  to  its  use  is  that  men 
will  put  on  such  quantities  of  it  that  it 
will  clog  the  ports  and  passages,  then 
the  remedy  is  as  bad  as  the  disease. 

"It  is  an  absolute  fact  that  an  un- 
lubricatcd  or  graphite  lubricated  slide 
valve  cannot  in  any  way  be  responsi- 
ble for  undesired  quick  action.  I  want 
to  make  that  statement  as  emphatic  as 
I  can,  when  you  get  the  quick-action 
it  is  not  due  to  the  fact  that  you  have 
graphite  on  the  slide  valve,  but  to  the 
fact  that  j'ou  have  no  longer  got  it, 
water  has  entered  in,  or  oil  has  entered 
in,  or  something  has  entered  in  and 
given  that  piston  more  work  than  it 
can  perform.  Som.eone  here  has  said 
that  brake  pipe  leakage  causes  the  un- 
desired quick-action,  another  says,  wa- 
ter on  the  slide  valve  causes  it,  an- 
other says  the  engineer  is  responsible 
for  certain  cases,  then  let  us  separate  ' 
the  different  cases  and  make  an  effort 
to  prevent  them,  the  disorder  is  either 
curable  or  incurable,  it  is  either  inher- 
ent in  the  triple  valve,  the  brake  pipe, 
the  engineer  or  it  is  somewhere,  possi- 
bly in  all  of  them;  let  us  find  the  part 
at  fault  and  apply  the  remedy. 

Most  people's  idea  is  that  a  triple 
valve  is  built  so  that  its  quick-action 
depends  entirely  upon  the  difference  in 
the  rate  of  reduction;  if  that  were  so, 
how  would  you  ever  get  it  on  a  100- 
car  train  where  it  takes  one  minute 
and  one-half  to  pull  twenty  pounds  of 
air  out  of  tlic  brake  pipe?  Take  a  six- 
car  train,  where  you  can  take  out  the 
twenty  pounds  in  six  or  seven  seconds, 
and  then  say  that  we  have  undesired 
quick-action  more  frequently  on  the 
100-car  train  than  on  the  si.x-car  train 
and  that  it  is  due  to  the  rate  of  reduc- 
tion, that  the  engineer  has  pulled  out 
too  much  air,  or  something  else;  ex- 
plain these  things  to  me;  I  am  just  as 
skeptical  about  these  things  as  some  of 
you  seem  to  be  about  other  things,  dry 
graphite,  for  instance.  If  quick-action 
is  due  to  the  rate  of  reduction,  why 
does  it  take  place  when  we  are  reduc- 
ing 20  pounds  in  114  minutes  and  not 
take  place  when  we  are  reduce  the  20 
pounds    in    six   seconds?     That    is    the 
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cacli  end  ul  ihe  machine  to  provide  for 
operation  I'rom  either  end.  The  machine 
is  mounted  on  four  wheels  which  are 
arranged  for  driving,  braking  and  steer- 
ing. 

The  electric  storage  battery  is  mounted 
in  a  frame  below  the  cab.  I'olluwing  are 
dimensions,  etc. : 

Wheel  base   12  ft.  6>^  ins. 

Tread    7  ft.  0     ins. 

Overall    lengtli     22  ft.  S'/z  ins. 

Overall    width    8  ft.  4     ins. 

Height    1 1  ft.  2-}i  ins. 

Normal  draw-bar  pull   8,000  lbs. 

Weight,   complete    28,850  lbs. 

The  driving  apparatus  is  constructed  in 
duplicate,  the  drive  on  each  pair  of  wheels 
being  exactly  similar.  .\n  electric  motor 
drives  the  wheels  through  gearing  and 
through  well  known  universal  pinion 
located  on  the  ends  of  the  motor  counter- 
shaft. 

One  of  the  iniiiortant  reasons  for  the 
substitution    of  motive   power   for   animal 


Cost       of       service       per       car 

($4,627.88  -=-  4,935) 938 

Cost       of       service       per       ton 

($4,627.88  ^   165,524) 028 

Average  number  cars  per  mile...       2.4 
Cost     of     service    per     ton     mile 

(.028    X    2.4) 067 

Cost  of  service  of  electric  tractor 

per  working  day 27.87 

Cost     of     service     by     team     per 

working  day   55.29 


Rail  Bonds. 

In  the  case  of  electric  railroads  or  steam 
railroads  operating  over  a  section  by  elec- 
tricity it  is  very  important  that  the  rail 
joints  are  bonded.  By  bonding  we  mean 
the  placing  of  copper  cable  or  strap 
around  the  rail  joint,  either  end  of  the 
bond  lieing  securely  fastened  to  the  rail. 
It  is  very  essential  that  the  return  cir- 
cuit should  be  the  best  possible.  Poor 
bonding    will    cause    the    electric    current 


rlllC   EI.KCTRIC  TR.xcrou. 

power  was  that  of  obtaining  a  more  re-  retiu'ning  to  the  power  liouse  along  the 
liable  and  efficient  braking  system,  rails  to  leave  the  same,  passing  through 
Automatic  air  brakes  were  installea,  the  the  earth  to  water  pipes,  etc.  The  pass- 
air  being  furnished  from  an  air  com-  ing  of  current  to  iron  pipes  or  iron  work 
pressor  electrically  driven.  in   the  presence  of  moisture  causes   elec- 

The    tractor   was   placed    in    service    in  irolysis.  which  attacks  the  pipes,  causing 

February,     1913.       For     the     first     seven  '■'orrosion. 

months   the   average   daily   operation   ar^d  There    are    many    styles    and    sizes    of 

service  per  month   were  as   follows:  bonds.     Mo.st  of  the  bonds  are  applied  to 

Hours   in  service                                        828  '''<■'   rail   l)y  pressure  or  hammer  riveting. 

Miles   run    13.0  '""  ^'"""■'  '"'^  soldered. 

Total   cars    handled 29.9  

Total   weight    (tons) 1,003  The  Tungsten  Lamp. 

One  of  the  most  interesting  facts  of  It  has  been  only  about  live  or  si.-c  years 
the  tractor  is  that  the  cost  of  operation  that  the  metal  tilament  lamp  has  been 
is  a  great  deal  lower  than  animal  power,  used  commercially  in  this  country.  Previ- 
Tlie  total  charges  for  the  seven  months  ous  to  that  time  all  of  the  electric  lamps 
including  interest,  depreciation,  etc.,  was  were  of  the  so  called  carbon  type.  The 
$4,627.88.  If  horses  had  been  used  to  filaments  were  carbon.  .Although  the  cur- 
move  the  total  of  4.935  cars  the  cost  rent  taken  by  the  carbon  lamp  is  small, 
would  have  been  (at  $1.80  a  car)  about  yi  ampere  for  the  110- volt  lamp. 
$9,179.10.  The  tractor  made  a  saving  of  still  when  these  lamps  are  burned  by  the 
$4,551.22  or  64.5  per  cent,  saving  on  the  hundreds  the  power  amounts  to  a  large 
investment.  A  further  stud/  of  the  costs  quantity, 
gives  (he  folloving  data:  It    was    f.u'nd    that    the    metat    filament 


lamps  were  great  savers  of  electric  cur- 
rent and  that  the  metal  known  as  Tung- 
sten was  the  most  satisfactory.  The 
tungsten  lamp  was  first  placed  on  the 
market  in  1907,  and  the  use  of  this  type 
has  become  today  almost  universal ;  the 
carbon  lamp  being  practically  replaced. 

When  the  tungsten  lamp  was  first 
brought  out,  the  electric  power  com- 
panies feared  that  their  income  would  be 
reduced;  on  the  contrary  their  income 
has  been  increased  by  the  extension  into 
new  fields,  made  possible  by  the  superior- 
ity of  the  new  lamps. 

Tungsten  is  one  of  the  heaviest  metals 
known  and  has  a  very  high  melting  point 
over  3,000  degrees  centigrade.  Due  to 
its  ability  to  remain  stable  at  very  high 
temperatures,  and  its  ability  when  at  this 
high  temperature  to  give  ofT  a  large 
amount  of  light,  the  tungsten  lamp  is  of 
superior  efficiency. 

Tungsten  has  other  interesting  charac- 
teristics; it  oxidizes  at  a  very  low  tem- 
perature, although  the  melting  point  is 
very  high.  It  also  softens  at  a  low  tem- 
perature, and  filaments  of  special  forms 
can  be  formed  by  winding  straight  pieces 
on  hot  mandrels. 


Quick  Work. 

The  Wcstinghouse  Electric  &  .Mfg.  Co. 
reports  the  recent  shipment  to  a  large 
railway  company  in  the  Middle  West  of 
a  twenty-si.x  panel  switchboard  in  record 
breaking  time. 

On  the  28th  of  November  the  contract 
for  the  board  was  signed,  calling  for 
delivery  in  twenly-si.x  days,  with  a  bonus 
and  penalty  clause.  On  December  10, 
twelve  days  later,  the  entire  switchboard 
was  shipped  complete  from  the  works, 
and  it  was  done  without  employing  any 
overtime. 

The  board  was  designed  to  control  one 
800  kw.,  2S0-volt  D.  C.  generator;  two 
37'/i  kw.,  250-volt  D.  C.  generators ;  two 
exciters;  two  850  kva.,  480-volt,  3-phase 
A.  C.  generators,  the  remainder  of  the 
panels  being  devoted  to  A.  C.  and  D.  C. 
feeders. 

The  Canadian  Pacific. 

.■\  total  of  1,700  miles  of  railway  has 
been  under  construction  during  this  sea- 
son by  the  Canadian  Pacific  Railway,  ac- 
cording to  statements  made  by  J.  G.  Sulli- 
van, chief  engineer  of  the  western  lines 
of  the  company,  who  has  returned  to 
Winnipeg  from  an  extended  tour  of  the 
work  being  undertaken.  The  amount  of 
material  which  has  been  handled  by  the 
construction  department  of  the  company 
has  been  more  than  was  moved  during 
any  period  in  the  building  of  the  Panama 
Canal,  and  represents  no  less  than  30.- 
000,000  cubic  yards,  and  if  the  work  that 
has  already  been  accomplished  on  the 
Transcontinental  road  be  added,  Canada 
is  making  extraordinary  extensions  in 
railroads. 
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Instructions  Governing  Application  and 
Operation  of  Vacuum  Tube,  a  De- 
vice  for   Determining   Amount 
of  Vacuum  in  Ash  Pans. 

I'.V    W.    C.    H-WtS,    Sui'ERiXTE.NliKNT    LoCO- 
.MUTIVE    Ol'ERATlO.V,    ErIE    RaII.ROAD. 

.\pply  1,'4-in.  pipe  in  the  center  of  ash 
jian,  (liagunally.  or  crosswise  of  pan,  pipe 
to  be  pcrfurated  with  two  sets  of  holes, 
drilled  at  an  angle  oi  45  deg.  Holes  to  be 
;,s-in.  in  diameter.  Place  the  pipe  in  ash 
pan  as  near  grates  as  possible,  so  as  not 
til  interfere  with  shal<ing  of  grates,  and 
have  .<mall  li'iles  set  toward  grates.  Put 
a  cap  on  end  of  the  pipe  e,\tending  from 
the  riglit  side  of  ash  pan ;  reduce  the 
oiher  end  to  ^s-in.  and  run  a  j-^-in.  pipe 
to  the  cab  on  left  side.  Fill  vacuum  tube 
w  itli  water  until  it  appears  at  the  point 
marked  "X"  in  both  glasses.  Tliere  is 
now  atmospheric  pressure  on  water  in 
both  glasses. 

When  water  rises  in  glass  connected  to 
tlie  asli  i)an,  it  indicates  that  a  portion  of 
the   atmospheric   pressure   is   lieing   taken 


holes  cut  in  pan  at  point  where  holes 
are  being  torn  in  the  tire,  as  the  air  will 
run  in  through  the  reserved  opening  and 
take  the  shortest  possible  course  through 
the  lire  to  fill  vacuiun  in  firebox  created 
by  the  e.xhaust.  Opening  the  pan  on  all 
sides  of  the  hopper  will  overcome  this. 
.■\fter  opening  pan  to  furnish  sufficient 
air  inlet  it  may  be  possible  to  open  up 
nozzle  as  it  does  not  require  as  strong  a 
draft  to  draw  the  proper  amount  of  air 
through  the  larger  openings  in  the  ash 
pan,  Upon  inspection  a  vacuum  will  no 
doubt  be  found  in  ash  pan  and  instead  of 
closing  nozzle  to  make  the  fire  burn,  open 
up  the  ash  pan.  It  has  been  found  that  an 
engine  is  not  right  when  the  water  in 
\acuum  tube  varies  over  ji-in.  and  the 
nearer  it  rernalns  perfectly  level,  the 
nearer  perfect  combustion  is  secured. 

Where  there  is  an  insufficient  air  inlet 
in  asli  pans,  large  savings  have  been  made 
in  opening  pans  without  changing  the  size 
of  the  nozzle.  Opening  the  ash  pans  on 
engines  will  lessen  the  pull  on  the  firebox 


and  opened  as  outlined  or  to  show  an 
absence  of  vacuum  in  pan.  These  tests 
were  made  on  the  Greenwood  Lake  Divi- 
sion, train  585,  engine  793,  six  cars  (same 
equipment  each  night)  ;  Engineer,  H.  W. 
Smith;  Fireman,  N.  M.  Cable: 

TEST  NO.  1. 
Weather,  clear ;  size  of  nozzle,  4'^-ins. ; 
opening  in  ash  pan,  about  138  square  in- 
ches ;  vacuum  in  ash  pan,  2j4-ins. ;  va- 
cuum in  smoke  arch,  13j4-ins. ;  coal  con- 
sumed, 2,000  lbs. ;  water  evaporated,  14.- 
700  lbs. ;  lbs.  water  per  lb.  of  coal,  7.3 : 
lbs.  coal  per  loco,  mile,  93 ;  hook  used, 
twice ;  depth  of  fire  leaving  Jersey  City, 
14-ins. ;  depth  of  fire  arriving  Esse.x  Fells, 
10  ins.  No  coal  put  on  fire  until  switch- 
ing was  finished  and  ready  to  leave  Esse.x 
Fells.     Average  steam  pressure,  172.7  lbs. 

TEST    NO.    2. 

Ash  pan  opened  to  show  an  absence  of 
vacuum;  weather,  stormy;  size  of  nozzle. 
4j/-ins. ;  opening  in  ash  pan,  678  square 
inches;  vacuum  in  ash  pan,  0;  vacuum  in 
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from  lop  of  water  in  tliat  glass;  the  at- 
mospheric pressure  being  on  top  of  water 
in  other  glass  w^ill  force  the  water  down 
an  equal  distance.  The  reading  slunild 
be  made  as  follows :  When  the  water 
raises  Pin.,  it  also  lowers  1-in.  in  opposite 
glass.  Add  these  two  together  making  a 
total  of  2-ins.  If  water  raises  2-ins., 
it  also  lowers  2-ins.  in  corrcsjionding 
glass,  making  a  total  of  4-ins.,  adding  the 
\ariation  of  both  glasses  together. 

The  purpose  of  the  vacuum  tube  is  to 
ascertain  whether  a  locomotive  is  getting 
free  circulation  of  air  in  ash  pan,  which 
is  absolutely  necessary  to  make  a  good 
steaniing  and  free  working  engine.  Loco- 
motives will  generally  tear  holes  in  the 
lire  cither  in  front  or  back  end  and  per- 
haps along  the  sides  of  the  firebox. 
'  Uhers  will  burn  an  even  fire.  l)ut  will  not 
steam,  indicating  that  engine  burns  a  dull 
rc'l  fire  and  that  the  right  temperature 
has  not  been  secured.  Oa'.v.;'!'"  is  neces- 
sary to  form  perfect  comlnistion  and 
sli.)uld  be  supplied  evenly  throughout  the 
entire  grate  surface.  Careful  inspection 
should   be   made  to   see   if  there   are  any 


door.  The  opening  in  the  ash  pans  should 
always  be  equal  to  the  square  of  the 
Hues.  Too  much  air  cannot  be  furnished 
in  ash  pans.  Openings  should  be  as  near- 
ly uniform  as  possible  in  front,  sides  and 
l)ack.  If  pan  is  opened  up  around  raud 
ring,  drop  it  away  far  enough  to  insure 
a  free  access  of  air,  otherwise  the  air  will 
rush  in  opening  and  up  along  side  sheets, 
tearing  fire  but  along  the  sides.  It  is 
more  than  likely  that  in  some  cases,  en- 
gines will  not  .steam  after  opening  ash 
pans,  but  in  case  they  do  not,  opening  of 
tlie  ash  pans  should  not  be  condemned,  as 
the  reason  for  this  is  too  much  air  being 
drawn  through  the  fire.  The  remedy  is 
easily  applied,  viz.,  open  the  nozzle  which 
should  be  done  at  once. 

It  should  always  be  borne  in  mind  that 
it  requires  a  considerable  quantity  of  air 
(oxygen)  to  secure  full  benefit  of  all  the 
P>.T,l'.'s  from  each  pound  of  coal,  there- 
by preventing  it  escaping  in  the  form  of 
carbon  dioxide  or  black  smoke. 

I'ollowing  is  report  of  test  of  water 
evaporated  and  coal  consumed  on  engine 
793  with  ash  pan  closed  as  per  standard 


smoke  arch,  11-ins. ;  coal  consuined, 
1,520  lbs.;  water  evaporated,  14,625  lbs.; 
lbs.  water  per  lb.  of  coal,  9.6;  lbs.  coal  per 
loco,  mile,  67.1 ;  average  steam  pressure, 
177.7  lbs. ;  hook  used,  not  used ;  depth  of 
fire  leaving  Jersey  City,  14-ins. ;  depth  of 
fire  arriving  at  Essex  Fells,  6  ins.  No  coal 
put  on  fire  until  switching  was  finished 
and  ready  to  leave  Essex  Fells.  Ash  pan 
had  four  holes  cut  in  sides  8-ins.  x  IS-ins., 
one  in  front  8-ins.  x  30-ins.  and  one  in 
back  9-ins.  x  30-ins. ;  all  covered  by  net- 
ting. 

TEST    NO.    3. 

Weather,  clear;  size  of  nozzle,  4.}4-ins. ; 
opening  in  ash  pan,  678  square  inches ; 
vacuum  in  ash  pan,  0;  vacuum  in  smoke 
arch,  ll-ins. ;  coal  consumed,  1,780  lbs.; 
water  evaporated,  14,625  lbs. ;  lbs.  of  wa- 
ter per  lb.  of  coal,  8.2;  lbs.  of  coal  per 
loco,  mile,  79  lbs. ;  average  steam  pres- 
sure, 175.5  lbs.;  hook  used,  three  times; 
depth  of  fire  leaving  Jersey  City,  24-ins. 
partly  coke;  depth  of  fire  arriving  Essex 
Fells,  S-ins.  No  coke  put  on  fire  until 
switching  was  finished  and  ready  to  leave 
Essex  Fells. 
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TEST   NO.   4. 

Weather,  clear ;  size  of  nozzle,  5-ins. ; 
opening  ash  pan,  678  square  inches ;  va- 
cuum in  ash  pan,  0;  vacuum  in  smoke 
arch,  11-ins. ;  coal  consumed,  1,585  lbs.; 
water  evaporated,  1,400  lbs.;  lbs.  water 
per  lb.  coal,  8.8;  lbs.  coal  per  loco,  mile, 
70.4;  average  steam  pressure,  171  lbs.; 
hook  used  once ;  depth  of  fire  leaving 
Jersey  City,  24-ins.  partly  coke ;  depth  of 
fire  arriving  Essex  Fells,  5  ins.  Si.x 
scoops  of  coal  put  on  fire  at  Essex  Fells 
before  turning  the  engine. 

TEST    NO.    5. 

Weather,  clear ;  size  of  nozzle,  5-ins. 
with  a  pipe  placed  inside  basket  netting 
12-ins.  in  diameter,  14-ins.  high,  the  idea 
being  to  prevent  steam  expanding  in  bas- 
ket netting;  opening  ash  pan,  678  square 
inches;  vacuum  in  ash  pan,  0;  vacuum  in 
smoke  arch,  12-ins.;  coal  consumed,  1,476 
lbs. ;   water   evaporated,    14,000   lbs. ;    lbs. 


During  test  No.  1  had  pipe  attached  to 
vacuum  tube  in  cab  and  connected  to  a 
perforated  pipe  in  ash  pan,  one  foot  from 
grates  in  center  of  pan.  Opening  in  pan 
4-ins.  X  30-ins.  front  end.  Two  holes 
8-ins.  in  diameter  in  back  end ;  total  220 
square  inches.  This  was  covered  by  net- 
ting, the  wire  closing  up  Jli-in.  in  every 
square  inch  or  82  square  inches,  leaving 
an  opening  of  about  138  square  inches. 

Test  No.  2  was  carried  out  on  the  same 
lines  as  test  No.  1  as  to  depth  of  fire  and 
condition  of  fire  at  Essex  Fells,  except  in 
test  No.  1  fire  was  very  dirty  at  Essex 
Fells.  Tests  No.  3  and  4  had  about  50 
per  cent,  coke  on  fire  leaving  Jersey  City. 
Tests  No.  4  and  5  had  entirely  too  heavy 
a  fire  leaving  Jersey  City  to  compare 
with  any  of  the  former  tests,  it  being 
24-ins.  and  new  fire  started  in  engine  at 
1.45  p.m.,  leaving  time  of  train  5.45  p.m. 

The   vacuum    in   smoke   arcli    was   held 
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water  per  lb.  coal,  9.5;  lbs.  coal  per  loco. 
mile,  65.6;  average  steam  pressure,  174 
lbs. ;  hook  used  twice ;  depth  of  fire  leav- 
ing Jersey  City,  24-ins.  all  soft  coal; 
depth  of  fire  arriving  Esse.x  Fells,  5-ins. 
.Si.x  scoops  of  coal  put  on  fire  at  Jersey 
City  after  getting  signal  before  bags  were 
opened  and  six  put  on  at  Essex  Fells, 
dense  smoke  at  this  point. 

TEST    NO.    6. 

Weather,  clear;  size  of  nozzle,  5-ins. 
with  pipe  inside  basket  and  bevel  on  nozzle 
top;  opening  ash  pan,  678  square  inches 
about;  vacuum  in  ash  pan,  0;  vacuum  in 
smoke  arch,  12-ins.;  coal  consumed,  1,315 
lbs.;  water  evaporated,  15,000  lbs.;  lbs. 
water  per  lb.  coal,  11.3;  lbs.  coal  per  loco, 
mile.  58.4;  average  steam  pressure,  172 
lbs.:  hook  used  twice;  depth  of  fire  leav- 
ing Jersey  City,  24-ins.  all  soft  coal ;  depth 
of  fire  arriving  Essex  Fells,  4-ins.  Eight 
scoops  of  coal  put  on  fire  at  Essex  Fells 
causing  dense  black  smoke. 


about  the  same  in  tests  2,  3  and  4  after 
the  ash  pan  was  opened.  In  tests  5  and 
6  it  was  a  little  higher,  caused,  it  is  be- 
lieved, by  the  heavy  soft  coal  fire  leaving 
Jersey  City.  There  was  a  very  noticeable 
difference  in  the  elimination  of  black 
smoke,  proving  beyond  a  doubt  that  there 
has  not  been  enough  air  admitted  through 
fire  heretofore.  It  also  slopped  engine 
from  tearing  fire  out  in  front  and  back 
ends  of  firebox.  The  fire  could  be  carried 
much  lighter  and  it  did  not  get  nearly  as 
dirty  or  clinker  as  much. 

Engine  steamed  much  better  than  be- 
fore until  5-ins.  nozzle  was  used,  when  the 
steam  pressure  would  drop  very  quickly 
and  it  was  hard  to  get  it  back.  Every 
night,  between  Cedar  Grove  and  Verona, 
steam  pressure  wwuUI  drop  from  180  lbs. 
to  165  11)S..  a  distance  of  luo  miles,  with- 
out pumping  the  engines.  In  each  of  the 
tests  less  coal  was  consumed  and  a  higher 
evaporation  of  water  showed  up  with  pan 
opened. 


To  Improve  Old  Vise  Jaws. 
.After  an  indifferent  vise  has  been  in  use 
for  some  lime,  the  inside  faces  of  the  jaws 
become  poHshed  so  that  the  vise  will  not 
hold  a  piece  of  round  stock  without  per- 
mitting slipping  just  as  soon  as  any  pres- 
sure is  applied  on  the  work.  ,\  good  and  a 
cheap  way,  according  to  an  exchange,  to 
put  the  vise  again  into  fine  condition  is  to 
screw  a  section  of  an  old  file  on  each  of 
the  jaws  so  that  the  file  teeth  will  fur- 
nish the  "bite"  that  is  necessary  to  pre- 
vent slippage  of  the  work.  Of  course, 
before  the  file  can  be  drilled,  it  must  be 
softened,  but  as  tliere  are  generally  plenty 
of  old  files  around  the  shop  there  is  really 
no  necessity  for  rehardening  the  tool.  If 
the  jaws  of  the  vise  have  been  hardened, 
the  point  of  the  drill  must  needs  be  hard- 
ened and  a  turpentine  drip  used  before 
it  can  be  drilled,  but  a  vise  that  has  lost 
the  teeth  from  the  jaws  with  short  usage 
is  hardly  likely  to  have  jaws  tliat  are 
hardened  to  any  very  considerable  extent. 


The  Effect  of  DriUing  Holes  in  Steel. 
U  lien  holes  are  drilled  and  then  ream- 
ed in  soft-steel  bars  the  metal  materially 
increases  in  strength,  the  average  limit 
of  elasticity  improving  123  per  cent,  and 
the  average  tensile  strength  9.2  per  cent. 
This  phenomenon  is  explained  thus:  In 
putting  together  the  parts  of  a  test  piece 
broken  under  tension,  it  is  found  that  the 
two  ends  do  not  coincide ;  and  that,  while 
the  edges  make  a  good  contact,  the  cen- 
tral parts  do  not,  thus  indicating  that  the 
rupture  begins  at  the  centre,  and  that  the 
edges  have  a  higher  tensile  resistance 
than  there  is  along  the  axis  of  the  bar. 
Therefore,  if  several  holes  are  drilled  so 
as  not  to  injure  the  material  too  much,  as 
might  be  the  case  with  punching,  the 
average  tensile  strength  of  the  section 
across  the  holes,  per  unit  of  metal,  will 
be  higher  than  before  the  holes  were 
drilled,  since  each  hole  creates,  so  as  to 
speak,  additional  edges. 


About  Belting. 
.'\  reliable  authority  on  belting  says  that 
it  is  generally  conceded  that  when  the 
smooth  side  of  a  belt  is  placed  next  to  the 
pulley,  the  horse-power  transmitted  is 
about  thirty  per  cent,  greater  than  when 
the  rough  side  is  next  t..i  the  pulley. 
With  small  pulleys  a  greater  equipment 
is  necessary  because  the  contact  is  more 
or  less  imperfect.  The  lack  of  perfect 
contact  prevents  the  adhesion  between  the 
belt  and  the  iron  pulley  which  might  be 
obtained  with  a  smooth  belt  ■■n  a  smo.ith 
pulley.  When  the  rough  side  of  the  belt 
is  put  over  a  small  pulley,  you  experience 
the  same  conditions  as  with  a  wrinkled 
belt,  which  produces  iniperlect  contact. 
These  are  small  details  but  they  count 
for  efficiency  in  the  operation  ..f  a  ma- 
chine shop. 


RAILWAY    AND    LOCO.MO  11  \F.    KMilXEERIXG. 


Items  of  Personal  Interest 


Mr.  Karl  Hanson  has  been  appointed 
division  signal  foreman  of  the  Santa  Fe, 
with  office  at  Chanute,  Kan. 

.Mr.  E.  C.  Smith  has  been  appointed 
president  of  the  Southern  New  England, 
with  ofHce  at  St.   .Albans,  Vt. 

.Mr.  R.  McLaren  has  been  appointed 
general  foreman  of  shops  of  the  Ban.gor 
&  .Aroostook,  at  Oakfield,  Me. 

Mr.  E.  E.  Root  has  been  appointed 
master  mechanic  of  the  Monongahela. 
with   office   at    Brownsville,   Pa. 

Mr.  J.  .A.  Read  has  been  appointed 
master  mechanic  of  the  Macon  &  Birm- 
in.gliam.  with  office  at  Macon,  Ga. 

Mr.  O.  F.  Bennett  has  been  appointed 
general  manager  of  the  LTnion  &  Glen 
Springs,  with  office  at  L'nion,  S.  C. 

Mr.  J.  W.  Gibbs  has  been  appointed 
master  mechanic  of  the  Northern  .Ala- 
bama, with  office  at  Sheffield,  .Ala. 

Mr.  R.  Laurence  has  been  appointed 
general  manager  of  the  Santa  Fe,  Raton 
&  Eastern,  with  office  at  Raton,  N,  M. 

Mr.  C.  L.  Sykcs  has  been  appointed 
master  mechanic  of  the  Orangeburg 
Railway,  with  office  at  Orangeburg,  S.  C. 
Mr.  G.  H.  riavis  has  been  appointed 
master  mechanic  <jf  the  Manchester,  Dor- 
set &  Granville,  with  office  at  Proctor. 
Vt. 

Mr.  Charles  Judson  has  been  appoint- 
ed master  mechanic  of  the  Kansas  City 
&  West  Virginia,  with  office  at  Rogers, 
Ark. 

Mr.  P.  Stchlberger  has  been  appointed 
road  foreman  of  engines  of  the  .Atlantic 
City  Railmad.  with  office  at  Camden. 
N.  '.T. 

Mr.  J.  F,  Cruikshank  has  been  ap- 
pointed sui'tii'i'endent  of  scales  of  the 
Soutliern.  with  ..tficcs  at  Washington. 
D    C. 

Mr.  W.  F.  Farrell  has  been  appointed 
mazier  mechanic  of  the  Dayton,  Leba- 
iKiu  S;  Cincinnati,  with  office  at  L)ayton. 
niii,,, 

Mr,  W.  11.  Malsey  has  been  appointed 
general  for<-man  of  the  Chicago  &  North 
Western,  willi  .illicc  at  Missouri  Val 
ley,  la. 

Mr.  C  11.  Harris  has  been  appointed 
master  mechanic  iif  the  Changuinol.i 
Railway,  with  office  at  Bocas  del  Toro, 
Panama. 

Mr.  A.  J.  Country  has  been  appointed 
president  of  the  Susquehanna.  Blooms- 
burg  &  I'.erwick.  with  offices  at  Philadel 
phia.  Pa. 

Mr.  J.  W.  Sasser  has  lieeii  appointed 
SMperintrndent  of  motivr  power  of  the 
N"r,rl'..lk  S..nlhern.  with  fftice  at  Nor- 
folk.   \'a. 


Mr.  Ralph  G,  Coburn  has  been  ap- 
pointed eastern  sales  manager  of  the 
Franklin  Railway  Supply  Company,  with 
offices  at  New  A'ork.  Mr,  Coburn  is  a 
graduate  of  f-larvard.  and  had  charge  of 
the  western  f.actories  of  the  .American 
Glue   Company.      In    1909   he   entered   the 


services  of  the  Franklin  Supply  Company 
as  resident  sales  manager  in  Chicago.  In 
1911  he  was  made  assistant  t"  the  vice- 
president  in  char.ge  of  the  eastern-s..inth- 
ern  territory  with  ufhces  in  New  Nnrk. 
which  position  he  lu-ld  until  his  recent  ap- 
pointnu-nt 


Mr.  John  P.  Xeff  has  been  elected  vice 
president  of  the  .American  .Arch  Com 
pany.  Mr.  -NeiT  has  had  a  notalile  caree 
as    a    railroad    man.      .A    grailuate    of    tin 


meclianical  engineering  department  of 
Purdue  University,  he  entered  the  service 
of  the  Chicago  &  Northwestern  as  a  spe- 
cial apprentice.  In  a  short  time  he  had 
charge  of  the  locomotive  testing  plant. 
His  promotion  was  rapid.  His  first  ap- 
pointment as  master  mechanic  was  at 
Huron,  S.  D.,  in  1901,  and  latterly  at 
Boone,  Iowa.  In  1906  he  was  appointed 
mechanical  engineer  of  the  American 
Locomotive  Equipment  Company  and  suc- 
ceeded to  a  similar  position  with  the 
.American  Arch  Company.  In  1912  he  was 
appointed  assistant  to  the  president  of  the 
company,  which  position  he  held  until  his 
election  to  the  vice-presidency  last  month. 
Mr.  F.  R.  Jones  has  been  appointed 
foreman  of  locomotive  repairs  of  the  Chi- 
cago, St.  Paul,  Minneapolis  &  Omaha,  at 
Omaha,  Neb. 

Air.  J.  C.  O'Brien  has  been  appointed 
signal  supervisor  of  the  New  York,  New 
Haven  &  Hartford,  with  office  at  New- 
Haven,  Conn. 

Mr.  J.  W.  Neill  has  been  appointed  dis- 
trict master  mechanic  of  the  Saskatche- 
wan division  of  the  Canadian  Pacific,  at 
Moose  Jaw.  Sask. 

.Mr.  G.  Dempster  has  been  appointed 
master  mechanic  of  the  Southern  Rail- 
way Company  in  Mississippi,  with  office 
at  Columbus,  Miss. 

Mr,  L,  W.  Englehart  has  been  appointed 
traveling  engineer  on  the  Minneapolis, 
St,  Paul  &  Sault  Ste,  Marie,  with  ofiice 
at  (ilenwood,   Minn, 

Mr,  .A,  W,  Curley  has  been  appointed 
master  mechanic  of  the  Missouri  Pacific, 
with  ofiice  at  Monroe,  La.,  succeeding 
Mr.  W.  J.  McKiernan. 

.Mr.  C.  H.  Carman  has  been  appointed 
mechanical  superintendent  of  the  Wil- 
liamsville,  Greenville  &  St.  Louis,  with 
offices   at   Greenville,   Mo. 

Mr.  W.  F.  .Aylesbury  has  been  appoint- 
ed superintendent  of  car  service  on  the 
St.  Louis  Merchants'  I'.ridge  Terminal, 
with    office   at    St.    l..iiiis.    Mo. 

Mr.  G.  F.  Hennessey  has  been  ap- 
pointed general  car  and  locomotive  forc- 
Hian  of  the  Chicago,  Milwaukee  S:  St. 
I'.iiil.  with  office  at  Marion,  la. 

Mr.  C.  D.  .A.shmore,  formerly  general 
foreman  of  the  Chicago  &  North  Western 
at  Clinton.  la.,  has  been  appointed  master 
mechanic  on  the  same  road  at  Pekin,  111. 
Air.  J.  G.  Dole  has  been  appointed  mas- 
ter meclianic  of  the  .Alliance  division  of 
the  Chicago.  Burlington  &  Quincy  Lines 
west  of  the  Mississippi,  wMth  headquarters 
at  .Alliance.   Neb. 

Mr.  J.  Connelly  has  been  appointed 
engine    house    foreman    on    the   Toledo 
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branch  of  the  Cincinnati,  Hamilton  & 
Dayton  at  Rossford,  Ohio,  succeeding 
Mr.    Frank  Aitken. 

Mr.  C.  R.  Foryant  has  been  appointed 
Western,  at  Wyeville,  Wis.,  and  Mr. 
Sherman  Witte  has  been  appointed  to  a 
similar  position  on  the  same  road,  with 
office  at  Fremont,  Neb. 

Mr.  C.  F.  Gesler  has  been  appointed 
superintendent  of  machinery  of  the  Car- 
rolton  &  Worthville,  with  office  at  Car- 
rolton,  Ky. 

Mr.  J.  E.  Mourne  has  been  appointed 
road  foreman  of  engines  of  the  Chicago, 
Rock  Island  &  Pacitic,  with  office  at 
Manly,   la. 

Mr.  I.  A.  Tschnor,  formerly  assistant 
master  mechanic  on  the  Baltimore  & 
Ohio  at  Keyser,  W.  Va.,  has  been 
transferred  to  Washington,  Ind.,  suc- 
ceeding Mr.  J.  J.  Carey. 

Mr.  William  Lanon  has  been  appointed 
supervisor  of  locomotive  operation  of  the 
Arkansas,  Indian  Territory  and  Louis- 
ville divisions  of  the  Rock  Island  Lines, 
succeeding  Mr.  S.  T.   Patterson. 

Mr.  B.  F.  Crowley  has  been  appointed 
supervisor  of  locomotive  operation  of  the 
Baltimore  &  Ohio,  with  headquarters  at 
Wheeling,  W.  Va.,  in  place  of  Mr.  T.  B 
Burgess,  who  has  been  transferred. 

Mr.  Frank  McManamy  has  been  ap- 
pointed chief  locomotive  inspector  by  the 
Interstate  Commerce  Commission,  with 
offices  at  Washington,  D.  C.  He  suc- 
ceeds Mr.  John  F.  Ensign,  deceased. 

Mr.  John  U.  Peyton  has  been  elected 
president  of  the  Nashville.  Chattanooga  & 
St.     Louis,     succeeding     Mr.     Jolin     W. 


of  William's  College  and  also  of  the 
Harvard  Law  School.  His  father  was 
for  many  years  identified  with  the  Can- 
adian railway  supply  trade,  and  on  his 
death  the  younger  Mr.  Lichtcnhein  suc- 
ceeded to  his  father's  position.     His  edu- 
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Thomas,  deceased.  Mr.  Peyton  was  for- 
merly assistant  to  the  president  of  the 
Louisville  &  Nashville. 

Mr.  Alan  Lichtenhein  has  been  ap- 
pointed sales  manager  in  Canada  in  con- 
nection with  Franklin  Railway  Supply 
Company.     Mr.  Lichtenhein  is  a  graduate 
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cation  and  e-xperiencc  eminently  qualify 
him  for  the  important  and  rapidly  grow- 
ing field  of  tlic  Canadian  Railway  supply 
trade. 

Mr.  \\alter  H.  Coyle  has  been  elected 
second  vice-president  of  the  Franklin 
Railway  Supply  Company,  in  charge  of 
sales.  Mr.  Coyle  was  occupied  for  a 
number  of  years  on  the  Erie  railroad  in 
the  mechanical  and  traffic  departments.  In 
1905  he  became  identilied  witli  the  Kent 
Manufacturing  Company,  Kent,  Ohio,  and 
in  the  same  year  he  entered  the  mechan- 
ical department  of  the  Franklin  Railway 
Supply  Company  and  was  shortly  after- 
wards appointed  assistant  to  the  vice- 
|. resident  and  had  charge  of  the  sales  de- 
partment of  the  central  territory. 

Mr.  E.  B.  Hall,  formerly  division  mas- 
ter mechanic  of  the  Chicago  &  Nortli 
Western,  at  Chicago,  III.,  has  been  ap- 
pointed assistant  to  the  general  superin- 
tendent of  motive  power  and  car  depart- 
ments, with  headquarters  at  Chicago. 

Mr.  S.  T.  Patterson  has  liecn  appointed 
supervisor  of  locomotive  operation  of  the 
Chicago  Terminal  and  Illinois  divisions 
of  the  Rock  Island  Lines,  in  place  of  Mr. 
R.  E.  Wallace,  assigned  to  other  duties. 

Mr.  J.  J.  Carey,  formerly  master 
mechanic  on  the  Baltimore  &  Ohio,  on 
the  Indiana-Illinois  division,  at  Wash- 
ington, Ind.,  has  been  appointed  to  a 
similar  position  on  the  Chicago,  Ham- 
ilton &  Dayton,  succeeding  Mr.  C.  A. 
Gill. 

Mr.  C.  A.  Gill,  formerly  master  me- 
chanic of  the  Cincinnati,  Hamilton  & 
Dayton,  at  Ivorydale.  on  the  Toledo 
division,  has  been  transferred  to 
Wheelin.g.    W.    \'a..    with    title    of   gen- 


eral master  mechanic  of  the  Wheeling 
district. 

Mr.  S.  Olson,  formerly  general  shop 
foreman  of  the  Oregon  Short  Line  at 
Ogden,  Utah,  has  been  transferred  to  a 
similar  position  on  the  same  road  at 
Pocatello,  Ida.,  and  Mr.  J.  E.  Stone  suc- 
ceeds Mr.  Olson  as  general  shop  foreman 
at  Ogden. 

Mr.  J.  R.  Coney  has  been  appointed 
locomotive  foreman  of  the  Great  North- 
ern, at  Casselton,  N.  D.,  and  Mr.  J.  B. 
Haslet  has  been  appointed  to  a  similar 
position  on  the  same  road  at  Brecken- 
ridge,  Minn.,  and  Mr.  O.  .\nderson  has 
been  appointed  car  foreman  on  the  same 
road  at  Skykomish,  Wash. 

Mr.  D.  L.  Grove  has  been  appointed 
master  mechanic  of  the  Pennsylvania, 
with  office  at  Sunbury.  Pa.,  and  Mr.  W. 
L.  Lindner  has  been  appointed  foreman 
of  car  shops  at  Shire  Oaks,  Pa.  Mr. 
A.  N.  Shoup  to  a  similar  position  at 
Cresson,  Pa.,  and  J.  D.  Walden  to  a  sim- 
ilar position  at  Oil  City,  Pa.,  all  on  the 
same   road. 

William  L.  Allison  has  been  elected 
one  of  the  vice-presidents  of  the  Ameri- 
can Arch  Company.  He  is  a  very  pop- 
ular railway  supply  man  and  has  had  an 
excellent  training,  being  a  graduate  of 
the  Davis  Military  School  at  Winston- 
Salem,  N.  C.  He  was  for  several  years  in 
the  government  service,  and  for  six  years 
was  in  the  employ  of  the  Baldwin  Loco- 
motive Works,  particularly  as  engineer 
of  tests.  In  1904  he  was  appointed  me- 
chanical engineer  on  the  Santa  Fe.  In 
1909  he  was  appointed  mechanical  man- 
ager   of    the    Franklin    Railwaj-    Supply 


\V.  L.  .\LLISON. 

Company,  and  latterly  occupied  the  posi- 
tion of  Western  sales  manager  with  offices 
at  Chicago,  III.  He  was  al.so  identified 
with  the  Rome  Merchant  Iron  Mills,  and 
the  Economy  Devices  Corporation  and 
j;eneral  western  sales  manager  of  the 
.\merican   ATch   Company. 
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Mr.  F.  W.  Boardman  has  been  ap- 
jiDinted  master  on  tlic  Baltimore  &  Ohio, 
uith  olTices  at  Pliiladclphia,  Pa.,  succeed- 
ing Mr.  W,  D.  Scnnott,  and  Mr.  M.  T. 
Xash  has  been  appointed  general  loco- 
motive foreman  on  the  same  road  at 
Holloway,  Ohio;  and  Mr.  G.  A.  Schaiffen 
has  been  appointed  to  a  similar  position 
on  the  same  road  at  Weston,  \V.  Va. 

Mr.  R.  C.  Hyde,  formerly  master  me- 
chanic of  the  Cliicago,  Rock  Island  &  Pa- 
ciiic,  at  El  Dorado,  Ark.,  has  been  trans- 
ferred to  a  similar  position  on  the  same 
road  at  Manly,  la.,  in  place  of  Mr.  F.  W. 
Williams,  resigned,  and  Mr.  W.  J.  Eddy, 
formerly  inspector  of  tools  and  machinery 
on  the  same  road  at  Chicago,  111.,  has 
been  appointed  master  mechanic  at  El 
Dorado,  succeeding  Mr.  Hyde. 

Mr.  C.  B.  Randall  has  been  appointed 
master  mechanic  of  the  Missouri  Pacific, 
with  office  at  Van  Buren,  Ark.,  and  Mr. 
C.  F.  Mase  has  been  appointed  general 
foreman  of  the  car  department  at  Ar- 
genta.  Ark.,  and  Mr.  J.  L.  Marcum  has 
been  appointed  signal  supervisor  on  the 
.^ame  road,  with  ofiice  at  St.  Louis,  Mo., 
and  Mr.  R.  R.  Pollock  has  been  appoint- 
ed to  a  similar  position  on  tlie  same  road 
at  McGhce,  Ark. 

Mr.  William  Baker  has  been  appoined 
road  foreman  "f  engines  on  the  Lehigh 
\'allcy.  with  office  at  Wilkesbarre,  Pa,, 
and  Mr.  J.  J.  Keyer  has  been  appointed 
to  a  similar  position  on  the  same  road, 
with  office  at  South  Easton,   Pa. 

Mr.  M.  S.  Montgomery  has  been  ap- 
pointed road  foreman  of  engines  of  the 
Xorthern  Pacific,  W'ith  office  at  Duluth, 
Minn.,  and  Mr.  W.  V.  Wicks  has  been 
apiiointcd  to  a  similar  position  on  the 
same  road,  with  offiice  at  Jamestown, 
X    D. 

Mr.  WilHam  Garstang,  general  master 
car  builder  of  the  Cleveland,  Chicago  & 
.■^t  Louis,  has  retired  from  railway  serv- 
ice after  fifty-one  years  continuous  service 
in  \aririus  capacities,  and  on  many  rail- 
roads, among  which  were  machinist  on 
tlie  ('leveland  &:  Erie;  general  furenian  on 
the  Atlantic  &  Great  Western  and  the 
Xew  York,  Pennsylvania  &  Ohio;  general 
foreman  on  the  Pennsylvania;  master  me- 
chanic on  the  Cleveland,  Columlnis.  Cin- 
cinnati &■  Indianapolis;  superintendent  of 
motive  power  on  the  Chesapeake  &  Oliio, 
and  latterly  superintendent  of  motive 
jiMv.ir  in  the  Big  Four,  and  dur- 
ing hist  year  served  as  gener.al  master  car 
buibler.  Mr.  Garstang  is  a  fine  type  of  the 
all  r.innd  railroad  man.  He  was  president 
..f  the  .Xuu-rican  Railway  M;isler  Mc- 
cli.-.nics'  Association  in  18<54  and  ]H')S.  and 
al-M  served  with  distinctiiMi  nn  many 
loiiimitlees 

Mr.  I'rederic  .\.  Del.mo  lias  l.ren  elccte<l 
president  of  the  ('hic;igo.  Indi.mapolis  & 
■  -••uisvillc.  succeeding  Mr.  Fairfax  Har- 
ri-.iin.  elected  president  of  the  .'suuthern. 
Mr.  Delano  has  had  an  extensive  experi- 
ence  in   railroad   work   and   has   '"died   al- 


most every  position  in  the  mechanical 
and  operating  departments.  Beginning  as 
machinist's  apprentice  in  the  Burlington 
in  1885  he  was  rapidly  promoted  and  in 
1890  he  was  appointed  superintendent  of 
freight  terminals  at  Chicago.  In  1899  he 
was  appointed  superintendent  of  motive 
power  on  the  same  road  and  general  man- 
ager in  1901.  In  1905  he  became  con- 
sulting engineer  to  the  War  Department 
and  the  Philippine  Commission,  and  in 
the  same  year  was  elected  first  vice-presi- 
dent of  the  Wabash  and  latterly  presi- 
dent. At  the  same  time  he  was  president 
of  the  Wheeling  &  Lake  Erie  and  presi- 
dent of  the  Wabash-Pittsburgh  Terminal 
railway. 


Obituary. 
Lord    Strathcona   and   Mount   Royal. 

One  of  the  greatest  railway  builders 
the  world  has  seen  passed  away  January 
21,  in  the  death  of  Donald  Smith,  later 
known  as  Lord  Strathcona  and  Mount 
Royal.  Donald  Smith  was  born  in 
Morayshire,  Scotland,  in  1820,  and  re- 
ceived the  ordinary  parish  school  educa- 
tiiin.  In  1838  he  received  an  appoint- 
ment as  cadet  of  the  Hudson  Bay  Com- 
pany. For  thirty  years  he  was  in  the 
Service  of  that  corporation,  and  for  the 
lirst  thirteen  of  tliem  he  was  employed  in 
tile  wilds  of  Labrador.  Then  he  was 
moved  to  the  Northwest,  in  those  days  al- 
most unexplored,  and  to  suggest  that  as 
the  commander  of  a  Hudson  Bay  post 
be  had  anything  but  a  lifetime  of  hard 
and  obscure  work  before  him  would  have 
seemed  absurd.  Steadily  lie  rose,  how- 
ever, in  the  service  of  the  company  un- 
til he  became  chief  factor  and  then  resi- 
dent Governor  and  Chief  Commissioner 
i>f  the  company  in  Canada. 

.Meanwhile  the  Dominion  itself  was  en- 
l.irging  its  boundaries.  The  Xonhwest- 
ern  wastes  began  to  receive  a  trickle  of 
immigration  from  the  East,  and  there  en- 
sued the  Red  River  rebellion  under  Louis 
Kul.  It  w;is  this  which  gave  Lord  Wolse- 
Ir\  his  lirst  chance  of  distiiuti:  in.  and  it 
was  this  which  lirought  Donald  Smith 
into  prominence.  The  rebellion  was  the 
result  of  local  conditions,  and  especially 
I  if  the  unfortunate  position  of  the  French 
Indi.-in  half-lirecds  before  tlie  advance  of 
civili/atinn.  and  tliere  was  no  one  so  well 
lilted  to  deal  witli  it  as  llie  man  who  had 
p;issed  years  as  their  virtual  dictator. 
"His  word,"  said  Woolseley,  "was  law  in 
all  tliat  wide  region,"  and  he  aided  in  the 
speedy  settlement  of  the  difficulty. 

Then  Donald  Smith  entered  the  first 
M;niitolia  Legislature  and  was  soon  jilaccd 
on  the  Xorthwest  Territorial  Council : 
that  is.  the  liody  which  administered  the 
Xorthwest  Territories.  His  next  step  was 
In  enter  the  Parliament  at   Ottawa. 

However,  this  period  of  his  c.ireer  is 
marked  far  more  significantly  by  the 
great  part  he  took  in  the  construction  of 


the  Canadian  Pacific  Railway  from  Mon- 
treal to  the  Pacific  Coast.  In  1880  Don- 
ald Smith  formed  a  syndicate  with  George 
Stephen.  With  the  aid  of  such  men  as 
William — now  Sir  William — Van  Home 
and  James  Ross  he  triumphed  over  every 
obstacle,  engineering,  and  financial,  and 
in  five  years  had  the  main  line  completed. 
On  November  7,  1885,  Donald  Smith 
drove  the  last  spike  in  a  wild  pass  in  the 
midst  of  the  Rockies,  and  on  the  following 
June  13  Sir  John  A.  Macdonald  and  his 
Cabinet  set  out  from  Montreal  in  the  first 
train  that  ever  ran  through  to  Vancouver. 

Donald  Smith  was  an  intimate  friend 
of  James  J.  Hill,  and  they  co-operated 
together  in  pushing  various  Northwestern 
enterprises.  There  had  been  some  feel- 
ing of  jealousy  between  the  two  men  un- 
til they  met,  and  then  they  recognized  in 
each  other  the  ma,sters  of  men  and  enter- 
prises that  moved  them  to  co-operate  un- 
til the  end. 

For  the  building  of  the  Canadian  Pa- 
cific Railway,  the  greatest  of  Donald 
Smith's  achievements,  he  received  the  or- 
der of  St.  Michael  and  St.  George  in 
1886.  Next  year  he  was  elected  president 
of  the  Bank  of  Montreal,  the  bulwark  of 
Canada's  finance.  He  began  to  take  as 
prominent  a  position  in  the  educational, 
charitable  and  imperial  fields  as  he  had 
occupied  in  the  commercial  and  political. 

When  Sir  Donald,  as  he  had  now  be- 
come, went  to  London  as  High  Commis- 
sioner he  conferred  upon  that  office  a 
prestige  which  it  had  never  enjoyed  be- 
fore. Welcome  in  every  grade  of  society, 
a  close  friend  of  Queen  Victoria  and  King 
Edward,  he  was  raised  to  the  peerage  in 
1897  on  the  occasion  of  the  Diamond 
Jubilee.  He  became  one  of  the  prominent 
figures  of  official  London,  and  was  in 
British  eyes  the  very  embodiment  of  the 
newly-awakened  imperialism.  Then,  in 
tlie  dark  days  of  the  South  .African  war, 
when  this  self-made  Scotchman  from 
Canada  suddenly  announced  that  at  his 
own  private  charges  he  would  assemble. 
(■(|nip  and  send  out  to  the  seat  of  war  a 
bndy  of  tlic  famous  riders  of  the  plains,  lie 
added  a  touch  of  romance  to  his  record 
tliat  insured  forever  his  standing  in 
Eritisli    histi.iry. 

.\  comp.'irative  stranger  in  the  last  years 
of  liis  life  in  the  Dominion.  Lord  Strath- 
cona and  Mount  Royal  was  known  for 
his  hospitality  to  the  hundreds  of  C:i- 
nadians  who  had  visited  London. 


William  Thornton   Henry. 

Mr.  William  Thornton  Henry,  a  pop- 
ular sales  manager  of  the  Xew  N'ork  .\ir 
Brake  Company,  died  last  iiionih  in  his 
sixty-fit'tli  year.  He  was  a  n.uive  of 
Ithaca,  X.  v..  and  entered  the  service  of 
tlie  .\ir  Brake  Company  15  \ears  ago. 
He  was  a  member  of  a  number  of  tlie 
best  railway  clubs,  and  was  \ery  highly 
esteemed  bv  all  who  knew  him 
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Testimonial  to  Howard  Elliott. 

"We  look  along  the  line  to  see  that  all 
his  lamps  are  white." 

That  is  the  inscription  which  appears 
over  a  testimonial  which  the  American 
Association  of  Traveling  Passenger 
Agent.s,  representing  the  railroads  of  this 
country,  Canada  and  Mexico,  has  just  pre- 
sented to  Chairman  Elliott,  of  the  New 
York,  New  Haven  and  Hartford,  in  token 
of  its  affection  and  appreciation  of  his 
work  as  president  of  the  Northern  Pa- 
citic  Railway  and  extending  their  gooa 
wishes  to  him  as  chief  executive  of  the 
New  Haven  and  New  England  Lines. 

This  testimonial  is  beautifully  en- 
grossed on  parchment  and  bound  in 
brown  seal  leather  inscribed  with  Mr. 
Elliott's  name.  Accompanying  it  are  the 
autographs  of  137  members,  representing 
nearly  every  railroad  in  the  country  and 
from  nearly  every  state.  The  tesimonial 
reads : 

"The  American  .\ssociation  of  Travel- 
ing Passenger  .\gcnts,  representing  the 
railroads  of  the  United  States,  Canada 
and  Mexico,  hereby  conveys  to  Mr. 
Howard  Elliott,  president  of  the  New 
York,  New  Haven  and  Hartford  Rail- 
road, its  sincere  affection  and  its  appre- 
ciation of  his  work  as  president  of  the 
Northern  Pacific  I-tailway,  and  its  hearty 
congratulations  on  his  recent  appoint- 
ment in  Boston.  It  seems  especially 
fitting  that  the  city  which  fostered  the 
promises  of  his  youth  should  now  take 
him  back  in  the  fulfilment  of  that  promise. 
The  men  who  knew  him  there  in  earlier 
days  welcome  him ;  the  men  who  learned 
to  respect  him  as  an  executive  and  love 
him  as  a  friend,  in  the  many  years  he 
spent  west  of  the  Mississippi,  give  him 
Godspeed,  and  the  entire  Association 
unites,  with  his  many  other  friends,  in 
wishing  him  a  clear  track  and  white 
lights  the  rest  of  his  run. 

"The  Association  derived  the  greatest 
pleasure  and  enjoyment  from  its  trip 
through  the  Yellowstone  National  Park, 
September  ninth  to  eighteenth,  1913,  as 
the  guests  of  the  Northern  Pacific  Rail- 
way, and  presents  to  Mr.  Elliott  its 
warmest  thanks  for  having  made  possible 
this  unforgettable  outing  a  fitting  finale 
to  his  western  career,  notable  for  his 
many  acts  of  courtesy  and  kindly  con- 
sideration." 


New     General     Manager     of     British 
Railway. 

The  I-ondon  and  Xorth-Western  Rail- 
way has  got  a  new  general  manager  in 
Mr.  Guy  Calthorp.  who  was  born  in  1870 
and  joined  the  London  and  North-West- 
ern  Railway  in  1886  as  a  junior  on  the 
staff  of  the  superintendent  of  the  line. 
About  eight  years  later  he  became  super- 
intendent at  Crewe,  and  in  1901  he  became 
assistant  to  Sir  Frederick  Harrison,  then 
general  manager.     This  post  he  occupied 


for  a  brief  time,  for  on  the  retirement  in 
1902  of  Mr.  Irvine  Kempt,  general  super- 
intendent of  the  Caledonian  Railway,  Mr. 
Calthorp  was  appointed  to  the  vacancy 
He  occupied  this  post  until  1908,  when  on 
the  death  of  Mr.  liobert  Millar,  general 
manager,  he  was  selected  to  succeed  him. 
Two  years  later  Mr.  Calthorp  resigned 
in  order  to  become  manager  of  the  Buenos 
Ayres  and  Pacific  Railway.  This  appoint- 
ment, it  was  stated,  was  for  a  period  of 
five  years  at  a  salary  of  £5,000  per  annum. 

Some  idea  of  the  business  conducted 
by  the  London  and  North-Wcstern  Rail- 
way Company  may  be  gathered  when  it  is 
stated  that  it  has  almost  2,000  miles  of 
railway,  over  3,000  locomotives,  about 
10.000  passenger  coaches,  77,000  goods 
waggons,  over  5,000  horses,  6,000  road 
vans,  and  16  steamboats.  In  addition  there 
are  about  a  dozen  hotels. 

Mr.  Calthorp  is  a  nephew  of  Lord 
Alverstonc,  the  former  Lord  Chief  Justice, 
which  no  doubt  lubricated  his  upward 
progress. 


Executive   Committee   Meeting. 

The  Executive  Committee  of  the  In- 
ternational Railway  General  Fore- 
men's Association  met  at  Hotel  Sher- 
tnan  last  month  for  the  purpose  of  ar- 
ranging for  their  1914  convention,  and 
for  the  consideration  of  other  matters 
pertaining  to  the  best  interests  of  the 
association.  The  secretary  had  re- 
ceived and  read  very  cordial  letters 
from  the  Business  Men's  Association 
of  numerous  cities  invitin.g  the  asso- 
ciation to  meet  with  them,  notably 
New  York  and  St.  Louis,  but  after  due 
and  careful  consideration  it  was  de- 
cided that  Chicago  w-as  the  most  suit- 
able city  to  meet  in  due  to  its  acces- 
sibilities and  accommodations,  so  that 
the  ne.xt  convention  will  be  held  at 
Hotel  Sherman,  Chicago,  July  14,  IS, 
16.  17,  1914. 

The  same  plans  will  be  followed  as 
at  last  convention,  the  General  Fore- 
men meeting  first,  followed  immedi- 
ately by  the  Tool  Foremen's  conven- 
tion, thus  eliminating  the  necessity  of 
the  exhibitors  moving  their  exhibits 
till  both  conventions  are  concluded. 

The  question  of  holding  the  1915 
convention  at  San  Francisco  during 
the  Panama  Exposition,  was  consid- 
ered, but  the  committee  came  to  the 
conclusion  that  it  would  not  be  ad- 
visable to  go  so  far.  especially  at  that 
time,  for  several  good  and  sufficient 
reasons,  so  action  was  deferred  till  the 
next    Executive    Committee    was    elected. 

Several  other  matters  were  discussed 
and  decided  upon  looking  towards  im- 
provement in  conducting  the  affairs 
of  the  convention,  both  sociably  and 
otherwise,  and  the  general  opinion  was 
that  the  year  1914  will  mark  a  new  era 
in  the  annals  of  the  association. 


Memorial  to  William  Murdoch. 
A  memorial  of  some  knid  is  proposed 
to  perpetuate  the  name  of  William  Mur- 
doch, the  eminent  Scottish  engineer. 
Some  eminent  authorities  claim  him  as 
the  inventor  of  the  locomotive,  and  in 
setting  forth  his  qualities  as  an  engineer 
it  has  been  stated  that  if  the  whole  civi- 
lized world  is  indebted  to  William  Mur- 
doch—as is  now  generally  conceded— for 
his  application  of  coal-gas  to  lighting,  it 
is  even  more  so  for  his  improvements  on 
the  steam  engine,  particularly  for  its  ap- 
plication to  the  purpose  of  transport.  Re- 
cent investigations  of  existing  documents 
and  other  existing  evidence  prove  con- 
clusively that  he  was  the  first  to  apply 
steam-power  to  mechanical  locomotion  in 
a  practicable  form,  but  he  was  not  in  a 
position  to  patent  his  production,  and  his 
employers  not  only  would  not  help  him  to 
do  so,  but  they  did  all  they  could  to  dis- 
courage him;  consequently  when  he  at 
length  left  Cornwall  Richard  Trevithick, 
who  had  undoubtedly  seen  Murdoch's 
steam  carriage,  took  up  the  idea  and  con- 
structed one  on  a  large  scale  capable  of 
carrying  several  persons.  This  was 
copied,  and  more  or  less  improved  upon, 
by  other  engineers  in  the  North,  until 
William  Hedley  and  George  Stephenson 
so  far  perfected  it  as  to  make  it  suitable 
for  the  transport  of  goods  and  passengers 
upon  railroads  as  we  now  have  them. 
But  Murdoch  showed  the  way,  in  spite 
of  Watt's  dictum  that  he  was  "hunting 
shadows"  and  that  "Providence  would 
have  to  work  a  miracle  before  a  vehicle 
could  propel   itself." 


Long  Ago  Promotion  for  Dr.  Sinclair. 

In  the  fall  of  1878,  the  following  para- 
graph appeared  in  the  Iowa  City  Repub- 
lican : 

"Mr.  Angus  Sinclair,  one  of  the  ablest 
engineers  on  the  Burlington,  Cedar  Rapids 
and  Northen  Railway,  has  had  his  head- 
quarters transferred  from  Iowa  City  to 
Cedar  Rapids,  and  will  hereafter  run  from 
this  point  to  Riverside,  on  the  new  ex- 
tension. Angus  is  not  only  a  skilled  en- 
gineer, but  he  is  also  a  gentleman  of 
good  literary  ability,  and  has  written 
many  able  and  interesting  articles  for  the 
press.     Such  men  are  always  welcome. 

"For  several  years  Mr.  Sinclair  has  at- 
tended the  chemistry  classes  of  the  Iowa 
State  Lfniversity,  having  made  a  special 
study  of  water  analysis.  He  will  act  as 
chemist  for  the  Burlington.  Cedar  Rapids 
&  Northern  Railway  so  far  as  the  selec- 
tion of  water  for  boilers  is  concerned.' 


Secretary    Taylor's    Office    Moved. 

The  office  of  Secretary  Tayli)r,  of  the 
Master  Car  Builders',  and  ol  *he  Master 
Mechanics'  .Association,  has  been  moved 
to  1112  Karpcn  Building.  Chicago,  III. 
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Motor-Driven      Mud-Ring      and      Flue 
Sheet  Drill. 

Tlic  value  of  motor  drive  for  machine 
tools  is  rapidly  being  realized.  The 
illustration  shows  a  Foote-Burt  4-spindle 
drill  installed  in  the  Juniata  shops  of  the 
Pennsylvania  Railroad,  where  it  is  used 
for  drilling  the  rivet  holes  around  fire 
box  mud-rings  and  the  flue  holes  in  boiler 
flue  sheets.  The  motor,  of  20  horsepower, 
is  of  Westinghouse  make  and  is  geared 
direct  to  the  drive  shaft  by  a  large  spur 
gear  and  a  rawhide  pinion.  It  has  a  speed 
adjustment  of  from  375  to  l.SOO  r.  p.  m. 

Some  idea  of  the  size  of  this  machine 
is  obtained  from  the  following:  The 
heads  have  an  adjustment  in  and  out  of 
12  inches,  and  arc  adjustable  on  the  main 
rail  up  to  a  minimum  centre  distance  of 
18  inches.  The  heads  carrying  the 
spindles  are  complete  in  themselves,  as 
each  is  arranged  with  a  clutch  for  stop- 
ping and   starting,      .\djustable   stops   for 


Force  exerted 

Diameter  of        .'\rea  of  at  50  lbs.  per. 

cylinder.  cylinder.  square  inch. 

V    28.27    1,400 

8"    50.27   2,500 

10"   78.54   3,950 

12"    113.10   5,650 

14"    153.94   7,700 

16"   201.06   10,050 

18"    254.47    12.720 

BR.XKE   PIPE   PRESSURES. 

Unless  local  conditions  of  service  render 
a  change  from  the  following  necessary, 
the  recommended  pressures  will  be  as 
follows: 

Minimum  brake  pipe  pressure  for  gen- 
eral freight  service,  80  pounds ;  for  freight 
train  service  on  heavy  grades.  90  to  110 
pounds;  for  switch  etigines  in  general 
freight  yard  service,  70  pounds ;  for 
switch  engines  in  general  passenger  yard 
.service,  110  pounds;  for  passenger  car 
ser\ice    without    high    speed    appartns,   90 


MOTOR  I)IU\'K\  Mi;n-RIN'G 
autnmatically  knocking  off  same  are  pro- 
vided. Two  changes  of  power  feed  are 
provided  on  each  liead. 

The  base  is  a  continuous  box  section 
and  the  table  is  arranged  for  an  in  and 
out  motion  of  36  inches.  The  total 
weight  is  23,000  pounds. 


,\NI)    FI.U1-:    SHEET   DRILL, 
pounds;    for    passenger    car    service    with 
high  speed  apparatus,  110  pounds. 


Recommended    Practice    of    the    New 
York  Air   Brake  Co. 

On  acciiunl  nf  the  numeruus  cases  of 
wrongly  used  triple  valves,  auxiliary 
reservoirs  and  sometimes  brake  cylinders 
that  have  come  to  our  notice,  we  print 
herewith  a  table  showing  the  c^jrrcct  use 
of  the  parts  in  question,  ami  in  addition, 
proper  sizes  for  supplementary  reservoirs 
in  passenger  service  as  well  as  some  in- 
formation calculated  to  be  i<!  value  to  re- 
pairmen and  inspectors  who  come  in 
t<")uch  with   these   equipments. 

The  following  table  slmus  tin-  ;irca  of, 
and  force  exerted  li> ,  the  different  brake 
cylinder<;.  and  has  lieeu  repeatedly  (jroved 
by  ex[)erimenl  ; 


A  Huge  Rudder. 

A  rudder  is  an  attachment  to  a  ship 
which  is  moved  by  the  helm  and  regulates 
the  direction  in  which  the  vessel  is  re- 
quired to  go.  In  small  ships  and  boats 
the  rudder  is  little  more  than  a  pear 
shaped  board.  The  immense  increase  in 
the  size  of  modern  steamships  may  be 
judged  by  the  fact  that  a  rudder  with  a 
doorway  into  the  interior  is  a  striking 
feature  of  the  Cunard  liner  Aquilania 
Tile  rudder  has  just  been  placed  in  posi- 
tion, ,-in<l  is  so  large  that  a  doorway  lias 
been  constructed  in  the  lower  part  to  ad- 
mit workmen  so  tliat  they  can  remove  the 
(lin  whicli  connects  the  rudder  to  the  ship. 
This  ]jin  is  four  feet  in  lengtli  and  bigger 
than  the  heaviest  projectile  ma<Ie  for  mo- 
dern artillery.  When  delivered  at  the 
builders'  yard  the  rudder  was  in  three 
parts,  .\fter  tliey  had  been  connected  and 
laid  upon  the  ground  the  distance  to  be 
walked  to  jiass  round  it  was  over  100  feet. 


Encourage  Irish  Lace  Makers. 

It  is  now  considered  the  proper  thing 
among  tourists  and  visitors  to  Ireland  to 
bring  home  a  supply  of  Irish  lace  which 
is  made  very  artistically  by  the  lowly 
maidens  of  the  Green  Isle.  The  people 
who  purchase  this  lace  are  encouraging  a 
worthy  industry.  Bring  a  good  supply 
ne.xt  time  you  come  over. 

Irish  lace,  which  is  making  a  brave 
fight  with  the  machine-made  article,  ori- 
ginated from  the  failure  of  the  potato 
crop  that  caused  the  famine  of  1846.  The 
abbess  of  a  convent  in  County  Cork,  look- 
ing about  for  some  lucrative  employment 
to  help  the  half-starved  children  who  at- 
tended her  schools,  unravelled  thread  by 
thread  a  scrap  of  point  de  Milan,  and 
finally  mastered  the  complicated  details. 
She  then  selected  the  girls  who  were 
quickest  at  needlework,  and  taught  them 
what  she  had  painfully  learned.  The  new 
industry  prospered,  and  one  of  the  pupils, 
in  a  pardonable  "bull,"  declared  that  "if 
it  liad  not  been  for  the  famine  we  would 
all    have   been    starved." 


Where   Laws  Are   Enforced. 

Among  my  acquaintances  I  count  a 
most  interesting  and  intelligent  Chinese. 
The  other  day  we  were  talking  about  laws. 
their  enforcement,  etc.  I  happened  to 
mention  our  so-called  "anti-trust  law." 
He  said  they  had  one  in  China  also  and 
tliat  it  was  so  short  he  could  recite  it  for 
me,  whicli  he  straightway  did  as  follows: 
"Tliose  who  deal  with  merchants  unfairly 
shall  be  belieaded.  Those  who  interrupt 
commerce  shall  be  beheaded.  Those  who 
attempt  to  close  the  markets  shall  be  he- 
headed.  Those  who  maintain  the  pros- 
perity of  commerce  shall  be  rewarded." 

He  added,  naively,  that  in  his  country 
the  anti-trust  law  seldom  was  violated  a 
second  time  by  the  same  person.  He  said 
this  law  was  strictly  enforced  throughout 
Cliina  and  that  he  had  noticed  the  penalty 
for  its  violation  usually  made  the  violator 
scrupulously  law-abiding  in  evei-y  particu- 
lar thereafter.  This  "good  Indian"  meth- 
od of  law  enforcement  in  China  might  be 
considered  a  bit  harsh  here,  but  isn't  it 
beautifully  effective? 

Bulgarian  Railways 

LTpon  the  conclusion  of  the  large 
foreign  loan  which  the  Bulgarian  Govern- 
ment is  negotiating,  tlie  Director  of  Rail- 
ways and  Ports  will  call  for  tenders  for 
railway  equipment  and  supplies,  which 
would  appear  to  offer  an  opportunity  for 
profitable  participation  by  -American  firms. 
These  tenders  will  call  for  the  delivery 
of  20  locomotives  and  800  freight  cars. 
A  large  amount  of  rails,  turning  bridges, 
and  general  equipment  for  the  national 
railway  lines  will  also  be  purchased.  Copy 
of  the  complete  report,  giving  further  de- 
tails, may  be  obtained  from  the  Bureau 
of  Foreign  and  Domestic  Commerce. 


Februarv,  1914. 
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'S 

GRAPHITE  AIR  BRAKE 

AND 

TRIPLE  VALVE  GREASE 


Proper  lubrication  is  the 
key  to  the  right  opera- 
tion of  the  entire  brake 
system.  And  this  spe- 
cial mixture  of  high- 
grade  grease  and  finely 
ground  natural  flake 
graphite  gives  results 
which  no  oil  or  grease 
alone  can. 

In  the  first  place,  it  is  not 
affected  by  heat  or  cold. 
It  can't  dry  up  or  gum 
up  or  get  sticky  and 
cause  sluggish  action. 
It  can't  melt  and  run 
out,  leaving  a  dry  bear- 
ing, because  the  graph- 
ite identifies  itself  with 
the  bearing  surface. 

The  Dixon's  Flake  Graph- 
ite in  this  grease  is  an 
unsurpassed  natural  lu- 
bricant. The  grease  in 
this  special  mixture  is 
merely  a  vehicle,  a  dis- 
tributing agent,  for  the 
graphite. 

Get  the  whole  story  of 
railway  lubrication  in 
"Graphite  Products  For 
The  Railroad,"  No.  69, 
free. 


Made  in  JERSEY  CITY,  N.  J. 
by  the 

JOSEPH  DIXON 
CRUCIBLE  CO. 

Established  1H27 


RAILROAD  NOTES. 

The  Wabash  is  in  the  market  for  60 
locomotives  of  various  types. 

The  Gainesville  &  Northwestern  has 
ordered  a  lO-wheel  locomotive  from  the 
Baldwin    Locomotive    Works. 

The  Kanawha  &  Michigan  has  or- 
dered 5  steel  coaches  from  the  American 
Car  &   Foundry  Company. 


The  Fort  Worth  Belt  has  ordered  one 
6-whecl  switching  locomotive  from  the 
American    Locomotive    Company. 


The  .Atlantic  Coast  Line,  it  is  said,  will 
make  improvements  and  erect  additional 
shop  buildings  at   Waycross,  Ga. 


The  Texas,  Oklahoma  &  Eastern  has 
ordered  2  freight  locomotives  from  the 
American   Locomotive   Company. 


The  Chicago  &  North  Western  has 
placed  an  order  for  35,000  tons  of  steel 
rails  with  the  Illinois  Steel  Company. 


The  New  England  Coal  &  Coke  Com- 
pany, it  is  said,  has  ordered  200  hopper 
cars  from  the  Pressed  Steel  Car  Com- 
pany. 

Plans  have  been  completed  by  the 
Lackawanna,  for  the  construction  of  14 
freight  locomotives  of  the  Pacific  type 
and  4  passenger  engines  of  the  same 
type. 

The  Northwestern  Pacific  has  ordered 
four  9-wheel  77-ton  passenger  locomotives 
and  two  10-whccl  90-ton  passenger  loco- 
motives  from   the   American   Locomotive 

Company. 


The  Illinois  Central  is  building  a  com- 
plete engine  and  car  repair  terminal  at 
Nonconnah,  Tenn..  at  a  cost  of  $600,000. 
George  B.  Swift  &  Co..  of  Chicago,  has 
the  contract. 


Foundations  have  been  completed  for 
the  erection  of  the  Baldwin  Locomotive 
Works'  plant  at  CaUimct.  near  Gary,  Ind. 
The  shops  will  cover  sixteen  acres  and 
will   employ   10.000  men. 

The  Atchison,  Topeka  &  Santa  Fe  has 
ordered  500  box  and  300  furniture  cars 
from  the  American  Car  &  Foundry  Com- 
pany. This  road  has  also  ordered  200 
tank  cars  from  the  Pressed  Steel  Car 
Company. 

The  Lackawanna  has  placed  an  order 
for  5.000  tons  of  steel  rails  with  the 
Pennsylvania  Steel  Company.  The  total 
order  was  for  15.000  tons  and  was  di- 
viiled  between  Pcimsylvania  Steel.  Lack- 
awanna Steel  and   I'icthlehem. 


Bids  are  being  received  by  the  Penn- 
sylvania for  a  steel  bridge  over  the 
Delaware  river  at  Trenton,  N.  J.,  to 
have  six  spans  and  to  carry  two  tracks. 
This  road  has  contracted  with  the 
Lackawanna  Bridge  Company  for  30O 
tons  of  steel   for  two  bridges. 


The  Pittsburg  &  Lake  Erie  is  making 
improvements  above  McKeesport,  Pa.,  on 
which  $150,000  has  been  spent,  with  the 
work  not  half  done.  Yards  or  shops  may 
occupy  the  47  acres  of  ground  purchased 
by  the  company  about  a  year  ago. 


It  is  rumored  that  the  Chicago,  Mil- 
waukee &  St.  Paul  is  considering  the 
proposition  of  consolidating  its  shops  now 
located  at  Savanna,  111.,  and  Ottumwa, 
la.,  and  putting  the  shops  at  one  place. 
It  is  rumored  that  they  will  be  located 
at  East  Moline,  111. 


The  Cumberland  Valley  has  placed  with 
the  American  Car  and  Foundry  Company 
an  order  for  13  seventy-foot  passenger 
coaches  and  three  seventy-foot  combina- 
tion passenger  and  baggage  cars.  The 
construction  of  these  cars  will  conform  to 
the  standards  of  the  all-steel  equipment 
of  the   Pennsylvania  Railroad. 


The  Pullman  Company  has  established 
a  pension  plan  providing  for  the  retire- 
ment of  employees  at  the  age  of  70  or 
after  20  years  of  service  in  case  of  dis- 
ability with  a  pension  equal  to  one  per 
cent  for  each  year  of  service  of  the 
average  rate  of  pay  for  the  last  year  of 
service.  No  one  over  45  years  of  age  will 
be  taken  into  service  hereafter  except  by 
special  arrangement. 


The  Louisville  &  Nashville  plans  lor 
1914  call  for  200  miles  of  automatic 
block,  131  miles  of  double  track  and  the 
balance  of  single  track.  New  power  inter- 
locking plants  will  be  installed  at  .Athens. 
Ga.,  Mayton,  Tenn.,  and  at  the  Cumber- 
land river  bridge,  while  manual  inter- 
locking plants  will  be  at  Mobile,  East  St. 
Louis  and  French  Village,  III.,  and  Ltwis- 
burg.  Easton.  Maplewood  and  Knoxvillc, 
Tenn. 

The  memory  of  the  late  J.  T.  llarahan, 
president  of  the  Illinois  Central  Railroad, 
is  being  perpetuated  by  the  construction 
of  a  heavy  bridge  across  the  Mississippi 
River  from  Memphis  to  .Ark.insas.  The 
bridge  is  being  constructed  by  the  Rock 
Island,  the  Missouri  Pacific  and  the  Cot- 
ton Belt  roads.  It  will  be  a  double-track 
structure  of  cantilever  design,  and  will 
furnish  two  roadways  for  wagon  and 
automobile  traffic  as  well  as  additional 
railroad  facilities.  Ralph  Modjcska  of 
Chicago  is  the  engineer  in  charge.  The 
J.  T.  Harahan  bridge,  as  it  will  be  termed, 
will  be  75  feet  above  the  high  water  mark 
of  1887.  and  longest  span  790  feet. 
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Accurate   Knowledge   at   a   Discount. 

Accurate    knowledge    is    by    no    means 
common   among  those   who   are   engaged 
in  acquiring  knowledge,  and  it  hangs  very 
loosclv   among   those  whose   school   days 
are  over.     1  lamlct  is  one  of  Shakespeare's 
best  known  plays,  but  even  well  educated 
people  who  seldom  go  to  theatre  may  be 
excused  for  blundering  about  the  author. 
One    dav    an    inspector    examining   the 
impiN  of  an  English  high  school,  iindmg 
the  children   dull,  suddenly  and  severely 
asked    a    class    of    grown    boys,    "Who 
wrote    liamlet?"     Consternation    reigned 
for  a  lime,  then  a  boy  stood  up  and  said 
in  a  trembling  voice,  "It  wasn't  me."    The 
story  was  told  to  an   English  lady,  who 
listened    with    attention,    and    finally    re- 
marked, "H'm;  ril  be  bound  that  was  the 
very  boy   who   did   it."     The   new   story, 
now   double-barrelled,   was  told  to  a   se- 
cond lady,  who  replied,  "That's  all  very- 
well ;  but.  after  all,  we  haven't  been  tobl 
who  did  it.' 


Patrick  Henry's  Fee. 

It  is  said  of  Patrick  Henry  that  during 
his  practice  oi  law  in  the  Virginia  courts, 
and  when  he  was  familiarly  addressed  as 
-Governor."  a  man  who  had  been  ar- 
rested for  stealing  a  hog,  and  who  was 
out  on  bail,  went  to  the  Governor  to  have 
him  defend  him. 

The    Governor    said:    "Did    you    walk 
away  with  that  shoat .'" 
"I  don't  like  to  say." 
"Out  with  it.'' 
"Yes,  fir." 

•'Have  .\ou  £;ot  the  carcass?'' 
"Yes.  sir." 

"You  t;o  honu-.  you  wretch;  cut  the  pig 
lengthwise  in  half  and  hang  as  much  of  it 
in  my  smoke  house  as  you  keep  in  yours." 
At  court  the  Governor  said;  "Your 
Honor,  this  man  has  no  more  of  that 
stolen  slioat  than  I  have." 
The  man   was  cleared. 


The  Poet  Burns  the  Craftsman. 
The    celebrated    Scottish    poet    Robert 
Burns,    the    anniversary    oi    whose    birth 
was  celebrated   by   millions   of   the  poet's 
admirers  all  over  the  world  last   month, 
was  of  the  farmer  class,  but  he  delighted 
to  call  himself  as  a  plowman,  and   as  a 
plowman     he     became    known     to     fame. 
Class     prejudice     runs     fiercely     in     the 
British    Isles    and    thousands    who    w.iuld 
have  respected  Burns  the  farmer,  bad  no 
use  for  Burns  the  plowman.     Burns  was 
proud  of  his  skill  as  a  craftsman  and  in 
declaring   his   spirit   of    independence   in- 
formed the  world  that  he  needed  no  one's 
help  because  he  could  plow.    This  is  a 
spirit  well  worthy  of  imitation   by  those 
whose    industry    and    perseverence    have 
made   them   the    master   of   a    trade    that 
keeps  them  independent. 


A  Mantle  Quicker. 

Wlun  Sir  J"bn  Millais  was  painting 
"Chill  ()ct..l.cr"  among  the  reeds  and 
ruslies  'if  tlie  Tay  one  afternoon  a  voice 
from  luliind  a  hedge  asked.  "Man,  did 
you  ever  try  piiotography  ?"  "No.  never," 
said  .-^ir  John,  and  he  continued  to  paint 
slowly.  "It's  a  hantle  quicker,"  said  the 
voice'  "Yes,  I  suppose  so,"  the  painter 
agreed.  Then  the  voice  said  bitingly, 
".\n'  it'-   :;iair  like  the  phice." 

A  Squealer. 
"Wliat  arc  y<.u  here  inr?"  I  enquired 
of  a  colnred  man  in  jail  .it  CIevclan<l.  O. 
"Stealing  a  pig.  sab."  "•"■nt  yu  know 
better  n.  w  than  to  steal '"  "1  know  better 
next  time.  >ah.  I  won't  steal  nuffin'  dat 
will  vii'.cal  on  me." 


Notes. 

It  is  interesting  to  note  that  61,000 
workers  are  now  employed  on  the  South 
African  Railways,  as  compared  with  43,000 
in  1909.  In  1910  the  present  Administra- 
tion took  over  7,692  miles  of  working 
lines;  in  1912  it  worked  8,501  miles  of 
line,  Its  trains  running  28.000,000  miles, 
compared  with  19,500.000  miles  in  1909. 
The  Union  Railways  serve  an  area  of 
about  472,730  square  miles,  an  area  nearly 
four  times  the  size  of  Scotland,  Ireland 
and  England  together. 

The  new  harbor  at  Einden,  (iernianv, 
which  has  taken  three  years  to  build, 
was  opened  recently  with  a  good  deal  of 
ceremony.  The  sea  sluice  of  the  Emden 
harbor  is  the  largest  in  the  world;  it  is 
260  meters  long,  40  wide  and  13  deep. 
Sixteen  torpedo  boats  can  pass  through 
simultaneously  within  15  tiiiiuites. 

That  sawdust  and  other  mill  waste  can 
be  prolitably  manufactured  into  briquettes 
for  fuel  is  evident  from  the  fact  that  a 
large  lumber  company  in  British  Columbia 
is  erecting  a  $50,000  plant,  which  will  have 
a  daily  output  of  about  30  tons  of  such 
briquettes.  They  will  sell  for  about  live 
;     dollars  a  ton  at  the  mill- 
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I'ind  wh.-il  a  man 
laughs  at.  what  he  c 
you  know  what  he  is. 


It  is  a  remarkable  fact  that  the  British 
possessi<ms.  including  Egypt,  had  117,449 
miles  of  railway,  equal  to  nearly  18  per 
cent,  of  the  world's  mileage,  and  if  the 
V'nited  States  were  added  the  mileage  in 
the  English  speaking  countries  would  be 
453.635  miles,  equal  to  a  little  over  69  per 
cent,  of  the  world's  mileage. 
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Manufacturers  of 

ELECTRIC, 
STEAM  AND 
HOT  WATER 
HEATINC 
APPARATUS 

FOR  RAILWAY  CARS 

VENTILATORS 

FOR    PASSENGER 

AND   REFRIGER- 

ATOR     CARS 

ACETYLENE    SYSTEM 
OF    CAR     LIGHTING 


Send  for  circular  of  our  combina- 
tion PRESSURE  AND  VAPOR 
SYSTEM  OF  CAR  HEATING, 
which  system  automatically  main- 
tains about  the  same  temperature  in 
the  car  regardless  of  the  outside 
weather  conditions. 

Main     Office.     Whitehall     Building 

17    BATTERY    PLACE 

NEW    YORK 
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Books,  Bulletins,  Catalogues,  Etc. 


NOW  IS  THE  TIME  to  install  a 

Rue  Boiler  Washer 
and  Tester, 

For  you  will  need  it  when  cold 
weather  comes.  It  will  wash  out, 
test  and  fill  your  boiler,  all  with 
hot  water,  and  have  it  ready  for 
use  in  one  hour. 


Rue  Manufacturing  Co., 

228  CHERRY  STREET 
PKiladelphia.   Pa. 

Xtnniifn.-tiircrs   of    Iiiji'ttnrs.    KJ.'ctnr?, 

liolIiT    Washers    and    Tfsfevs,    Boiler   fhioks. 

Check    Valves. 


Hydraulic 

Riveters    nxedand  Portable 

Punches,  Shears, 
Presses,  Lifts,  Cranes 
and   Accumulators. 

Matthews'  Fire  Hydrants, 

Eddy  Valves 

Valve  Indicator  Posts. 

Ttie  Camden  High-Pressure  Valves. 


Cast  iron  Pipe 


R.  D.  Wood  &  Company 

Engineers,  Iron 
Pounders,  Machinists. 

100  Chestnut  St.,  Philadelphia,  Pa. 


CONGER'S 

AIR  BRAKE  CATECHISM 
AND  INSTRUCTION  BOOK 

I24th  Edition     270  pagemt 

Vory    Latest    on    Oonjtructioii    and    Opera- 
tion of  Westinghouss  and  N.  T.  Brakes. 

Contains     Examination     Question     for     Zn- 
ginemen  and  Trainmen. 

PRICE    ONE    DOLLAR 

ANGUS  SWCIAIR  10.,  114  liberty  St.,  New  York 


Funk  &  Wagnalls  Standard  Dictionary. 

One  of  the  first  aids  that  a  person 
ambitious  to  acquire  knowledge  should 
provide  himself  with  is  a  first-class  dic- 
tionary. A  dictionary  is  generally  re- 
garded as  a  passive  reference  to  be  used 
when  the  necessity  arises,  but  a  person 
with  proper  ideas  concerning  the  acquisi- 
tion of  knowledge  will  systematically 
make  opportunities  for  the  dictionary 
proving  its  worth. 

These  remarks  are  suggested  by  the  re- 
ceipt of  a  splendid  copy  of  Funk  and 
Wagnalls  new  Standard  Dictionary,  which 
seems  to  be  a  complete  storehouse  of 
general  and  technical  knowledge.  It 
would  be  difficult  to  conceive  of  any  line 
of  information  that  this  admirable  book 
would  fail  to  supply.  We  have  been  in 
the  habit  of  consulting  a  variety  of  hand 
books  for  all  sorts  of  useful  information 
that  cannot  well  be  carried  in  the  head, 
but  this  dictionary  will  send  most  of  our 
hand  books  to  the  shelf,  for  it  seems  to 
contain  all  facts  known  concerning  applied 
mechanics,  history,  biography,  geography 
and  other  useful  knowledge  too  compre- 
hensive to  give  details.  Where  reading 
description  is  not  sufficient  to  render  any 
article  or  device  comprehensible,  excellent 
illustrations  are  used  to  aid  the  text. 

The  writer  has  found  dictionaries  a 
valuable  medium  of  education  and  notes 
of  his  experience  may  be  of  value  to 
others  who  are  trying  to  climb  the  steep 
grade  of  self-help.  Like  many  other  young 
mechanics,  he  left  school  with  a  very  in- 
different education  to  begin  work.  He 
was  fond  of  reading  and  frequently  came 
across  words  which  he  did  not  under- 
stand. One  day  he  found  the  word 
"opprobrium"  in  a  book  he  was  reading. 
Not  knowing  what  it  meant  he  noted  it 
upon  a  slip  of  paper  with  the  idea  of 
consulting  a  dictionary  when  he  got  home. 
Then  the  suggestion  came  to  carry  a 
memorandum  book  for  noting  down  words 
he  did  not  understand  and  the  practice 
was  followed  for  years  and  resulted  in  his 
acquiring  a  most  comprehensive  vocab- 
ulary. If  our  readers  who  have  access  to 
Funk  and  Wagnalls  new  Standard  Dic- 
tionary will  adopt  the  practice  described 
they  will  acquire  an  immense  fund  of  use- 
ful knowledge  obtained  in  connection  with 
words  looked  up. 

There  is  so  much  useful  information 
imparted  with  many  words  in  this  dic- 
tionary, that  looking  them  up  becomes  a 
useful  course  of  education.  So  many 
people  with  defective  educations  work 
their  way  into  important  positions  that 
self  education  becomes  important.  Those 
suffering  from  the  effects  of  this  short- 
coming cannot  do  better  than  call  this 
dictionary  to  their  assistance.  If  they 
read  books  words  will  constantly  be  en- 
countered  that   call    for   pKiin    definitions 


wlien  the  dictionary  offers  a  ready  and 
effectual  aid.  Take  our  advice  and  make 
it  of  thorough  service. 


Whither  Drifting? 
The  above  is  the  title  of  an  address  re- 
cently delivered  by  Mr.  Alba  B.  Johnson 
at  a  meeting  of  a  New  England  Society. 
The  address  is  a  remarkable  sound  ex- 
position of  honest  business  principles  that 
it  ought  to  be  read  by  every  person  in- 
terested in  the  business  carried  on  by 
people  in  the  United  States.  It  will  prove 
a  certain  antidote  to  the  poisonous 
heresies  concerning  our  business  methods 
that  are  being  constantly  scattered  wide 
spread  among  our  people. 


Railway  Supply  Men. 

The  Railway  Supply  Manufacturers 
Association,  of  which  Mr.  B.  A.  Hegeman 
is  president  and  Mr.  J.  D.  Conway  sec- 
retary, has  sent  out  a  circular  relating  to 
the  conventions  of  the  Master  Car  Build- 
ers and  American  Railway  Master  Me- 
chanics Associations  to  be  held  in  Atlan- 
tic City  in  June.  The  circular  requests 
that  persons  or  companies  desiring  space 
for  exhibits  will  make  the  application  not 
later  than  February  14,  Application 
should  be  made  to  J.  D.  Conway,  630 
Oliver  Building,   Pittsburgh.   Pa. 


Proceedings    of    the    Railway    Master 
Mechanics'   Association. 

The  report  of  the  Proceedings  of  the 
Forty-sixth  Annual  Convention  of  the 
American  Railway  Master  Mechanics' 
Association  held  at  Atlantic  City.  N.  J., 
last  June  is  just  issued  from  the  press  of 
the  Henry  O.  Shephard  Company,  Chi- 
cago, III.,  and  forms  a  bulky  volume  of  661 
pages,  in  addition  to  which  there  are  192 
pages,  with  numerous  folders,  devoted  to 
a  complete  description  of  the  locomotive 
testing  plant  at  Altoona,  Pa.  This  im- 
portant addition  presents  a  series  of  tests 
of  a  class  F  6  S  passonger  locomotive, 
and  is  in  itself  an  important  addition  to 
the  railway  literature  of  our  time.  The 
bulk  of  the  volume  is  devoted  to  a  com- 
plete report  of  the  various  papers  pre- 
sented and  the  discussions  that  followed. 
The  numerous  illustrations  that  accom- 
pany the  text  are  excellent  and  the 
volume  as  a  whole  is  the  best  reflex  that 
has  yet  been  presented  of  the  work  of 
this  important  association.  It  should  be 
in  the  hands  of  all  of  the  leading  men 
in  the  mcrliauical  department  of  railways, 
as  it  prcseuls  in  concrete  form  the  best 
expression  of  the  best  thoughts  of  the 
railway  men  of  our  time.  The  typography 
and  binding  are  excellent,  and  the  illus- 
trations, as  we  have  said,  are  of  the  best. 
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Report  of  the  Proceedings  of  the  Mas- 
ter  Car    Builders'   Association. 

Tlie  marked  increase  of  the  work  of 
this  a.ssociation  has  necessitated  the  pub- 
hcalion  of  two  volumes  containing  the 
comiilete  report  of  the  variovis  papers  and 
debates  on  the  same  that  were  presented 
before  the  forty-seventh  annual  conven- 
tion of  tlie  Master  Car  Builders'  .-\ssocia- 
tion  Iicld  at  .Atlantic  City.  N.  J.,  in  June 
of  last  year.  Part  I  contains  666  pages 
and  Part  II  nearly  as  many  with  a  large 
number  of  folders  showing  details  of  car 
construction,  the  great  bulk  of  which  is 
published  in  book  form  for  the  first  time. 
A  marked  feature  is  the  complete  reports 
of  tlie  various  discussions  that  arose  on 
the  presentation  of  the  numerous  papers. 
It  would  be  hard  indeed  to  overestimate 
the  importance  of  these  discussions,  com- 
ing, as  thcv  do,  from  men  of  such  wide 
experience  in  the  modern  appliances 
used  in  railroad  rolling  stock.  It  will 
he  readily  observed  by  those  who  have 
made  themselves  familiar  with  the  work 
of  this  association  that  there  is  a  marked 
improvement  each  year  in  the  grasp  of 
the  subjects  and  their  comprehensive 
treatment.  The  publications  are  of  the 
highest  value  to  all  engaged  in  railroad 
car  construction.  The  printing  and  bind- 
ing are  of  the  usual  fine  type  of  the  Henry 
O.  Shepherd  Company,  Chicago,  111. 

First  Aid. 

'I'lie  .\merican  Red  Cross  abridged  text 
book  on  First  A\d,  railroad  edition,  being 
a  manual  of  instruction,  by  Major 
Charles  Lynch,  of  the  medical  corps  of 
tlie  I'nited  States  Army,  has  just  been 
pulilislied  liy  P.  Blakiston's  Sons  &  Co., 
1012  Walnut  street.  Philadelphia,  Pa.,  and 
bids  fair  to  furnish  exact  instructions  in 
a  very  handy  and  cheap  form  in  regard 
to  every  conceivalile  kind  of  accident  oc- 
curring on  railroads.  Major  Lynch  has 
liad  exceptional  experience  and  has  had 
works  "U  the  same  subject  published  al- 
read\  wbicli  have  had  an  extensive  sale 
aTuony  miners  and  those  engaged  in  in- 
dustrial work  of  various  kinds.  In  pro- 
viding separate  books  for  special  classes, 
both  autlior  and  publishers  have  acted 
wisely,  and  in  the  work  before  us  there  is 
furnished  wliat  must  prove  tcj  be  of  great 
practic.d  vvorth  to  railroad  nu-n.  The 
work  extends  to  I. SO  !)ages.  with  nu- 
merous illustrations,  boimd  in  llexible 
covers,  and  is  sold  at  30  cents,  net. 


copies  of  the  pamphlet  to  all  of  the  mem- 
bers of  the  association,  and  we  are  hope- 
ful that  the  association  will  find  means 
to  give  the  work  a  still  wider  circulation. 
The  pamphlet  presents  in  a  brief  form  all 
the  salient  features  of  the  new  law,  ami 
also  a  review  of  tlie  various  Workmen's 
Compensation  bills  which  have  been  in- 
troduced in  the  Legislature  from  time  to 


Increased   Railroad   Rates. 

Among  the  mass  of  published  ad- 
dresses, pamphlets  and  other  matter  in 
relation  to  the  demand  for  increased  rail- 
road rates,  Mr.  J.  L.  Minnis,  attorney  for 
the  Central  Freight  Association  Lines, 
has  just  filed  with  the  Interstate  Com- 
merce Commission  a  digest  of  the  evi- 
dence submitted  by  Mr.  W.  C.  Maxwell, 
on  behalf  of  the  companies.  The  matter 
is  now  published  as  Bidletin  No.  17,  and 
in  point  of  convincing  logic  it  is  a  mas- 
terly document  of  its  kind,  and  arrays 
in  brief  a  history  of  the  railroads  inter- 
ested since  the  operation  of  the  Interstate 
regulations.  The  decrease  in  dividends  is 
appalling,  and  may  be  epitomized  in  the 
statement  that  only  nine  companies  out  of 
twenty-eight  in  a  certain  group  have  paid 
dividends  last  year.  It  is  evident  that 
with  the  growing  disasters,  unless  a 
cliange  comes  soon,  .\merican  railroads, 
generally  speaking,  will  cease  to  meet 
exi)enses. 


Workmen's   Compensation   Law. 

Mr.  William  H.  Motchkiss,  former  Su- 
perintendent of  Insurance  of  New  York, 
has  written  an  analysis  of  -New  York's 
Xew  Workmen's  Compensation  Law  for 
employers  and  employees.  The  Publicity 
Bureau,  under  the  management  of  Mr. 
Robert  H.  Fuller,  of  the  Merchants'  .As- 
sociation  of    New    York,    arc    furnishing 


Heating,  Chilling  and  Die  Presses. 

Catalogue  Xo.  89  has  just  been  issued 
by  the  .  Watson-Stillman  Company,  50 
Church  street.  New  York,  describing  and 
illustrating  their  new  and  improved  heat- 
ing, chilling  and  die  presses.  The  con- 
tinued growtli  of  the  company's  works  at 
.•\ldene,  N.  J.,  is  the  best  proof  of  the 
growing  popularity  of  the  company's  fine 
products.  Their  chilling  presses  have 
reached  a  degree  of  perfection  that  in- 
sures uniform  working  pressures  in  every 
variety  of  work.  The  same  may  be  said 
of  the  heating  presses  and  die  and  die- 
sinking  presses.  To  these  may  be  added 
tile  yoke  cvlinder  press  and  multiplate 
press,  .\mong  others  are  the  4,000-ton 
press  which  is  used  for  the  manufacture 
of  composition  sheets,  .-nul  which  is  ac- 
complishing work  hitherto  unapprnacbed 
in  press  work.  Copies  of  the  interesting, 
finely  illu.strated  catalogue  may  be  had  on 
application. 


An  illustrated  catalogue  of  SO  pages, 
Bulletin  may  be  had  on  application  to  the 
assistant  of  the  president  of  the  .-Xmcrican 
quarters  at  Miami,  Fla. 
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Improvements  on  the  Union  Pacific  Railroad 


Our  Irciiitispiccc  illustralioii  this  month 
gives  some  idea  of  the  important  improve- 
ments that  have  recently  been  made  in 
the  Union  Pacific  Railroad.  The  cut 
shown  is  one  of  the  largest  in  the  world. 
It  is  located  a  short  distance  west  of 
Omaha,  Nebraska.    Its  construction  short- 


followin.n  waterua\s  and  otiicr  natural 
courses.  The  cost  of  the  work  on  the  dis- 
tance alluded  to  exceeded  $3,000,000.  The 
double  track  portion  as  shown  in  the  ex- 
cavation portion  is  29  feet  wide,  the  single 
track  being  16  feet  wide.  The  rail- 
road   is    largely    ballasted    with    what    is 


Steel  lie  plates.  S  inches  square  and  7/16 
of  an  inch  thick  are  inserted  under  both 
rails  on  every  tie.  The  spikes  which 
fasten  the  rails  to  the  ties  pass  through 
holes  in  the  tic  plates,  thus  assisting  in 
preventing  the  track  from  spreading,  and 
a    shoulder   on    the    outer    edge   of   each 


UNION  PACIFIC  I.ANE  CUT  ' 

ens  the  distance  by  nearly  9  miles.  The 
portion  shown  in  the  illustration  is  85 
feet  deep,  437  feet  wide  and  extends  5,200 
feet  in  length.  The  entire  cut-off  is 
nearly  12  miles  in  length  and  is  altogether 
a  remarkable  feat  of  railroad  engineering. 
I  he  whole  distance  is  almost  taken  up 
in  cuts  and  fills,  and  it  has  been  con- 
structed contrary   to  the  usual  course  of 


ii  I ,  I  (lOKlxr,  WKST  OUT  ni-  Till:   i;ii.  i  i 

known  as  Sliernian  yravel.  a  lorni  of  de- 
composed granite  which  is  obtained  from 
an  immense  pit  near  the  summit  of  Sher- 
man Hill  at  Btifcird.  Wyoming.  The 
depth  of  the  ballast  is  15  inches.  The 
ties  arc  8  feet  in  length,  and  the  granite 
ballasting  extends  to  a  distance  of  6 
inches  beyond  the  ends  of  the  ties.  There 
are  eighteen  tics  under  every  33-font  rail. 


plate  acts  as  a  further  preventative  of  the 
evil. 

The  steel  rails  used  on  the  Union  Pa- 
cific main  line  weigh  from  80  to  90  pounds 
per  yard  and  are  of  the  best  quality  ob- 
tainable. The  rail  joints  are  alternated, 
each  joint  on  one  side  of  the  track  being 
opposite  the  center  of  a  rail  on  the  other 
side.      Two    tics    are    used    under    everv 
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joint,  iorniing  what  is  known  as  a  sus- 
pended joint,  which  lends  U>  strengthen  it 
and,  at  the  same  time,  leave  it  sufficiently 
flexible  to  allow  the  wheels  to  glide  over 
it    easily    and    without    shock    or    jar. 

The  operation  of  the  signals  tised  on  the 
road  is  entirely  automatic.  An  electric 
current  flowing  througli  the  rails  of  the 
track  holds  the  signal   in   the  clear  posi- 


Ihe  illuslration  shouing  the  interior  of 
the  roundhouse  at  Cheyeime,  VVyo.,  is 
.  ne  of  th-  latest  additions  to  the  round- 
liouses  along  the  road.  It  is  a  96-foot 
brick  structure  equipped  with  every  mod- 
ern appliance,  including  steam  heat,  elec- 
tric lights,  boiler  blow-off  and  washout 
systems  and  transit  smoke  lacks.  The 
roof  is  of  saw-to.  itii   tiinlier   f.  instruction. 


l.r.XIO.V  PACIFIC  CO.^r.ING 
tion  as  long  as  the  block  is  clear.  A 
train,  open  switch  or  a  broken  rail  in- 
terrupts the  current,  thereby  releasing  the 
electric  clutch  which  is  holding  the  signal 
clear,  and  the  arm  immediately  moves  to 
the  danger  position.  When  the  block  is 
again  clear,  the  signal  is  restored  to  the 
clear  position  by  a  small  electric  motor. 
The  fact  has  been  clearly  demonstrated 
that  a  train  under  the  protection  of  auto- 
matic electric  signals  travels  in  a  zone  of 
safety.  Signals  are  set  at  danger  for  a 
mile  or  more  in  advance  and  remain  i" 
that  position  until  the  train  has  passed 
that  distance  ahead,  thus  creating,  to  all 
intents  and  purposes,  an  impenetralilt 
shield  which  moves  along  at  all  times  witli 
the  train  safely  within  its  influence. 

The  coaling  station  .shown  is  of  the  all- 
steel  conveyor  type  of  coal  and  water  sta- 
tion of  440  tons  capacity,  and  is  adapted 
for  serving  three  tracks.  Coal  is  dumpe<l 
into  a  steel  track  hopper  and  delivered  to 
a  roll  type  crusher  Ijy  .a  reciprocating 
feeder.  The  crusher  reduces  mine-run 
coal  to  about  6-inch  culxs  and  discharges 
to  a  gravity  elevator  conveyor  of  an  av- 
erage capacity  of  from  60  to  90  tons  per 
hour.  'ibis  conveyor  in  turn  deliver- 
crushed  coal  to  three  8O-I011  i  apacity  over- 
head storage  bins  cquipiied  with  scak- 
and  recording  beams.  Earli  liin  is  aKo 
equipped  with  under-cut  gale-  and  chute~ 
for  delivering  coal  to  loconi. .lives.  .Ma- 
chinery is  driven  by  a  di.--ill,ite  engine 
through  rope  drives. 

The  water  columns  are  so  located  with 
reference  to  coal  chutes  that  vvlun  a  loe..- 
motive  stops  for  water,  coal  ni.iv  also  t.e 
taken  simultaneouslv. 
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periintlmg     a     nia.xiniuni 
ventilation. 

The  last  illustration  is  a  view  of  what 
is  known  a-  the  Limited  train  on  the 
main  line  of  the  Union  Pacific.  The  main 
line  extends  from  Omaha  to  Ogden,  Lhah. 
1,011  miles,  and  from  Kansas  City.  Mo., 
to  Colett  Junction.  Wyo .  739  miles,  lie- 
sides  numerous  branches  in  Kansas,  Xeb- 


Pacil'ic  and  together  comprise  7,504  miles 
of  track,  with  1,691  locomotives  and  37,9i9 
cars. 

The  recent  additions  to  the  rolhng  stock 
equipment  are  of  the  best  and,  as  we  have 
already  stated,  the  signalling  equipment 
is  in  the  forefront  of  that  special  depart- 
ment of  work.  This  is  particularly  no- 
ticeable at  Omaha,  where  hundreds  of 
trains  a  day  are  run  over  the  stretch  of 
tracks  between  Council  Bluffs  and  Sum- 
mit, where  the  new  cut-ofif,  wdiich  we  have 
described,  branches  oflf  from  the  old  line 
of  the  Union  Pacific.  These  tracks  are 
used  not  only  by  the  numerous  trains  of 
the  Union  Pacific,  but  also  by  the  North 
Western,  the  Milwaukee,  the  Rock  Island, 
the  Missouri  Pacific,  the  Chicago  Great 
Western,  the  Illinois  Central  and  over  the 
bridge  section  of  this  strip  are  run  trains 
of  the  Wabash  and  the  Burlington. 

Handling  these  trains  through  the 
\  ards,  or  to  be  more  exact,  over  the  miles 
of  track  that  stretch  between  the  eastern 
limits  of  Omaha,  is  accomplished  with  ab- 
solute safety  and  certainty,  and  without 
delay,  by  means  of  an  elaborate  system  of 
interlocking  switches,  controlled  by  op- 
erators stationed  in  towers  from  which 
the  movements  of  the  trains  and  the  des- 
ignation of  the  tracks  on  which  they  are 
to  run  is  made  with  mathematical  cer- 
tainty and  mechanical  accuracy.  1  he 
presence  of  the  Union  Pacific  bridge  and 
its  long  approach  from  the  Iowa  side  coin- 
lilicatcs  the  local  problem  to  some  extent, 
for  it  makes  a  necessarily  congested  dis- 
trict of  extreme  importance  in  the  very 
nuiidle  of  the  great  switching  yards.  But 
in  the  towers  at  the  Council  Bluffs  trans- 
fer station  and  at  the  Omaha  Union  sta- 
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miles,  the  Oregon- Washington  Railroad  & 
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with  confidence,  for  he  is  well  aware  that 
.•it   an\    point   along  the  line   where  he  en- 
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ters  a  danger  zone  he  will  be  notilied 
by  an  unfailing  signal,  and  that  so  long 
as  this  does  not  dash  on  him  he  has  a 
straight  way  into  the  station.  It  may  be 
the  way  will  lead  him  across  many 
switches  and  crossings  and  through  puz- 
zles that  seem  inextricable;  but  the 
switches  have  been  set  by  mechanism  that 
is  unerring,  and  collision  is  impossible, 
for  once  that  the  operator  has  set  a  com- 
bination of  switches  he  can  not  add  an- 
other to  it  without  first  breaking  the 
whole. 

In  the  switch  tower  the  operator  has  a 
large  map  of  the  yards,  with  each  track 
numbered  and  each  switch  designated. 
He  gets  from  the  yard  foreman,  or  the 
depot  master,  the  number  of  the  tr.-'.ck  in- 
to which  the  approaching  train  is  to  be 
shunted,  and  the  levers  are  pulled,  the 
devices  that  actuate  the  points  are  set  in 
motion  by  electricity,  the  operation  is 
complete  and  the  train  proceeds  safely. 
At   the   switch   points   a   .<;erics   of   levers. 


but  nowhere  are  tliese  devices  in  mure 
perfect  operation  than  they  are  in  the  ex- 
tensive yards  at  Omaha,  or  on  the  tracks 
of  the  Union   Pacific. 


First  American  Railroad. 

In  1826  Maryland  granted  the  first 
charter  to  a  railway  company  in  America 
authorizing  the  organizers  to  carry  on  a 
business  of  transportation.  That  was  the 
Baltimore  &  Oliio  Railroad,  which  all 
through  the  succeeding  years  maintained 
a  prominent  place  among  the  railroads  of 
the  country.  The  idea  of  the  promoters 
was  that  this  railroad  would  be  operated 
by  horses  and  that  the  farmers  along  the 
right  of  way  would  do  the  operating. 

The  well  known  philanthropist  Peter 
Cooper,  who  was  then  a  merchant  in  Bal- 
timore, perceived  a  much  greater  future 
for  the  railroad.  At  his  own  expense  he 
designed  and  l)uilt  a  small  locomotive, 
which     he     called     tlie      1  oui     Thumb     by 


driven  by  an  electric  motor,  moves  the 
switches.  Nothing  could  be  more  simple 
or  more  certain.  The  operator  knows 
when  the  train  is  to  go,  the  engineer 
knows  that  the  operator  knows  and  the 
time  is  preserved  that  would  otherwise 
be  wasted  in  sending  a  man  ahead  of  each 
incoming  train  to  set  switches  and  other- 
wise prepare  the  way.  Old-time  engine- 
men  will  understand  what  an  advantage 
this  is,  for  they  can  recall  how  much  they 
had  to  trust  to  luck  as  they  sped  with 
heavy  trains  through  great  switch  yards, 
where  the  main  line  was  more  or  less 
of  a  myth  and  where  the  element  of  hu- 
man fallibility  entered  largely  into  the 
problem.  The  interlocking  switch  elim- 
inates the  human  factor  and  the  engineer 
now  proceeds  with  perfect  faith  in  the 
simple  mechanical  device  that  controls  the 
switches. 

Recent  years  have  seen  the  rapid  in- 
troduction of  thisi  admirable  system  of 
block    si.gnalling    and    sw'itch    controlling, 


which  he  demonstrated  tliat  the  new  line 
could  be  operated  by  steam.  The  engine 
was  a  very  tiny  machine,  with  upright 
boiler  and  a  single  cylinder  3'/i  x  13^2 
inches,  but  it  <li(l  the  work  of  hauling  a 
loaded  car  and  lianislied  the  idea  of  oper- 
ating by  horses.  It  also  proved  how  com- 
petent American  liusiness  men  were  of 
wrestling  with  tlic  most  (bllieult  mechani- 
cal problems. 

Russian  Railway  Mines  and  Shops. 

Secretary  of  I'"ml)assy  Charles  S.  Wil- 
son, at  St.  Petersburg,  calls  attention  to 
the  intention  of  the  Russian  Ministry  of 
Ways  of  Communication  to  ask  the  Duma 
for  an  appropriation  of  $1,133,000  for  the 
purchase  of  coal  mines  to  be  operated  by 
the  State  railways.  .\n  appropriation  of 
$40,000,000  is  also  sought  for  the  repair 
shops  of  the  Government  railways,  which 
will  make  them  virtually  large  locomo- 
tive and  car  works. 


Professor  Hadley  on  Train  Speed. 

A  public  statement  of  Professor  Hadley 
makes  out  that  the  speed  of  railway  trains 
is  restricted  within  three  theoretical 
limits :  "First,  a  physical  limit  of  80  miles 
an  hour,  beyond  which  it  is  found  impos- 
sible for  a  train  to  hold  the  track; 
second,  an  operating  limit  of  60  miles  an 
hour,  which  practical  experience  has 
found  trains  cannot  run,  without  much 
damage  to  life ;  third,  a  commercial  limit 
of  30  miles  an  hour,  at  which,  all  things 
considered,  it  is  found  most  economical 
to  run  a  train." 

All  of  which  moves  us  to  say  that  it 
is  a  pity  Professor  Hadley  did  not  try 
to  learn  something  about  practical  train 
running  before  he  ventured  to  open  his 
mouth  as  an  authority  on  the  subject. 


Plodding. 
It  is  well  to  remember  that  there  is  a 
multitude  of  things,  and  among  them 
many  that  are  not  worth  doing,  that  can 
never  be  accomplislied  save  by  plain, 
straightforward,  everyday,  persistent  plod- 
ding. It  is  all  right  to  start  the  enter- 
prise with  a  great  flourish  of  trumpets, 
but  that  does  not  get  you  along  very  far 
with  it.  Before  it  is  finished,  if  it  is  to 
be  worth  anything  at  all,  some  one  has  to 
get  down  to  plain  plodding.  There  is  al- 
ways a  stretch  of  hard  road  in  any  bit 
worlli  while  adventuring,  no  matter  of 
what  kind  it  is.  Nothing  is  ever  all  brass 
bands  and  banners.  Brilliancy  and  en- 
thusiasm are  good,  but  there  is  a  homely 
•  dd  virtue  that  accomplishes  very  much 
more  than  either  of  them.  See  that  you 
■  lo  mit  despise  it. 

The   British   Weights  and   Measures. 

There  is  some  unrest  among  British 
people  about  the  weights  and  measures 
in  use,  some  enthusiasts  doing  their 
best  to  push  the  metric  system  into 
popular  favor.  That  is  an  uphill  fight 
for  the  existing  system  enjoys  the  force 
of   long   antiquity. 

The  avoirdupois  pound  was  adopted  as 
a  commercial  standard  ^y  a  statute  of 
Kdward  I.  in  1303;  it  was  divided  into 
16  ounces  and  7.000  troy  grains.  From 
this  origin  the  English  pound  has 
descended  in  substantial  integrity  to  the 
present  time,  and  such  changes  as  have 
lieen  made  have  been  due  to  the  restora- 
tion of  standards  and  have  been  of  a 
minute  and  unavoidable  character.  In 
1582  the  56-poimd  weight  of  Edward  III, 
was  adopted  as  the  standard  for  avoirdu- 
pois weight,  and  it  is  from  this  standard 
that  the  cwt.  of  n2-pound  was  most 
probably  derived.  There  nave  been  few 
changes  in  the  measures  of  length  from 
the  times  of  the  Saxons,  and  the  earliest 
surviving  standard  varies  scarcely  more 
than  a  hundredth  of  an  inch  from  the 
present   Imperial  yard. 


84 


RAILWAY  AND  LOCOMOTIVE  ENGINEERING. 


March,   V'U 


General  Correspondence 


Machinists'  Wages  in  the   South. 

I'.DITOR  ; 

In  an  article  by  Mr.  \Y.  Richardson, 
published  in  yiair  January  issue,  quite  a 
cry  is  raised  about  the  working  condi- 
tions of  railway  machinists.  I  notice  that 
his  views  arc  also  voiced  by  Messrs. 
John  Rcar<ion  and  }•"..  W.  Thomson  m 
the   i-'cbruary  issue. 

It  is  not  my  intention  lo  prove  that 
their  statements  are  untrue,  so  far  as  thc_\ 
go.  nor,  to  argue  the  "ancient"  question 
as  to  whether  or  no  machinists  reap  the 
full  benefits  of  their  labor,  I  merely  wish 
to  suggest  that  they  be  more  specific  as 
t  <  the  locations  of  cited  conditions. 

K.MLWAY  .VND  I.OCOMOTIVE  ENGINEER- 
ING is  read  by  numbers  of  people  who 
arc  not  familiar  witli  local  conditions 
and  get  the  impression  that  Mr.  Richard- 
son's statements  hold  good  all  over  the 
country.  I  notice  that  all  three  corre- 
.ipondents  are  "up  \orth"  and  are  ap- 
jiarently  not  familiar  with  oaiditions 
"down  South."  For  their  information 
allow  me  to  state  that  machinists  on  tliis 
system  receive  a  flat  rate  of  40  cents  per 
hour,  time  and  one  half,  or  60  cents  for 
all  overtime  and  liolidays.  Men  working 
on  piece  work  (only  at  main  shops)  lini- 
iied  to  60  cents  per  hour,  half  hour  slMp 
time  added   for  overtime. 

Xine  hours  constitute  a  day.  Instead 
of  the  brutal  practice  of  closing  up  the 
shop  for  days,  or  even  weeks,  a  more 
sane  method  of  reducing  expenses  is 
employed,   which   is  as   follows: 

"When  it  becomes  necessary  to  reduce 
expenses  the  full  force  of  men  will  be 
retained  and  reductions  made  in  time  im- 
til  eight  (8)  Iiours  per  day  is  reached, 
except  at  Roanoke  and  I'orlsmouth  main 
'hops,  where  40  hours  jier  week  will  be 
observed.  Shoidd  a  further  reduction  bc- 
cnme  necessary  the  force  may  be  re- 
duced, the  last  man  employed  being  the 
first  laid  off.  .'\s  the  needs  reriuirc  those 
l;iid  ofT  will  be  given  iireference  of  re- 
employment,"  etc. 

For  Mr.  Reardon's  information  1  will 
say  that  we  have  adopted  a  policy  to  ex- 
clude the  pretended  machinists:  and  .i 
non-\mion  man — well,  he  dipu't  stand 
much  chance   here. 

In  conclusi'iii  will  say  that  by  work- 
ing one  Sunday  we  can  all  av(T:ii;e  JIOO 
per  month,  which  enables  us  to  live  com- 
fortably with  a  little  left  for  ainuse- 
tncnts,  and  firm  determination  to  settle 
all  disputes  by  arbitratinn  and  otlierwise 
promote  harmony  in  the  shop  leaves 
'  very   little   to   he   compl.-iined   of. 


It  Mr.  Richardson  u.mld  devote  his 
time  to  imiiroving  conditions,  as  we  did 
ours,  and  not  complain  so  much  he  would 
prolil  more  thereby. 

W.   T.   Ke.^rsley. 

Jiliu-lidii.   ir,   Va. 


Model  of  American  Type   Locomotive. 

Editor  : 

Herewith  a  photograiili  of  model 
-\merican  type  locomotive,  designed  and 
built  by  the  undersigned. 

Locomotive.  32  ins.  long,  9  ins.  high. 
4  ins.  wide;  guage  of  tracks,  2  ins.; 
li.)iler.  built  of  lieavy  brass  tubing.  1/32 
ins.  thick;  carries  10  lbs,  steam;  equipped 
with  electric  head  light,  operated  by  bat- 
tery in  baggage  car.  Driving  wheel,  3 
ins.  diameter;  '/2  oz.  counter  balance  in 
each;  wheel  stroke.  I'i  ins.;  diameter  of 
cylinder,  H  in- ;  piston  valve,  and 
Stephenson  link  motion,  equipped  with 
superheater,  lubricator,  injector,  2  gauge 
cocks,  water  glass,  whistle,  safety  valve, 
bell  water  glass,  correctly  modeled  re- 
\erse   lever   and   throttle   valve.     Capacity 


gear  as  the  new  gear  on  the  Southern 
Railway,  with  the  addition  of  another 
sector,  bell  crank  and  eccentric-rod  for 
the  exhaust  valves,  all  driven  by  one 
eccentric. 

Evidently  Mr.  Strong  was  ahead  of  the 
times  as  this  engine  and  others  of  his  de- 
sign had  trailing  wheels  under  the  fire- 
liox  which  is  very  common  to-day  but 
was  then  considered  as  being  an  unde- 
sirable increase  in  the  dead  weight  of 
engine. 

F.    HOCHBRUXN. 

.Vcte   )'urk.  X.  V. 


\\ii'i;ir.\x  i.nr<>MOTi\'E  MonEi.. 

of  boiler,  1  quart  of  w.ater  ;  fuel,  alcohol 
in  four  of  blow  torch ;  one  big  line 
thruugli  center  of  boiler;  tender  carries 
I'j  quarts  water  and  4  ozs,  alcohol; 
weiglit  of  engine  under  steam.  30  lbs; 
will  nm  I'j  hours  without  renewing  fuel 
or  water,  with  a  draw  bar  pull  of  70  lbs, 
on  the  level  ;  takes  a  curve  of  14  ft, 
radius. 

Engine   is   No.   3.   class    Kl,    .\orth   and 
South   R,   R, 

G.     1-:.    P.KIXK. 

Mechanical     I'Ji'^ineer. 
Sh-rHiif:,  K.  J. 


The  Southern  Locomotive  Valve  Gear. 

JM.ri.iu  : 

The  new  \alve  gear  lor  the  Southern 
Railway  locomotives  illustrated  in  R.-Mi.- 
w  AY  .AND  Locomotive  Rnginkering,  Feb- 
ruary issue,  is  really  old. 

About  three  decades  ago  Mr.  George  S. 
Strong,  of  Xew  York,  designed  and  had 
built  the  locomotive  "Duplex."  No,  444. 
which  was  tried  on  the  Lehigh  \'alley 
Railroad.     This  engine  had  the  same  valve 


Safety  and  Efficiency. 

EuiTOR : 

In  order  to  increase  the  standard  of 
efficiency  railroads  have  spent  millions 
of  dollars  in  automatic  danger  signals, 
air  brakes,  interlocking  and  block  de- 
vices, automatic  couplers  and  similar 
safety  appliances ;  have  put  in  effect  In- 
terstate and  State  laws  and  rules  regulat- 
ing the  operation  of  trains  and  the  use 
of  machinery,  yet  after  all  is  said  and 
done  we  are  in  a  measure  thrown  back 
on  ourselves  because  the  dominant  factor 
in  safety  and  efficiency  is  and  always 
will   be  the  fallibility  of  mankind. 

If  men  could  be  made  perfect,  as  well 
balanced  and  easily  controlled  as  ma- 
chinery, there  would  be  little,  if  any, 
necessity  for  safety  and  efficiency  com- 
mittees. Such  however  cannot  be  and  it 
tbi  refore  behooves  every  man.  as  far  as 
Iiracticable,  to  safeguard  himself  against 
liis    own    shortcomings. 

From  the  President  of  a  railroad  to 
the  section  hand  and  laborer,  each  and 
everv  man  has  a  duty  to  perform  to  his 
fellow  employee,  himself  and  the  public. 
When  we  reali/e  how  far  reaching  are 
tlie  acts  of  even  the  lowest  railroad  em- 
ployee, it  is  amazing  that  statistics  do  not 
show  a  larger  number  of  f.ital  railroad 
accidents. 

The  Section  Foreman.  Road  Master, 
Shop  and  other  Foremen,  Traveling  En- 
gineer and  I  rain  Master  who  by  lax 
discipline,  invite  careless  work;  who  trust 
to  others  for  information  instead  of  per- 
sonally satisfying  themselves  of  the  safety 
of  th.it  wdiich  they  are  directly  or  indi- 
rectly responsible  for,  are  equally  re- 
sponsible with  those  who  mislead  them. 
We  have  laws  which  proliibit  and  make 
it  an  offense  to  keep  Engine  Men  and 
Train  Men  on  the  road  over  sixteen 
hours— a  law  which  insists  that  these 
men  must  be  exempt  from  duty  a  certain 
number  of  hours  before  again  being  call- 
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ed,  but  we  have  not  any  law  that  compels 
Enginemen  and  Trainmen  to  rest  while 
off  duty.  We  have  no  law  in  this  re- 
spect other  than  the  law  of  nature  and 
a  moral  obligation  to  be  physically  and 
mentally  fit  when  called  to  go  out  on  the 
road. 

Under  these  conditions,  any  man  wlio 
deliberately  or  otherwise  spends  the 
hours  which  should  be  devoted  to  rest 
in  dissipation  of  any  kind,  or  who  fails 
to  obtain  needed  rest  is  a  criminal  in 
intent,   if  not   in   purpose. 

In  seeking  for  the  cause  of  railroad 
accidents,  reference  has  been  made  to 
two  factors,  which,  it  is  considered, 
contribute  largely  to  accidents  and  a  con- 
sequent loss  of  life. 

The  first  is,  that  familiarity  with  dan- 
gerous conditions  make  men  careless. 
To  a  limited  extent,  this  may  be  true, 
but  the  fact  must  not  be  overlooked  that 
the  element  of  personal  safety  enters 
largely  into  the  make  up  of  the  average 
man  and  that  this  element  applied  to  men 
in  railroad  service,  particularly  operation, 
for  obvious  reasons  constitutes  a  safe- 
guard to  others  to  an  e.xtent  that  it  does 
not  in  any  other  occupation. 

The  second  factor  which  it  is  stated  is 
also  largely  responsible  for  accidents,  is 
lack  of  concentration  upon  the  work  in 
hand — men  who  work  in  offices — Book- 
keepers, Accountants,  Draftsmen,  etc.,  will 
admit  this  theory  is  correct  and  that  it 
is  not  possible  to  do  good  work  unless 
one's  thoughts  are  centered  on  one's 
work. 

If  Enginemen,  Trainmen  and  others 
engaged  in  the  operation — direct  opera- 
tion of  railroads — have  domestic  troubles, 
financial  or  other  worries,  they  do  them- 
selves and  others  an  injustice  when  they 
attempt  to  perform  duties  calling  for 
alertness  and  absolute  attention  to  the 
work  in  hand — work  which  if  badly  per- 
formed may  result  in  loss  of  life  and 
serious  damage  to  property. 

Tons  of  literature  and  good  literature 
at  that,  have  been  scattered  broadcast 
among  railroad  employees  to  get  them  in- 
terested in  the  safety  and  efficiency  move- 
ment. Millions  of  dollars  have  been  ex- 
pended in  equipping  railroads  with  safety 
devices  and  other  appliances  calculated 
to  prevent  accidents,  yet  regardless  of 
this  expenditure  of  time  and  money,  we 
are  still  a  long  way  from  the  goal  of  our 
exertions. 

Why  have  we  not  succeeded  in  secur- 
ing this  cooperation  ?  There  are  several 
reasons,  but  the  principal  one  is  because, 
to  a  great  extent,  we  have  in  our  safety 
and  efficiency  campaigns  overlooked  an 
important  element  in  the  organization  of 
our  railroads,  viz,  the  true  connecting 
link  between  the  rank  and  file  and  the 
official  class,  to  wit,  the  subordinate  of- 
ficial or  in  other  words,  the  gang  boss. 
Sub  Foreman.  Foreman,  Traveling  En- 
gineer, Traveling  Fireman,  Train  Master, 


Supervisor — the  man  who  is  invariably 
promoted  from  the  ranks,  who  in  many 
cases  does  not  rise  above  the  position  of 
subordinate  official,  the  man  wliose  sym- 
pathies arc  with  the  rank  and  file  of 
which  he  is  and  practically  always  re- 
mains a  mcmlier.  the  man  who  can  and 
docs  exert  a  tremendous  infiuence  over 
the  men  for  good  or  bad,  according  to 
his.  the  subordinate  official's  training  and 
views  on  different  questions  of  the  day. 


S.\FETY    SCREEN". 

We  train  and  fit  the  boys  to  make 
.!,'ood  workmen — workmen  to  make  good 
division  officials,  then  draw  on  colleges 
for  executive  ability  and  liigher  educa- 
tion, but  little  if  anything  has  been  done 
in  the  way  of  mouldin.g  tlie  "bumper 
post",  the  subordinate  official,  to  our  in- 
terests, or  in  broadening  his  views  on 
important  matters  and  httlc  if  any  care 
ij  taken  in  selecting  men  for  such  posi- 
tions beyond  the  fact  that  tliey  must  be 
good  mechanics,  good  Engineers  or  good 
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Trainmen,  as  the  case  may  require.  Yet. 
as  stated  before,  the  "bumper  post"  ex- 
erts more  infiuence  for  good  or  evil  than 
we  realize;  an  oversight  easily  remedied. 
After  thirty  years  railroad  service  un- 
der five  different  flags,  my  experience 
has  demonstrated  to  my  satisfaction,  at 
least,  that  we  cannot  attain  to  economical 
efficiency  in  railroad  service  without  the 
hearty  cooperation  of  the  subordinate 
official  and  the  rank  and  file,  and  to  ab- 
tain  the  latter  we  must  first  obtain 
the    form.er,    and    to    do    this,    we    must 


see  that  subordinate  officials  in  addition 
to  being  competent  in  their  particular  line 
of  work,  arc  broadmindcd  men  with  suf- 
ficient intelligence  back  of  them  to  com- 
mand tlic  respect  and  cooperation  of  the 
rank  and  file. 

Men  who  cannot  check  themselves — 
and  they  are  legion — cannot  control  those 
under  them,  and  men  who  cannot  control 
those  under  them  cannot  command  the 
respect  and  cooperation  necessary  to  ac- 
complish good  results  in  any  direction 
and  are  consequently  a  detriment  to  the 
company  and  a  drawback  in  all  matters 
pertaining  to  progress,  including  safety 
and  efficiency. 

It  has  been  said  that  the  secret  of 
Abraham  Lincoln's  success  was  due  to 
the  fact  that  he  understood  the  value  of 
self  judgment  and  was  never  afraid  to 
look  at  himself.  Lincoln  would  analyze 
his  motives,  weaknesses,  possibilities  and 
limitations  and  then  pass  judgment  upon 
himself  as  calmly  as  upon  any  other  man. 

We  cannot  all  have  the  grace  and  good- 
ness of  Lincoln,  but  surely  we  nearly  all 
have  the  faculty  of  learning  a  lesson,  and 
tc  my  mind  the  chief  lesson  that  should 
be  learned  in  railroad  work,  is  to  examine 
one's  self,  to  look  inward  not  outward, 
to  devote  every  minute  at  work  to  a  care- 
ful mastery  of  the  matter  in  hand,  to 
live  solicrly  and  decently  in  our  leisure 
hours,  to  improve  the  mind  by  reading 
and  study,  and  when  we  know  ourselves 
and  can  do  our  work  as  it  should  be 
done,  we  are  reaching  towards  the  high- 
est  degree   of   efficiency. 

Wiu-iAM  Goodyear. 

Laredo,    Tex. 


Safety  Screen  and  Pipe  Plug. 

I!V     J.     (i.     Kol'l'EI.. 

Sault  Ste.   Marie.  Ontario. 

The  fir.st  of  the  accompanying  draw- 
ings shows  a  device,  which,  perhaps, 
some  railway  shop  men  would  not  be- 
lieve to  be  a  part  of  railway  repair  shop 
equipment. 

The  frame  is  made  of  j<;  in.  round 
iron  2J.<  ft.  by  2  ft.,  and  the  enclosed 
space  is  fitted  with  a  scrc-n  of  any  color 
or  kind  of  strong  bag  cloth.  The  outfit 
is  very  handy  where  cold  rivets  or  nuts 
are  being  cut  off  with  a  chisel  and  sledge 
hammer  The  rivets  and  nuts  almost 
always  fly  off  with  considerable  velocity, 
and  not  infrequently  employees  have  been 
injured,  and  more  often  moving  ma- 
chinery or  other  equipment  have  been 
damaged  by  the  flying  missiles. 

The  appliance  may  be  readily  station- 
ed in  what  may  be  termed  the  line  of 
trajectory,  near  the  basc^  of  operations, 
and  when  the  separated  metal  takes  wing 
it  flies  into  the  screen  and  falls  harmless- 
ly to  the  ground. 

The  second  device  may  be  useful  to 
roundhouse  foremen  when  it  is  found 
necessary  to   stop  running  water  from  a 
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broken  water  main,  and  it  appears  to 
be  very  inconvenient  to  stop  the  supply 
of   water    from    the   entire   establishment. 


rack  are  also  parts  which  are  fitted,  and 
need  only  be  slipped  from  the  rack  and 
applied    to    the     locomotive    in    case    of 


lie  found  a  valuable  aid  in  affording 
first  class  repair  work  un  the  opener 
apparatus  as  well  as  being  a  prevention 
against  house  failure  when  the  parts  can 
be  quickly  slipped  from  the  rack  and 
applied  to  the  locomotive  in  perfect  con- 


TEST  RACK  FOK    I'XKr.MAllC  FIREnOOR   OPENERS 
m:iv    1)C    road' 


A  wociden  plug  m:iy  1)C  ready  '>r  easily 
made  witli  a  hole  drilled  in  the  center. 
This  i)lug.  may  be  driven  into  the  lirokeii 
without    nuich    tnmble.    he- 


breakage  of  this  part  of  the  equipment. 
The  device  is  easily  and  cheaply  made. 
_ir     smaller     outside    combination     shop 


A  War  Veteran. 

By  R.  S.  Booth. 

It  was  very  gratifying  to  see  in  a  recent 
issue  of  R.Mi.w.w  and  Locomotive  En- 
gineering a  fine  illustration  and  descrip- 
tive matter  in  relation  to  a  famous  war 
locomotive  named  the  "General,"  and  I 
have  endeavored  to  secure  a  photograph 
of  another  war  engine  equally  famous,  if 
not  more  so.  named  the  "Texas."  We  do 
not  fully  realize  what  an  important  part 
tlie  crude  railways  and  equipment  played 
in  the  great  civil  conflict  until  one  talks 
with  some  veteran  railroad  man  who  had 
been  through  some  of  it. 

It  is  said  that  a  French  statesman  on 
being  asked  what  he  had  to  say  about  the 
French  revolution  remarked  briefly  that 
he  had  come  through  it.  The  same  may 
be  said  of  quite  a  few  locomotives  in  re- 
gard to  the  civil  war.  Regarding  the 
"Texas"  it  will  be  remembered  by  many 
of  your  readers  that  on  April,  1862,  a 
number  of  Union  soldiers  laid  a  plan  to 
capture  a  locomotive  that  ran  from  a  point 
mirth  of  Atlant?,  Georgia,  to  Chattanooga, 
Tennessee,  over  what  is  still  known  as  the 
Western    &    .Xtlantic    Railroad,    and    now 


water  pi| 
cause  tlie  water  pressure  finds  a 
relief  tlirougli  the  auxiliary  imle. 
the  auxiliary  hole  may  be  easily 
with   an  ordinary   plu.C  as   sliown. 


artial 
Then 
■losed 


Test   Rack   for   Pneumatic   Fire-Door 
Openers. 

IlV      I~.     W.      I'.K.STLKV.     Jk. 

.Milwaukee,  Wis. 
i'lieumatic  lire-<loor  opciu-rs  are  per- 
hap.'.  at  times  one  of  tin-  nlo^t  troulilc- 
some  i>arts  contributing  to  the  rlilticulties 
encountered  by  the  roumlhoiise  force  in 
general  Lack  nf  care  :iiid  proper 
adju-tinent  i-^  in  tlie  m.nn.  of  course, 
lespon.Mlile  lor  most  of  tlieir  d.-fects. 
wliirh    invariabl\    make   an   aiiiH-.irance   at 


a  tinii 

wl 

en   rei 

.airs  or  ch 

iii^i 

ly    o 

parts 

will    ! 

•    t 

le    ca 

ise    of   a    1 

oU-. 

■    or 

other 

nibiri 
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the 

oconiolive. 

I  lu-  accompanying  sketches 
-.rijilive  of  a  simple  lest  rack  {■ 
^iiiall  >hops  adjacent  to  large  roi 
f.icilities  wliich  will,  from  tlie  (  ■ 
of  the  writer,  eliminate  all 
ditTiculties.  The  defective  oiiener 
repaired  carefully  in  the  shop,  te  ic 
and  .-.clju^ted  under  exactly  the  sanu 
ditioiis  imposed  on  lliem  by  ser-.  i> 
ibi  I...-. ■motive.  The  oiicner.  wluii 
.•.[^pliid    !•■    the    locomoti\c.    is    read 


'Ibe 


nenci 

-d,,ol 

■an  1). 


then 
for 
the 


IIET.MI.S  OK  TEST  R.\CK   FOR    I'.NEUMATI 
dhou 


FIRE  noOR   OPENERS. 


of     parts 
the  stores 


wliere     this     work     is 

at     which     no     heavy     stock 

is     carried     under     rejiair     by 

ileiiartnieni,   the   test    rack   will 


operated  by  the  Nashville,  Chattanooga  & 
St.  Louis  Railway.  The  capture  of  the 
locomotive  "General"  was  cfTected  near 
.\tlaiita  by  tlie  Xorthern  men,  there  being 
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over  twenty  men  in  the  capturing  squad. 
and  a  start  was  made  along  the  line 
towards  Chattanooga,  the  idea  being  to 
destroy  the  track  and  burn  the  bridges 
as  they  passed  along  and  thus  cut-off  com- 
munication between  the  two  points.  The 
crew  from  the  captured  locomotive,  liow- 
ever,  followed  after  the  raiders,  first  on 
foot  and  then  on  a  hand-car  until  they 
reached  a  spur  where  another  locomotive 
named  the  "Yonah"  was  standing  w-ith 
steam  up.  This  engine  did  great  service 
until  another  train  was  met  that  was 
hauled  by  a  locomotive  named  the 
"William  F.  Smith,"  after  some  Southern 
railway  magnate.  This  locomotive  was 
pressed  into  the  service  and  had  to  be  dis- 
carded on  account  of  the  track  being  torn 
up  near  Kingston,  and  the  determined  men 
ran  alicad  and  smm  nn-t  another  train 
runniiiL'   ^- uitlili-  imiiI  t^i  wliich  the  Iuimmh'- 


make  the  general  appearance  as  nearly  as 
possible  the  same  as  in  the  war  days.  It 
would  be  very  fitting  to  have  the  rare 
relic  housed  at  Atlanta  where  the  raid 
commenced,  and  where  it  could  not  fail 
to  be  looked  upon  as  an  interesting 
memento  of  the  stormy  days  of  broil  and 
battle.  The  locomotive  as  shown  in  the 
photograph  is  an  old  .American  type  of 
locomotive  or  4-4-0.  Some  of  its  peculiar 
features  are  as  follows  : 

The  tumbling  shaft  is  supported  by  cast- 
iron  brackets  bolted  underneath  the  frame 
instead  of  on  top,  and  has  an  arm  with 
adjustable  counterweight  to  equalize  the 
weight  of  the  links  and  eccentric  rods 
instead  of  a  spring.  The  links  are  almost 
above  the  truck  and  necessitate  the  use 
of  very  long  eccentric  rods.  There  are 
no  belly  braces  to  support  the  boiler,  but. 
instt-ad.    tluTc    are    two    hnilor    braces    on 


LOCOMOTIVE  "TEXAS,      \'  I 

live  "Texas"  was  attached.  The  engine 
and  cars  were  backed  to  the  nearest  siding 
and  leaving  the  cars  continued  the  chase 
northward.  From  all  accounts  the  speed 
of  the  "Texas"  would  compare  favorably 
with  the  best  fliers  of  our  own  day,  and 
though  compelled  to  stop  several  times 
to  repair  the  track  they  gained  on  the 
"General"  and  finally  recaptured  the  loco- 
motive and  made  prisoners  of  nearly  all 
of  the  Northern  soldiers.  The  "General" 
had  been  compelled  to  stop,  having  run  out 
of  both  fuel  and  water.  The  "General." 
as  stated  in  your  columns,  is  now  finely 
painted  and  polished  and  housed  in 
Chattanooga. 

The  "Texas"  has  been  modernized  to 
some  extent,  hut  there  is  a  movement  on 
foot    to    repair    the    old    locomotive    and 


'  1  I  A.N  TIC  RAILROAD. 

each  side  fastened  to  boiler  and  frames 
rigidly  together,  about  halfway  between 
the  cylinders  and  firebox.  There  is  no 
metallic  packing  on  valve  stctns  or  pistons 
and  the  valve  rod  connecting  to  rocker 
arm  has  a  strap  and  key  instead  of  a  pin 
and  bushing  that  are  familiar  in  our  time. 
There  arc  no  brakes  on  the  engine,  but 
the  tender  is  equipped  with  hand  brakes 
and  has  a  large  brake  wheel  within  easy 
reach  of  the  fireman.  The  horizontally- 
barred  iiilol  gives  a  peculiarly  rakish  look 
to  the  engine.  The  headlight  is  very 
large  for  so  small  a  locomotive.  Bullet 
marks  are  on  the  headlight  as  if  the  North- 
ern rifiemcn  had  been  trying  to  make 
bull's  eyes  during  the  wild  chase  that 
ended,  as  is  well  known,  so  disastrously 
for  themselves. 


McBain's  Object  Lesson. 

Thtre  is  a  constant  pressure  put  upon 
firemen  to  save  coal  and  avoid  smoke,  but 
there  is  too  little  direct  instruction.  When 
D.  R.  McBain  was  traveling  engineer  of 
the  Michigan  Central,  pressure  was  put 
upon  him  to  effect  some  coal  saving  and 
he  started  out  by  talking  with  the  en- 
gineers and  firemen,  telling  them  what 
might  be  done.  Then  he  began  riding  on 
the  engines  and  observing  things.  At  one 
of  the  Traveling  Engineers'  Conventions, 
among  other  notes  of  experience,  he  said : 

When  I  saw  an  engine  coming  into 
Jackson  with  black  smoke  rolling  or  pops 
blowing,  I  never  failed  to  go  and  ask  why 
it  was  necessary  for  the  engine  to  come  in 
in  that  condition.  I  asked  firemen,  "Is 
it  necessary  that  you  put  in  a  fire  after 
you  pass  Trumbull  ?"  "Yes,"  was  the  an- 
swer, "we  must  put  in  a  fire  at  Trumbull. 
It  is  four  miles  to  Jackson."  "How 
much  ?"  "At  least  six  or  eight  shovel- 
fuls." "That  doesn't  seem  necessary."  The 
outcome  was  that  I  put  in  a  week  teaching 
them.  When  we  reached  Trumbull  I 
said  to  the  fireman,  "That  will  do."  Then 
we  used  steam  for  three  miles  and  when 
steam  was  shut  off  approaching  Jackson, 
the  fire  was  pretty  well  burned  down,  140 
pounds  of  steam  by  gauge  and  lots  of 
water  in  boiler.  Instead  of  applying  six 
or  eight  shovelfuls  at  Trumbull  the  fire- 
men have  learned  that  it  is  to  their  ad- 
vantage to  stop  firing  there.  They  save 
throwing  that  weight  of  coal  ^nd  the 
company  gets  the  benefit  and  the  engine 
does  not  come  in  puffing  steam  or  rolling 
out  black  smoke. 

In  a  great  many  instances  we  found 
that  the  younger  men  were  beating  the 
older  men  on  fuel  consumption.  We  took 
two  records  of  engineers  and  said :  "So 
and  so  has  been  running  opposite  to  you 
this  month  and  he  has  beat  you  two  and 
a  half  miles  to  the  ton  of  coal.  How  do 
you  account  for  that?"  The  usual  ex- 
cuses would  be  given  but  on  the  follow- 
ing month  both  men  would  make  about 
the  same  mileage  to  the  ton  of  coal. 


Teak  Wood. 

So  indestructible  is  .African  teak  wood, 
that  sea  going  vessels  built  of  it  are 
known  to  have  lasted  more  than  100 
years.  This  wood  is  one  of  the  most 
remarkable  materials  employed  in  in- 
dustries, when  it  can  be  procured.  Teak 
is  remarkable  for  its  great  weight,  hard- 
ness and  durability,  its  weight  varying 
from  42  to  52  pounds  per  cubic  foot. 
Pine  wood  weighs  about  30  pounds  to 
the  cubic  foot.  Teak  works  easily,  but 
from  the  large  quantity  of  solid  con- 
tained, the  tools  require  to  be  hard, 
and  even  then,  they  are  subject  to  rapid 
wear.  It  contains  an  oil  which  prevents 
nails  driven  into  it  from  rusting  and  its 
durability  is  very  great. 
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NiKado  and  Mountain  Type  Locomotives  for  the  Rock  Island 


It  li  generally  ackiiuuicilgcil  lliat  ru- 
ront  developments  in  railroad  trans|)or- 
lation  have  demonstrated  that  the  most 
etiicient  way  to  handle  heavy  traffic  is 
with  powerful  locomotives  and  large  train 
loads.  P'.'werlul  operating  units,  having 
proveil  tluir  ability  to  reduce  operating 
costs  in  freight  service,  liave  attracted 
the  attention  of  motive  power  officials  to 
their  heavy   passenger   service. 

Large  reductions  in  operating  costs 
have  heen  made  by  tlie  Rock  Island  Lines 
by  the  adoption  of  heavy  Mikado  loco- 
motives. The  policy  was  the  direct  cause 
<.•!  putting  into  passenger  service  thirty 
l.irge  and  powerful  Pacific  type  locomo- 
tives and  two  of  the  heaviest  mountain 
type  locomotives  ever  built,  which  have 
recently  been  delivered  to  the  Rock  Isl- 
and Lines  by  the  American  Locomotive 
Company. 

Tlie  Pacific  type  engines  are  operating 
at  present  between  Rock  Ivlaml.    111.  and 


lu.lnig  being  in  the  older  cla.ss  082  tuns 
and  in  the  new  class  900  tons. 

laking  another  illustration  of  tiiiie  and 
tinnage  between  Valley  Junction,  la.,  and 
Council  Bluffs,  la.,  a  distance  of  136.6 
miles,  the  actual  running  carded  time  of 
train  No.  5  was  3  hours  and  47  minutes, 
and  that  of  the  test  made  by  the  new 
equipment  3  hours  and  24  minutes,  each 
making  3  stops,  the  older  trains  with  11 
cars  and  the  new  test  train  12  cars,  of  62 
and  75  tons,  respectively,  the  tonnage  as 
before  being  682  tons  and  900  tons. 

In  the  Colorado  Division  the  results 
were  even  better,  showing  an  average 
gain  in  time  of  over  10  per  cent,  and  in 
tuimage  of  over  20  per  cent.  But  the 
most  remarkable  showing  as  evidenced 
by  the  reports  is  being  made  in  the  Mis- 
souri division  from  Davenport  to  Eldon, 
where  the  average  running  time  for  a  dis- 
tance of  111.6  miles  was  made  by  both 
trains    in    2    hours    and    40    minutes,    the 


this  luie  at  this  time,  it  would  have  been 
necessary  to  either  double-head  or  oper- 
ate  in   two   sections. 

By  the  introduction  of  the  Mountain 
type  locomotives,  the  Rock  Island  has 
been  enabled  to  consolidate  tlie  Chicago 
and  St.  Louis  sections  of  one  of  the  Colo- 
rado trains  between  Phillipsburg  and 
Limon.  This  has  effected  a  saving  of 
180,310  passenger  train  miles  per  annum. 

At  present  these  combined  trains  con- 
sist of  10  to  13  cars,  which  can  be  satis- 
factorily handled  by  the  new  Pacifies,  ex- 
cept in  extreme  weather.  Therefore,  there 
has  been  no  opportunity  as  yet  to  test 
the  Mountain  type  to  its  full  capacity. 
However,  it  is  anticipated  that  they  will 
liandle  1,000  tons  in  16  cars  on  the  carded 
time  of  these  combined  trains  without  dif- 
ficulty. Their  consist,  under  normal  con- 
ditions, will  be  15  and  16  cars,  largely 
steel  equipment,  which  the  Mountain  type 
loconiotivis  will  ablv  handle  over  the  247 
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Tucumcari,  N.  M.  Tlie  maximum  grade 
per  mile  from  Rock  Island,  111.,  to  Phil- 
li|jsburg,  Kans.,  is  about  fiO  feet  per  mile, 
and  from  Phillipsburg,  Kans.,  to  Limon, 
Colo.,  is  a  constant  up-Iiill  pull  247  miles 
long,  the  ruling  gr.ides  licing  53  feet  to 
the  mile. 

Repeated  test  trains  wen  run  t^  deter- 
mine the  capacity  of  these  Pacific  t>pe 
locomotives.  The  results,  as  compare<l 
with  tlic  carded  time  of  several  regular 
trains,  were  all  largely  in  favor  of  the 
new  locomotives.  The  regular  train, 
known  as  Xo.  5,  taking  5  hours  and  16 
mimites  on  the  westward,  up-grade  trip, 
u,i-  made  during  several  tests  in  4  hours 
ami  47  minutes.  The  average  schedule 
sped  of  the  regular  trains  being  31.4 
iiiiKs  per  hour,  being  made  with  the  new 
loi '.motives  at  a  speed  of  32.1  miles  per 
hour.  The  number  of  cars  were  also  in- 
criased  from  11  to  12.  the  average  weight 
of  cars  being  also  increased  from  62  to 
75  tons.     The  train  tonnage,  exclusive  of 


ii\"F  roR  Ti!F.  cnirsco.  rock  iSL.xxn 


carded  time  trains  having  6  cars,  or  390 
Ions,  exclusive  of  lading,  and  the  test, 
known  as  No.  16,  with  933  tons. 

Xo  difficulty  was  experienced  in  main- 
taining full  boiler  pressure  at  all  times. 
The  locomotives  steamed  very  freely  and 
very  little  black  smoke  was  emitted  at 
the  stack.  The  maximum  cut-off  was  lo 
inches,  and  the  locomotives  were  worked 
there  only  for  short  distances.  Hearing 
the  apex  of  severe  hills.  ICxceiu  for  hard 
pulls,  the  locomotives  were  generally 
worked  at  6  to  8  inch  cut-off.  The  han- 
dling of  air  was  satisfactory,  no  discom- 
fort being  experienced  by  passengers 
in  rear  cars  of  these  long  trains  from 
tliis  cause. 

While  no  extensive  tests  have  been  con- 
ducti'd  to  determine  economy  on  fuel  and 
water  of  the  new  Pacifies,  it  was  the  opin- 
ion of  the  engine  crews  on  these  heavy 
trains  that  there  was  no  increase  over 
tile  older  Pacific  types. 

Were   it   not    for   their   introduction   on 
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American   I^ocomotive  Company,   Builders. 

miles  1  per  cent,  grade  constant  up-hill 
pull  westbound  from  Phillipsburg  to 
Limon.  Westbound  this  combined  train 
has  nine  scheduled  stops  and  20  flag  stops 
between  these  two  points,  which  make 
the  Mountain  type  more  efficient  than  the 
new  Pacific  type  on  account  of  their 
greater  starting  effort. 

Ill  general  construction  Ibc  designs  em 
body  the  latest  approved  practice  and  fol- 
low the  standards  of  the  builders.  Each 
design  is  equipped  with  a  superheater, 
brick  arch,  screw  reverse  .gear,  extended 
piston  rods,  long  main  driving  boxes. 
Woodard  engine  truck,  speed  recorder, 
B.iker  valve  gear.  Chambers  throttle,  the 
.Mudge  .Slater  smokebox  arrangement  and 
vanadium  cast  steel  frames.  The  Moun- 
tain type  is  also  equipped  with  the  Fouhl- 
er  main  rod,  and  engine  and  tender  were 
arranged  so  that  the  Street  Stoker  could 
lie  applied  later  if  desired. 

These  designs  are  the  product  of  the 
long    experience   of   the   American    Loco- 
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n'Ycrtlvo  ■Compnny  in  the  development  of 
jowerful  locomotives.  The  application  of 
this  experience  to  the  railroad's  specific 
requirements  was  directed  by  the  officials 
i<i  the  motive  power  department,  to  whose 
valuable  co-operation  in  the  preparation 
of  the  designs  the  success  of  the  locomo- 
tives is  largely  due.  They  furnish  an- 
other striking  example  of  reduced  operat- 
ing costs  whicli  have  been  obtained  by 
combining  fuel  saving  devices  and  im- 
proved designing  in  a  larger  and  more 
powerful  operating  unit. 

The  following  are  the  general  dimen- 
sions of  these  locomotives : 

P.\CIFIC    TYPE    LOCOMOTIVES. 

Track  gauge,  4  ft.  S'A  ins.  Fuel,  bi- 
tuminous coal. 

Cylinder — Type,  simple  piston ;  diam- 
eter, IsYi;  stroke,  28. 

Tractive  power— Simple,  40,260  lbs. 

Factor  of  adhesion — Simple.  4.34. 

Wheel  base  driving — 13  ft.  0  ins. ;  rigid, 
13  ft.  0  ins.;  total,  33  ft.  10  ins.;  total,  en- 
gine and  tender,  65  ft.  1J4  ins. 

Weight — In  working  order,  281,500  lbs.; 
on  driver?.  174.500  lbs.:  on  trailers,  54,000 


Superheating  surface — 805  sq.   ft. 

Grate  area — 63  sq.   ft. 

Wheels — Driv.  dia.  outside  tire,  73  ins.; 
center  diam.,  66  ins. ;  driv.  material,  main, 
cast  steel ;  others,  cast  steel ;  engine  truck, 
diam.,  34  ins. ;  kind,  cast  iron ;  trailing 
truck,  diam.,  45  ins,;  kind,  cast  steel; 
tender  truck,  diam..  34  ins. ;  kind,  cast 
iron. 

.\xles — Driving  journals,  main,  11.x  22 
ins.;  other,  1014x13  ins.;  engine  truck 
journals,  6'/2  x  12  ins.;  trailing  truck  jour- 
nals, 9x14  ins.;  tender  truck  journals, 
6x11  ins. 

Boxes — Driving,  main  and  otlicrs,  cast 
steel. 

Brake— Driver,  .\mer.  W.  X.  2.  West. 
E.  T.  6;  trailers.  West.  E.  T.  6;  lender. 
West.  E.  T.  6;  air  signal,  We.st.  L. ;  pump. 
West.  S'A  C.C. ;  reservoir,  2  18'<  x  102. 

Engine  truck — Four  wheel,  Woodard 
design. 

Trailing  truck — Radial. 

E.xhaust   pipe — .Single;    nozzles,   5j.,s.   6. 

Piston — Kod  diam..  4^  ins.;  piston 
packing,  gun   iron   rings. 


Boiler— Type,  Wagon  top ;  O.  D.  first 
ring,  78  ins.;  working  pressure,  185  lbs. 

Firebox — Type,  wide ;  length,  108  ins. ; 
width,  84  ins.;  thickness  of  crown  Hi 
tube,  5^  ;  sides,  ii  ;  back,  }i ;  water  space, 
front,  6  ins. ;  sides,  5  ins. ;  back,  5  ins. ; 
depth  (top  of  grate  to  center  of  lowest 
tube),  29'-2  ins. 

Crown  staying — Radial. 

Tubes — Material,  stcamless  steel ;  num- 
ber, 207;  diam.,  2}^  ins. 

Flues — Material,  seamless  steel ;  num- 
ber, 36;  diam.,  Sj/j  ins. 

Thickness— Tubes,  135  M.  M.;  flues, 
150  M.  M. 

Tube — Length,  22  It.  0  in. ;  spacing,  % 
ins. 

Heating  surface — Tubes  and  flues,  3,805 
sq.  ft. ;  iirebox.  287  sq.  ft. ;  arch  tubes,  25 
sq.  ft.;  total,  4,117  sq.  ft. 

Superheating  surface,  944  sq.  ft. 

Grate  area,  62.7  sq.  ft. 

Wheels — Driv.  diam.  outside  tire,  69 
ins. ;  center  diam.,  62  ins. ;  driving  ma- 
terial, main,  cast  steel ;  others,  cast  steel ; 
engine  truck,  diam..  33  ins. ;  kind,  rolled 
steel:   trailing  truck,  diam.  42  ins.;   kind. 
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lbs. ;  on  engine  truck,  53,000  lbs. ;  engine 
and  tender,  440,300  lbs. 

Boiler — Type,  extended  wagon  top ; 
O.  D.  first  ring.  76^  ins. :  working  pres- 
sure. 190  lbs. 

Firebox — Type,  wide  :  length,  108  ins. ; 
width,  84  ins. ;  thickness  of  crown,  ~yi  in. ; 
tube,  5^  in. ;  sides,  ^  in. ;  hack,  ^  in. ; 
water  space,  front,  6  ins. ;  sides,  5  ins. ; 
back.  5  ins.;  depth  (top  of  grate  to  cen- 
ter of  lowest  tube),  22  ins. 

Crown  staying — Radial. 

Tubes — Material,  seamless  steel ;  num- 
ber, 195;  diam.,  2]4  ins. 

Flues — Material,  seamless  steel ;  num- 
ber. 34  ins.;  diam.,  5^  ins. 

Thickness— Tubes,  .135  M.  M.  G. :  flues. 
150  ins.  M.M.G. 

Tube — Length.  26  ft.  0  ins. ;  spacing  ~/s, 
ins. 

Heating  surface — Tubes  and  flues, 
3,259.4  sq.  ft.:  firebox,  212.8  sq.  ft.;  arch 
tubes,  25.4  sq.  ft.;  total,  3,497.6  sq.  ft. 


Smokestack — Diam.,  18  ins.;  top  above 
rail.  15  ft.  7-%  ins. 

Tender  frame — Vanderbilt  type. 

Tank — Style.  Vanderbilt  cylindrical ;  ca- 
pacity, 8,500  gallons ;  capacity  fuel,  14 
tons. 

Valves — Type,  piston  14  ins. ;  travel,  61/2 
ins.;  steam  lap,  1  1-16;  cl.  'A  in. 

Valve  setting.  3-16  in.  lead. 

MOUNTAIN    TYi'E    LOCOMOTIVES. 

Track  gauge.  4  ft.  8'.-<  ins.  Fuel,  bi- 
tuminous coal. 

Cylinder — Type,  simple  piston  ;  diam.. 
28  ins.;  stroke,  28  ins. 

Tractive  power — Simple  50.000  lbs. 

Factor  of  adhesion — 4.50. 

Wheel  base— Driving.  18  ft.  0  ins.: 
rigid,  18  ft.  0  ins.;  total.  38  ft.  11  ins.; 
total,  engine  and  tender,  70  ft.  2'4  ins. 

Weight — In  working  order,  333.000;  on 
drivers,  224.000;  on  trailers.  51,500;  on 
engine  truck,  57.500;  engine  and  tender, 
490,500. 


cast  steel ;  tender  truck,  diam.,  33  ins. ; 
kind,  rolled  steel. 

.\xles — Driv.  journals,  main,  ll'/^x22 
ins.;  other,  11x13  ins.;  engine  truck 
journals,  7x12  ins.;  trailing  truck  jour- 
nals, 9x14  ins.;  tender  truck  journals, 
6x11  ins. 

Brake— Driver,  .Amer.  W.  U.  3.  West. 
E.  T.  6;  trailers.  West.  E.  T.  6;  tender. 
West.  E.  T.  6 ;  air  signal.  West.  L. ;  pump, 
S'/i  C.  C. ;  reservoir,  two  18;  i  x  102  ins. 

Eiigine  truck — Four  wheel  Woodard 
design. 

Trailing  truck— Radial. 

Exhaust  pipe— Single;  nozzles.  6  3-16. 
6  5-16.  6  7-16  ins. 

Piston— Rod  diam.,  4;^^  ins. ;  piston 
packing,  gun  iron   rings. 

Tank — Style,  Vanderbilt  cylindrical ;  ca- 
pacity. 8.500  gallons;  capacity  fuel,  14  tons. 

Valves— Type,  piston.  16  ins. ;  travel 
6'/4  ins.;   steam  lap.  1  1-16  ins.;  CI.,  1-16 
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.NKW     SERIES. 

Second   Year's  Examination. 

{Continued     from     tt'SC     50,     Fcbniarx. 
1914.) 
Q.  1.— Name  the  different  tspes  of  boil- 
ers on  this  road: 

A.— The  wide  firclio.N  boiler  and  the 
narrow  firebox  boiler. 

Q.  2. — What  is  a  wide  tirebox  boikr  ; 
What  is  a  narrow  firebox  boiler  ? 

A.— A  wide  firebox  boiler  is  one  that 
has  the  firebox  extending  out  beyond  the 
frames  on  each  side.  A  narrow  firebox 
boiler  is  one  on  which  the  firebox  extends 
down  between  the  frames. 

Q.  3.— How  is  the  firebox  stayed  to  tlic 
outside  sheets  of  boiler .' 

A. — By  stay-bolts  which  are  screwed 
in  through  both  sheets  from  the  outside 
(being  taper  fitted)  and  riveted  on  both 
ends. 

Q.  4. — How  do  you  tell  when  a  hollow 
stay-bolt  is  broken?  Also  wdiat  are  in- 
dications of  broken  stay-bolts  that  are  not 
drilled  ' 

A.— Water  will  spurt  out  of  the  end 
where  hole  is  drilled.  When  solid  stay- 
bolts  arc  broken  they  may  be  located  by 
the  sheets  being  a  little  bulged  or  crooked, 
but  the  shop  force  use  the  hammer  test 
to  find  them. 

Q.  5.— What  will  cause  blistering  of  fire- 
box sheets  and  bulging  between  stay- 
bolts  ? 

A. — Mud  or  scale  accumulated  on  the 
sheets  will  cause  them  to  blister  and 
bulge,  or  an  accumulation  of  oil  on  sheet 
will  cause  this,  because  it  keeps  the  water 
away  from  sheet, 

Q.  6.— What  is  scale  in  boiler  caused 
by? 

.\.  -  A  mineral  substance  (generally 
limestone  or  clay)  in  the  water  is  depos- 
ited on  sheets  and  baked  there  by  the 
heat,  forming  the  scale  on  the  sheets  and 
tubes. 

Q.  7.— What  is  the  effect  of  scale  in  .i 
boiler? 

A. It  hinders  the  radiation  of  heat  in- 
to the  water  from  the  fire  and  causes  the 
sheets  to  become  defective  through  the 
uncf|ual  expansion  and  contraction  and 
caiises  sheets  to  become  crystalli/ed  and 
burned. 

Q.  8— What  difference  rloes  the  scale 
make  on  the  temperature  of  the  flues  and 
fire-li'ix   sheets  ' 

.\  -On  account  of  the  .leposit  keeping 
the  water  frf.m  the  metal  there  is  an  over- 
heating and  very  unequal  exiiansion  aii'l 
the  parts  directly  exposed  to  currents  of 
heat  and  cold  contract  more  quickly  after 


being  expanded  and  jmiiUs  are  opened  and 
caused  to  leak. 

Q.  9.— How  can  you  detect  the  presence 
of  scale  or  mud  on  the  sheets  of  a  fire- 
box ? 

.•\. — By  the  sheets  bulging  or  forming 
pockets  between  the  stay-bolts  where  the 
deposit  of  nnid  or  scale  is  present. 

Q.  10.— Explain  the  principle  upon 
which  the  steam  gauge  operates? 

.■\. — The  steam  gauge  has  a  tube  which 
is  circular  in  form,  to  one  end  of  which 
is  a  rack  which  operates  on  a  pinion  con- 
nected to  the  pointer  or  hand  on  the 
gauge,  the  tube  being  connected  at  the 
other  end  with  the  boiler  steam  pressure, 
feels  the  influence  of  this  pressure  and 
lends  to  straighten  out.  in  that  manner 
moving  the  rack  on  pinion  and  causing 
hand  to  move  along  dial  indicating  the 
pressure,  a  tension  spring  works  against 
the  action  of  tube  and  moves  hand  back 
as  pressures  decrease. 

Q.  II.— How  are  the  tubes  fastened  in 
the  sheets  at  front  entl  and  back  end. 

A, — At  the  front  end  a  ferrule  of 
Canada  plate  (iron)  is  generally  used,  al- 
though some  roads  use  copper  for  the 
ferrule,  which  is  placed  between  the  tube 
and  sheet,  the  tube  is  then  expanded  and 
rolled  tight.  At  the  back  end  in  the  fire- 
box a  copper  ferrule  is  placed  between  the 
tube  and  sheet,  the  tube  is  then  expanded, 
rolled  out  to  form  a  bead  and  caulked 
u[j  to  the  sheet. 

Q.  12.— Describe  the  different  methods 
of  supporting  the  crown  sheei  of  the  fire- 
box by  crown  stays  and  radial  stays? 

\. —Where  crown  stays  are  used  bars 
which  rest  on  the  upper  edge  of  the  back 
and  front  sheets,  called  crown  bars,  ex- 
tend over  crown  sheet  and  the  crown 
bolts  are  supported  by  these  bars.  Soine 
boilers  id  more  modern  type  have  a 
hinged  stay  supported  by  outer  shell  of 
boiler  and  passing  through  the  crown 
slu  <t  aii'l  threaded  like  a  stay  bolt  in  both 
sluels  and  riveted  at  each  end  the  hinge 
accommodates  the  varying  positions  ot 
sheets  caused  by  exiiansion  and  cont.ac- 
tiini.  The  radial  stay  is  like  a  stay  bolt 
and  reaches  through  crown  sheet  from 
ciuter  shell  of  boiler  and  is  adapted  to  ihe 
curvature  of  the  sheets  through  which  it 
liasses.  It  is  threaded  in  both  sheets  and 
riveted  at  each  end. 

O  1.1— To  what  .strains  is  a  fire-box 
subjected  in  addition  to  those  caused  by 
the  steam  pressure? 

A.— Expansion  and  contract'on,  besides 
the  weight  of  the  water. 
O.  14.— What  are  the  two  main  causes 


of   unequal   expansion   and   C'linraction   in 
fire-box  and  flues?' 

.-\. — Improper  firing  and  pumping  at 
time  when   fire  is  not  bright. 

Q.  IS. — Why  is  the  admission  of  an  ex- 
cessive amount  of  cold  air  through  the 
grates  and  fire  door  injurious? 

A. — Because  it  cools  off  the  flues  and 
fire-box  sheets  suddenly  and  will  cause 
them  to  become  weakened  and  leak. 

Q.  16. — What  is  meant  by  circulation  of 
water  in  the  locomotive  boiler? 

A. — It  is  the  movement  of  the  water  in 
the  boiler,  on  account  of  the  cooler  water 
going  down  toward  the  bottom  of  the 
boiler,  and  the  heated  water  is  mov- 
ing toward  the  top  or  going  away  fron- 
the  heated  sheets  and  the  cold  water  go- 
ing toward  them. 

Q.  17. — Is  the  water  pumped  into  tlie 
boiler  by  the  injector  hotter  or  colder  than 
that  in  the  boiler? 

A. — It  is  much  colder. 

Q.  18. — Where  does  this  water  flow  to 
after  entering  the  boiler  ? 

A. — It  goes  down  toward  belly  of  boiler 
and  flows  back  to  the  fire-box,  then  as  it 
reaches  the  hot  sheets  it  begins  to  rise  to 
the  top  of  water  level  and  circulates  anead 
and  follows  sides  of  boiler  down  and  as 
it  is  heated  by  contact  with  the  flues  it 
rises  up  through  them  and  in  that  way 
is  in  constant  circulation  until  turned  into 
steam. 

Q.  19.— Is  there  any  difference  in  the 
temperature  of  the  water  between  the  top- 
and  bottom  of  the  water  in  the  boiler? 

A.— Yes.  There  is  nearly  200  degrees 
less  temperature  in  the  water  at  the  bot- 
tom than  at  the  top,  depending  on  steam 
pressure. 

Q.  20  — How  should  the  injector  be 
used  in  order  to  prevent,  as  far  >s  pos- 
sible, damage  to  the  boiler? 

A— The  injector  should  never  be  used 
when  the  fire  is  not  burning  brightly  es^f- 
cially  near  the  flue  and  si<le  sheets,  and  an 
cfi'ort  should  be  made  to  work  the  injcc- 
-tor  in  such  a  manner  that  there  w'U  be 
no  sudden  reduction  in  temperature  at 
any  time. 

Q  21.— How  much  water  should  you 
have  in  the  boiler  when  it  is  delivered 
at  the  ash  pit  or  round  house  track? 

A. —The  boiler  should  have  enough 
water  in  it  at  all  times  to  protect  the 
crown  sheet,  and  when  left  at  round  house 
track  should  have  a  full  supply  of  watei 
in  it  to  protect  it  until  the  round  house 
force  take  charge  of  it. 
Q,  22— \.  hen  should  this  water  be  put 
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A.— The  boiler  should  be  liUeU  up    Tiilj 
the  tire  is  burning  brightly  at  end  oi  irii- 
Q.  23. — Explain  the  use  of  the  blow-off 
cock? 

A. — The  blow-off  cock  is  to  be  uic!  in 
clearing  the  water  of  foreign  matter  that 
causes  it  to  foam,  and  should  be  used  ,vh'  n 
standing  still  after  filling  boiler  with 
water  and  the  fire  is  burning  brightly, 
blowing  out  about  two  or  three  gauges  of 
water,  depending  on  height  of  water  above 
crown  sheet.  The  injectors  may  be  kept  at 
work  while  the  blow-off  cock  is  open,  if 
the  fire  is  in  condition  to  prevent  cooling 
effect. 

Q.  24. — How  should  the  dinught  be  dis- 
tributed in  the  tire-bo.x ' 

A. — I■^•cnl\■  all  over  tin-  eirire  graii,- 
surface. 

Q.  25. — Name  the  various  adjustable 
appliances  in  the  front  end  by  which  the 
burning  of  the  fire  is  regulated  ?■ 

A. — Nozzle  tips,  petticoat  or  draft  pipe, 
and  diaphragm  plates. 

Q.  26. — What  does  it  indicate  when  the 
exhaust  issues  strongest  from  one  side  of 
the  stack? 

A. — It  indicates  that  the  draft  pipe  is  out 
of  plumb,  caused  by  loosening  of  suppor's. 
or  it  may  be  that  the  nozzles  are  out  of 
plumb,  50  that  the  e.xhaust  does  not  strike 
the  center  of  the  smokestack. 

Q.  27. — Why  is  it  important  that  there 
be  no  holes  through  the  smoke-box  sheets 
or  the  front  end  and  none  in  smoke-box 
seams  or  joints  ' 

A. — It  would  spoil  the  vacuum  firmed 
by  the  forced  draught  and  injure  the 
steaming  qualities  of  the  engine. 

Q.  28. — Describe  the  principles  uijun 
which    the    inspector   works? 

A. — A  jet  of  high  velocity  steam  pass- 
ing through  a  small  orifice  strikes  the 
water  and  is  combined  with  the  water, 
and  condensed  into  water  giving  to  the 
water  part  of  its  velocity,  carrying  the 
water  along  through  smaller  openings. 
and  in  that  manner  increasing  its  velocity. 
to  such  an  extent  that  it  has  a  force  suffi- 
cient to  overcome  the  boiler  check  and 
pass  into  the  boiler. 

Q.  29 — What  is  the  difference  between 
a    lifting   and   a   non-lifting   injector? 

A. — A  lifting  injector  must  have  parts 
that  will  raise  the  water  up  into  the 
body  of  the  injector  which  is  placed 
above  the  water  level,  and  such  other 
parts  as  w-ill  force  the  water  into  the 
boiler,  while  the  non-lifting  injector  being 
placed  below  the  water  level  has  only 
such  parts  as  will  force  the  water  into 
the  boiler,  the  water  flowing  into  it 
through  force  of  gravity. 

Q.  30. — Will  injector  work  with  a  leak 
between  injector  and  tank?  Whv?  Will 
it  prime? 

.^. — No.  Because  the  air  will  spoil  the 
vacuum.  No,  It  will  not  prime  for  the 
same  reason. 

Q.  31. — If    it    primes    good    but    breaks 


when     the     steam     is    turned    on,    where 
v.ould  you  look  for  the  trouble? 

A. — Would  look  for  some  obstruction 
in  the  delivery  tubes,  or  in  discharge  pipe, 
or  boiler  check  might  be  stuck  shut,  or 
feed  pipe  might  be  stopped  up  or  leaking. 

Q.  32. — If  it  will  not  prime,  where 
would  you  inspect  to  find  the  trouble? 

A. — In  the  supply  pipe,  either  the  feed 
water  too  hot,  a  leak,  or  an  obstruction 
in  the  feed  pipe  or  strainer. 

y.  33. — Will  injector  prime  if  checks 
leak  badly  or  are  stuck  up?  If  injector 
throttle   leaks   badly? 

A. — No.  Because  the  hot  water  and 
steam  getting  into  the  feed  pipe  spoils 
ilie  vacuum  formation. 

Q-  34. —  If  steam  or  water  shows  at  the 
overflow  pipe  when  injector  is  not  work- 
ing, how  do  you  tell  whether  it  is  boiler 
check  or  throttle  leaking? 

A. — With  the  boiler  check  leaking  con- 
siderable water  will  show  at  the  overflow 
pipe,  and  with  throttle  leaking  steam  A-ill 
show  at  overfl  w  pipe.  To  be  sure  you  may 
test  by  closing  the  main  steam  valve  at 
the  fountain  head  and  in  that  manner 
shut  off  the  steam  from  the  injector,  or 
by  forcing  the  boiler  check  to  its  seat 
with  the  combination  boiler  check  and 
stop  the  flow  of  water  from  boiler 
Another  way  is  to  open  the  pet  cock  in, 
discharge  pipe  and  if  water  comes  from  it 
with  force  it  indicates  that  the  check  is 
stuck  open. 

Q.  35. —  Will  injector  prime  if  primer 
valves  leak?     Will  it  prevent  its  working? 

A. — Yes,  it  will  prime.  It  will  not  pre- 
vent   it    working    if   primer    valve   leaks. 

Q.  36. — Will  an  injector  work  if  air 
cannot  get  into  tank  as  fast  as  water  is 
taken  out? 

A. — No,     It  will  not  work. 

Q.  37. — Will  an  injector  work  if  all  of 
the  steam  is  not  condensed  by  the  water? 

-'V. — It  will  not  work  as  it  should,  and 
if  it  works  at  all  it  will  waste  a  great 
amount  of  water  at  the  overflow.  Gen- 
erally it  will  not  work  at  all. 

Q.  38. — What  precaution  should  be 
taken  to  prevent  injectors  from  freezing 
when  not  being  used  ? 

-'\. — It  should  be  chan.gcd  into  a  heater 
to  keep  the  feed  pi|)e  an<l  discharge  pipe 
front  freezing. 

Q.  39. — TIow  would  you  set  a  heater 
on  the  various  types  of  injectors  in  use 
on  this  road? 

A. — On  the  twin  Hancock  injectors  it 
is  necessary  to  close  the  overflow  valve 
and  open  the  throttle  valve  enough  to 
furnish  sufficient  steam  to  circulate  in  the 
delivery  and  feed  pipes,  and  the  drain 
cock  in  delivery  pipe  must  be  opened  a 
little,  and  tank  valve  nearly  closed.  On 
other  types  of  injectors  after  closing  the 
overflow  valves,  close  the  main  steam 
valve  and  open  the  injector  throttle  valve 
wide,  then  regulate  the  steam  by  opening 
the  main  steam  valve  the  necessary 
amount  to  provide  the  circulation. 


U-  40. — Is  any  more  water  used  when 
a  boiler  foams  than  when  the  water  is 
solid? 

A. — Yes.  Because  water  is  being  car- 
ried out  through  cylinders  with  the  steam. 

Q.  41.— Mow  should  lubricator  be  filled? 

A. — All  feeds  should  be  closed,  water 
valve  closed,  condensation  drained  from 
the  oil  chamber,  and  then  the  oil  cham- 
ber should  be  filled  to  within  about  one- 
half  an  inch  of  the  top.  (It  should  never 
be  filled  to  overflowing  because  the  oil  ex- 
pands with  the  heat  and  space  should  be 
allowed  for  the  expansion.)  The  water 
valve  should  be  opened  as  soon  as  the 
plug  is  put  in  the  filling  opening,  to  allow 
the  condensation  to  raise  the  oil  to  top  o£ 
oil  well. 


Wise  Don'ts. 

When  a  new  device  is  added  to  a  loco- 
motive many  men  begin  at  once  to  expect 
performances  from  it  that  the  inventor 
never  thought  of.  The  superheater  has 
proved  very  efficient,  but  we  greatly  ad- 
mire the  list  of  "don'ts"  covering  its  per- 
formance suggested  by  a  committee  of 
the  Foundry  Engineers'  Association,  o£ 
which  Mr.  J.  W.  Hardy  was  chairman. 
The  list  reads: 

"Don't  expect  too  much  of  the  super- 
heater ;  it  is  not  intended  to  overcome 
blows  or  stop  steam  leaks  or  square 
valves,  and  it  is  like  some  children — won't 
keep  itself  clean. 

"Don't  forget  when  switching  that  there 
is  more  steam  between  the  throttle  and 
cylinders  with  the  superheater  than  with 
the  saturated  steam  engine — the  super- 
heater holds  some. 

"Don't  carry  water  too  high  just  be- 
cause you  don't  hear  any  in  the  smoke 
stack.  You  might  be  using  your  super- 
heater to  boil  water  instead  of  heating 
steam. 

"Don't  think  because  your  en,gine  steams 
that  you  are  getting  the  full  value  of  the 
superheat ;  your  engine  may  not  be  call- 
ing for  the  capacity  of  your  boiler. 

"Don't  close  your  throttle  entirely  on 
road  engines  until  you  get  to  going  quite 
slow ;  your  cylinder  lubrication  will  be 
much  better. 

"Don't  fire  your  coal  too  wet ;  it  won't 
clinker  so  badly  if  reasonably  dry.  The 
more  you  rake  the  fire  the  more  the  flues 
will  stop  up.  There  are  only  two  reasons 
why  a  fire  should  be  raked ;  one.  because 
too  much  coal  is  used,  and  the  other  be- 
cause it  is  not  put  in  the  right  place. 

"While  there  is  a  great  difference  in 
coal,  there  is  not  as  much  difference  as  in 
what  YOU  are  able  to  get  out  of  it. 
They  tell  us  of  the  high  number  of  heat 
units  or  B.  T.  U.'s  in  certain  coal ;  what 
does  that  amount  to,  to  us,  if  we  are  not 
able  to  catch  them,  harness  them  up  and 
use  them  to  our  advantage?" 

These  don'ts  apply  with  equal  force  to- 
the  handling  of  engines  that  are  not 
equipped  "W//i  siipcrhcalers. 
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Report   of   Proceedings  of  the  Interna- 
tional   Railway    General    Fore- 
men's Association. 

Tlic  annual  report  of  the  proceedings 
of  the  ninth  annual  con\cntion  of  the 
International  Railway  General  Foreman's 
Association,  lield  at  tlie  Hotel  Sherman, 
Chicago.  111.,  on  July  15-18  last  year,  is 
now  ready  and  l:>eing  distributed  to  the 
members.  The  work  extends  to  171  pages 
with  numerous  illustrations,  and  contains 
a  complete  report  of  all  of  the  papers 
submitted  at  the  convention  and  the  de- 
bates on  the  same.  There  is  also  a  com- 
plete list  of  the  membcrsliip,  with  por- 
traits of  the  ofiicers  and  members  of  the 
Executive  Committee.  Tlic  typography 
and  illustrations  are  excellent.  The  care- 
ful preparation  of  tlic  work  reflects  great 
credit  on  Mr.  William  Hall,  secretary- 
treasurer,  on  whom  the  burden  of  the 
t  ditorial  work  has  fallen,  and  to  whom  all 
communications  in  regard  to  the  publica- 
tion should  be  referred.  His  address  is 
.^29  W.   Broadway.  Winona,  Minn. 


Shoes  and  Wedges. 
liv  W.  D,  Ch.\mi!kri.in. 
It  would  seem  as  if  each  particular 
railroad  shop  has  its  mvn  methods  of 
'icjing  work,  but  the  exchange  of  opinions 
in  the  pages  of  R.\ilw.\y  .\n'd  Locomo- 
tive Enginekring  is  alw.iys  illuminating. 
The  time  was  when  old  metliods  died 
hard,  but  in  twentieth  century  practice 
changes  are  more  rapid.  Of  course  there 
are  some  jobs  on  which  little  change  can 
be  made.  The  linin.g  up  of  shoes  and 
wedges  is  one  of  them,  as  the  utmost  care 
should  be  observed  when  laying  off  dis- 
tances or  taking  measurements,  as  the 
accuracy  of  the  finished  work  depends, 
of  course,  upon  the  care  which  has  been 
taken  in  doing  it.  This  is  true  of  most 
machine  shop  work,  liut  particularly  so 
with  shoes  and  wedges,  the  work  being 
simply  a  matter  of  taking  and  laying  off 
certain  measurements.  The  main  object 
in  \  iew  is  to  place  the  axis  of  the  driving 
wheels  and  axles  at  right  an.nlcs  to  the 
frames  and  parallel  to  each  other,  the 
distance  from  the  axis  of  one  pair  of 
wlieels  to  the  axis  of  the  next  pair  being 
till  same  a^  the  length  of  the  rod  whicli 
connects  them.  There  are  otlier  points 
which  must  be  taken  into  consideration, 
I.u'  this  is  the  principal  one.  In  the  first 
place,  the  frames,  cylinders,  b'liler,  etc.. 
an  supposed  to  be  set  up  and  liriiily 
Iioltcd  into  place.  The  pedestal  braces 
should  also  be  lioltcd  into  place.  We 
will  suppose  the  engine  to  have  si\  driv- 


ers, llie  shoes  and  wedges  being  ready 
I',  set  up,  having  been  planed  and  fitted 
to  the  pedestal  jaws,  all  planer  work  on 
them  being  finished  except  the  face  or 
surface,  whicli  bears  against  the  driving 
box.  Tills  is  left  rough  until  properly 
laid   out. 

On  the  side  of  the  frames  over  each 
jaw  lay  off  short  lines  F  F,  Fig.  1,  parallel 
to  and  equally  distant  from  the  top  of 
frames.  When  this  is  done,  a  point  A. 
Fig.  2,  on  back  of  cylinder  saddle  equally 
distant  from  each  frame  and  down  a 
convenient  distance  from  the  boiler,  must 
lie  located  as  follows :  Lay  ofif  a  point  C, 
Fig.  1,  on  the  inside  of  each  frame  near 
the  cylinder,  the  distance  from  the  finish- 
ed surface  D  of  the  front  jaw  being  the 
same  on  both  frames,  and  the  distance 
down  from  the  top  of  frame  also  being 
the  same  on  both  frames.  Mark  this 
point  lightly  with  a  prick  punch.  Now  get 
a  piece  of  J4  in.  wire  and  bend  it  as 
shown  in  Fig.  7.  the  end  bent  being  about 
1  in.  long.  Cut  the  wire  off  long  enough 
so  that  it  will  reach  from  the  point 
C  to  where  point  .!  will  come,  then 
sharpen  both  ends.  I'lace  the  point  of 
straight  eml  at  C  and  with  bent  end 
scribe  a  line  "ii  the  c\liiider  saddle 
about  where  ./  will  come,  then  do  the 
same  on  the  other  frame.  Where  the 
two  lines  cross  will  be  the  point  A,  mid- 
way between  the  frames.  I'.efore  locat- 
ing ./  it  is  best  to  chip  off  the  rough 
casting  ,it  that  point  and  make  a  smooth 
surface  to  work  on.  Mark  the  point  A 
with  a  prick  punch.  Now  go  to  the  right 
main  jaw  and  lay  off  its  center  line  E  E, 
intersecting  F  F  at  F,  Fig.  1. 

It  is  best  to  use  the  main  jaws  to  work 
from,  but  if  they  are  unhandy  to  get  at, 
use  the  front  jaws.  Take  a  long  "fish" 
tram  with  one  movable  point;  place  the 
pointed  end  at  the  point  A  on  cylinder 
satldle  and  set  the  movable  point  at  B 
<<n  the  frame  (right  main  jaw),  the  in- 
tersection of  /;"  /;  and  /•  F.  Take  the 
trams  to  the  left  side  of  the  engine,  leav- 
ing it  set  at  this  dist.ance,  place  the  point- 
ed end  at  ./  as  before,  and  with  the  mov- 
able point  scribe  a  line  on  side  of  frame 
loer  left  main  jaw.  intersecting  F  F,  thus 
locating  at  this  pcjiiit  of  intersection  a 
|)oiiit  corresponding  to  B  of  the  right 
side.  Through  this  point  scribe  a  point 
at  right  angles  to  the  top  ('if  frame.  This 
line  is  the  center  line  of  that  jaw  and  cor- 
responds to  E  E  of  tlie  right  side. 

In  some  cases  the  guide  yoke  or 
other  parts  interfere  so  that  the  movable 
point   of   the   trams   cannot   be   set   at    B. 


In  such  cases  continue  the  center  line 
E  E  across  top  of  frame  by  means  of  a 
square  set  to  E  E,  the  blade  extending 
across  top  of  frame.  On  this  line  locate 
a  point  a  certain  distance  from  edge  of 
frame,  say  midway  between  edges,  and 
set  the  tram  point  to  this  point.  Take 
the  trams  to  the  left  side  of  the  engine, 
place  the  point  at  A  as  before,  and  with 
movable  point  scribe  a  line  on  top  of 
frame.  Now  lay  off  the  line  A'"  N,  shown 
on  plan  view  of  Fig.  1,  midway  between 
edges  of  frame  and  intersecting  the  line 
scribed  with  trams  at  A'.  Scribe  the  line 
/-"  P  through  A',  across  the  top  of  frame, 
and  continue  it  down  the  outside  by 
means  of  a  square.  This  latter  line  then 
is  the  center  line  of  that  jaw  (the  left 
main),  and  corresponds  to  £  £  of  the 
right  side.  Of  the  two  methods  just  de- 
scribed lor  locating  this  center  line,  the 
lirst  is  the  best  and  safest,  and  should  be 
used    whenever   possible. 

The  "fish"  trams  mentioned  may  per- 
haps be  strange  to  some  machinists.  It 
consists  of  a  long  rod  (^  in.  iron  pipe 
is  suitable)  about  12  ft.  long,  one  end 
being  drawn  out  to  a  rather  blunt  point. 
One  ordinary  tram  point  is  used,  it  bein.g 
provided  with  usual  set  screw  so  as  to 
set  it  at  any  position  on  the  rod. 

To  continue  with  our  work :  We  now 
have  the  center  lines  of  the  right  and 
left  main  jaws.  Now  take  an  ordinary 
double  pointed  tram  and  carefully  set  it 
to  the  length  of  the  side  rods  which  con- 
nect tlie  main  drivers  to  the  front  drivers 
(it  will  be  remembered  that  our  engine 
has  three  pair  of  drivers,  the  middle 
pair  being  the  main),  place  one  point  at 
/)'  on  the  right  main  jaw  of  engine,  and 
with  the  other  point  scribe  a  line  on  the 
side  of  frame  over  the  right  front  jaw, 
intersecting  /•■  /•■.  This  point  corresponds 
to  B  on  the  main  jaw.  Through  this 
jinint  scribe  a  line  at  right  angles  to  the 
top  of  frame.  This  is  the  center  line  of 
that  jaw.  With  the  tram  set  at  same 
distance,  go  on  the  other  side  of  engine 
and  reiieat  the  operation  for  the  left  front 
jaw.  Now  set  the  tram  to  the  length  of 
the  side  rods  which  connect  the  main 
drivers  to  the  third  pair  of  drivers,  and 
repeat  the  same  operation  for  the  third 
jiair  of  jaws.  We  have  now  the  center 
lines  E  E  of  all  the  jaws.  The  utmost 
care  and  caution  should  be  taken  in  this 
work,  as  a  large  pair  of  trams  can  easily 
play  tricks  on  the  man  who  handles  it. 
The  work  should  be  gone  over  with 
again  in  order  to  prove  its  accuracy. 
This    next   thing   to   do   is   to   consider 
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each  driving  box,  whicli  should  by  this 
time  be  ready  to  set  up,  the  machine 
work  on  them  being  linished.  Tlie  bu.xes 
are  supposed  to  be  bored  out  central ; 
i.  e.,  G^=H,  Fig.  3.  They  are,  however, 
not  always  bored  central,  owing  to  faults 
of  workmanship  and  other  causes,  so  it 
is  best  to  take  this  into  consideration. 

Take  a  box,  say  the  right  main  one, 
get  the  distance  H  from  the  center  of 
the  brass  to  the  front  bearing  surface, 
and  lay  it  off  on  f  F  of  the  right  main 
jaw,  measuring  to  the  front  from  the 
center  line  E  E,  thus  locating  point  H'. 
Do  the  same  with  G,  measuring  back 
from  E  E  and  locating  C  on  F  F.  Take 
each  box  and  repeat  the  operation  for  its 
corresponding  jaw.  These  points  H  and 
G  show  the  e.xact  position  which  the  box 
should  occupy  in  its  jaw.  By  doing  this 
the  center  line  of  the  box  will  be  kept 


its  box  will  occupy.  Now  take  each  shoe 
and  set  it  up  in  its  place  on  the  jaw,  the 
set  bolt  being  set  up  tight,  thus  holding 
the  shoe  firmly  in  position.  The  line 
K  K,  passing  through  //  and  parallel  with 
E  E,  must  now  be  scribed  on  the  outside 
of  the  shoe.  In  order  to  do  this,  place 
two  [larallel  strips  across  the  top  of 
frame,  the  ends  projecting  over  the  edge 
of  the  frame.  Take  a  large  square  and 
set  it  on  these  projecting  ends,  with  the 
blade  hanging  down  at  the  side  of  the 
shoe ;  then  take  a  small  square,  place  it 
on  the  side  of  the  frame  with  blade  at  II, 
and  move  the  large  square  until  its  blade 
touches  the  blade  of  small  square.  While 
doing  this  hold  the  small  square  firmly 
in  place  and  keep  the  blade  of  large 
square  pressed  against  the  side  of  shoe, 
but  be  careful  and  not  cramp  it  so  that 
it    w-ill   not    rest    evenly    on   the   parallel 


point  L.  Two  blocks  should  also  be  cut 
so  as  to  reach  the  upper  point  L  in  the 
same  manner.  With  the  straight  edge 
resting  on  these  smaller  blocks,  place  it 
so  that  it  is  the  same  distance  from  L  on 
each  shoe.  The  plan  of  Fig.  1  shows  one 
block  and  the  end  of  the  straight  edge 
as  it  rests   against  the  shoe. 

Now  take  your  "maphrodites"  and  set 
them  to  this  distance,  i.  e.,  from  the 
straight  edge  to  L,  which  is  equal  on 
both  sides  of  engine,  then  lay  that  dis- 
tance off  on  the  side  of  the  shoe  with  the 
leg  of  the  ''maphrodites"  placed  against 
the  straight  edge.  Do  this  on  the  other 
shoe  on  the  other  side  of  the  engine,  then 
place  the  straight  edge  on  the  long  blocks 
in  the  same  manner  and  repeat  the  opera- 
tion for  the  upper  point  L.  Scribe  a  line 
through  these  two  points  just  located  on 
the  inside  of  the  .shoes.    This  line   then 
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at  the  center  line  £  £  of  its  jaw,  no 
matter  if  the  box  is  not  bored  out  central. 
To  get  G  and  H  take  a  piece  of  lead  or  a 
piece  of  wood  with  a  tin  strip  set  in  its 
.surface  and  place  it  between  the  sides 
of  brass  bearing,  then  take  "maphrodite" 
calipers  and  locate  the  center  of  the  brass 
bearing,  on  this  lead  or  wood  piece.  A 
■/2-in.  plate  planed  on  one  side  and  cut 
out  to  the  shape  shown  at  Fig.  4  should 
now  be  made.  This  can  then  be  set  on 
the  bearing  surface  of  the  box,  the  plate 
projecting  over  the  side  of  the  box  as 
shown  in  the  plan  view  of  Fig.  3.  The 
distance  //  or  G  can  then  be  obtained  by 
measuring  from  this  plate  to  the  center 
of  the  brass  previously  located  on  the 
strip  of  lead.  The  plate  should  be  made 
so  that  it  can  be  used  on  any  ordinary 
box.  It  can  then  be  used  on  any  job  of 
shoes  and  wedges. 

To  return  to  the  frame :     We  have  now 
located   on   each   jaw   the   position   which 


strips.  When  the  large  square  is  properly 
located,  take  your  scriber  and  scribe  a 
line  along  its  edge  upon  the  side  of  shoe, 
thus  locating  line  A.'  K.  In  order  to  pre 
vent  the  parallel  strips  from  tipping  off 
the  frame  on  account  of  the  weight  of 
the  square,  place  a  piece  of  iron  of  suf 
ficient  weight  upon  them  as  they  rest  on 
the  frame.  Fig.  5  shows  the  arrangement 
of  the  squares  and  shoe.  This  operation 
should  be  repeated  on  all  the  shoes. 

The  next  thing  to  do  is  to  locate  on  the 
inside  of  the  shoe  a  line  corresponding 
to  K  K  and  at  the  same  distance  from 
E  li.  Take  a  long  straight  edge  and 
jiass  it  between  the  jaws  and  across  the 
engine  from  frame  to  frame.  Select  two 
points  L  L  on  K  K,  near  the  top  and 
bottom  of  the  shoe.  Cut  two  small 
wooden  blocks  long  enough  so  that  when 
placed  on  the  pedestal  brace  (one  on  each 
brace),  with  the  straight  edge  resting  on 
them,    it    will    come    opposite    the    lower 


REQUIRED. 

corresponds  to  K  K  on  the  outside  of 
shoe.  Repeat  this  operation  on  all  the 
shoes. 

If  the  distance  H  is  not  the  same  on 
the  opposite  jaws  it  will  be  seen  that  the 
above  operation  is  not  theoretically  cor- 
rect, but  unless  the  distance  H  varies 
greatly  it  is  considered  close  enough  for 
practice,  the  error  being  very  small. 

.•\ftiT  all  the  shoes  are  thus  laid  out. 
they  are  taken  down  and  planed  to  these 
lines.  Before  taking  them  to  the  planer 
locate  with  your  dividers  a  point  .U,  Fig. 
6,  a  certain  distance  from  L  on  the  side 
of  shoe — 34  in.  is  a  convenient  distance. 
It  should  be  laid  off  from  each  point  /.. 
and  a  small  circle  described  about  it  so 
as  to  make  its  position  plain.  .-Xfter  the 
shoe  is  planed,  by  measuring  the  dis- 
tance from  the  planed  surface  to  this 
point,  it  can  be  seen  whether  the  shoe 
was  planed  to  the  lines  laid  out.  This 
is   called   a   "proof"   mark,   because   it   is 
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a  means  of  pruving  wlRthtr  tlio  shoe  was 
planed  as  laid  out.  If  this  mark  is  left 
otT,  the  planer  hanil  can  swear  that  he 
plained  to  the  lines,  anil  his  word  will 
have  to  be  taken. 

After  the  shoes  are  all  planed,  set  them 
up  in  place  again ;  also  set  the  wedges  in 
place  on  their  respective  jaws,  the  wedges 
being  set  at  their  lowest  position.  Now 
take  a  large  pair  of  calipers  and  caliper 
the  distance  between  the  bearing  surfaces 
of  the  right  main  driving  bo.K,  i.  e., 
H+G,  Fig.  3.  A  line  K  K  parallel  to  the 
planed  surface  of  the  shoe  must  now  be 
scribed  on  the  wedge,  both  inside  and 
outside.  The  handiest  and  most  ac- 
curate way  to  do  this  is  by  means  of  the 
tool  shown  at  Fig.  8.  This  consists  of 
a  piece  R,  shaped  as  shown,  the  inside 
surfaces  T  and  7?  being  at  right  angles 
to  each  other.  In  this  piece  is  screwed 
a  5/16-in.  steel  rod,  with  an  offset  and  a 
movable  point  5.  The  side  T  has  a  slot 
cut  in  it  for  convenience  in  setting  the 
point  S  to  its  proper  position.  Set  the 
point  5  a  distance  from  the  surface  T 
equal  to  the  distance  obtained  by  caliper- 
ing  the   bo.x. 

Place  the  squared  surfaces  R  and  7" 
against  the  corner  of  shoe,  the  surface  T 
bearing  against  the  bearing  surface  of  the 
shoe,  and  the  surface  R  bearing  against 
the  outside  of  shoe  as  shown.  Now  slide 
the  tool  down  the  shoe,  holding  it  firmly 
with  the  point  S  against  the  side  of  the 
wedge.  This  scribes  a  line  A'  K  on  the 
side  of  the  wedge  parallel  to  the  planed 
surface  of  the  shoe  and  at  a  distance 
from  it  equal  to  the  distance  between  the 
bearing  surface  of  the  box.  Do  this  on 
all  wedges  both  inside  and  outside,  being 
careful  to  set  the  point  S  for  each  box, 
then  take  the  wedges  down,  put  on  the 
proof  marks  and'  get   them  jilaned. 

.After  the  wedges  arc  planed,  set  them 
up  in  place  again,  then  place  the  long 
straight  edge  across  from  frame  to  frame 
as  before,  first  rubbing  its  edge  with 
damp  lampblack.  Place  this  edge  against 
opposite  shoes  or  wedges  and  rub  it  back 
and  forth  a  few  times,  then  notice  how 
it  bears  on  the  surfaces.  By  this  means 
it  can  be  seen  whether  the  bearing  sur- 
faces of  opposite  shoes  or  wedges  are 
parallel  to  each  other  or  not.  To  test  the 
work  in  another  way,  cah'iar  the  boxes 
again  and  set  the  inside  cali[)ers  and 
calii'cr  the  corresponding  shoes  and 
wedges.  .Xs  a  final  test  after  the  wheels 
arc  placed  under  the  engine  and  wedges 
set  up  in  place,  the  side  rods  not  being 
up,  go  to  each  wheel  and  pint;  up  the 
center  holes  made  at  the  lathe,  by  ham- 
mering lead  into  them,  then  with  dividers 
rarefully  locate  the  center  of  wheel,  a 
circle  for  this  puriiose  being  usually  cut 
in  the  hub  of  wheel  when  it  is  in  the 
lathe  ;  then  lightly  prick  the  center.  Do 
this  on  all  the  wheels.  Now  set  the 
larjie  trams  to  the  length  of  the  side  rod 


as  before,  place  one  point  in  center  of 
main  driving  wheel,  and  try  the  centei 
of  the  next  pair  of  drivers  with  the  other 
point. 

It  can  then  be  seen  whether  the  work 
is  right  or  wrong.  Try  all  the  wheels 
this  way  with  the  trams  set  to  the  proper 
length.  If  the  work  has  been  carefully 
done,  tlie  wheels  will  undoubtedly  come 
all   right. 

It  will  be  noticed  that  the  point  C, 
Fig,  1  was  not  used  in  locating  K  K  on 
the  wedge.  It  is  not  necessary  to  lay  in 
G,  but  it  will  do  no  harm  to  do  so,  as 
the  position  of  A.'  K  on  the  wedge  may  be 
compared  to  it  as  a  proof. 

This  method  of  lining  up  shoes  and 
wedges,  of  course,  cannot  be  used  in  all 
details  on  some  makes  of  locomotives, 
owing  to  their  peculiar  construction,  but 
it  will  be  found  that  it  can  be  used  on 
ordinary  engines.  For  instance,  in  get- 
ting the  line  K  K  on  the  shoes  by  means 
of  the  squares  and  parallel  strips,  as 
described,  it  will  be  found  that  this  can- 
not be  done  on  the  rear  pair  of  jaws  with 
those  locomotives  where  the  fire  box  sits 
on  top  of  the  frame.  Instead  of  getting 
A'  K  in  the  manner  described,  it  may  be 
located  by  setting  the  large  trams  to  the 
length  of  side  rods,  as  before,  and  tram- 
ming from  K  K  of  the  main  shoe,  then 
A'  K  of  the  wedge  can  be  obtained  as 
usual. 


Composition  of  Sand. 

The  writer  was  one  day  rainbling 
about  a  great  terminal  station  looking 
for  amusement  combined  with  instruc- 
tion. The  weather  was  humid  without 
being  rainy  and  a  notable  thing  about 
the  engines  starting  trains  was  the 
excessive  amount  of  driving  wheel  slip- 
ping. By  the  courtesy  of  a  good  natured 
engineer,  we  were  able  to  collect  a  hand- 
ful of  the  sand  in  use  and  to  carry  it 
home. 

Under  close  examination,  the  sand 
jiroved  to  consist  of  thirty-four  per  cent, 
calcium  carbonate,  thirty-nine  per  cent, 
of  clay  and  vegetable  matter  and  about 
twenty-eight  per  cent,  of  silica.  That 
mixture  made  a  most  inferior  sand  for 
the  prevention  of  slipping  on  wet  rails, 
the  silica  being  the  only  substance  of 
any  value. 

At  the  last  Traveling  Engineers  Con- 
vention, there  was  some  discussion  con- 
cerning sand,  and  the  statement  was  made 
that  the  best  sand  is  made  from  crushed 
rock.  In  fact,  all  sand  is  crtished  rock, 
but  it  makes  very  much  difference  the 
kind  of  rock  that  has  been  subjected  to 
the  crushing  or  grinding  process.  We 
understand  that  there  is  a  silicons  rock 
somewhere  in  Ohio  that  is  being  crushed 
for  locomotive  sanding  purposes,  and  that 
it  is  very  good  indeed,  as  a  preventative 
of  wheel  slipping.  Railroad  companies 
have   been    astonishingly    remiss    in    their 


selection  of  sand,  for  inferior  sand  thai 
promotes  slipping  wastes  much  fuel  and 
is   very   destructive  to  machinery. 

The  sand  usually  sold  to  railroad  com- 
panies varies  very  much  in  composition 
depending  upon  the  locality  where  it  was 
gathered.  The  most  coinmon  ingredients 
are  silica,  calcium  carbonate  and  argilla- 
ceous compounds  being  clay.  On  the  sea- 
shore, silicules  make  up  most  most  of 
the  sand,  being  the  disintegration  of 
igneous  rocks,  the  silica  remaining  after 
other  minerals  more  subject  to  disin- 
tegration have  been  wasted  or  blown 
away.  Calcareous  sands  result  mostly 
from  the  grinding  up  of  shells  by  the 
waves.  -Argillaceous  or  clayey  sand 
comes  from  the  grinding  up  of  rocks  con- 
taining alumina.  When  the  mixed  sands 
of  the  sea  are  driven  inward  by  the 
winds,  the  sand  dunes  formed  are  liable 
to  contain  a  large  percentage  of  cal- 
careous and  clayey  matter,  for  these  are 
lighter  than  silica  and  are  more  easily 
wafted   before  the   wind. 

Chemists  have  no  difficulty  in  distin- 
guishing silica  from  the  other  ingredients 
forming  commercial  sand.  We  know  of 
no  better  means  of  economy  than  having 
all  sand  offered  for  sale  subjected  to  ex- 
pert examination. 


The    Train   Dispatcher. 

An  esteemed  friend,  who  was  once  a 
railroad  man  but  has  degenerated  into 
editing  an  evening  daily  paper,  writes  us : 
"I  notice  you  have  been  saying  some 
kind  words  about  the  'Train  Dispatcher.' 
Having  filled  that  position  for  three 
years,  I  know  something  about  the  trials 
and  responsibilities  of  the  position.  Run- 
ning a  newspaper,  or  any  other  kind  of 
business,  or  any  other  department  of  a 
railroad,  is  simply  a  picnic,  an  increasing 
round  of  joy  and  pleasure,  as  compared 
with  the  duties  of  a  train  dispatcher. 
Upon  his  shoulders  rest  greater  responsi- 
bilities than  any  other  man  in  the  ser\  ice. 
He  is  under  a  strain  all  the  time,  and  to 
move  hundreds  of  trains  on  a  single 
track,  make  them  meet  and  pass  one 
another,  running  specials  and  extras  and 
work  trains,  and  all  of  that,  and  engineer 
them  all  in  safety,  and  at  the  same  time 
arranging  so  that  no  time  shall  be  lost 
by  any  of  them,  that  all  connections  may 
be  made,  and  to  continue  that  work,  day 
in   and   day   out,   is  old   making  business. 

"It  is  very  seldom,  indeed,  that  a  tele- 
graph operator  or  a  train  dispatcher 
makes  a  fatal  error  in  a  train  order,  and 
then  the  dispatcher  is  not  oftener  to 
blame  than  the  officials  who  prepare  the 
form  of  order.  The  telegraph  operators 
who  make  'bulls'  are  ordinarily  the  cheap 
plu.gs  who  are  incompetent  and  are  em- 
ployed simply  because  they  are  cheap."' 
If  there  is  any  man,  or  set  of  men.  who 
are  entitled  to  kindly  encouragement,  or 
a  holiday,  it  is  the  train  dispatcher,  who 
as  a  class  are  overworked. 
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Questions  Answered 


ELECTRICITV    FOR    HEATING. 

W.  R.,  New  York  City,  writes :  During 
the  very  cold  weather  in  a  part  of  this 
winter  I  have  observed  that  the  elevated 
and  street  cars  heated  by  electricity  were 
kept  quite  comfortable  in  spite  of  the  con- 
stant opening  of  doors.  It  occurred  to  me 
that  electric  heating  could  be  much  more 
generally  adapted  as  a  means  of  heating. 
The  unsatisfactory  condition  of  oflices 
and  houses  could  surely  be  improved 
upon.  Why  do  our  inventors  not  find 
means  to  apply  electric  heating  more  gen- 
erally? A. — Because  of  its  high  cost. 
When  coal  is  burned  in  a  steam  boiler 
and  heat  is  applied  by  cither  heated  water 
■or  steam,  it  is  not  uncommon  that  as 
much  as  sixty  per  cent,  of  the  heat  in  the 
fuel  is  utilized.  When  the  heat  of  the 
<;oal  is  used  to  generate  steam  at  a  high 
pressure  sufficient  to  generate  electricity 
and  the  electricity  is  turned  back  again 
into  heat,  not  much  more  than  ten  per 
cent,  of  the  original  heat  is  utilized.  The 
coal  bills  of  the  Interborough  Rapid 
Transit  Company  would  strike  a  stranger 
with  amazement.  They  are  bigger  than 
the  rake-oflf  of  a  political  contract. 

LENGTH    OF    STROKE. 

W.  L.  C,  West  Albany,  N.  Y.,  writes: 
Within  reasonable  limits  and  in  the  same 
kind  of  service,  whether  in  an  engine  with 
a  comparatively  long  stroke  and  a  small 
diameter  of  cylinder,  or  one  of  larger 
diameter  of  cylinder  and  shorter  stroke 
of  piston  the  more  powerful?  A. — As 
the  particular  kind  of  service  is  not  stat- 
ed, it  may  be  said  that  a  short  stroke  of 
piston  is  the  best  for  light  fast  trains,  and 
long  stroke  for  heavy  trains  at  a  lower 
rate  of  speed.  Much  depends  also  on  the 
diameter  of  the  wheels.  .-Vt  high  speeds 
from  1,000  to  1,200  feet  per  minute  of 
piston  speed  is  good  practice  for  a  train 
running  at  a  velocity  of  60  miles  per 
hour. 


of  temperature.  Both  kinds  of  steam 
are  fluids  in  a  thin  state,  but  the 
superheated  steam  is  the  drier  of  the 
two,  and  capable  of  doing  more  work 
before  being  condensed   into   water. 


SUPERHE.'iTED     STEAM. 

E.  M.,  Denver,  Colo.,  writes:  In 
superheating  steam,  why  is  it  that  the 
extra  pressure  which  is  given  to  tlie 
steam  does  not  find  its  way  back  through 
the  dry  pipe  into  the  boiler  instead  of 
entering  the  steam  chest  at  a  higher  pres- 
sure than  that  of  the  boiler?  A. — There 
is  no  extra  pressure.  The  steam  is 
simply  heated  to  a  higher  degree  of  tem- 
perature, and  the  fact  that  the  passage 
way  is  open  to  the  boiler  renders  any 
variation  in  pressure  an  impossibility. 
The  steam,  after  being  superheated,  con- 
tains more  heat  units  than  ordinary 
saturated  steam.  Hence  it  enters  the 
cylinder  capable  of  a  greater  degree  of 
expansion  than  steam  at  a  lower  degree 


SAFETY    VALVES    IN    DOII.ER    TESTING. 

J.  R.  K.,  Jacksonville,  Fla.,  asks:  In 
testing  a  boiler  by  the  hydrostatic  process 
at  25  per  cent,  above  working  pressure, 
is  it  good  practice  to  screw  down  the 
safety  valves  to  withstand  the  extra  pres- 
sure, or  remove  the  safety  valves  alto- 
gether and  plug  up  the  openings  with 
wood,  and  after  the  test  adjust  the 
springs  to  the  working  pressure?  A. — 
Both  methods  may  be  improved  upon  by 
removing  the  safety  valve  springs  and 
allow  the  valves  to  remain  in  their  places, 
and  place  pieces  of  pipe  over  the  valves, 
then  screw  the  valve  caps  .snugly  down 
on  the  valves.  The  valves  will  then  re- 
main shut  against  any  pressure.  It 
.should  be  remembered  that  valve  springs 
may  be  damaged  by  excessive  compres- 
sion, and  as  for  pieces  of  wood  in  the 
safety  valve  openings,  unless  they  are 
tapered  plugs  and  driven  from  the  inside, 
they  are  not  to  be  depended  upon. 


BY-PASS    VALVES. 

J.  G.,  Fall  River,  Mass.,  writes :  What 
is  the  use  of  by-pass  valves  and  how  do 
they  operate?  A. — The  by-pass  valve  is 
almost  similar  in  construction  to  a  safety 
valve,  and  is  located  in  a  cage  that  ex- 
tends over  the  part  leading  from  the 
steam  pipe  to  the  space  between  the 
heads  of  the  piston  valve.  The  by-pass 
valve  is  kept  in  its  seat  as  long  as  the 
pressure  in  the  steam  chamber  is  greater 
than  the  pressure  in  the  cylinder.  If  the 
pressure  in  the  cylinder  should,  from  any 
cause,  become  greater  than  in  the  steam 
i-hamber,  the  by-pass  valve  is  lifted  from 
its  seat,  thus  relieving  the  cylinder  and 
piston  and  cylinder  heads  from  undue 
pressure.  A  slide  valve  does  not  require 
the  use  of  a  by-pass  valve  because  the 
slide  valve  will  readily  lift  from  its  seat 
in  the  event  of  excessive  pressure  in  the 
cylinder.  A  piston  valve,  however,  hav- 
ing its  bearin.g  on  every  part  of  its  cir- 
cular surface,  cannot  so  accommodate 
itself,  and  the  by-pass  valve  as  we  have 
stated,  relieves  any  excessive  pressure. 


NF.C.VTIVE    LEAD. 

J.  A.  L.,  Boston,  Mass.,  asks :  What 
benefit  is  claimed  for  a  valve  set  with 
negative  lead?  A. — Lead,  or  the  opening 
of  the  valve  before  the  completion  of  the 
piston  stroke,  is  claimed  by  some  en- 
gineers to  cause  pounding,  and  also  is 
the  cause  of  more  or  less  difficulty  in 
starting  the  engine  according  to  the  posi- 
tion tliat  the  pistons  may  be  in  while  the 
engine  is  at  rest.  Negative  lead  is  claim- 
ed  to   avoid   these  troubles.     The   advan- 


tages or  disadvantages  of  lead  has  been  a 
subject  of  much  controver.sy,  and  the 
end  is  not  yet.  That  a  limited  amount  of 
lead  on  a  high  speed  engine  is  an  ad- 
vantage is  almost  universally  admitted, 
as  the  speed  at  which  steam  moves  may 
be  said  to  be  a  constant  velocity,  while  the 
speed  of  a  piston  on  a  passenger  engine, 
is,  generally  speaking,  much  higher  than 
that  of  a  freight  engine,  and  hence  a  pre- 
admission of  steam  on  a  high  speed  en- 
gine equalizes  the  impact  at  the  begin- 
ning of  the  piston  stroke  and  makes  it 
possible  that  the  full  force  of  the  steam 
should  act  upon  the  piston  before  the 
main  crank  pin  has  reached  the  upper  or 
lower  center.  The  subject  is  dicussed  at 
considerable  length  in  "The  Valve  Setters' 
Guide,"  published  by  the  Angus  Sinclair 
Company,  and  sold  at  fifty  cents  per  copy. 


EMERGENCY    OR    QUICK-ACTION. 

G.  II.  W.,  Wheeling,  W.  Va.,  writes: 
Can  a  distributing  valve  with  a  plain 
cylinder  cap,  go  into  emergency  during 
a  service  application?  A. — It  can  get  in- 
to such  condition  as  to  assume  quick- 
action  position  during  a  service  applica- 
tion, but  can  make  no  brake  pipe  reduc- 
tion or  transmit  the  quick-action  to 
triple  valves  in  a  train. 

The  expression  "going  into  emergency" 
is  a  rather  vague  and  meaningless  way 
of  suggesting  undesired  quick-action. 
Quick-action  is  an  air  brake  feature  while 
an  emergency  is  a  condition ;  a  triple 
valve,  distributing  valve  or  control  valve 
has  a  slow  application  feature  for  service 
stops  and  a  quick-action  feature  for  stops 
in  cases  of  emergency.  A  brake  valve 
has  an  emergency  position  to  be  used  in 
cases  of  emergency,  but  whether  quick- 
action  will  result  from  the  use  of  the 
emergency  position  depends  upon  certain 
conditions  other  than  the  mere  move- 
ment of  the  brake  valve  handle  to  the 
emergency  position.  If  then,  the  brake 
valve  handle  is  moved  to  service  posi- 
tion and  due  to  some  disorder,  the  triple 
valves  move  to  quick-action,  which  is 
shown  by  the  fall  of  the  hand  on  the 
brake  pipe  gauge,  we  would  say  that 
undesired  quick-action  has  occurred,  or  if 
the  handle  is  placed  in  emergency  posi- 
tion, and  only  a  service  operation  occurs, 
we  would  say  that  an  emergency  applica- 
tion was  made  and  quick-action  failed. 


Low  Pressure  of  Illuminating  Gas. 

.\t  Syracuse.  N.  Y.,  the  city  has  about 
170  miles  of  gas  mains  from  2  ins.  to  20 
ins.  in  diameter,  and  the  gas  pressure 
varies  from  IJ/j  to  Z'A  inches  of  water, 
these  being  the  limits,  or,  say.  1/20  to  ]/i 
lb.  to  the  square  inch.  People  accustomed 
to  the  ventilation  of  water  and  of  differ- 
ent vapors  in  pipes  are  mystified  at  the 
low  pressure  required  to  circulate  illum- 
inating gas. 
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tiite  an  offense  against  the  law.  The  Su- 
preme Court  overruled  that  decision  and 
dissolved  the  merger. 

Now  the  .Southern  Pacific  main  line  is 
accust:d  oi  luing  parallel  and  competing 
with  the  Central  Pacilic,  wliich  starts 
East  from  San  Francisco  and  terminates 
in  Utah.  A  surveying  instrument  would 
hardly  show  tliat  they  are  parallel,  and 
the  Central  alone  is  not  in  any  sense  a 
transcontinental  carrier.  If  it  is  taken 
from  the  control  of  the  Southern  Pacific 
the  court  will  probably  act  on  the  theory 
that  it  ought  to  be  sold  to  the  Union  Pa- 
cific in  order  to  give  the  latter  system  a 
completed  transcontinental  line.  But 
that  is  a  motive  for  dissolution  only  dis- 
tantly related  to  the  charge  of  being  par- 
allel and  competing. 

Meanwhile  the  people  of  California  are 
furious  at  the  Government's  interference 
with  the  railroads  that  have  done  so 
much  to  develop  this  country  and  are  the 
best  guarantee  of  continued  prosperity. 


The  Southern  Pacific  Suit. 

Ill  its  suit  to  compel  the  Southern 
I'.icific  Railroad  to  part  with  control  of 
the  Central  Pacific  the  Government  goes 
much  further  than  it  has  ever  gone  be- 
fore in  its  attempts  to  dissolve  combina- 
li.ins  under  one  ownership  of  parallel  or 
allegedly  parallel  lines.  When  it  brought 
>Mit  to  dissolve  the  Union  Pacific- South- 
ern Pacfic  merger  it  had  a  far  more 
plausible  case.  The  Southern  Pacific  had 
a  transcontinental  line  from  San  I'ran- 
ci-co  to  New  Orleans  and  thence  a  line 
!■>  water  to  New  York.  The  Central 
I'.icific  and  Union  Pacific  constituted  to- 
other another  transcontinental  line  from 
San  Francisco  to  Omaha  and  thence  East 
by  connections  with  other  roads.  The 
svstems  were  in  a  certain  sense  parallel, 
though  lying  hundreds  of  miles  apart. 
The  Federal  Circuit  Court  held  that  the 
paralleliBm    was   not    sufiicient    to   consti- 


Cooperation   of   Mechanical  and   Op- 
erating Departments. 

.\t  the  Twenty-first  Annual  Conven- 
tion of  the  Traveling  Engineers'  Asso- 
ciation, an  excellent  report  was  submit- 
ted on  "Credit  Due  to  Operating  Depart- 
ment for  Power  Utilization  and  Train 
Movement  That  Reduces  Consumption  of 
I'uel  Per  Train  Mile." 

It  was  an  appeal  to  members  of  operat- 
ing departments  to  co-operate  with  the 
mechanical  department  in  keeping  down 
the  consumption  of  fuel  in  train  move- 
ment. The  appeal  was  so  forcible  that 
we  expected  that  it  would  do  some  good 
in  making  greater  co-operation  between 
ilie  two  departments  but  we  have  not  been 
able  to  detect  any  improvement.  We  are 
afraid  that  Mr.  F.  P.  Roesch  described 
the  true  situation,  when  during  the  dis- 
cnssi'in  that  followed  the  reading  ni  ilie 
report,  be  said : 

■•This  is  one  of  the  most  suggestive 
papers  tlial  has  ever  come  before  this 
association,  and  it  is  to  be  regretted  that 
there  are  not  more  of  the  operating  de- 
partment oflicials  here  to-day.  I  question 
very  much  whether  the  officials  of  the  op- 
erating department  are  as  much  interested 
in  fuel  economy  as  they  should  be,  or 
lealize  the  fact  that  tliey  can  assist  the 
mechanical  department  in  fuel  economy. 
Of  course,  we  all  understand  that  the  gen- 
eral managers,  general  superintendents 
and  broadminded  officials  are  vitally  in- 
terested in  the  subject  the  same  as  we 
are;  but  when  we  get  down  below  the 
rank  of  general  superintendent— of  course 
we  will  have  to  include  occasionally  a 
division  superintendent  who  is  interested. 
Among  the  trainmasters,  the  yardmasters 
and  so  forth,  I  question  if  they  care  any- 
thing about  the  quantity  of  fuel  used. 
.Ml  they  are  interested  in  is  to  get  maxi- 
mum tomiage  over  the  road  in  the  short- 


est time.  The  yardmaster  tries  to  keep 
the  yard  clear;  the  trainmaster  tries  to 
keep  his  division  and  side  tracks  clear. 

"This  is  a  matter  which  ought  to  be 
brought  before  the  operating  department 
in  such  a  manner  that  they  would  realize 
that  they  can  do  equally  as  much  towards 
the  saving  of  fuel  as  the  mechanical  de- 
partment; but  in  order  to  do  that,  it  will 
be  necessary  for  the  Mechanical  Depart- 
ment to  show  them  the  manner  in  which 
the  trains  are  handled.  Of  course,  this 
is  a  delicate  proposition  in  one  respect, 
especially  when  a  road  foreman  reports 
to  the  superintendent  of  motive  power, 
or  is  under  the  jurisdiction  of  the  me- 
chanical department  and  not  the  operating 
department. 

"I  believe  about  the  only  time  a  chief 
dispatcher  is  interested  in  the  amount  of 
coal  it  takes  to  handle  a  freight  train  over 
the  road  is  when  they  run  out  of  coal 
and  it  becomes  necessary  to  leave  the 
train  to  run  for  a  fresh  supply.  Yet,  at 
the  same  time,  if  dispatchers  paid  more 
attention  to  operating  conditions,  to  train 
loading  and  such  matters,  there  is  no 
doubt  that  they  could  do  as  much  to- 
wards saving  of  fuel  as  we  can. 

"Heretof. ire.  the  burden  has  always 
been  put  iip^n  the  mechanical  department, 
and  it  is  necessary  Tor  that  department  to 
shift  a  portion  of  the  burden,  if  we  are 
going  to  give  credit  to  the  operating  de- 
partment for  fuel  economy,  and  the  man 
who  can  do  most  towards  showing  up  the 
real  conditions  that  exist  on  the  line  of 
railroad  is  the  traveling  engineer.  Take 
an  order,  for  instance.  .At  one  place  you 
have  to  beat  the  life  out  of  the  engine 
to  make  a  meeting  point,  and  when  you 
arrive  there  you  have  to  wait  half  an 
hour  for  the  meeting  train.  Of  course, 
we  cannot  realize  what  the  dispatcher  has 
had  to  contend  with.  There  are  many 
conditions  entering  into  this  terminal 
proposition  and  other  things,  that  we  do 
not  bear  down  on  hard  enough  and  d'.<  not 
keep  hammering  at  until  we  get  the  con- 
ditions relieved ;  but  go  ahead  and  do  the 
best  we  can  towards  saving  fuel,  and  let 
the  other  fellow  get  as  much  of  the  credit 
a^  lie  possibly  can." 

We  publish  this  speech  of  Mr.  Roesch's 
in  hopes  of  directing  the  attention  of  the 
operating  department  to  the  real  neces- 
sity for  their  co-operation  in  keeping 
down  fuel  bills.  Nearly  all  presidents 
and  general  managers  are  urging  greater 
economy  in  the  use  of  fuel,  and  every 
official  ouizbt  to  do  his  best  to  help  this 
highly    important   movement 

American  Machine   Tools. 

Various  forms  of  .A.inerican  machinery, 
particularly  machine  tools,  have  been  for 
years  rapidly  gaining  favor,  by  users  of 
sucR  tools,  in  foreign  countries.  -M- 
though  the  cost  of  production  is  higher 
here   than   in   Europe,   some   of  our  first 
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class  tool  makers  have  been  finding  a 
steadily  increasing  market  for  their  ma- 
chine products  in  Great  Britain  and  in 
different  continental  countries.  American 
tool  makers  have  devoted  untiring  atten- 
tion and  shrewd  intelligence  to  perfecting 
the  minutest  details  of  their  machines,  so 
that  the  latter  should  be  thoroughly 
adapted  to  the  work  they  have  to  per- 
form. 

Proper  adaptability  of  means  to  the  re- 
quired end,  has  been  more  intelligently 
studied  among  our  tool  makers  than 
among  their  rivals  abroad.  The  general 
use  of  the  contract  system  has  stimulated 
the  developing  of  tools  to  perform  the 
purpose  of  their  design  in  the  most  per- 
fect manner,  and  our  practice  of  encour- 
aging workmen  to  invent  improvements 
in  the  tools  they  handle,  has  given  our 
tool  makers  the  co-operation  of  a  vast 
army  of  inventors,  enjoyed  by  the  manu- 
facturers of  no  other  country.  The  result 
is  that  American  macliine  tools  have  be- 
come more  popular  abroad  than  the  tools 
made  in  other  countries,  even  tool  mak- 
in  Great  Britain  having  fallen  far  be- 
hind in  this  race  of  utility.  It  is  not 
possible  to  find  an  automobile  making 
factory  in  Europe  tliat  does  not  use 
American  tools. 

British  tool  makers  for  years  opposed 
the  tendency  of  machine  users  to  patron- 
ize .'\merican  tools,  by  abusing  the  articles 
made  on  this  side  of  the  Atlantic,  or  by 
sneering  at  what  they  called  the  silly 
fashion  that  favored  Yankee  notions. 
After  a  time  it  was  found  that  abuse  and 
unfounded  detraction  did  not  lessen  the 
demand  for  American  machine  tools,  so 
some  of  the  more  respectable  and  enter- 
prising British  machinists  proceeded  to 
take  a  lesson  from  their  rivals,  and  a 
tendency  arose  among  them  to  imitate 
.American  practices.  Cut  gears  began  to 
to  take  the  place  of  noisy  cast  gears 
that  were  formerly  universally  used,  more 
attention  was  directed  to  constructing 
machines  that  would  cut  down  material 
quickly  and  accurately,  and  some  care 
was  bestowed  upon  making  the  handling 
uf  tools  convenient  for  the  workman. 
The  old  plan  was  to  leave  the  conven- 
ience of  the  workmen  out  of  account, 
just  as  locomotives  were  and  are  still 
built,  without  the  convenience  of  handling 
receiving  any  consideration.  The  change 
of  policy  is  increasing  the  popularity  of 
British   machine   tools. 


The  Combustion  Chamber. 

There  has  been  a  tendency  of  late, 
among  certain  master  mechanics  and  loco- 
motive designers,  to  introduce  the  com- 
bustion chamber  to  locomotive  boilers. 
During  the  time  that  locomotive  engines 
have  been  in  use,  many  devices  have 
been  applied  as  improvements,  found  un- 
satisfactory and  abandoned.     Then,  years 


afterwards,  others  have  reinvented  and 
even  patented  the  same  device  and  made 
it  work  successfully.  That  being  the  case 
there  may  be  prospects  of  the  combustion 
chamber  becoming  an  economical  arrange- 
ment for  locomotive  boilers.  The  tube  ar- 
rangement of  a  steam  superheating  boiler 
may  make  the  combustion  chamber  more 
useful  than  it  has  been  with  plain  tubular 
boilers. 

The  combustion  chamber  was  first  in- 
troduced in  locomotive  practice  and  thor- 
oughly tested  by  James  .Millholland. 
master  of  machinery  of  the  Philadelphia 
and  Reading  Railroad  about  1850.  This 
was  done  in  connection  with  efforts  made 
to  burn  anthracite  coal  in  locomotive 
boilers.  A  variety  of  experiments  were 
made  by  Mr.  Millholland  in  which  the 
combustion  chamber  figured.  A  famous 
locomotive  of  that  time,  the  Pawnee,  had 
a  combustion  chamber  at  nearly  the 
middle  of  the  boiler,  a  combustion  cham- 
ler  being  in  front  of  the  fire  box.  Flues 
3  inches  diameter  connected  the  front  and 
the  back  combustion  chambers.  The  en- 
gines did  not  steam  freely  and  various 
changes  were  tried,  but  eventually  the 
combustion  chambers  were  removed.  The 
decision  arrived  at  by  Millholland  was 
that  to  burn  anthracite  coal  successsfully, 
a  large  grate  and  long  flues  were  neces- 
sary. 

The  locomotive  engineering  practice  of 
the  United  States  followed  MiIlholland"s 
practice  closely,  as  far  as  burning  anthra- 
cite was  concerned. 

In  those  days,  most  of  the  locomotives 
in  the  United  States  burned  wood,  for 
which  they  used  plain  deep  fireboxes. 
When  wood  was  becoming  scarce,  and  the 
burning  of  bituminous  coal  was  becoming 
a  necessity,  inventors  began  to  offer  for 
adoption  various  novel  forms  of  furnaces 
and  fireboxes,  guaranteed  to  extract  the 
greatest  amount  of  heat  out  of  the  coal, 
along  with  some  heat  that  was  not  there. 
The  old  Hudson  River  Railroad  took  a 
lead  in  trying  out  so  called  improvements 
designed  for  the  purpose  of  burning  soft 
coal  properly.  .Among  these  devices,  the 
combustion  chamber  was  tried  in  various 
forms.  It  was  tried  from  one  foot  to 
five  feet  long.  Large  flues  and  flues  as 
small  as  IK-  inches  were  tried  in  con- 
nection with  the  combustion  chamber ; 
while  brick  arches  of  various  forms  were 
tried  to  prevent  the  combustion  chamber 
from  filling  up  with  cinders.  Various 
methods  were  adopted  to  mix  air  with 
the  gases  of  combustion  in  the  combus- 
tion chamber.  Nothing  that  skill,  di- 
rected by  zealous  intelligence,  could  do 
to  make  the  combustion  chamber  promote 
steam  generation  was  spared,  but  without 
success.  When  a  courageous  master  me- 
chanic abandoned  the  combustion  cham- 
ber and  substituted  plain  flues  the  full 
length  of  the  boiler,  the  steaming  qual- 
ities of  the  engine  was  always  improved, 


and  so  the  combustion  fell  into  innocuous 
desuetude. 


Metric  Measurements. 

We  wonder  what  there  is  about  the 
Metric  System  of  Weights  and  Measures 
that  moves  so  many  persons  to  become 
enthusiastic  advocates  of  the  French 
system  in  preference  to  those  that  have 
been  in  use  for  centuries.  The  strongest 
advocates  of  the  French  system  are  most- 
ly theorists  who  can  perceive  no  difficulty 
in  changing  from  the  old  system  that 
has  stamped  itself  upon  every  business 
in  every  English  speaking  country. 

For  many  years  before  the  end  of  the 
19th  Century,  great  confusion  existed  in 
the  weights  and  measures  used  in  differ- 
ent parts  of  France,  and  about  the  period 
of  the  revolution,  the  urgency  for  a  uni- 
form system  became  so  great  that  it  was 
pressed  upon  the  attention  of  the  French 
government.  That  was  a  period  when 
the  reform  and  regeneration  of  mankind 
was  deeply  appealing  to  the  attention  of 
French  philosophers.  That  class  was 
highly  powerful  in  France  those  days, 
and  its  members  were  ready  to  exude 
from  their  inner  consciousness  anything 
from  a  new  religion  or  government  to  a 
new  vice,  and  the  furnishing  by  them  of 
a  new  metrological  system  was  a  mere 
bagatelle.  They  took,  as  the  unit  of  their 
system,  what  they  incorrectly  calculated 
to  be  the  forty-millionth  of  the  earth's 
meridian,  which  passes  through  Paris. 
This  they  called  the  metre.  Its  length 
is  a  trifle  over  39.37  inches.  Its  divisions 
and  multiples  vary  in  a  ten  fold  ratio. 
The  first  division  hy  10  makes  a  "deci- 
metre. 3.937  inches.  The  second  division 
makes  a  "centimetre,"  0.3937  inch.  The 
third  division  makes  a  "millimetre." 
0.03937  inch.  The  multiple  makes  in 
succession,  "dekametre."  "hektometre," 
"kilometre,"  and  ''myriametre,"  ail  in- 
creasing 39.37  inches  by  ten  times.  The 
cubic  measures  and  the  weights  also  have 
units  based  on  the  metre. 

.•\fter  a  long  struggle,  this  system  was 
forced  upon  the  French  people.  In  the 
different  States  that  compose  Germany, 
great  diversitj-  existed  in  the  weights  and 
measures,  and  by  degrees,  the  metric 
system  was  adopted  to  bring  about  uni- 
formity ;  but  the  change  caused  very 
great  inconvenience  for  years,  more 
especially  in  machine  shops  where  lathes 
with  inch  measured  head  screws  are  still 
largely  used. 

Practically  all  European  countries,  ex- 
cept Britain,  adopted  the  metric  system, 
but  they  had  at  this  time,  little  commerce 
and  less  manufactures  to  be  thrown  into 
confusion  by  a  change  of  metrology. 
Great  Britain,  with  its  immense  machine 
making  industries  and  Its  varied  manu- 
factures, never  thought  seriously  of 
changing  from  the  inch  unit. 
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If  the  proposal  to  introduce  the  metric 
system  into  the  United  States  had  been 
imshed  in  the  beginning  of  the  last 
century,  the  change  might  have  been 
effected  with  little  inconvenience  or  ex- 
pense ;  but  there  are  now  so  many  in- 
tlustrial  processes  established  on  the  basis 
of  the  inch,  foot,  and  yard  measurement 
that  a  change  would  ruin  thousands  and 
would  create  intolerable  confusion  to 
nearly  the  whole  people.  All  the  land  in 
this  great  country  is  divided  up  into  parts 
measured  by  the  foot  or  its  multiple. 
To  apply  the  metric  system  to  the  descrip- 
tion of  our  town  lots  alone  would  lead  to 
a  useless  increase  of  figures  tliat  the 
people   would   not   endure. 

But  it  is  when  we  enter  the  machine 
shop  and  factory  that  we  can  thoroughly 
realize  the  stupendous  nature  of  the 
change  proposed.  For  more  than  a  cen- 
tury, our  mechanics  have  been  laboring 
on  the  establishing  of  interchangeable 
parts  in  all  lines  of  machine  -work,  and 
the  parts  have  been  formed  on  the  basis 
of  inch  measurements.  There  are  in  our 
workshops  millions  of  tools  made  to 
standard  sizes  based  on  the  inch.  Our 
standard  system  of  screw  threads,  the 
most  perfect  system  in  the  world,  is 
based  on  the  inch,  and  the  vast  plants  of 
machinery,  designed  to  produce  our  great 
variety  nf  screws,  would  be  lost  it  a 
change  of  standard  were  introduced. 
Many  advocates  of  the  metric  system  say 
that  they  do  not  expect  a  change  to  l)e 
made   in    established   standards. 

Let  us  see  how  we  would  apply  new 
names  to  the  old  sizes.  The  successful 
operating  of  a  machine  shop  depends 
in  a  great  measure  on  sizes  being  readily 
understood.  When  a  mechanic  examines 
a  drawing,  it  is  (^f  the  greatest  impor- 
tance that  the  size  he  is  going  to  put 
into  wood  or  metal  should  come  to  his 
mind  readily,  without  study  or  calcula- 
tion with  marking  materials.  The  fewer 
figures  that  he  has  to  mentally  grasp  in 
a  measurement,  the  less  chance  there  will 
be  for  a  mistake.  A  common  job  in 
a  machine  shop  is  to  make  a  bolt 
1  7/l6x6'A  inches,  with  taper  1/16  in  12 
inches.  A  machinist  reads  that  on  tlie 
drawing,  and  his  familiarity  witli  tlie 
2-foot  rules  enables  him  to  proceed  with 
the  work  without  an  instant  delay  in 
making   calculations. 

The  metre  scale  cannot  be  used  in 
machine  shop  work,  because  nearly  all 
measurements  are  less  than  one  metre, 
and  the  u^e  of  that  scale  would  lead 
to  no  end  of  decimals.  '1  herefore  the 
millimetre  scale  is  used  in  practically 
all  machine  shops  where  the  metric  sys- 
tem is  in  use.  By  this  scale,  the  bolt 
mentioned  would  be  described  as  36.S125x 
\Sf<.75  ni.rn..  taper  1.5875  in  304.8  m.m. 
li  ilie  machinist  was  as  familiar  with 
the  millimetre  scale  as  most  of  our  men 
are    with    the    inch    scale,    it    is    obvious 


that  the  increased  number  of  figures  em- 
ployed would  increase  the  liability  to 
make  a  mistake.  Where  a  system  of 
measurement  requires  many  figures,  it 
prevents  people  from  memorizing  dimen- 
sions, and  consequently  it  calls  for  more 
time  to  do  work. 

The  Master  Car  Builders  and  tlie  Mas- 
ter Mechanics'  Associations  have  adopted 
certain  standards  that  are  used  by  all 
the  railroads  in  North  America.  The 
leading  dimensions  of  those  standards 
have  been  memorized  by  the  persons  hav- 
ing to  design  and  make  them.  The  few 
figures  required  in  expressing  the  dimen- 
sions in  feet  and  inches  are  easily  re- 
membered. Put  the  dimensions  into  the 
metric  or  millimetre  scale  and  memoriz- 
ing become  much  more  difficult.  Take 
the  m.m.  standard  axle  A  for  instance. 
The  total  length  is  6  feet  llji  inches. 
In  the  metric  scale  the  length  is  2  m., 
1  d.m.,  Ic.m.,  4.57  m.m.,  or  2.114.57  m.m. 
The  journal  is  3f:4x7  inches.  That  ex- 
pressed in  the  millimetre  scale  is  95.25x 
117.8  m.m. 

Every  other  item  of  shop  measurement 
about  any  part  of  shop  w'ork  would 
be  subject  to  similar  strange  working 
changes  which  workmen  would  learn  very 
slowly  at  the  expense  of  endless  mistakes. 
Leading  advocates  of  the  metric  system 
say  that  standards  would  be  adopted, 
which  would  conform  to  even  divisions  of 
the  metre.  The  proposal  to  change  es- 
l.iblished  forms  to  suit  a  new  unit  of 
measurement  is  simply  absurd,  and  the 
men  who  speak  of  such  a  thing  merely 
iHsplay  their  ignorance  of  tlie  nation's 
business.  Look  carefully  through  a  well 
equipped  tool  room,  and  note  the  great 
variety  of  drills,  taps,  dies,  reamers  and 
gauges  that  are  all  made  to  standard 
sizes ;  then  reflect  upon  the  thousands 
of  shops  and  factories  that  are  working 
to  the  same  sizes.  Look  at  all  the  lathes 
in  the  country,  all  of  them  made  with 
lead  screws  arranged  to  cut  seven  threads 
to   the  inch  or  fraction  thereof. 

No  man  of  good  sense,  who  is 
familiar  with  the  production  of  machine 
work,  would  venture  to  recommend  that 
a  mixed  system  of  manufacture  be  intro- 
duced into  a  slxip.  You  cannot  have  one 
machine  cutting  5  threads  to  the  inch,  and 
another  cutting  32  threads  to  ilu-  deci- 
metre, which  is  the  nearest  metric  unit 
to  the  inch;  for  they  will  not  interchange. 
It  needs  no  waste  of  words  to  impress 
upon  railroad  men  the  conifusion  that 
would  ensue  from  mixing  of  niUs  and 
bolts  having  threads  that  arc  nearly  the 
same  but  not  near  enough  to  interchange. 
The  ancient  confusion  that  existed  in  car 
interchange  before  standard  screw  threads 
were  introduced,  would  have  been  har- 
mony Compared  to  attempting  a  change 
under  modern  conditions.  Even  if  it 
were  an  advantage  the  time  for  such  a 
change  has  passed. 


Development     of     the     Sight-Feed 
Lubricator. 

.\  person  does  not  require  to  be  very 
old  to  remember  the  introduction  of  all 
improvements  made  to  facilitate  the 
operating  of  the  locomotive  engine.  The 
writer  is  still  in  working  order  and  his 
memory  records  practically  all  the  im- 
provements carried  out.  When  he  first 
began  firing  the  only  parts  provided  for 
operating  the  locomotive  were  a  throttle 
lever,  a  reverse  lever  and  a  pair  of  pumps. 
There  was  not  even  a  steam  chest  lubri- 
cator of  the  simplest  character.  The 
steam  pressure  was  one  hundred  pounds 
to  the  square  inch,  which  was  considered 
sufliciently  cool  and  wet  to  do  its  own 
lubricating. 

The  development  of  the  automatic  steam 
chest  lubricator  forms  an  interesting  chap- 
ter in  locomotive  history.  The  first  move 
in  this  direction  was  the  placing  of  oil 
cups  on  top  of  the  steam  chest  which  had 
to  be  operated  by  hand,  the  fireman  en- 
joying the  exciting  privilege  of  going  for- 
ward occasionally  and  opening  the  cock 
of  the  steam  chest  oil  cup.  A  great  im- 
provement upon  that  practice  was  placing 
oil  cups  in  the  cab  from  whence  pipes  let 
the  lubricant  to  the  steam  chest.  The 
hydrostatic  lubricator  with  continuous 
feed,  operated  by  a  water-column  derived 
from  steam  condensation,  has  been  used 
in  marine  and  stationary  engine  practice 
since  about  1870.  The  up-draft  sight-feed 
feature  in  the  same  form  as  used  at  pres- 
ent, in  which  the  oil  rises  in  drops 
through  a  column  of  water  was  invented 
in  1S70  by  John  Gates,  then  chief  engineer 
of  the  Dregon  Navigation  Company. 
These  early  lubricators  were  not  adapted 
to  locomotive  service,  since  their  proper 
operation  depended  upon  the  equality  of 
pressure  at  points  of  steam  inlet  and  oil 
outlet,  but  there  was  nothing  in  the  con- 
struction of  these  lubricators  to  equalize 
the  pressure,  and  the  result  was  that  when 
placed  upon  a  locomotive,  they  could  not 
be  made  to  work  on  descending  grades 
when  a  partial  vacuum  existed  in  the 
oil  pipes.  Not  only  would  they  fail  to 
operate  properly  with  differential  pres- 
sure, but  the  oil  would  be  sucked  out  of 
the  vessel,  rendering  the  lubricator  in- 
operative, even  after  the  steam  had  been 
turned  on. 

The  constant  aim  of  inventors  had  been 
to  design  a  lubricator  apparatus  which 
should  deliver  the  oil  continuously  to  the 
cylinders,  whether  the  engine  was  work- 
ing light  or  hard,  whether  it  was  working 
steam  or  drifting  with  a  closed  throttle. 
.Some  approach  to  this  perfect  condition 
had  been  achieved,  but  some  small  defect 
always  obstructed  perfection ;  still  pro- 
gress was  making. 

Few  lines  of  engineering  invention  were 
engaging  so  much  attention  as  the  cylin- 
der lubricator,  when  in  1876  Nicholas 
Seibert  suggested  the  necessity  of  cquali- 
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zing  the  dilTerential  pressures  in  a  locomo- 
tive lubricator  and  secured  a  patent  for 
an  equalizing  pipe  arrangement.  Al- 
though lie  had  conceived  the  right  idea, 
Seibert  failed  to  perfect  tlie  invention  and 
others  began  to  labor  in  the  saine  field. 
Several  years  elapsed,  brimful  of  experi- 
ments vvfithout  notable  results,  until  in 
1882  the  discovery  was  made  that  tho 
proper  means  of  equalizing  the  differen- 
tial pressure  was  by  choking  or  obstruct- 
ing the  steam  passing  from  the  equalizing 
pipe  in  the  steam  chamber  at  the  discliarge 
of  the  lubricator.  With  this  discovery,  the 
success  of  sight-feed  lubricators  for  loco- 
motives was  assured,  and  its  rapid  deve- 
lopment followed,  the  improvements  in- 
troduced since  the  choke  plug  was  applied 
being  matters  of  detail,  such  as  tlie  oiling 
of  l)oth  steam  che.-sts  and  the  air  pump 
from  one  hiliricator. 


Iron  and  Steel  Making. 

The  basis  of  all  iron  and  steel  manu- 
facture is  iron  ore,  and  of  the  forms  in 
which  it  occurs,  the  oxide  is  of  the  most 
service  to  the  steel  industry.  This  ore  is 
the  element  iron  combined  with  oxygen 
and  containing  quantities  of  various  oth- 
er impurities,  such  as  silicon,  suli)hur, 
phosphorus,  etc.  It  is  the  content  of  the 
phosphorus  in  those  ores  which  de- 
termines whether  or  not  they  are  Basic 
or  Bessemer;  that  is,  whether  the  ore  can 
be  made  into  pig  iron,  suitable  for  the 
Bessemer  converter  or  the  Basic  open 
hearth  furnace.  The  Bessemer  process 
does  not  permit  the  elimination  of  sul- 
phur and  phosphorus  beyond  •  certain 
limits  and  this  is  true  down  to  the  fin- 
ished sheet.  Therefore,  it  is  necessary  in 
order  that  the  finished  product  may  be  of 
superior  quality  that  we  must  go  back  to 
the  ore,  determine  the  amount  of  sulphur 
and  phosphorus  which  is  contained 
therein,  deduct  what  amount  is  sup- 
posed to  be  removed  by  the  furnace  oper- 
ations, and  thus  deterrnine  whether  the 
ore  is  suitable  for  Bessemer  steel  or  not. 

The  Basic  process  is  capable  of  utiliz- 
ing the  ore  rejected  by  the  Bessemer,  and 
produce  an  equal  and  even  superior  fin- 
ished product,  but  there  are  some  ores 
which  neither  process  can  successfully 
treat,  and  unless  careful  watch  is  main- 
tained on  the  ore  supply,  there  is  ample 
opportunity  for  some  of  this  low  grade 
ore  to  find  a  way  into  the  market,  in 
some  form  of  iron  or  steel,  which  will 
result  in  the  Iatter"s  speedy  failure.  It 
will  not  be  necessary  to  go  into  the  detail 
of  blast  furnace  methods.  We  are  gener- 
ally speaking  of  four  kinds  of  material  put 
into  the  blast  furnace  fuel,  iron  ore, 
fluxes  and  blown  air.  Four  kinds  of 
material  are  discharged  from  it,  pig  and 
slag,  tapped  from  the  lower  part  of  the 
furnace  and  gas  and  dust  which  pass  out 
through  the  top  of  the  furnace.  The 
solid   materials   are  charged  in   the   regu- 


lar way  and  in  alternate  layers,  coke  is 
the  fuel  most  generally  used.  As  the 
iron  is  formed  in  the  furnace,  it  drops  to 
the  lowest  portion  of  the  hearth  from 
which  it  is  tapped  after  four  hours,  and  is 
either  cast  into  pigs  or  transferred  in  the 
form  of  hot  metal  to  either  the  converter 
or  open  hearth   furnace. 

Let  us  follow  some  of  this  hot  metal  to 
the  Bessemer  converter.  This  large  pear- 
sliaped  vessel  is  lined  with  refractory  ma- 
terial and  the  molten  metal  is  poured  in 
at  the  top.  A  current  of  air  is  passed 
through  this  already  highly  heated  mate- 
rial, oxidizing  the  silicon,  carbon  and 
manganese  in  the  metal  bath,  and  caus- 
ing an  increase  of  the  temperature  until 
the  point  is  reached  when  the  metal  has 
been  purified  to  a  degree  which  makes 
it  acceptable  to  a  certain  class  of  pur- 
chasers. We  will  now  return  to  the 
blast  furnace  and  take  note  of  the  pig 
iron  which  has  cast  either  in  sand  or  in 
pig  iron  machines.  It  is  sold  to  Besse- 
mer or  open  hearth  steel  manufacturers 
who  do  not  have  a  blast  furnace  in  con- 
nection. Either  hot  metal  from  the  blast 
furnace  or  cold  cast  pig  iron  together 
with  scrap  iron  and  the  necessary  fluxes 
are  placed  on  the  hearth  of  an  open 
hearth  furnace  and  melted  by  the  heat 
of  gas  made  in  producers  from  coal  or 
by  natural  gas  when  it  can  be  secured. 


Blind  Punishment. 

The  days  are  happily  long  gone  by 
when  a  railroad  officer  suflfering  from  an 
attack  of  spleen  would  exhaust  the  accom- 
panying evil  temper  in  the  discharging  of 
men  without  cause.  That  cannot  be  done 
nowadays  without  the  violator  of  justice 
being  called  to  account  by  officers  superior 
to  him  in  every  way.  Still  there  is  too 
much  tendency  among  many  railway  of- 
ficials to  inflict  punishment  for  slips  of 
discipline  or  for  supposed  slips  that  is  by 
no  means  weighed  on  the  side  of  mercy. 
The  difficulty  in  January  last  with  the  em- 
ployees of  the  Delaware  &  Hudson  Com- 
pany, that  resulted  in  a  strike,  was  a  fit 
illustration  of  the  case  we  are  trying  to 
make  out.  Extreme  want  of  judgment  on 
the  part  of  an  official  who  discharged  an 
engineer  and  conductor  for  an  offense  that 
want  of  experience  on  the  part  of  that  offi- 
cial magnified  into  serious  proportions, 
roused  the  rank  and  file  of  the  road  into 
fierce  hostility  tliat  nothing  but  a  strike 
could  satisfy. 

Mere  is  one  of  many  cases  that  come  to 
our  attention  where  the  fool  killer  has 
missed  an  official  clothed  with  the  author- 
ity to  inflict  punishment  for  imaginary  of- 
fen.ses  : 

"One  of  the  large  engines,  equipped  with 
a  brick  arch.  70'/i  inches  in  length,  begin- 
ning about  tns  inches  from  throat  sheet, 
taking  up  nearly  the  entire  width  of  fire- 
box (69  incites).  Engine  made  trip  of 
18S  miles  uitli.u:t  showing  a  sign  of  dam- 


age, was  inspected  at  ash  pit  by  engineer 
and  inspector,  showing  nothing  wrong 
whatever,  fire  was  drawn  and  engine  put 
in  round-house,  where  boiler  test  was 
made  (hot  water  test). 

"Working  steam  pressure  205  pounds. 
When  test  was  made  about  40  crown  bolts 
developed  a  leak  at  247-pound  pressure. 
After  calking  these  bolts  the  engine  was 
again  put  on  her  run. 

"Engineer  states  that  he  had  a  smooth, 
even  run.  Engine  and  injectors  worked 
perfect  in  every  detail,  at  no  time  was  he 
compelled  to  push  the  engine  more  than 
usual,  and  no  time  during  the  trip  did  he 
have  water  below  the  usual  level. 

"However,  after  about  three  weeks  he 
was  advised  that  he  would  be  suspended 
30  days  for  being  responsible  for  these 
bolts  leaking. 

"Superintendent  of  motive  power  claims 
tliat  water  was  allowed  to  get  low  enough 
to  cause  the  scale  to  loosen,  causing  this 
trouble." 

The  claim  of  the  S.  M.  P.  is  a  mere 
theory  which  should  be  indulged  in  very 
carefully  in  the  case  of  stay  bolt  leakage. 
There  are  so  many  unidentified  causes  for 
staybolts  leaking,  that  it  is  unjust  for  an 
official  to  inflict  punishment  unless  there 
are  indications  that  the  sheets  were  over- 
heated and  no  proof  of  any  kind  was 
forthcoming  that  such  overheating  had 
taken  place. 


Master  Mechanics'  AnnuEil  Report. 

Circular  K  issued  by  Secretary  Taylor 
of  the  .American  Railway  Master 
Mechanics'  Association  reads : 

The  Report  of  Proceedings  for  1913 
has  been  distributed  to  the  members.  In 
order  that  you  may  supply  such  of  your 
officers  as  may  requi  re  them,  an  ad- 
dressed postal  card  is  enclosed  herewith 
on  which  to  order  the  additional  copies 
necessary.  The  report  this  year  is  so 
voluminous  and  the  expense  of  prepara- 
tion and  printing  so  much  greater  than 
before,  that  it  is  necessary  to  increase  the 
price  to  $S  per  volume.  The  reports  of 
committees  this  year  were  unusually 
thorough,  indicating  thrt  they  did  their 
work  well.  Under  the  head  of  specifica- 
tions, recommendations  were  made  for 
cast-steel  locomotive  frames,  main  and 
side  rods,  steel  tires,  boiler  tubes,  safe 
ends,  arch  tubes,  and  engine  and  tender 
wheels.  The  reports  on  design,  con- 
struction and  maintenance  of  locomotive 
boilers,  smoke  prevention,  tests  of  super- 
heaters, both  at  Purdue  University  and 
at  Altoona,  Pa.,  by  the  officials  of  the 
Pennsylvania  Railroad  Company,  as  well 
as  the  history  of  the  development  of  tlte 
three-cylinder  locomotive,  are  the  most 
interesting  ever  presented,  so  that  this 
year's  report  is  the  best  ever  issued,  and, 
as  our  good  friend.  Dr.  .^ngus  Sinclair, 
says.  ".\s  they  grow  in  age  tliey  grow  in 
merit." 
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III.      MOTIiiX. 

Motion  may  be  said  to  be  either  ab- 
solute or  relative.  Tlie  former  is  a 
change  of  place  witli  a  reference  to  a 
tixed  point.  The  latter  motion  has  refer- 
ence to  a  point  that  i.s  it.self  moving.  The 
motion  of  two  balls  rolled  on  the  floor 
is  absolute.  Their  motion  with  reference 
to   each   other   is    relative. 

Rest  is  the  opposite  of  motion,  and  has 
also  the  two  relative  qualities  of  motion. 
For  example,  a  body  resting  upon  the 
earth  may  be  said  to  be  absolutely  at 
rest.  A  body  resting  upon  a  moving 
body,  is  at  rest  relatively  to  the  other 
bodies  similarly  situated.  It  may  be  add- 
ed that  although  the  earth  is  passing 
tlirough  space  at  the  rate  of  over 
eighteen  miles  per  second,  all  bodies 
having  no  other  motion  than  that  of  the 
earth,  are  regarded  as  being  absolutely 
at  rest. 

Velocity  is  the  rate  at  which  a  body 
moves,  and  the  velocity  of  a  body  is 
found  by  dividing  the  space  passed  over 
by  the  time  occupied  in  passing.  It  is 
interesting  to  note  the  varying  velocities 
i>f  a  few  common  olijccts:  .A.  man  trav- 
els four  miles  an  hour,  an  express  train 
runs  fifty  miles  an  hour,  sound  travels 
through  space  seven  hundred  and  sixty- 
four  miles  an  hour,  while  electricity,  con- 
ducted in  a  copper  wire,  will  flow  two 
hundred  and  eighty-eight  thousand  miles 
per  second,  or  nearly  twelve  times 
around   the  earth  in   one  second. 

There  are  three  kinds  of  motion, — 
uniform,  accelerated  and  retarded.  Uni- 
form motion  is  that  of  a  body  moving 
over  efjual  spaces  in  equal  times.  .Vccel- 
erated  motion  is  that  of  a  body  whose 
velocity  increases  as  it  moves,  as  in  the 
case  of  a  ball  dropped  from  a  height. 
Retarded  motion  is  that  of  a  body  whose 
velocity  diminishes  as  it  moves,  as  in  the 
case  of  a  ball   rolled   Dver   the  ground. 

IV.     MO.MKNTU.M. 

Momentum  is  the  quantity  of  motion 
in  a  body,  and  is  found  by  multiplyin.? 
the  velocity  of  a  brjdy  by  its  weight. 
Thus,  if  a  ball  weighs  twelve  pounds, 
and  travels  at  the  rate  of  iive  hundred 
feet  per  second,  the  ball  lia.^  a  momentum 
•  ■f  six  thousand  pounds.  It  will  thus  be 
.seen  that  momentum  depends  on  both 
velocity  and  weight,  and  so  by  increasing 
the  velocity  to  a  sufficient  degree,  a  small 
and  light  liody  may  be  inaile  to  have  a 
greater  monientum  than  a  l.irge  one.  This 
is  readily  understood  by  comparing  the 
force  of  a  small  bullet  of  lead,  fired  at  a 
high  velocity  from  a  gun  and  the  force 
I  if  a  large  iron  ball  thrown  from  the 
hand.     t)n   the  other   haml,   a  large  body. 


possessing  weight,  though  the  motion  be 
hardly  perceptible,  may  also  have  enor- 
mous momentum,  as  in  the  case  of  an 
iceberg  whicli  will  crush  a  ship  to  pieces. 
It  may  be  remarked  that  two  bodies 
moving  with  the  same  velocity,  have  mo- 
menta proportioned  to  their  weights,  and 
two  bodies  of  the  same  weight  have  mo- 
menta  proportioned   to   their   velocities. 

In  comparing  the  momenta  of  differ- 
ent objects,  their  weight  and  velocities 
must  be  expressed  in  units  of  the  same 
denomination.  If  the  weight  of  one  is 
given  in  pounds,  that  of  the  other  must 
be  given  in  pounds  also.  If  the  velocity 
of  one  is  given  in  so  many  feet  per 
second,  that  of  the  other  must  be  ex- 
pressed in  feet  per  second.  When  dif- 
ferent denominations  are  given,  they 
should  lie  reduced  to  the  same  denomina- 
tion. 

\'.    STRIKING    FORCE. 

The  strikin.g  force  of  a  moving  body  is 
the  force  with  which  it  strikes  a  resisting 
substance.  It  is  apt  to  be  confounded 
with  momentum,  but  two  moving  bodies 
may  have  the  same  momentum,  but  difTer 
greatly  in  their  striking  force.  The  mo- 
mentum, as  already  stated,  is  ascertained 
by  multiplying  the  weight  of  the  moving 
body  by  its  velocity.  The  striking  force, 
on  the  other  hand,  is  ascertained  by  mul- 
tiplying the  weight  of  the  moving  body 
by  the   square  of   its   velocity. 

As  an  illustration,  if  we  suppose  a  loco- 
motive engine  movin.g  at  a  velocity  of 
fifty  miles  an  hour,  and  another  engine 
of  the  same  weiglit  moving  at  the  rate 
of  ten  miles  an  hour,  the  striking  force 
of  the  former  will  not  be.  as  may  be  at 
lirst  supposed,  only  five  times  that  of  the 
latter,  but  it  will  be  twenty-five  times 
greater,  as  the  square  of  fifty  is  twenty- 
live  hundred  and  the  square  of  ten  is 
one  hundred,  therefore  the  ratio  is 
twenty-five  to  one.  This  fact  has  been 
icpc.itcdly  demonstrated,  not  by  locomo- 
tive engines  striking  bodies  for  the  .sake 
of  experiment,  but  by  smaller  and  more 
easily    calculated    collisions. 

In  the  case  of  bodies  having  the  same 
ni..mciitiim.  but  varying  in  striking  fi>rcc. 
let  us  suppose  a  train  of  cars,  the  total 
weight  of  which,  including  locomntive 
and  tender,  lieing  t'lve  hundred  tons,  mov- 
ing at  twenty  miles  an  hour,  and  another 
train  weighing  two  hundred  and  iifty 
tons  moving  at  a  velocity  of  forty  miles 
arr  hour.  Roth  trains  would  have  a  mo- 
mentum of  ten  thousand  tons.  But  by 
s<iuaring  their  varied  velocities,  we  will 
find  that  the  proportion  would  be  as  four 
hundred  to  sixteen  hundred.  That  is.  the 
ttaiii    moving    at     forty    miles    an     hour 


would  strike  a  blow  four  times  heavier 
than  the  train  traveling  at  twenty  miles 
an  hour,  even  while  it  is  only  half  as 
heavy  as  the  slow  moving  train. 

It  should  be  remembered,  as  we  have 
already  stated,  in  all  calculations  of  this 
kind  it  is  necessary,  when  dififerent  ob- 
jects are  to  be  compared,  their  weight 
and  velocity  must  be  expressed  in  the 
same  denomination.  If  the  weight  of  one 
is  given  in  tons,  that  of  the  other  must 
also  be  given  in  tons.  If  the  velocity  of 
one  is  so  many  miles  an  hour  or  feet 
per  second,  that  of  the  other  must  be 
expressed  in  the  same  manner.  If  dif- 
ferent denominations  are  given,  they 
must  be  reduced  to  the  same  denomina- 
tion. 


Railroad  Mechanical  Engineering. 

In  the  first  year  of  the  20th  Century,  a 
college  professor,  whose  line  of  instruc- 
tion had  been  strictly  academic,  made  a 
speech  at  the  annual  meeting  of  the 
Southern  Railway  Club,  and  among  the 
highly  practical  remarks  made  were : 

"Courses  of  railroad  engineering  which 
the  universities  of  the  country  are  otter- 
ing now,  are  not  merely  a  fad  of  the 
times,  they  are  simply  the  evolution  of 
what  has  become  a  necessity.  In  old 
days,  wdien  the  Pennsylvania  railroad  was 
lirst  beginning  to  have  some  of  its  pres- 
tige, it  IS  a  known  fact  that  in  some  of 
the  railroad  shops  there,  when  a  piece 
of  iron  broke  they  simply  substituted  a 
larger  piece.  That  is  a  matter  of  history. 
The  idea  of  computing  the  stress  and 
strain  of  small  pieces  in  their  engineer- 
ing plans  did  not  occur  to  them.  Finally 
the  civil  engineering  graduates  of  the 
K'lussckier  Institute  at  Troy  began  to 
.yet  empliiyment  on  the  Pennsylvania  rail- 
road, and  it  was  very  soon  noticed  that 
these  graduates  going  into  the  engineering 
department  were  forgin.g  rapidly  to  the 
front,  and  many  be.gan  holding  offices  on 
the  roads.  Pennsylvania  railroad  history 
is  only  the  history  of  a  great  many  rail- 
roads in  the  United  States.  Civil  engi- 
neers and  mechanical  engineers  have  re- 
ceived more  rapid  promotion  than  the 
office  mm.  Of  late  years,  of  course  I 
am  lie  it  familiar  enough  with  the  subject 
to  speak  knowingly,  but  I  still  believe  in 
this  time  of  advancement  along  all  in- 
dustrial and  manufacturing  lines.  A  man 
who  is  not  a  mechanical  engineer  in  the 
railroad  business  is  generally  seriously 
handicapped.  As  far  as  that  is  concerned, 
it  is  becoming  so  in  nearly  every  profes- 
sion, that  mechanical  engineering  is  some- 
what of  a  necessity  for  a  proper  under- 
standing of  any  kind  of  manufacturing 
profession." 
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No.  14  E.  L.  Locomotive  Brake. 

The  electrification  of  steam  railroad 
terminals  where  freight  and  passenger 
service  is  exceedingly  heavy  as  well  as 
the  requirements  on  a  growing  number  of 
electrically  operated  roads  lias  resulted  in 
the  development  of  the  modern  high 
power  electric  locomotive  lor  handling 
both  freight  and  passenger  service. 

In  order  that  these  locomotives  may 
be  provided  with  a  reliable  and  efficient 
brake,  which  would  embody  the  operative 
features  and  advantages  of  the  Westing- 
house  No.  6  E.  T.  equipment,  now  almost 
universally  standard  for  steam  road  loco- 
motives, the  No.  14  E.  L.  equipment  is 
now  furnished.  This  is  an  adaptation  of 
the  No.  6  brake  to  the  conditions  of  elec- 
tric service.  It  may  be  applied  to  any  elec- 
tric locomotive,  whether  used  in  high 
speed  passenger,  freight  or  any  kind  of 
switching  service  without  change  or  spe- 
cial  adjustment   of   the   brake   apparatus. 

Instead  of  the  steam  driven  compres- 
sor, two  electric  or  motor  driven  com- 
pressors are  used  to  furnish  the  supply 
of  compressed  air  and  an  electric  com- 
pressor governor  replaces  the  usual  pump 
governor  of  the  No.  6  equipment.  Other 
details  as  to  reservoirs,  gages,  brake 
valves,  pressure  controllers  and  distribut- 
ing valves  are  identical  with  the  No.  6 
brake  except  in  certain  minor  details 
which  are  hereinafter  noted. 

Brake  valve  manipulation  and  brake 
operation  conforms  to  the  rules  and  in- 
structions governing  the  operation  of 
the  No.  6  E.  T.  brake,  and  as 
this  magazine  has  contained  some  ref- 
erence to  the  E.  T.  brake  in  nearly  every 
issue  during  the  past  six  years,  either  in 
article  or  question  and  answer  form,  it 
will  not  be  necessary  to  repeat  any  por- 
tion relating  to  operation  or  construc- 
tion save  where  there  are  slight  modifica- 
tions necessary  to  this  class  of  service  or, 
rather,  type  of  motive  power. 

It  will  be  understood  that  electric  loco- 
motives are  designed  to  operate  without 
the  use  of  a  turntable,  hence  there  is  an 
operating  mechanism  at  both  ends  of  the 
locomotive  which  requires  a  double  brake 
equipment  as  to  brake  valves,  gages  and 
pressure  controllers. 

Safety  valves  are  connected  with  the 
main  reservoirs  as  a  protection  against 
the  possibility  of  a  compressor  governor 
becoming  inoperative  and  but  one  dis- 
tributing valve  is  used. 

The  K-14-A  brake  valve  used  with  this 
equipment  is  a  combination  of  the  form 
and  features  of  the  H  6  and  S  6  brake 
valves,     the     independent     portion     being 


mi  united  upon  an  extension  of  the  upper 
case  of  the  automatic  portion.  Connec- 
tions to  the  independent  portion  are  made 
through  ports  in  the  automatic  portion, 
but  all  of  the  operating  features  are  re- 
tained. It  will  also  l)e  noted  that  a  dis- 
tributing valve  operated  by  brake  valves 
at  either  end  of  the  locomotive  necessi- 
tates unusual  lengths  of  application  cylin- 
der and  release  pipes  regardless  as  to  the 
location  of  the  distributing  valve,  conse- 
quently an  added  volume  of  the  applica- 
tion cylinder  and  release  pipe  is  encoun- 
tered, the  effect  of  which  would  be  a  low-er 
application  cylinder  pressure  and  brake 
cylinder  pressure  than  the  standard  ob- 
tained for  a  given  brake  pipe  reduction 
unless  a  special  provision  is  made  to  offset 
the  effect. 

Similarly  an  added  volume  in  the  re- 
lease pipe  would  cause  a  considerable 
drop  in  application  cylinder,  and  conse- 
quently brake  cylinder,  pressures  under 
certain  conditions  where  holding  position 
of  the  brake  valve  is  used  after  an  auto- 
matic brake  application. 

The  added  volume  of  the  application 
cylinder  is  supplied  through  a  compen- 
sating port  OT  in  the  brake  valve  which 
adds  to  the  application  cylinder  pressure 
while  the  automatic  portion  is  in  service 
position,  therefore  no  changes  in  distribut- 
ing valve  reservoir  volumes,  addition  of 
cut-out  cocks  or  changes  in  manipulation 
are  necessary. 

The  effect  of  the  lengthened  release  pipe 
is  offset  by  port  f  in  the  slide  valve  and 
Stat  of  the  equalizing  valve  of  the  dis- 
tributing valve.  When  the  equalizing 
portion  moves  to  service  position,  the  port 
f  permits  a  restricted  flow  of  brake  pipe 
pressure  via  cavity  y  in  the  graduating 
valve,  port  k  in  the  equalizing  valve  and 
port  i"  in  its  seat  to  the  distributing  valve 
release  pipe.  This  also  serves  as  a  quick 
service  feature  for  the  distributing  valve. 
In  all  other  respects  the  No.  14  distribut- 
ing valve  is  similar  to  the  Xo.  6,  the  feed 
valves  and  reducing  valves  are  of  the 
well  known  K  6  and  C  6  types. 

.\s  previously  stated,  all  that  we  have 
printed  in  the  way  of  manipulation,  opera- 
tion, disorders,  tests  and  remedies  for  the 
Xo.  6  equipment  w^ill  apply  to  the  No.  14 
E.  L.  if  the  slight  modifications  of  the 
brake  valve  and  distributing  valve  are 
borne  in  mind  and  motor  driven  air  com- 
pressors and  electric  governors  will  be 
dealt  with  under  a  separate  heading. 

It  will,  however,  be  understood  that 
while  one  of  the  brake  valves  is  in  use  the 
brake  valve  cut-out  cock  under  the  other 
is  closed  and  the  valve  handles  removed. 


The  handle  of  the  automatic  portion  can 
only  be  removed  while  on  lap  position  and 
the  independent  portion  when  in  running 
position,  therefore  the  rotary  valves  of 
the  brake  valve  will  remain  in  the  desired 
position  and  not  interfere  with  the  opera- 
tion of  the  brake  valve  in  use. 

While  this  is  the  standard  arrangement, 
it  follows  that  the  equipment  can  be  al- 
tered to  meet  any  special  requirements  in 
electric   service. 


Passenger    Car   Brakes. 

During  our  description  of  the  universal 
valve  for  passenger  car  brakes,  it  was 
desired  to  deal  chiefly  with  the  operation 
of  the  U.  E.-12  control  valve,  and  point 
out  the  necessity  for  electric  transmission 
of  the  operator's  intent.  At  the  present 
time  we  wish  to  comment  upon  the  neces- 
sity of  such  air  brake  equipments  as  the 
P.  C.  (passenger  control)  and  I'.  C. 
(universal  control)  in  order  to  provide 
an  adequate  brake  control  for  modern 
heavy  passenger  cars. 

It  is  now  generally  understood  that  the 
P.  M.  or  triple  valve  equipments  can  no 
longer  meet  the  exacting  demands  of  pres- 
ent-day passenger  service,  principally  be- 
cause there  is  no  assurance  that  quick- 
action  or  emergency  application  can  be 
obtained  even  after  a  very  light  service 
reduction,  which  impairs  the  safety  fea- 
ture of  the  brake.  There  is  no  protection 
against  a  loss  of  train  control  resulting 
from  leakage  or  incorrect  manipulation. 
The  number  of  applications  that  may  be 
made  without  recharge  are  limited.  It  is 
impossible  to  graduate  the  release,  final 
service  and  emergency  braking  power  is 
practically  the  same  and  all  the  com- 
pressed air  for  the  recharge  must  come 
from  the  brake  pipe,  .^s  compared  with 
modern  brake  equipments  it  has  other 
shortcomings  which  have  to  some  extent 
been  improved  upon  in  the  L.  N.  and 
Type  J.  equipments,  but  at  this  time  wc 
will  try  to  explain  to  those  of  our  readers 
who  are  interested  in  these  matters,  why 
the  application  of  a  triple  valve  equip- 
ment is  impractical  on  modern  heavy  pas- 
senger cars. 

In  applying  a  brake  system  to  a  car,  the 
total  leverage  ratio  must  .first  be  consid- 
ered because  briefly,  the  higher  the  lever- 
age, the  longer  the  distance  the  brake 
cylinder  piston  must  travel  to  bring  the 
shoes  against  the  wheels  or  everything 
else  being  equal,  the  distance  the  piston 
must  travel  to  apply  the  brake  increases 
directly  with  the  increase  of  leverage 
ratio.     As    an    example,    if    the    cylinder 
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value  (pressure  on  piston)  were  to  be 
Tnultii)lied  20  times  through  or  by  the 
leverage  to  produce  the  required  braking 
force  of  the  shoes,  20  inches  piston  move- 
ment would  be  required  to  produce  1  inch 
.shoe  movement,  or  if  the  shoes  were  one- 
half  inch  away  from  the  wheels,  the  pis- 
ton would  travel  10  inclies  in  bringing 
them  against  the  wheels,  hence  the  total 
leverage  is  limited  to  what  is  termed  9 
to  1,  that  is,  a  cylinder  of  such  size  that 
is  value  need  not  be  multiplied  over  9 
times  is   recommended. 


equipments  on  each  car  and  double  vol- 
umes of  compressed  air  to  be  transmitted. 
Among  the  factors  that  render  brake 
design  and  brake  manipulation  a  difficult 
problem,  the  most  insistent  and  persistent 
is  the  time  clement  incident  to  the  trans- 
mission of  large  volumes  of  compressed 
air  and  the  troubles  from  stuck  brakes  and 
flat  wliecls  on  double  equipments,  due  to 
no  other  causes  than  the  natural  effect  of 
handling  large  volumes  of  air,  serves  to 
illuminate  the  wisdom  of  the  air  brake 
builders  in  offering  the  P.  C.  and  U.  C. 


TOP  OF  SLIDE  VALVE  AND  FACE  OF  GRADUATING  VALVE 


PISTON   CND 


/,^  A 


FACE  OF  SLIDE    VALVE  AND  SLIUL    valVE    SEAT 
EQUALIZING  SLIDE  V-ALVE  .\ND  SE.^T,  NO.  14  DISTRIBUTING  VALVE. 


Several  years  ago,  when  the  weights  of 
cars  very  nearly  approached  150,000  lbs., 
a  very  complex  problem  was  presented 
as  recommended  practice  as  to  total  lever- 
age ratio  required  a  brake  cylinder  larger 
than  18  ins.  in  diameter,  or  one  smaller 
cylinder  for  each  truck.  A  larger  cylin- 
der was  considerv'd  impractical,  not  only 
because  of  the  excessive  weight  of  suit- 
able pistons  and  rods  and  the  loss  of 
power  necessary  to  operate  them,  but  it  is 
very  difficult  to  find  a  steer  with  a  hide 
large  enough  to  contain  a  20-in.  leather 
«if  uniform  thickness.  A  brake  cylinder 
on  each  truck  means  two  complete  brake 


brakes   for  heavy   cars   instead   of  double 
equipments. 

About  the  time  this  brake  design  prob- 
lem reached  an  acute  stage  several  large 
railroad  systems  discovered  the  fact  that 
their  passenger  trains  could  not  be 
stopped  from  high  rates  of  speed  in  rea- 
sonable distances,  and  the  brake  manu- 
facturers being  called  upon  to  design  an 
efficient  brake  for  heavy  passenger  cars, 
found  that  the  demands  upon  the  triple 
valve  exceeded  its  capacity,  or  that  the 
limit  of  triple  valve  development  had  been 
reached,  hence  the  improved  equipments 
to  meet  the  demands. 


The  I'.  C.  equipments  which  is  a  two- 
cylinder  but  not  a  double  equipment,  has 
made  it  possible  to  stop  trains  of  modern 
heavy  passenger  cars  from  60  mile  per 
hour  speeds  in  1,100  feet  distance.  One 
brake  cylinder  is  used  in  service  opera- 
tion and  both  in  emergency,  or  double 
braking  power  is  provided  for  emergency 
stops.  The  necessity  for  the  20-inch  cyl- 
inder is  eliminated  by  the  service  brake 
cylinder  pressure  being  raised  to  86 
pounds,  accomplished  by  the  expansion  of 
compressed  air  from  a  pressure  chamber 
into  an  application  chamber  which  oper- 
ates an  application  portion  similar  to  a 
distributing  valve  on  a  locomotive  and 
service  brake  cylinder  pressure  is  thus 
obtained  and  maintained  against  leakage 
up  to  the  capacity  of  the  service  reservoir. 
The  braking  power  then  being  based  upon 
an  86  pound  cylinder  pressure,  obviates 
the  necessity  for  an  immediate  increase  in 
the  size  of  brake  cylinders  as  the  car  re- 
pairing the  20-inch  cylinder  can,  with  a 
slight  change  in  leverage,  be  supplied  with 
two  16-inch  cylinders,  as  this  cylinder  with 
86  pounds  pressure  is  very  nearly  of  the 
same  value  as  a  20-inch  cylinder  would  be 
with  60  pounds  pressure. 

The  principal  improvement  over  the 
triple  valve  is  that  the  P.  C.  brake  is 
certain  and  uniform  in  action,  as  brake 
cylinder  pressure  is  governed  by  the  com- 
parative volumes  of  the  pressure  and  ap- 
plication chambers,  hence  its  efficiency  is 
not  materially  affected  by  unequal  piston 
travel  or  leakage.  There  is  also  a  grad- 
uated release,  and  quick  recharge  of  reser- 
voirs preparatory  to  a  second  or  subse- 
quent reductions  or  applications  and  only 
the  actual  brake  pipe  volume  need  be  re- 
stored to  accomplish  a  release. 

At  the  same  time  it  combines  the  mini- 
mum sensitiveness  to  release  consistent 
with  stability,  and  will  not  apply  due  to 
fluctuations  of  brake  pipe  pressure,  as  is 
the  inevitable  result  of  leakage  and  defec- 
tive feed  valves  on  locomotives. 

As  to  emergency  action,  full  emergency 
pressure  is  obtainable  at  any  time  after 
any  service  application,  and  is  applied  au- 
tomatically upon  a  predetermined  reduc- 
tion of  brake  pipe  presture  after  equaliza- 
tion. Emergency  pressure  is  approximate- 
ly 100  per  cent,  greater  than  service,  and 
is  obtained  in  the  least  possible  time. 

This  brake  contains  practically  all  of 
the  improved  features  that  can  be  desired, 
but  they  are  fixed  and  unchangeable  with 
the  exception  of  the  graduated  release, 
which  can  be  used  or  dispensed  with  at 
will.  With  some  changes  the  valve  can 
be  electrically  operated ;  such  valves  are 
known  as  the  E  II  valve,  but  are  not  used 
in  steam  road  service. 

.•\s  electric  transmission  of  the  appli- 
cation and  release  of  brakes  is  very  de- 
sirable in  steam  road  service,  the  U.  E. 
e<iuipment  was  developed  and  is  used  by 
the  Pennsylvania  Railroad,  and  we  have 
described    and    illustrated    this    type    of 
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brake,  which  the  Woslinghouse  Air  Co. 
hope  to  make  a  standard  passenger  brake 
for  all  railroads  for  a  number  of  reasons. 
First,  because  it  will  mean  one  size  of 
valve  for  all  cars,  the  rate  of  increase  of 


undesirable,  so  far  as  they  arc  known, 
and  is  really  tlie  result  of  an  analysis  of 
every  air  brake  disorder  known  to  ex- 
perts. 

The  brake  is  so  designed  that  any  fea- 


valve  to  the  most  perfect  pneumatic  brake 
ever  devised  and  containing  electric  trans- 
mission of  the  operator's  intent. 

This  is  accomplished  by  merely  replac- 
ing the  features  not  desired  by  blank  caps 


brake  rybndcr  pressure  and  the  exh.iust 
licinj;  fiovcrned  by  the  passages  in  tlic 
bracket,  which  is  a  I'lxtiire  on  the  car  It 
contains  all  the  desirable  features  of  pre- 
vious brake  svstems  and  eliminates  all  tin; 


K  M  \.    I'.RSKF.   VAI.VE. 

lure  c.in  be  used  or  dispensed  with  at  will 
by  simple  changes  of  parts  nr  by  addi- 
tion, substitution  and  elimination  the 
brake  can  manifest  any  feature  or  com- 
bination   of   features    trom    a    plain    triple 


instead  ..f  the  portions  containing  them. 
Tile  universal  valve  without  th«  magnet 
bracket  portion  or  without  electric  at- 
tachments is  known  as  the  type  U.  C.  and 
with  electric  connections  ^  knowt^  js  the 
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U.  E.  and  the  valve  that  will  be  referred 
to  in  future  issues  will  be  in  the  U.  E  Xo 
12. 

The  equipment  permits  of  either  one  or 
two  brake  cylinders  per  car;  that  is,  one 
for  service  and  both  for  emergency. 

By  thus  adding  to  or  subtracting  from 
the  various  parts  of  the  universal  equip- 
ment, about  13  different  combinations  can 
be  formed  in  which  any  feature  desired 
can  be  obtained  and  any  not  desired  can 
be  omitted  or  replaced  with  another  that 
may  be  considered  of  particular  value. 


ER.\Kr:  v.xr.VF.  removed  from 

BR.ACKET. 

Unequal    Braking    Power. 

W'liy  imcqual  liraking  power  is  su  like- 
ly to  cause  slid  flat  wheels  is  not  always 
understood  by  those  directly  concerned. 
Unequal  braking  force  causes  diflferences 
in  speed  between  various  cars  in  the 
train,  and  besides  causing  shocks,  it  per- 
mits a  condition  of  slack  action  that  will, 
under  certain  conditions,  either  slide 
wheels  or  break  the  couplings.  When 
one  portion  of  a  train  starts  to  run  away 
from  another  portion,  the  fastest  portion 
must  instantly  slow  up  to  the  speed  of 
the  slower  or  the  slower  must  instantly 
be  accelerated  to  the  speed  of  the  other, 
otherwise  the  couplings  must  part.  Dur- 
ing such  a  time  a  car  with  its  brake  ap- 
plied may  be  accelerated  to  equal  the 
speed  of  a  faster  moving  car  or  cars,  when 
through  a  mechanical  law  the  wheels  can 
not  be  started  to  revolving  as  fast  as  the 
car  body  is  temporarily  moving,  conse- 
quently the  adhesion  between  the  wheel 
and    the    rail    is    broken    and    the    wheel 


locked  by  the  brake  shoes  .-.nd  slid  flat 
wheels  are  the  result  if  the  distance  to 
the  stop  is  sufficient. 

Rough  Stops. 

\\ith  heavy  trains  and  fast  schedules, 
It  IS  frequently  up  to  an  engineer  to  make 
more  or  less  rough  stops  or  lose  time. 

The  usual  practice  in  keeping  on  time 
is  to  drive  in  close,  to  the  point  of  desired 
stop,  and  make  a  full  service  reduction. 

Under  some  conditions  this  is  all  right 
and  sometimes  it  may  be  all  wrong  if  the 
comfort  of  the  passengers  is  to  be  con- 
sidered. 

A  smooth  stop  is  made  with  a  split  re- 
duction, allowing  time  between  reductions 
for  slack  to  adjust  itself,  and  completing 
the  stop  with  a  low  brake  cylinder  pres- 
sure regardless  as  to  liow  it  is  olrtained. 

This  will  mean  a  longer  time  and  an 
increased  distance  of  stop,  and  while  the 
company  may  demand  fast  time  and  short 
stops,  smooth  braking  and  the  shortest 
possible  stop  do  not  come  together. 


Slid  Wheels. 

Epidemics  of  slid  flat  wheels  in  pas- 
senger service  usually  come  with  bad 
weather,  but  are  not  always  due  to  ex- 
cessive braking  power  during  the  stop. 
The  sliding  due  to  brakes  failing  to  re- 
lease is  confined  almost  entirely  to  triple 
valve  equipments,  however  with  any  im- 
proved equipment,  the  more  efficient  the 
brake,  the  nearer  the  approach  to  the 
point  of  wheel  sliding. 

This  will  not  serve  as  an  excuse  to 
cover  all  cases  of  sliding  because  wheels 
can  be  prevented  from  sliding  during  or- 
dinary service  stops.  It  may  entail  a  loss 
of  time  and  necessitate  three  or  even  four 
applications  to  the  stop  in  extreme  cases 
of  bad  rails,  but  if  the  flat  wheel  is  pref- 
erable to  a  loss  of  a  few  minutes  time 
during  certain  conditions  of  weather,  so 
I)e  it. 

In  cases  of  emergency,  wheel  sliding 
cannot  be  considered  as  it  may  be  trifling 
compared  with  the  damage  that  might 
otherwise  result. 


Train  Handling. 

Recently  the  writer  heard  one  of  a 
number  of  railroad  men  quoting  Mr. 
Turner  as  having  stated  that  in  air  brake 
practice  no  two  trains  handle  alike.  Mr. 
Turner  may  have  done  so,  but  we  have 
heard  him  say  that  the  same  train  scarce- 
ly ever  handles  twice  alike.  Had  he 
ended  here  we  might  not  yet  know  just 
what  he  meant  but  he  continued  and 
stated.  "This  is  true  when  the  manipula- 
tion is  the  same  on  the  part  of  the  en- 
gineer. If  he  makes  allowances  for  the 
varying  makeups  and  conditions  of  the 
train,  the  train  would  handle  alike  but 
the  manipulation  would  be  different.  In 
other  words,  we  should   reserve  the  pre- 


seut  order  and  vary  the  operation  am! 
thus  produce  like  results  notwithstanding 
the  diflferent  conditions." 

Quite  a  hard  doctrine  and   not  nearly 
so  simple  as  if  merely  quoted  in  spots. 


Passenger  Brakes. 

It  is  interesting  to  note  that  three 
largest  systems  of  the  east  have  selected 
ditTercnt  types  of  brakes  f.ir  their  heavy 
passenger  trains.  The  Baltimore  and  Ohio 
uses  the  L.N.  equipment,  the  .Vew  York 
Central  the  Passenger  Control,  and  the 
Pennsylvania  has  adopted  the  Universal 
equipment. 

The  Interborough,  being  compelled  to 
handle  about  one  million  passengers  daily, 
uses  the  Electro-Pneumatic  brake,  The 
Chesapeake  and  Ohio  uses  the  type  J 
equipment  on  a  number  of  their  fast 
passenger  trains,  while  the  Southern  R.  R. 
uses  the  High-Speed  brake. 


Leaving  Slow  Orders  Out. 
\\  hen  important  repairs  are  going  on 
to  the  track  of  a  bridge,  a  culvert  or  other 
weak  spot,  it  is  important  that  a  slow 
order  be  displayed  to  prevent  high  train 
speed  which  might  prove  dangerous. 
Safety  first  is  a  good  idea  to  go  by  under 
such  circumstances.  But  safety  first 
ought  to  be  controlled  by  good  sense. 
It  may  be  the  exception  on  some  roads 
to  leave  the  caution  notices  standing  out 
infinitely  after  the  repair  work  has 
been  finished,  but  on  one  road  that  the 
writer  is  familiar  with,  the  caution  sig- 
nals are  habitually  neglected  after  the 
danger  they  were  intended  to  indicate 
has  long  passed. 

.^fter  the  track  has  been  repaired  the 
engineers  come  along  and  they  are  ex- 
pected to  respect  the  slow  order  day  after 
day.  It  costs  money  to  slow  down  any 
train,  and  the  cost  of  forcing  heavy  trains 
liack  into  speed  adds  considerably  to  the 
cost  of  train  operating.  A  speaker  at  one 
of  the  Traveling  Engineers'  Conventions 
said  :  T  have  known  of  bridge  men  coming 
along  and  making  slight  repairs  to  a 
trestle  or  small  culvert  ..nd  then  put  out 
a  slow  order  which  remained  in  force 
ninety  days,  and  every  train  that  passed 
in  that  time  was  slowed  down." 

The  parties  responsible  for  that  species 
of  waste  ought  to  be  disciplined.  Tlie 
real  offenders  are  the  superintendents  in 
charge  of  divisions  where  such  things 
happen. 

Two  cubic  feet  of  water  falling  six 
feet  will  pro<luce  one  horse  power  of 
energy.  Think  of  the  immense  cnercy 
falling  over  our  numerous  cataracts.  The 
Mississippi  River  discharges  into  the 
Gull  of  Mexico  annually  18.400.000.000.- 
000  cubic  feet.  That  is  the  calculation 
but  we  can't  foJIow  it. 
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Electric   Locomotive   Operating   Notes. 

I'nE  G.M.T.  I'remdn  .-xnd  I  Iespler  K.ml- 
\v.\v  Co.,  Ltd.,  Preston,  Ontario. 
The  Gait,  Preston  and  licsplcr  Railway 
Co.  placed  the  40  ton  Baldwin-Westing- 
house  Locomotive,  herewith  illustrated, 
in  service  on  November  20,  1910.  and 
.-.ince  tliat  date  it   ii.is   Iiei-n   in   contiiuiiius 


int':   .ser\ice   and   tlic   total    repair   aciount 
ti)   date   is   given   belnw: 
.\ir    Compressor     (principally    due 
to   armature   and   field   trouble 
due   to   low   trolley   voltage)  .  .$170.00 

Tire    turning    45.00 

M..tnr    Axle    Hearings 30.00 

Unit     Swllrh    Control.  .  ,  .^OtKl 


1 

BHU 

1 

1 

40  G.P.&H.40                                   ^ 

1 

Wii      '[        _      ^WntmUu^^r. 

■■■'■■--— J 

'  i  M   r.    PRESTON    &   IlESPLER    RY. 

operation,  twenty  four  hours  every  day 
except  Sundays,  averaging  about  1.^0 
hours  per  week.  This  service  includes 
hauling  practically  every  kind  of  freight 
in  standard  steam  railroad  rolling  stock, 
l)Ctwccn  the  Canadian  Pacific  Railroad, 
at  Gait,  and  Waterloo,  a  distance  of 
from    12  to    14   miles  north. 

Although  the  haul  is  not  very  long, 
there  arc  a  number  of  2  to  2Y2  per  cent, 
grades,  from  one  to  two  miles  long. 

The  maximum  number  of  cars  hauled 
in  one  train  is  about  25,  the  average 
number  being  15,  and  the  tonnage  per 
train  is  about  200  tons. 

It  is  hardly  possible  to  estimate  exactly 
tlie  total  mileage,  as  the  greater  part  of 
the  time,  16  hours  per  day.  the  locomo- 
irve  is  in   switching  service. 

This  locomotive  is  equipped  with  four 
Westinghouse  No.  308-13-2  commutating- 
|)oU-.  600-voIt,  railway  motors,  rated  at 
120  h.   p..   and   unit   switch   control. 

Inspection  and  Maintcnonce.  '1  he  lo- 
comotive is  given  one-half  liour  inspec- 
tion every  twenty-four  hours,  and  about 
five  or  six  every  Sunday  when  making 
light  repairs,  such  as  applying  brake 
shoes,  changing  wdiccls  for  tire  running 
and  inspection  of  motors,  air-brakes, 
and  control  e(|nipmcnt.  Tires  have  been 
turned   twice   since   this   locomoti\e   went 


40-TON    ELECTRIC    I-OCOMOTl  \'F. 

Trolley      Parts,      Wheels,      llar|)s, 

Poles    and    Bases IHKIII 

Brake    Shoes    270.011 

Miscellaneous     3().0tl 

Total    (from    Nov.    30.    19111,    t.i 
July    14,    1913) $705.00 


The  Application  of  the  Electric  Motor 
to    Machine    Tools. 

We  have  mentioned  from  time  to  time, 
some  specific  case  of  the  application  of 
the  electric  motor,  but  have  not  treated 
the  subject  as  a  whole. 

There  are  many  advantages  to  be  gain- 
ed by  motor  drive  in  machine  shops,  a 
t'ew  ot   which  are  as  follows: 

I'liDltstructcd  light:  In  shops  where 
machines  are  many  and  closely  spaced, 
much  of  the  light  is  cut  ofi'  by  the  many 
belts.  There  is  nothing  so  essential  for  the 
production  of  satisfactory  and  speedy  ma- 
chine tool  work  as  plenty  of  light. 

Absence  of  belts  and  belt  troubles:  A 
large  number  of  belts  require  constant  re- 
placement or  repairs.  Moreover  they  have 
many  drawbacks  and  many  times  are  a 
source  of  trouble. 

Iiicrensed  head  room  for  crones,  hoists, 
etc.:  Eliminating  the  belting,  it  is  an 
easy  matter  to  place  the  machine  tools  in 
any  desired  locality,  such  as  a  gallery  off 
from  the  main  machine  shop,  or  else  under 
cranes  or  hoists  wdiere  it  would  be  prac- 
tically impossible  to  place  shafting. 

lllasticity  of  arrangement:  Having 
each  machine  driven  by  its  own  motor, 
no  definite  locality  is  necessary,  and  an 
elastic  arrangement  is  secured.  New 
tools  can  be  easily  added  and  tools 
moved  or  rearranged  with  a  minimum 
amount   of   labor  and  time. 

./  close  regulation  of  sfccd:  With  the 
variable  speed  electric  niot.ir,  having  a 
laryc  number  of  speeds,  o\rr  a   wiile   va- 


\l   1.    ]■]<]■:>  1 1  IN 


'I  he  total  $705,00  for  repairs  on  this 
locomotive  covering  a  period  of  over  2^ 
years,  is  certainly  a  very  good  record. 
This  example  is  only  one  of  many  and 
goes  to  show  what  a  large  amount  of 
work  can  be  obtained  from  an  electric 
locomotive   at   a  verv   low   cost. 


lltSI'IKK    in       I  IK  .>\l:M  l\  K    ll.WU.ING    ,\    KKKIiUH     TU,\IN, 

riation,  the  particular  speed  most  suitable 
for  the  work  can  be  obtained.  At  the 
present  time,  where  new  tools  require 
higher  power  and  closer  speed  regulation, 
due  to  the  use  of  high  speed  steel,  it 
almost  becomes  necessary  to  use  an  elec- 
tric   motor  direct  connected   to   the   tool. 
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Greater  power  and  overload  capacity: 
This  advantage  is  perfectly  obvious. 

Flexibility  for  running  only  tools  re- 
quired: When  wrorking  overtime,  etc.,  it 
may  be  only  necessary  to  use  a  small 
percentage  of  the  tools,  and  with  motor 
drive  only  those  required  need  be  operat- 
ed. 

Avoidance  of  line  shaft  troubles:  This 
is  self  evident.  We  have  reviewed  some 
of  the  many  advantages  and  it  might  be 
well  to  consider  some  of  the  questions 
and  considerations  that  come  up  and 
which  should  be  carefully  studied  and 
investigated  before  deciding  on  the  final 
type  of  motor.  Operating  conditions  vary 
greatly  with  the  different  kinds  of  work 
and  while  with  some  they  are  simple, 
with  others  they  are  more  complex. 

Due  to  the  characteristics  of  the  elec- 
tric motor,  it  can  be  direct  connected  to 
the  tool  and  the  entire  range  of  speed 
of  the  tool  is  within  that  of  the  motor. 

In  many  shops  it  has  been  found  ad- 
visable to  place  in  the  circuit  of  each 
tool,  for  a  short  period,  a  recording 
wattmeter,  which  tells  the  amount  of 
power  used,  and  also  whether  the  tool 
is  operating  at  its  maximum  rate.  It 
serves  as  a  tell  tale  to  the  tool,  and  con- 
ditions can  be  changed  so  that  an  increase 
in    production    will    result. 

Different  operations  require  different 
types  of  motors.  If  the  work  is  of  a 
fairly  steady  nature,  or  when  a  consider- 
able range  of  speed  is  required  as  on 
lathes,  boring  mills,  etc.,  a  shunt  motor 
should  be  used. 

Compound  motors  are  used  where  a 
sudden  increase  of  power  is  required,  as 
on   planers,  presses,  punches,   etc. 

Series  motors  are  used  where  excessive 
starting  power  is  required,  as  in  moving 
heavy  carriages,  raising  cross  rails  of 
planers,  and   operating  cranes. 

Another  point  to  bear  in  mind  when 
choosing  motors  is  standardization.  That 
is,  as  few  parts  or  different  types  of 
motor  should  be  chosen  as  possible  so 
that  under  emergency  conditions  motors 
can  be  interchanged.  A  special  motor 
may  be  desirable,  but  same  should  be 
chosen  only  after  a  very  careful  in- 
vestigation to  see  whether  this  special 
feature  overrules  the  adherence  to  a 
standard. 

It  is  just  as  important  to  give  careful 
attention  to  the  choice  of  the  control  as 
it  is  to  the  motors.  It  should  be  arrang- 
ed conveniently,  so  as  to  aid  in  the  out- 
put. As  an  example,  the  operating 
handle  on  a  lathe  travels  with  the  tool 
carriage  so  that  complete  control  of  the 
tool  is  obtained  at  all  times.  Another 
illustration  is  the  case  of  a  vertical  mill- 
ing machine  on  which  two  positions  for 
the  control  are  located,  one  on  the  floor 
line  and  one  traveling  with  the  cutters 
which  may  be  several  feet  above  the 
floor. 

Practically   all   new    machine   tools   are 


either  fitted  with  a  motor  or  else  are 
adapted  for  one.  However,  machine 
shops  have  many  older  machines  and  it 
is  with  these  that  we  are  interested. 

Many  older  machines  have  been  fitted 
with  the  motor  drive,  and  excellent 
service  obtained.  It  is  not  a  difficult 
matter. 

The  question  of  motor  drive  has  reach- 
ed such  a  point  at  the  present  time  that 
the  shop  management  can  not  afford  to 
overlook  it.  The  progress  this  form  of 
drive  has  made  warrants  a  careful  study 
as  to  its  merits. 

Wireless  for  Train  Service 
Wireless  tclcgrapliy  has  become  so 
common  that  the  wonderful  things  ac- 
complished by  means  of  it  are  over- 
looked. Its  greatest  application,  of 
course,  has  been  in  connection  with  the 
ocean,  to  send  messages  between  ships 
at  sea,  or  between  land  and  these  ships. 
Now,  however,  it  has  taken  its  place 
for  communication  on  land  between  a 
moving  train  and  headquarters. 

The  Delaware.  Lackawanna  &  West- 
ern Railroad  is  the  I'lrst  to  cairv  out  tlie 


Would  the  use  of  the  rails  interfere 
with  block  signals?  How  much  electric 
current  would  be  required?  Would  it 
be  possible  to  use  current  from  the  axle 
liglning  system  without  interference 
with  the  lights? 

These  questions  were  all  satisfactorily 
answered  on  the  first  trial  trip  on  No- 
vember 21,  1913,  when  messages  were 
interchanged  between  the  train  and  the 
stations  at  Scranton  and  Binghamton 
without  interference  witli  the  block 
signals.  The  train,  equipped  with  the 
:^pparatus,  running  between. Buflfalo  and 
lloboken  regularly,  has  used  the  wire- 
less many  times  to  good  advantage,  for 
it  is  possible  for  the  conductor  to  advise 
dispatciier  of  any  emergency  condition 
whicli  may  occur  and  arrangements  can 
l;e  made  previous  to  the  arrival  of  the 
train. 


Sterilized   by   Electricity. 

CITY     OK      I.IVKRrOOL      SUI'n.VI.VC      .MILK      TO 
1,000    B.\BIES    D.MI.V. 

Milk  sterilized  by  electricity,  the  mi- 
crol)cs  being  killed  by  electric  shocks,  is 
being   supplied    from   the    Liverpool   Cor- 


METHOn  OF  CARRYIXG  THE  AERI.M.S  OS    TOP  OF  THK  r.\RS. 


experiments  with  "wireless."  Prior  to 
the  making  of  the  first  test  there  had 
been  a  public  clamor  for  better  safety 
appliances,  especially  the  automatic 
train  stop,  and  the  D.,  L.  &  W.  R.  R. 
knowin,g  that  tests  on  other  roads  with 
an  automatic  train  stop  were  more  or 
less  discoura.ging.  decided  to  try  out 
the  "wireless." 

Two  wireless  towers  were  erected, 
one  at  Scranton.  I'a.,  and  one  at  Bing- 
hamton, N.  Y.,  over  sixty  miles  apart. 
Early  in  November  of  last  year  the  first 
wireless  train  order  was  sent  between 
these  two  stations.  Having  accomplish- 
ed this  step,  it  was  thought  advisable 
to  go  one  further  and  fit  a  train  with 
wireless  so  that  messages  co.uld  be  sent 
directly  to  it.  Many  thin.gs  presented 
themselves  at  once  as  possible  objec- 
tions to  this  arrangement.  It  is  nec- 
essary for  a  wireless  station  to  have  a 
.ground  wire  as  is  the  case  with  the 
telegraph.  Would  it  be  possible  to  use 
the   rails  as   the   ground   for  the   train? 


poration's  milk  depots  to  about  1,000 
babies  daily. 

The  new  process  was  devised  by  .M- 
derman  Anthony  Shelmerdine,  Chairman 
of  the  local  Infant  Life  Preservation 
Sub-Committee.  One  advantage  claimed 
for  the  process  over  sterilization  by  steam 
is  that  the  milk  tastes  the  same  as  when 
it  leaves  the  cow.  Strict  tests  show  that 
any  tubercular  or  other  contamination  is 
removed. 

.\  current  of  electricity  of  high  voltage 
is  passed  through  the  milk.  Dr.  James 
.M.  Bcattie,  Professor  of  Bacteriolog)'  at 
Liverpool  University,  is  closely  watchint; 
the   process. 

During  the  last  ten  years,  many  thou- 
sands of  infants  have  been  feil  from 
Liverpool's  milk  depots.  The  babies  are 
visited  by  women  inspectors,  who  report 
the  results  to  headquarters  and  the  data 
is  being  carefully  tabulated,  and  steps 
have  already  been  taken  to  introduce  the 
purifying  method  into  other  large  cities 
in  England. 
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Mihado  Type  Locomotive  for  the  Philadelphia  ®  Reading 


The  Philadelphia  and  Reading  Railway 
Company  have  always  had  in  its  mechani- 
cal department  men  of  ingenuity  and  en- 
terprise. They  find  means  and  time  to 
experiment.  In  1912  they  huilt  an  imusual- 
ly  large  Mikado  type  locomotive  at  the 
Reading  shops.  This  engine  had  a  boiler 
of  the  Wootteii  type,  and  was  designed 
to  use  saturated  steam.  It  proved  highly 
satisfactory,  and  it  has  been  followed  by 
six  more  locomotives  of  similar  type, 
which  have  been  recently  completed  by 
The  Raldvvin  Locomotive  Works.  The 
new  engines  are  equipped  with  super- 
heaters, and  the  details  h.ive  been  revised, 
where  necessary,  t..  lietter  meet  the  re- 
rpiirements  of  the  service;  but  the  general 
dimensions  are  the  same  as  those  of  the 
experimental  locomotive. 

In  many  respects  the  most  interesting 
feature  i.f  the  new  design  is  tlu-  li.iilcr. 
wliicli     is    .if    tin-     Wontleii    t>pe.    ami    uf 


on    each    side,    giving    greater    strength. 

The  boiler  barrel  is  composed  of  three 
rings,  the  first  measuring  84  inches  in 
diameter  and  the  third  96  inches.  These 
are  connected  by  a  conical  ring.  This 
construction  permits  a  satisfactory  distri- 
butiim  of  the  tubes  in  the  front  tube  sheet, 
togetlier  with  a  sufficiently  deep  water 
space  under  the  combustion  chamber.  The 
dome  is  of  pressed  steel  in  one  piece;  it 
is  30  inches  in  diameter  and  \Q],i  inclies 
in  height.  The  superheater  is  unusually 
large,  as  it  is  composed  of  48  elements 
and  presents  a  superheating  surface  of 
';9,i  s(|uare  feet. 

The  frames  are  of  cast  steel,  each  made 
in  two  sections,  which  are  spliced  back  of 
the  rear  driving  i)edestals.  The  frame 
section,  at  the  cylinder  fit,  measures  5 
inches  wide  by  13  iuclies  deep.  The  cyl- 
inders are  cast  separate  from  the  saddle, 
and   eacll   cvlinder   is   secured   l)y   59  bolts. 


are  equalized  with  the  leading  truck. 
Particular  attention  has  been  given  to  the 
transverse  frame  bracing.  Steel  castings, 
bolted  to  the  upper  and  lower  frame  rails, 
are  placed  midway  between  each  of  the 
adjacent  pairs  of  pedestals. 

The  cab  is  placed  at  the  rear  end  of  the 
boiler,  instead  of  ahead  of  the  firebox, 
as  has  heretofore  been  the  usual  prac- 
tice on  anthracite  burning  locomotives 
built  for  this  company.  This  construc- 
tion has  the  advantage  of  keeping  the  men 
together. 

The  tender  trucks  are  of  the  equalized 
pedestal  type,  with  rolled  steel  wheels. 
The  longitudinal  frame  sills  consist  of  12- 
inch  channels,  and  the  bumpers  are  of 
oak. 

Tliese  locomotives  exert  a  tractive  force 
of  ,S7.300  pounds,  and  in  point  of  weight 
are  the  largest  Mikado  type  engines  thus 
far  completed  by  tlie  builders.     Their  un- 


rather  unusiud  pnipiivtions.  Tin-  fuel  is 
a  mixture  of  lim-  anthracite  .iiid  liitu- 
uiinnus  coal,  and  this  is  l.urned  on  a 
grate  measuring  12  feet  long  and  9  feet 
wide.  The  grate  is  of  the  rricking  type, 
with  bars  having  narrow  opinings  to  suit 
the  fuel.  There  are  twi.  lirt-duors,  each 
13  by  18  inches,  placed  with  their  centers 
,30  inches  apart  transversely.  Tlic  firebox 
has  a  shallow  throat,  with  a  combustion 
ch.'imber  43  inches  Icmg,  which  extends 
forward  into  the  boiler  barrel.  A  brick 
wall  is  built  across  the  rear  of  this  cham- 
ber. The  water  space  beneath  it  is  S  7/16 
ins.  in  depth,  and  the  crown  is  supiiorted 
from  three  I-bars  which  arc  hiuig  on 
sling  stays.  The  sides  and  bottom  of  the 
combustion  chamber,  starting  with  the 
second  row  of  stays  above  the  center  line 
of  the  boiler,  are  stayed  with  flexible 
bolts.  These  are  also  used  in  the  upper 
corners  of  the  throat,  and  in  a  l.irge  area 


10  nf  which  pass  thriuiiih  the  frame.  The 
latter  is  comi)leteIy  embraced  by  the  c\b 
inder  and  saddle  castings,  and  the  pans 
are  keyed  at  the  front.  This  forms  an 
exceptionally  strong  construction.  The 
steam  pipes  are  outside,  and  they  connect 
directly  with  the  steam  chests.  A  vacuum 
relief  valve  is  tapped  into  each  steam  pipe. 
The  joints  between  the  cylinder  and 
saddle  castings  arc  machined,  and  the 
exhaust  enters  the  saddle  through  suit- 
able openings  which  are  placed  above  the 
frames.  Both  the  steam  and  exhaust 
l)assages  are  free  from  abrujit  bends.  The 
steam  distribution  is  controlled  by  14- 
inch  piston  valves.  The  valve  gear  is  of 
the  W'alschaerts  type,  and  the  Ragonnet 
power  reverse  mechanism  is  applied. 

The  rear  truck,  in  this  locomotive,  is  of 
the  Hodges  type,  and  it  is  equalized  with 
the  main  and  rear  pairs  of  driving- 
wheels  ;   while  the  first  and   second  pairs 


Usually  high  steaming  c;ipacity  fits  them 
for  the  most  severe  dut>.  I'urther  partic- 
ulars are  given  in  the  accompanying  list 
of  ditnensions: 

Gauge,  4  ft.  S'A  ins. ;  cyHnders,  24  ins.  x 
32  ins. ;  valves,  14  ins.  piston. 

r.oiler— Material,  steel ;  thickness  of 
sheets,  ',s  ins.  15/16;  working  pressure. 
225  lbs.;  fuel,  hard  and  soft  coal  mixed; 
staying,  radial. 

Fire  Box— Material,  steel;  length,  144 'j 
ins.;  width,  108.'4  ins.;  depth,  front,  (9 
ins.:  depth,  back,  50;4  ins.;  thickness  of 
sheets,  sides,  ^  in.;  thickness  of  sheets, 
back.  -Js  in.;  thickness  of  sheets,  crown. 
■}-8  in. ;  thickness  of  sheets,  tube,  5^  in. 

Water  Space — Front,  5  ins.;  sides.  4 
ins. ;  back,  4  ins. 

Tubes— Steel,  No.  9,  W.  C.  48,  diame- 
ter, S'A  ins.  Iron,  No.  11,  W.  G.  2.S9. 
diameter,  2%  ins.      Length,  17  ft.  8  ins. 

Heating  Surface— Fire  box.  245  sq.  ft  : 
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combustion  chamber,  81  sq.  ft. ;  tubes, 
3)^98  sq.  ft. ;  total,  4224  sq.  ft. ;  grate  area, 
108  sq.  ft. 

Driving  Wheels  —  Diameter,  outside, 
61^  ins.;  diameter,  center,  SA'/i  ins.;  jour- 
nals, main,  11  ins.  .\  13  ins.;  journals, 
others,  11  ins.  x  13  ins. 

Engine  Truck  Wheels— Diameter,  front, 
3i  ins.;  journals,  7  ins.  x  11  ins.;  dia- 
meter, back,  42J4  ins.;  journals,  8  ins.  x 
14  ins. 

Wheel  Base — Driving,  16  ft.  6  ins. ; 
rigid,  16  ft.  6  ins.;  total  engine,  35  ft. 
0  in. ;  total  engine  and  tender,  68  ft.  Syi 
ins. 

Wciglit— On  driving  wheels,  246.600 
ll)s. :  on  truck,  front,  26,800  lbs. ;  on  truck, 
back,  55,900  lbs. ;  total  engine,  329,300  lbs. ; 
total  engine  and  tender,  about  485,000  lbs. 

Tender — Wheels,  number,  8;  wheels, 
diameter,  36  ins.;  journals,  5>4  ins.  x 
I0y>  ins.;  tank  capacity,  8,000  gal.;  fuel 
capacity,  12.8  tons ;  service,  freight.  En- 
gine e(|uipped  with  Schmidt  superheater. 
Superheating  surface,  993  sq.  ft. 


Rusting  of  Iron  and  Steel. 
The  most  widely  accepted  theory  of  the 
cause  of  this  rapid  rusting  or  corrosion, 
called  the  electrolytic,  is  based  on  the 
fact  that  when  two  substances,  having  dif- 
ferent electrical  potentials,  are  immersed 
in  a  suitable  electrolyte,  an  electric  cur- 
rent is  set  up  and  corrosion  begins  at 
once.  In  iron  or  steel  the  various  impuri- 
ties differ  from  the  element  iron  in  their 
electrical  potentiality,  and  the  moisture  in 
the  air  contributes  the  electrolyte.  It  is 
also  true  that  this  action  is  of  a  chemical 
nature,  and  that  because  of  the  very  close 
connection  between  electrical  and  chemi- 
cal action  we  are  able  to  control  this 
chemical  action  by  stopping  or  accelerat- 
ing the  electrical  action.  Numerous  in- 
vestigators have  been  working  for  years 
along  these  lines  and  they  have  proven 
many  facts  heretofore  in  doubt  to  the 
great  benefit  of  the  iron  and  steel  con- 
sumer. The  purity  of  iron  has  a  marked 
influence  on  the  rapidity  of  corrosion,  the 
quantity  of  the  impurities  must  not  only 
be  very  minute,  but  those  few  elements 
which  it  is  impossible  to  remove  entirely 
must  be  absolutely  homogeneously  dis- 
tributed. 

Iron  is  more  sensitive  and  has  the 
power  of  varying  its  crystallization  or 
form  of  structure  in  a  greater  degree  than 
any  other  metal,  and  the  manufacturers 
have  learned  that  the  whole  art  of  pro- 
ducing quality,  corrosion  resistant  metal 
consists  of  freeing  it  of  its  impurities 
and  producing  the  type  of  crystallization 
desired.  Our  constantly  advancing  knowl- 
edge of  heat  treatment  and  increased 
skill  in  the  use  of  the  pyrometer  are  mak- 
ing it  possible  to  produce  these  quality 
products  more  and  more  uniform.  Be- 
cause of  the  extreme  sensitivity  of  iron, 
great  care   must   be  used  at   its   physical 


treatment,  or  the  work  of  having  elim- 
inated the  impurities  will  be  labor  lost. 
The  strains  produced  in  rolling,  unless 
removed  by  careful  annealing,  will  gen- 
erate active  corrosion.  These  strains  are 
caused  by  excessive  speed  in  rolling  or 
by  extreme  pressure  on  the  material  in 
breaking  down. 

Some  manufacturers  have  tried  to  off- 
set their  neglect  to  remove  the  objection- 
able impurities  and  their  lack  of  careful 
physical  treatment  by  the  addition  of 
copper. 

This  doped  steel,  instead  of  being  bene- 
fited thereby,  has  to  undergo  an  increase 
of  the  total  impurities,  and  thus  the  op- 
portunity for  segregation  of  the  latter 
is  rendered  easier,  which  two  factors  ac- 
cellerate  corrosion   rather  than  retard   it. 

A  Hard  Boiler  to  Fill. 

While  talking  about  the  peculiarities 
of  locomotives  and  the  mysterious  dis- 
orders they  are  sometimes  subject  to, 
which  make  some  unthinking  people 
believe  that  the  machines  have  moods  of 
good  and  bad  behavior,  Mr.  W.  J.  Hayes, 
superintendant  of  locomotive  operation 
of  the  Eric,  recently  gave  some  edifying 
illustrations  in  a  talk  to  a  railroad  club. 
He  said:  "Years  ago,  when  injectors 
were  rarely  found  on  locomotives,  we 
were  dreadfully  hard  up  for  power  on 
the  road  I  was  employed  upon  in  the 
Northwest,  and  it  was  necessary  to  keep 
engines  in  service  when  they  were  really 
unfit  for  work.  The  old  29  was  a  terror 
to  the  boys  for  some  months,  on  account 
of  the  quantity  of  water  she  could  get 
away  with.  W'hcn  she  was  in  the  round 
house  at  night,  one  pump  was  kept  dis- 
connected, and  it  was  the  business  of 
Joe  Deitz  and  Sam  Powers  to  keep  water 
in  the  boiler  by  working  the  pump  by 
hand,  no  liglit  job.  One  night  they  were 
toiling  very  hard  at  the  pump,  and  every 
few  minutes  the  water  gauge  cocks  were 
tried,  but  the  water  in  the  boiler  kept 
dropping  down,  for  the  side  sheets,  crown 
sheets,  flues  and  covers  of  the  mud  ring 
were   all   leaking. 

Sam  kept  cussing  the  old  engine  and 
snarling  at  Joe  for  not  making  the  pump 
jerk  a  little  faster;  but  tlicy  both  kept 
at  it  steadily  enough,  sweating  and  fum- 
ing till  the  water  was  out  of  the  lower 
gauges,  then  they  dumped  the  fire,  and 
Joe  was  sent  away  to  call  the  round 
house  foreman  and  tell  him  that  there 
would  be  no  engine  for  train  3  in  the 
morning.  Foreman  Brown  got  right  out 
of  bed,  as  many  another  man  holding  a 
similar  position  has  had  to  do  in  the 
middle  of  the  night,  when  scrap  inotive 
power  has  to  be  cared  for.  He  looked 
the  engine  over  and  did  not  think  that 
the  leakage  was  sufficient  to  defy  the 
pump.  Then  he  made  the  pair  of  watch- 
men start  up  the  pump  again  wdiile  he 
felt  the  check  valve.     There  was  no  sign 


of  water  passing  through,  so  he  went  to 
the  engine  tender  and  found  it  empty. 
The  men  had  been  toiling  all  night  to 
pump  water  out  of  an  empty  tank. 


Reduction  of  Oil  Recommended. 

.\  great  many  engineers  act  as  if  it 
were  impossible  to  use  too  much  oil  on 
the  working  parts  of  a  locomotive.  They 
liold  that  there  is  constant  danger  from 
the  working  parts  getting  dry  and  cutting, 
through  scarcity  of  lubricants,  but  that  no 
harm  can  come  from  the  supply  being  too 
liberal. 

Some  remarks  made  by  Mr.  J.  F. 
Hawley,  Inspecter  of  Locomotive  Opera- 
tion on  the  Erie  Railroad  at  the  last 
Traveling  Engineers  Convention  throws 
a  light  upon  the  question.  He  said:  "On 
the  New  York  Division  of  that  railroad 
we  are  using  thirty-one  Mikado  locomo- 
tives with  cylinders  28,\32  inches.  They 
arc  equipped  with  superheaters  and  brick 
arches.  We  were  giving  these  locomo- 
tives three  pints  of  valve  oil  for  a  dis- 
tance of  ninety-four  miles  straightaway. 
There  was  some  trouble  with  carboniza- 
tion in  cylinders  and  valve  chambers  due 
to  rings  sticking,  so  we  reduced  the  supply 
of  oil  to  two  and  one-half  pints  and  found 
that  by  so  doing  we  eliminated  a  great 
deal  of  the  trouble  in  regard  to  rings 
sticking.  We  use  Perfection  oil  and  are 
getting  excellent  results.  On  the  same 
division  we  have  several  heavy  passenger 
engines  with  cylinders  27x28  inches.  We 
are  allowing  them  two  pints  of  Perfection 
oil  and  are  getting  good  results." 


Machinery  Minders. 

The  people  of  the  United  States  call 
the  men  engineers  who  run  engines  or 
have  charge  of  machinery.  The  semi- 
scientific  persons  in  Europe  who  hang 
like  side  weights  upon  engineering,  call 
ihe  real  engineers  by  some  other  terms 
which  enables  the  drawing  room  man 
the  opportunity  to  boast  that  he  is  an  en- 
gineer, although  he  very  often  can  neither 
manage  nor  repair  an  engine. 

We  have  noticed  in  an  application  sent 
from  Glasgow,  Scotland,  that  certain  per- 
sons are  termed  stokers,  engine  minders. 
engmemen.  engine  drivers  and  engine 
oilers.  In  this  country  they  would  all  be 
described  as  engineers. 


In  Case  of  Accident. 

If  an  artery  is  cut.  red  blood  spurts. 
Compress  it  above  the  wound.  If  a  vein 
IS  cut,  dark  blood  flows.  Compress  above 
and  below  the  wound.  For  slight  bums, 
dip  the  part  in  cold  water;  if  the  skin  is 
destroyed,  cover  with  varnish  or  linseed 
oil. 

If  the  accident  is  serious,  lose  no  time 
in  sending  for  a  doctor,  but  until  he 
arrives,  treat  as  directed  above.  That 
treatment  may  save  life. 
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Items  of  Personal  Interest 


Mr.  Janic.<i  H.  G;iston  lia.s  tx-'cii  appoint- 
ed general  foreman  on  the  Georgia,  with 
oflice  at  Augusta,  Ga. 

Mr.  J.  Delaney  has  been  appointed  mas- 
ter mechanic  on  the  Great  Northern,  with 
office  at  Minot,  N.  D. 

Mr.  N.  rt.  Ridlen  lias  been  appointed 
storekeeper  on  the  Chicago  &  .\lton,  witli 
office  at   RIoomington,   111. 

Mr.  G.  A.  Gallagher  has  been  appoint- 
ed master  mechanic  on  the  Illinois  South- 
ern, with  office  at  Sparta,  111. 

Mr.  A.  M.  Nye  has  been  appointed  tra- 
veling engineer  on  the  Colorado  &  South- 
ern, with  office  at  Pueblo,  Colo. 

Mr.  A.  Roesch  has  been  appointed  mas- 
ter mechanic  on  the  Colorado  &  South- 
ern, with  office  at  Trinidad,  Col. 

Mr.  C.  A.  Ilenkel  has  been  appointed 
traveling  engineer  on  the  Denver  &  Rio 
Cirande,  at  Grand  Junction,  Colo. 

Mr.  H.  H.  Gerback  has  been  appoint- 
ed car  foreman  on  the  Great  Northern, 
with  office  at  Great  Falls,  Mont. 

Mr.  A.  Hume  has  been  appointed  tra- 
veling engineer  on  the  Colorado  &  South- 
ern, with  office  at  Trinidad,  Colo. 

Mr.  W.  .\pted  has  been  appointed  road 
foreman  of  engines  on  the  Michigan  Cen- 
tral, with  office  at   Detroit,   Mich. 

Mr.  II.  1.  Dorner  has  been  appointed 
general  car  foreman  of  the  Toledo  Ter- 
minal, with  office  at  Toledo,  Ohio. 

Mr.  J.  A.  'I'schuon  has  been  appointed 
master  mechanic  'in  the  Raltimore  & 
Ohio,  with  office  at  W.asliington,  Ind. 

Mr.  J.  L.  Boyle  has  been  appointed 
road  foreman  of  equipment  on  the  Rock 
Island,  witli  office  at  Goodland.  Kans. 

Mr.  R.  Dennis  has  been  appointed  gen- 
eral foreman  of  the  Toledo  and  Ohio 
Central,   with  office  at   Toledo, -Oliio. 

Mr.  J.  Q.  Myers  has  been  appointed 
locomotive  foreman  on  tlie  Great  North- 
ern, with  office  at  Grand  Forks,  N.  D. 

Mr.  John  P.auer  lias  been  appointed 
master  mechanic  of  the  .Alton.  Jackson- 
ville &  Peoria,  with  office  at  .Alton.  !U. 

Mr.  W.  Wade  has  been  appointed  fore- 
man of  shops  on  the  Chicago  &  North- 
western,  with  office  at  Janesville,   Wis. 

Mr.  R.  Meiinie  has  been  appointed  in- 
spector of  tools  and  iiiarhincry  on  file 
Rock  Isl;,nd,  with  office  ;ii  Chicago,  111. 

Mr.  C  I'  Gregory  has  been  appointed 
master  nuclianic  on  ili--  St.  l.ouis  & 
O'l-allon,  with  otiice  al   St    Louis,   Mo. 

Mr  I".  F.  Gaffney  lia^  been  appointed 
division  forcm.in  on  the  Colorado  & 
Southern,  wiili  rjffice  at  Cheyenne,   Wyo. 

Mr.  W.  .A  Hall  has  been  appointed 
master  mechanic  on  the  International  & 
Great  .Nortliern.  with  office  .-it  Mart,  Tex. 


Mr.  H.  C.  Rowley  has  been  appointed 
general  foreman  at  the  Zanesville  and 
Western,  with  office  at  Fultonham,  Ohio. 

Mr.  J.  W.  Mahon  has  been  appointed 
master  mechanic  on  the  Kanawha  &  West 
\'irginia.  with  office  at  Charleston,  W. 
Va. 

Mr.  H.  P.  Roby  has  been  appointed 
traveling  engineer  on  the  Bangor  & 
.Aroostook,  with  office  at  Milo  Junction, 
Me. 

Mr.  M.  L.  Goehringer  has  been  ap- 
pointed signal  supervisor  on  the  Missouri 
Pacific  system,  with  office  at  Nevada, 
Mo. 

Mr.  George  Shimming  lias  been  ap- 
pointed foreman  of  shops  on  the  Chicago 
&  Northwestern,  with  office  at  Madison, 
Wis. 

Mr.  H.  P.  Forsberg  has  been  appointed 
foreman  of  shops  on  the  Chicago  & 
Northwestern,  with  office  at  Superior, 
Neb. 

Mr.  L.  Woster  has  been  appointed 
master  mechanic  on  the  Cincinnati,  Ham- 
ilton &  Dayton,  with  office  at  Ivoryville, 
Ohio. 

Mr.  B.  Ferrie  lias  been  appointed  act- 
ing general  foreman  on  the  Detroit,  To- 
ledo &  fronton,  witli  office  at  Delray, 
Mich. 

Mr.  W.  R.  Elmore  has  been  appointed 
general  foreman  on  the  Denver  &  Rio 
Grande,  with  office  at  Salt  Lake  City, 
Utah. 

Mr.  W.  H.  Davis  has  been  appointed 
road  foreman  of  engines  on  the  Chicago 
&■  Alton,  witli  headquarters  at  Blooming- 
ton,  111. 

Mr.  W.  11,  HolTiiian  has  been  appoint- 
ed division  master  mechanic  on  the  Chi- 
cago S:  Northwestern,  with  ollice  at  Green 
Bay.  Wis. 

Mr.  J.  J.  Pendergast  has  lieen  appoint- 
ed master  mechanic  of  the  Colorado. 
Kansis  &'  Okbiliom.a.  witli  office  at  Scott 
City.   Kans. 

Mr.  J.  F.  nunn  has  been  appointed  su- 
perintendent of  motive  power  on  the  Ore- 
gon Short  Line,  with  offices  at  Salt  Lake 
City,  Utah. 

Mr.  C.  M.  Hofi'nian  has  been  appointed 
master  mechanic  of  the  San  Pedro,  Los 
.\ngeles  and  Salt  Lake,  witli  office  at 
Milford.  Utah. 

Mr.  Alliin  Ulrich  has  been  appointed 
genera!  f'^rcinan  of  electric  construction 
on  the  I'.oston  &  Maine,  with  office  at 
P.oston.   Mass. 

Mr.  Edward  Drury  has  been  appointed 
gener.d  fnrcinan  of  bridges  and  buildings 
on  the  Santa  1>.  with  headquarters  at 
Newton,   Kans. 


.Mr.  K.  J.  Garrett  has  lieen  appointed 
load  foreman  of  equipment  on  the  Mis- 
souri &  North  .Arkansas,  with  ollice  at 
Harrison,  Ark. 

Mr.  Frank  D.  Waller,  formerly  secre- 
tary of  the  Flower  Waste  &  Packing  Com- 
pany, New  York,  has  become  the  owner 
of  that  company. 

Mr.  E.  E.  Worthing  lias  been  appoint- 
ed signal  supervisor  on  the  Galveston. 
Harrisburg  &  San  Antonio,  with  office 
at  Houston.  Tex. 

Mr.  T.  H.  Richardson  has  been  aji- 
pointed  general  foreman  of  mechanical 
construction  on  the  Boston  &  Maine,  with 
office  at  Boston,  Mass. 

Mr.  R.  E.  French  has  been  appointed 
superintendent  of  motive  power  and  en- 
gineer on  the  Gulf,  Texas  &  Western, 
with   offices  at   Jermyn,   Tex. 

Mr.  L.  F.  Hamilton  has  been  appoint- 
ed district  master  mechanic  of  the  On- 
tario division  of  the  Canadian  Pacific, 
with  office  at  West  Toronto,  Ont. 

Mr.  P.  J.  Flynn  has  been  appointed 
general  superintendent  of  motive  power 
on  the  Delaware,  Lackawanna  &  West- 
ern, with  offices  at  Syracuse,  N.  Y. 

Tlie  Jerome-Edwards  Metallic  Packing 
Company  lias  placed  its  railway  sales  in 
the  hands  fif  the  Equipment  Improvement 
Company,  .30  Church  street.  New  York. 

Mr.  Karl  .A.  Heine  has  joined  the 
Sales  Department  of  the  Chicago  Car 
Heating  Company,  with  offices  at  Grand 
Central  Terminal  Building.  New  York 
City. 

.Mr.  E  W.  Sandwich  lias  been  appoint- 
ed superintendent  of  car  service  on  the 
.Atlanta  &  West  Point  and  Western  Rail- 
way of  Alabama,  with  headquarters  at 
.Montgomery.   Ala. 

Mr.  1''.  O.  Walsh  has  been  appointed 
superintendent  of  motive  power  of  the 
Georgia  Railroad  with  headquarters  .it 
-Augusta,  Ga.,  in  place  of  Mr.  J.  W. 
WaUers,    resigned. 

.Mr.  1-".  Nicholson  has  been  appointi'd 
master  mechanic  of  the  Louisiana  Rail- 
way &■  Navigation  Coinpany,  with  head- 
quarters at  Shreveport.  La.,  in  place  of 
Mr.    M.   1~.   McCarra,   resigned. 

Mr.  A.  C.  Adams,  who  recently  re- 
signed as  superintendent  of  tnotive 
power  of  the  Spokane,  Portland  S.- 
Seattle, has  been  made  the  Pacific  coast 
general  agent  of  the  General  Brake  Shoe 
&  Supply  Company,  Chicago,  at  Port- 
land.  Ore. 

Mr.  J.  A.  Wilkins,  formerly  romid- 
house  foreman  on  the  Southern  at  Selma, 
.Ala.,  has  been  transferred  to  a  similar 
position   on   the    same   road,   at    Birming- 
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ham,  Ala.,  and  Mr.  G.  W.  Thomas  has 
been  appointed  to  succeed  Mr.  Wilkins 
at  Sdrtia. 

Mr.  W.  J.  Lloyd  has  been  appointed 
master  mechanic  on  the  Oregon  Short 
Line,  with  office  at  Pocatello,  Idaho,  and 
Mr.  D.  J.  Malone  has  been  appointed  to 
a  similar  position  on  the  same  road,  with 
oOici   at  Salt  Lake  City,  Utah. 

Charles  A.  Carscadin  has  been  elected 
president  of  the  National  Car  Equipment 
Co..  with  offices  in  the  Railway  Exchange 
building,  Chicago.  George  A.  Woodman, 
formerly  of  the  Kirby  Equipment  Co.,  is 
general  manager  of  the  company. 

Mr,  Scott  R.  Hayes  has  been  appointed 
assistant  to  the  president  of  the  New 
York  Air  Brake  Co.  Mr.  Hayes  has  been 
with  the  Railway  Steel-Spring  Co.,  New 
York,  since  its  organization,  and  resigns 
to  go  to  the  New  York  Air  Brake  Co. 

Mr.  C.  G.  Ilartman,  formerly  with  the 
Chicago,  Milwaukee  and  St,  Paul,  at  the 
Milwaukee  shops,  has  been  appointed 
mechanical  foreman  on  the  Wisconsin 
and  Michigan,  with  headquarters  at 
Pfshtigo,  Wis.  Mr.  Hartman  assumes 
the  duties  of  Mr.  C.  H.  Stroud,  formerly 
master  mechanic,  resigned. 

Mr.  Luther  Rukel  has  been  appointed 
road  foreman  of  engines  on  the  Wabasli, 
with  office  at  Moberly,  Mo.,  and  Mr.  A, 
l\  King  has  been  appointed  to  a  similar 
position  on  the  same  road,  with  office  at 
Peru,  Ind.,  and  Mr.  W.  G.  Cooper  has 
been  appointed  to  a  similar  position  on 
the  same  road,  with  office  at  St.  Thomas. 
Ont, 

Mr.  John  Dickson  has  been  appointed 
master  mechanic  of  the  Spokane,  Port- 
land &  Seattle  Railway,  Oregon  Trunk 
Railway,  Oregon  Electric  Railway  and 
United  Railways,  with  headquarters  at 
Portland,  Ore.  The  office  of  superin- 
tendent of  motive  power,  which  A.  C. 
Adams  recently  resigned  to  engage  in 
other  business,  has  been  abolished. 

Mr.  B.  S.  McClellen,  in  charge  of  the 
railway  sales  department  of  the  McCord 
Manufacturing  Company,  Chicago,  has 
resigned  in  order  to  give  more  personal 
attention  to  his  other  interests.  The  Mc- 
Clellen Nut  Company,  Chicago,  which  he 
has  just  organized,  will  shortly  place  upon 
the  market  a  one-piece  self-locking  nut, 
which  will  be  known  as  the  "Unit"  lock 
nut. 

Mr.  A.  L.  Patterson  has  been  appointed 
superintendent  of  motive  power  of  the 
San  Antonio,  Uvalde  and  Gulf,  with  of- 
fice at  Pleasanton,  Tex.,  and  Mr.  H.  M. 
Warden  has  been  appointed  general  fore- 
man  of  the   locomotive   department,   and 


Mr.  Charles  Boerlman  has  been  appoint- 
ed shop  superintendent  on  the  same  road, 
with  office  at  Saginaw,  Midi,,  and  Mr.  A. 
Barrow  has  been  appointed  assistant  road 
foreman  of  engines  on  the  same  road,  at 
Grand  Rapids.  Mich,,  and  Mr,  J.  E.  Wil- 
son and  Mr.  T.  E.  Wolfe  have  been  ap- 
pointed road  foremen  of  engines  on  the 
same  road,  also  at  Grand  Rapids. 

The  Board  of  Directors  of  the  Erie 
Railroad  have  elected  Mr.  D.  W.  Cooke 
vice-president  and  general  traffic  man- 
ager. Mr.  Cooke  is  a  Western  man,  hav- 
ing first  entered  railway  service  on  the 
Chicago  &  Northwestern.  In  1895  he  be- 
came assistant  passenger  agent  of  the 
Erie,  and  since  that  time  he  has  ad- 
vanced steadily.  The  secret  of  his  suc- 
cess seems  to  have  been  natural  energy, 
business  capacity  and  vigorous  devotion 
to  business. 

Mr,  W,   IT.  Die.-scl  has  been  appointed 
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master  mechanic  on  the  Oregon,  Wash- 
ington Railroad  &  Navigation  Co.,  with 
office  at  Portland,  Ore.,  and  Mr.  George 
Ross  has  been  appointed  to  a  similar  po- 
sition on  the  same  road,  with  office  at  La 
Grande,  Ore.,  and  Mr.  T.  H.  Yorke  has 
been  appointed  to  a  similar  position  on 
the  same  road,  with  office  at  Spokane, 
Ore.,  and  Mr.  A.  M.  Brown  has  been  ap- 
pointed scale  inspector  on  the  same  road, 
with  headquarters  at   Portland,  Ore. 

Mr.  A.  E.  Schafcr,  who  has  been  gen- 
eral sales  manager  of  tlie  Sherwin- 
Williams  Company,  has  accepted  a  posi- 
tion with  the  Flint  \'arnisli  Works,  Flint, 
Mich.  He  will  assist  President  W.  W. 
Mountain    in    the   management,    and   will 


treasurer,  Chas.  A.  Moore,  New  York; 
assistant  treasurer,  M.  S.  Clayton,  New 
York;  vice-presidents,  A.  M.  Kittridge, 
Dayton,  O. ;  W.  E.  Clow,  Chicago ;  G.  W. 
Simmonds,  St.  Louis;  S.  P.  Bush,  Colum- 
bus, O. ;  Alba  B.  Johnson,  Philadelphia; 
II.  G.  Prout,  Pittsburgh;  W.  G.  Pearce, 
New  York. 

The  Chicago  Car  Heating  Company  has 
recently  opened  a  branch  office  and  fac- 
tory at  61  Dalhousie  street,  Montreal, 
Canada,  to  take  care  of  its  rapidly  increas- 
ing business  in  the  Dominion.  Mr.  A. 
D.  Bruce,  formerly  purchasing  agent  of 
the  company  at  Chicago,  is  in  charge. 
Mr.  Bruce  is  a  native  of  Guelph,  Ontario, 
but  has  been  connected  with  the  Chicago 
Car  Heating  Company  in  Chicago  for  the 
past  five  years.  Mr.  Karl  A.  Heine  has 
joined  the  sales  department  of  this  firm, 
with  offices  in  Grand  Central  Terminal 
building.  New  York  City. 


Mr,    W.    H.    Pinson    has   been   appointed     have   full  charge  of  the   railroad   depart- 


Obituary. 

W1I,LI.\M    COOPER. 

Mr.  William  Cooper,  Directcr  of 
Buildings  and  Equipment  of  the  East 
Pittsburgh  works  of  the  Westinghduse 
Electric  and  Manufacturing  Company, 
died  from  peritonitis  at  his  home  in 
Wilkinsburg.  Pa.,  on  the  23rd  nf  last 
month.  Mr.  Cooper  was  in  his  fifty- 
third  year.  He  was  a  graduate  of 
Cornell  L'niversity.  Mr.  Cooper  was  a 
mechanical  engineer,  of  marked  aliilily, 
and  wide  experience,  and  entered  the  em- 
ploy of  the  General  Electric  Company  at 
Schenectady  in  1894.  and  his  services 
were  of  great  value  in  the  revolution  of 
the  design  of  railway  motors.  He  super- 
intended the  construction  of  the  electric 
locomotives  for  the  Baltimore  and  Ohio 
tunnel  at  Baltimore,  and  put  them  in 
service.  In  1904  he  entered  the  employ 
of  the  Westinghouse  Company.  Ibis 
work  developed  the  type  of  electric  c.>n- 
trol  now  being  used  by  the  Company, 
He  was  also  largely  instrumental  in  de- 
signing the  electric  locomotives  in  use 
on  the  New  York,  New  Haven  and  Hart- 
ford. He  was  universally  loved  and  re- 
spected by  all  who  had  the  hon.ir  ..f  his 
intimate  acquaintance,  and  his  draili  is 
very  much   regretted. 


general  foreman  of  the  car  department, 
both  on  the  same  road,  with  offices  at 
Pleasanton, 

Mr.  C.  McDermott  has  been  appointed 
chief  electrician  on  the  Pere  Marquette, 
with  office  at   Grand  Rapids,   Mich.,  and 


ment.  Mr.  Schafer  was  with  the  Sherwin- 
Williams  Company  for  28  years,  the  last 
six  years  as  general  sales  mana.ger. 

The  Railway  Business  .Association  will 
have  the  following  officers  for  the  coming 
vear:  President.  Geo.  A.  Post.  New  York; 


WILLI.\M    II.    B".\RDM.\N. 

The  death  is  announced  of  Mr,  William 
IT.  Boardman.  at  Rid.gefield.  Conn..  ■  ti  tlie 
16th  of  last  month,  in  the  sixly-se\  iinh 
year  of  hi?  a.ce.  Mr.  Boardman  was  l>.Tn 
in  Illinois,  and  at  an  early  age  lutame 
connected  with  the  Railroad  (iarrtle. 
which  afterwards  united  with  the  h'aiiicay 
Ajzc,  and  became  known  as  the  h^iih^-iy 
Aiie  Gaccttc.  Mr.  Boardman,  besides  lic- 
ing  editor  of  the  paper  referre<l  t^.  .-on- 
tributed  to  other  periodicals,  llr  was  an 
ardent  lover  of  out-door  life,  rird  'ucaine 
President  (A  scvcr.il  Social  C!u' s  and 
Societies. 
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A  Triumph  in  BlacKsmithing 


It  is  alwaj-s  a  plea.siirc  to  note  that 
anioiiij  workmen  engaged  in  mechani- 
cal employment  there  are  many  gifted 
with  the  artistic  temperament  and  who 
when  opportunity  occurs  give  to  their 
work  the  impress  of  tlieir  individuality. 
In  this  material  age,  when  commercial- 
ism lias  run  mad  and  scientilic  manage- 
ment is  making  frantic  efforts  to  take 
the  last  ounce  of  vitality  <Mit  of  the 
weary  liands  of  the  overworked  toiler, 
it  is.  as  we  have  said,  a  real  source  of 
pride  and  satisfaction  to  note  that  greed 
and  speed  cannot  altogether  stille  the 
aspirations  of  the  born  artist,  and  as 
tlie  llinver  springs  out  of  tlie  grosser 
eUnu-nts  i.f  the  earth,  so  will  the  hand 
of  a  master  meclianician  show  its  cun- 
ning, in  spite  of  tlic  incessant  and  Iiea\y 
blows  of  circumstance. 

These  prefatory  obser\ations  are 
called  forth  when  we  contemplate  the 
Work  of  Mr.  James  Cran,  foreman 
blacksmith  of  the  Pond  Machine  Tool 
\\ork.s,  I'lainfield,  X.  J.  .All  day  he  is 
engaged  in  superintending  the  most  in- 
tricate and  e.\act  work  in  forging  tlie 
fine  products  of  that  manufacturing 
company.  In  his  leisure  hours,  which 
arc  few.  he  has  a  small  forge  in  the  rear 
of  his  fine  lu.me.  and  out  of  the  >anie 
materials  of  which  the  line  tools  are 
made.  Mr.  Cran.  with  his  haiiimcr  and 
tongs  and  liaming  forge,  molds  into 
everlasting  beauty  wreaths  of  flowers 
tliat  defy  the  winter's  frost.  Roses 
bloom  into  full  blns^onicd  splendor  and 
lilies  hang  their  uiraceful  heads,  and 
daisies  .,]H-n  their  starry  eyes  and  asters 
rise  into  clustered  beauty  under  his  cun- 
ning hand.  Xot  only  the  flowers  of  the 
field  are  there,  but  the  wealth  of  graiics 
and  wild  berries  adorn  the  little  smithy 
shop  in  perennial  richness.  Nature  in 
her  beauty  and  solitude  is  outrivalled 
there,  because  her  et'tlorescene  li.is  l)i- 
come  imperishable. 

Not  only  so.  but  the  sculptor  in  iron 
is  nr.t  <-.,iilincd  to  floral  decorations.  His 
creative  hand  revels  in  decorative  art. 
Lamps  and  lanterns  and  shields  and 
tablets  take  on  a  new  bc.iiity,  and  iron 
is  like  clay  in  his  hands.  He  has  worked 
quietly  at  his  high  art  for  -everal  years, 
the  ioy  of  fa-hioning  the  tiiir  work  be- 
ing its  own  highest  and  Iiest  reward, 
luit  he  can  no  more  keep  hlinsell  hid 
than  a  tree  can  that  has  Income  glori- 
l:r.l  under  the  fiery  linger  of  .September 
wl'il-  tile  other  trees  arc  -till  green. 
Work  of  ibe  hitrhest  and  b.  M  Uiml  is 
coming  to  him.  but  his  sen-r  of  duty 
keeps  him  at  the  tool  shop,  ,,iid  while 
he  has  already  <U<nc  much  admirable 
special  work,  his  real  rewar^l,  as  we 
have  already  staled,  is  his  lo\e  of  art 
for  art's   sake. 

Mr.  Tran  began  his  industri.il  and  ar- 


tistic career  in  America  twelve  years 
ago  with  A.  G.  Spalding,  of  New  York, 
as  blacksmith,  at  his  factory  at  Chico- 
pee  Falls,  Mass.  Ne.xt  he  went  to  Hart- 
ford, with  the  Electric  Vehicle  Com- 
pany, then,  after  a  trip  through  the 
United  States  and  Mexico,  he  settled  in 


Hn.SK    \\RE.\T[|    nv    SWKIMSH    IKON'. 

f'lainficld  about  six  years  ago.  While 
\\iu'king  his  way  across  America  he 
stopped  for  a  time  in  Manhattan,  Kan- 
sas, and  was  engaged  for  some  time  as 
instructor  of  iron  work  in  the  State  Col- 
lege. I U'  iiiiyln  ha\e  remained  there 
:nid    settled    down    as   a   lucniber   of   the 


V     \irr  SMITH 


accomplished  facully.  I'.ut  he  was  not 
praying  lr)r  an  easN  life,  he  was  lo.ikiuL; 
for  more  streii-th.  and  it  lias  come  to 
him.  He  ueiil  into  all  kinds  of  black- 
smith shops  looking  for  iiiforniatioii. 
and  (piietly  ac(iuiriiig  that  clcgree  of 
skill  anri  that  mass  of  information  that 
rarely   comes   to   the   homekeeping   arti- 


san. Like  the  painter  that  goes  to 
Paris  or  the  musician  that  lingers  in 
Munich,  Mr.  Cran  may  be  said  to  have 
taken  to  the  wayside  smithy,  where 
there  are  no  tools  to  speak  of  but  where 
there  is  often  a  degree  of  ingenuity  that 
would  surprise  the  seeker  after  truth. 

-Mr.  Cran  was  not  dreaming  of  sculp- 
ture work  during  his  wanderings.  He 
was  looking  for  information,  and  was 
ambitious  to  acquire  skill,  and  he  went 
the  right  way  about  it.  He  got  what 
he  was  looking  for,  and  his  attention  to 
metallic  floriculture  came  about  in  this 
way  :— A  New  York  periodical  published 
an  article  describing  the  work  of  Louis 
\'an  Roeckel,  a  Belgian  blacksmith. 
•Tiid  incidentally  illustrated  the  article 
with  a  reproduction  of  a  rose  wreath 
maile  by  Hoeckel.  Cran's  imagination 
took  fire.  The  bellows  of  his  ambition 
blew  hard.  Would  the  editor  send  him 
a  sample  of  Boeckel's  work?  Surely.  A 
sprig  of  roses  was  sent  to  Plainfield. 
and  Cran  lighted  his  pipe  and  then  his 
fire,  and  he  took  an  old  chain  of  Swe- 
dish iron  and  welded  it  into  a  solid 
lump  ami  drew  it  out  under  the  steam 
haniincr  into  bars,  and  then  began  in 
earnest.  Ne.xt  month  the  editor  ad- 
mitted that  Cran's  work  was  better 
tiiaii  Boeckel's.  In  particular  the  actual 
blacksmithing,  as  apart  from  the  art 
feature,  was  better.  The  welds  were 
cleaner  and  neater,  and  Cran  had  un- 
questionably gone  closer  to  nature  to 
get  his  model.  .\nd  this  first  attempt, 
which  was  the  prodiictiiui  of  a  rose 
wreath  excelling  Boeckel's,  was  done  on 
an  ordinary  anvil  with  common  tools. 

It  is  pleasant  to  be  able  to  reproduce 
a  small  illustration  of  this  triumph  of 
blacksmithing.  and  also  a  portrait  of 
the  man  himself.  The  wreath  is  1.^ 
inches  hish.  It  is  made  of  'M  separate 
pieces  and  oi-cuiiied  about  13  hours  in 
making.  The  smith  himself  is  a  tall, 
athletic,  dark  haired  man  with  a  grip 
like  a  new  \ise  and  a  f.ace  that  lightens 
i"p  and  becomes  luminous  with  intelli- 
gence as  he  unfolds  the  mysteries  of  his 
rare  work.  He  has  no  trade  secrets. 
His  work  is  as  open  as  the  day  is  when  ■ 
the  clouds  are  vanished.  Any  other 
smith  may  do  the  same  work  if  he  can. 


Louis  Van  Boeckel. 

The  celebrated  Belgian  blacksmith,  Mr. 
I  eiuis  \'aii  Boeckel,  although  well  ad- 
vanced in  years,  is  still  working  wonders 
at  the  anvil  in  the  village  of  Lier,  about 
elevin  miles  from  .'\ntwcrp.  He  is  very 
inueli  aihnired  by  his  countrymen,  and 
much  of  his  line  work  is  in  the  possession 
of  the  nobility  in  Belgium.  He  has  been 
awarded  numerous  diplomas  and  medals 
at  Kuropean  exhiliitions.  M  the  Liege 
Kxhiliition  in  1905  he  was  awarded  the 
Grand  Prix.  The  forging  consisted  of  an 
eagle  and  a   fanciful   monster  in  conflict. 
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American  Railroad  Official  Appointed 
General  Manager  of  British  Railway. 
Railway  circles  on  two  continents 
were  very  much  excited  last  month  by 
the  announcement  that  Henry  Worth 
Thornton,  general  superintendent  of 
the  Long  Island  Railroad,  had  been 
chosen  to  bo  general  manager  of  the 
Great  Eastern  Railway  of  England.  In 
making  the  selection  Lord  Claud  Hamil- 
ton, chairman  of  the  Board  of  Directors 
of  the  Great  Eastern  Railway,  explained 
that  he  could  not  find  a  railway  official 
in  Great  Britain  to  fulfill  the  require- 
ments as  operation  head  of  the  Great 
Eastern,  and  his  views  have  created  a 
furore  of  protest  in  the  British  Isles. 
Lord  Claud  Hamilton  made  some  reflec- 
tion upon  the  method  of  training  British 
railway  officers  which  has  a  narrowing 
tendency  and  that  has  been  resented. 

In  the  appointment   Mr.  Thornton  is 
spoken  of  as  general  superintendent  of 


one  of  the  most  efficient  and  promising 
oflicials  on  the  Pennsylvania  Railroad 
.system. 


IIICNK-i-     WORTH     TIKIRXTOX. 

the  Long  Island  Railroad,  which  hardly 
does  justice  to  the  man's  training.  He 
may  better  be  called  a  graduate  of  the 
Pennsylvania  Railroad  system  which  has 
given  many  eminent  railroad  officials 
the  experience  that  carried  them  to  the 
head  of  the  profession.  Born  in  1871. 
he  was  educated  in  the  University  of 
Pennsylvania  and  entered  railroad  serv- 
ice in  1894  as  draftsman  on  the  Pennsyl- 
vania Lines  West  of  Pittsburgh,  a  posi- 
tion he  held  for  four  years,  after  which 
he  held  positions  as  assistant  engineer 
till  1902,  when  he  was  appointed  super- 
intendent Marietta  division  of  the 
Xorthwest  system.  Then  he  became 
superintendent  of  Erie  &  .\shtabula  di- 
vision of  the  Xorthwest  system.  There 
he  remained  until  1911,  when  he  was 
appointed  general  superintendent  of  the 
Long  Island  Railroad,  which  is  one  of 
the  proprietory  lines  of  the  Pennsyl- 
vania Railroad  Company. 

Mr.  Thornton  has  made  good  in  every 
position  filled,  and  he  was  regarded  as 


Frank  Hedley. 

Mr.  Frank  llcdUy.  who  has  recently 
been  elected  president  of  the  Xew  York 
Electric  Railway  .Association,  is  vice-pres- 
ident and  general  manager  of  the  Inter- 
borough  Rapid  Transit  Co.,  of  New  York 
city.  He  was  horn  at  Maidstone,  Kent, 
England,  in  1864  and  came  to  this  country 
when  18  years  old.  I'or  several  years  he 
was  engaged  as  a  machinist  in  the  Jersey 
City  shops  of  the  I'"rie  Railroad  and  then 
in  the  shops  of  the  Xew  York  Central 
Railroad.  He  then  entered  the  employ  of 
the  Manhattan  Elevated  Railway,  of  New 
York  city,  as  a  machinist,  and  in  1885  be- 
came assistant  general  foreman  in  the 
locomotive  department.  In  1889  he  was 
appointed  master  mechanic  of  the  Kings 
County  Elevated  Railroad,  Brooklyn,  and 
in  1893  resigned  to  become  general  super- 
intendent of  motive  power  and  rolling 
stock  for  the  Lake  Street  Elevated  Rail- 
road, of  Chicago.  .A  few  months  later  he 
was  appointed  gcncr;il  superintendent  of 
the  latter  company.  .Shortly  after  this  he 
«as  appointed  consulting  engineer  by  the 
late  Charles  T.  Yerkes,  in  addition  to  his 
other  duties.  lie  retained  this  position 
throughout  the  cnnstruction  of  the  Xorth- 
wcstern  Elevated  and  Chicago  Union 
Loop.  Upon  the  completion  of  these  prop- 
erties he  was  appointed  .general  super- 
intendent in  charge  of  operation.  In  Jan- 
uary. 1903.  he  was  appointed  general  su- 
perintendent of  the  lnterl)orough  Rapid 
Transit  Company,  of  Xew  York,  and  the 
following  year  general  manager.  On  July 
1,  1908,  he  was  elected  vice-president  and 
general  manager  of  the  company.  Mr. 
Hedley  is  also  vice-president  and  general 
manager  of  the  Xew  York  Railways  Com- 
pany, vice-president  of  the  Subway  Con- 
struction Company  and  manager  for  the 
trustees  of  the  Xew  ^'ork  i<:  Long  Island 
Railroad. 

Westinghouse  Veterans, 
The  employees  ul  the  Westinghouse 
Electric  &  Manufacturing  Co.,  who  have 
been  in  its  employ  over  twenty  years,  or- 
ganized a  \"etcran  Employees  -Association 
last  month.  Of  the  325  employees  chg- 
ible  to  membership  315  were  present.. 
By-laws  were  adopted  and  officers  elected. 
Speeches  were  made  by  President  Mr. 
E.  M.  Herr.  \'ice-Prcsident  Mr.  Chas.  .A. 
Terry,  and  Mr.  Jas.  J.  Barrett,  who  rep- 
resented the  shops.  Mr.  Herr  stated  that 
plans  were  being  made  to  pension  the  em- 
ployees, the  details  of  which  will  be  an- 
nounced at  an  early  riate.  The  meeting 
was  followed  by  a  dinner.  Mr.  L.  A. 
Osborne,  vice-president  of  the  Electric 
Company  acting  as  toastmaster.  Mr. 
Guy  K.  Tripp.  Chairman  of  the  Board  of 
Directors,  was  present.  Elocpient  tributes 
were  paid  to  Mr.  George  Westinghouse 


The  Cost  of  Railroads  for  Alaska. 

The  Seward-Eairbanks  roail  proposed 
by  the  Commission  appointed  to  report 
upon  conditions  in  .Alaska  would  cost  ap- 
proximately 18  million  dollars,  and  the 
Kuskokwim  Branch  as  much  more.  The 
tional.  These  lines,  and  the  Copper  River 
reached  for  a  million  and  a  half  addi- 
tional. These  lines,  and  the  Copper  River 
road  to  b'airbanks,  with  its  Bering  River 
branch,  could  all  be  built  for  60  million 
dollars.  That  is  approximately  the  cost 
of  making  over  .Alaska. 

The  people  of  .Alaska  have  a  vision  of 
the  valleys  of  their  interior  territory  dot- 
ted with  towns  of  permanent  industry 
where  men  make  their  homes  and  rear 
their  families,  towns  with  smelters,  ma- 
chine shops,  stores,  churches,  and  schools 
built  of  the  timlier  from  the  surrounding 
hills  and  fed  with  the  produce  of  adja- 
cent farms.  This  does  not  mean  settle- 
ment like  a  (lerman  landscape,  but  settle- 
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ment  such  as  there  is  now  in  Colorado. 
Between  this  vision  and  realization  looms 
the  great  .Alaskan  mountain  ran.v;c  and  the 
cost  per  Ion  mile  of  freight. 

It  is  a  territory  eager  to  be  loosed  from 
the  restrictions  which  the  long  controver- 
sy has  placed  upon  it.  It  wants  the 
chance  to  mine  and  farm  and  trade  and 
to  grow  rich  with  the  keen  eiulnisiasm 
that  has  characterized  the  Western  fron- 
tier. —  77ic  /C.c/./V  ir.nk: 

Virtue  of  Industry. 
Charles  Kin.gsley  is  known  as  a  writer 
of  stories,  many  of  them  embracing 
sound  moral  principles  lie  says:  "Br 
glad  every  murning  when  you  get  up. 
that  you  have  something  to  do  that 
day  which  must  be  done,  whether  you 
like  it  or  not.  Being  forced  to  work  and 
forced  to  do  yr]ur  best  will  build  in  you 
temperance  and  self-control,  diligence  and 
strength  of  will,  cheerfulness  and  content, 
Iiesidcs  a  hundred  virtues  which  the  idle 
never  knows." 
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Compliments  Paid  to  Us. 

At  one  of  tlic  Traveling  Engineers  Con- 
\entions,  a  very  liigli  compliment  was 
paid,  to  Railw.w  .\.ni)  Locumotive  F.n- 
GiNEERiNG  as  an  educational  medium.  The 
subject  under  discussion  was  the  training 
of  firemen,  and  Mr.  W.  R.  .Scott,  who  is 
now  general  manager  of  the  Southern 
Pacific,  said:  "In  my  traveling  about  the 
road.  I  have  had  a  great  deal  of  mis- 
sionary work  to  perforin  from  time  to 
time,  and  the  assistance  I  found  most 
valuable  was  from  the  publication  known 
as  Locomotive  Engineering.  I  took  quite 
an  active  interest  in  obtaining  subscribers 
for  that  paper,  and  I  found  that  the 
average  man  is  more  apt  to  read  and 
reflect  on  wh.it  lie  rcids  wlien  it  is  fur- 
nished him  in  small  doses.  I  find  that 
since  they  have  been  reading  that  paper, 
as  a  rule  they  have  some  question  or 
some  remarks  or  comments  on  some 
particular  thing  they  have  seen  in  the 
paper  and  they  are  always  anxious  to 
get  ne.\t  month's  paper.  I  believe  that  a 
publication  of  that  kind  is  indispensable 
to  every  locomotive  engineer  and  fireman 
ambitious  to  keep  well  posted  about  his 
business.  I  know  that  it  has  helped  me 
a  great  deal  and  1  Ii.ive  always  advocated 
it  to  the  men." 

Mr.  D.  R.  McBaiii  said:  "my  experience 
lias  been  the  same  as  Mr.  Scott's.  I  find 
that  such  papers  as  Locomotive  En- 
gineering have  done  more  to  educate  the 
tr.iin  men,  including  engineers  and  fire- 
men in  a  technical  way  than  any  other 
literature    they    can    find." 

-Mr.  Conger  said  :  "I  can  reach  the  men 
by  writing  an  article  in  some  of  the 
railway  papers,  when  I  can't  touch  them 
in  tin-  nmnd  house  or  on  the  engine. 
When  they  get  their  Locomotive  E.\- 
GiNKEKiNG  and  get  tluir  feet  up  after 
supper  and  read  it.  they  believe  every 
word.  I  lielieve  in  encouraging  engine- 
men  to  read  such  sucli  papers  as  Locomo- 
tive Engineeri.ng.  It  pays  the  company 
as   well   as  the  men." 


Imaginary  Troubles. 

Snmc  people  of  a  nervous  temperament 
imagine  that  magnets  affect  their  nerves, 
but  it  is  entirely  imaginary.  That  is,  they 
will  go  almost  distracted  wlien  they  are 
aw.ire  that  they  are  within  the-  inlhience 
of  a  magnet.  -Xn  emincnl  Italian  jihysi- 
cian  was  consulted  about  a  man  wlio 
seemed  to  be  intensely  su^ieptiblc  to  mag- 
netic induence.  The  ph\  m.  iati  carried  a 
piece  of  common  iron.  I'l  riiud  into  the 
shape  of  a  horse  shoe  m.iu'iiet.  into  the 
patient's  room,  and  he  imnn-rliatcly  went 
into  convulsions  A  short  time  afterward 
the  magnet  dreading  patient  agreed  to 
preside  at  a  scientific  meeting  and  tlie 
aforementioned  physician  secrdely  intro- 
duced beforehand,  very  powerful  magnets 
into  the  cliair  where  the  presiding  officer 
woultj  sit.     The  meeting  lasted  two  hours 


and  the  man  who  fainted  at  the  sight  of 
what  he  thought  to  be  a  horse  shoe  mag- 
net, displayed  no  discomfort  at  sitting  in 
a  strong  magnetic  field. 

We  think  this  species  of  self  deception 
is  by  no  means  novel  and  its  effects  have 
been  often  demonstrated  in  the  reception 
given  by  different  men  to  new  railway 
appliances.  We  recently  heard  two  intelli- 
gent master  mechanics  describing  their 
e.Nperieiiccs  with  a  certain  scale  preventa- 
ti\e  for  boilers.  The  feed  water  in  both 
cases  was  practically  the  same,  but  one 
found  the  scale  remedy  utterly  useless, 
while  the  other  said  it  was  a  perfect 
remedy.  The  same  kind  of  contradictory 
testimony  may  be  found  about  every  im- 
provement introduced  for  locomotive  use. 


Iron   and   Steel   Processes. 

It  is  to  Tubal  Cain  that  we  owe  the  in- 
centive which  has  resulted  in  the  devel- 
opment of  iron  and  steel  to  its  present 
condition.  It  was  he  who  started  man- 
kind on  a  new  quest,  the  quest  of  the  use 
of  iron,  and  consequently  we  have  the 
multitudinous  products  which  are  made 
from  iron  and  steel  and  upon  which  we 
place  so  much  dependence.  The  sons  of 
Tubal  Cain  have  been  striving  to  the  ut- 
most to  increase  the  use  of  steel  and 
iron,  better  its  i|Uality  and  increase  the 
i,uantity.  in  order  tli:it  we  may  have  at 
our  disposal,  not  only  the  best  but  a 
plentiful  supply  of  it.  It  is  undoubtedly 
true  that  at  the  present  time  more  men 
are  engaged  in  thi';  industry  ami  its  al- 
lucl  ,irts  than  in  any  other  single  industry 
■  if  till-  c.'iintry.  and  after  all  these  years 
of  careful  research  and  investigation  the 
.irt  is  still  in  its  infancy,  and  there  are 
many  problems  which  yet  remain  to  be 
Worked  out.  The  progress  in  the  art  of 
manufai  turing  iron  and  steel  has  been 
most  remarkable  in  the  last  years,  and  of 
all  the  factors  wdiich  have  contributed  to- 
wards it.  none  have  been  more  influential 
than  the  destructive  forces  of  corrosion, 
which  h.ivc  challenged  the  best  efforts  of 
man  to  produce  a  permanent  iron  or  steel 
product,  and  it  is  a  w(dl-estabHshed  fact 
that  the  processes  of  manufacture  have 
much  more  to  do  with  the  final  lasting 
quality  of  the  material  than  was  formerly 
supposed. 


Council  of  War. 

Archie  was  playing  Indian  with  his 
little  comrades,  who  were  all  arrayed 
in  more  or  less  aboriginal  costume, 
and  apparently  having  a  fine  time  yell- 
ing and  racing  about  the  back  yard.  A 
council  of  war  was  decided  upon,  and 
things  quieted  down  for  a  while.  After 
some  time  Archie  entered  the  house,  look- 
ing rather  pale  and  weak,  and  without  a 
word  threw  himself  upon  the  couch. 
Mother  happened  to  pass  through  the 
room,  and,  glancing  towards  the  couch, 
saw  Archie,  rather  doubled  up,  and  look- 
ing far  from  contented.  "Why,  my  child." 
she  exclaimed,  "how  you  look!  You  are 
as  white  as  chalk !  You  boys  have  been 
hitting  one  another  all  to  pieces  again!" 
"No,  we  haven't,  mother."  returned  Ar- 
chie in  a  whisper.  "Well,  do  tell  me  what 
is  the  matter  with  you  then."  "Oh,  we 
just  had  a  council  of  war,  and  we  had  to 
smoke  the  pipe  of  peace." 


Useless  Knowledge. 

We  all  know  what  a  low  opinion  the 
late  rresideiit  CraiK'  held  on  college  edu- 
rjilion  for  business  men,  (Hher  eminent 
men  share  Mr,  Crane's  \iews  on  that 
subject, 

A  writer  in  a  leading  Pirilisb  ma.gazine 
says:  "Greek  is  useless  but  its  uselessness 
is  the  very  strongest  reason  for  its  being 
a  compulsory  subject  in  the  university 
course.  Fc.r  the  true  function  of  a  uni- 
versity education  consists  of  tiseless 
knowledge  uselessly  taught." 


Quite  a  Stranger. 

There  was  "standing  room  only"  in  the 
subway  car,  and  the  two  young  women 
peered  in  vain  for  a  seat.  "Just  watch 
me  get  one,"  the  prettier  of  the  two 
whispered.  She  approached  a  "tired  busi- 
ness man,"  whose  nose  was  in  his  paper. 
"Why,  Mr.  Smith,  how  do  you  do? 
You're  quite  a  stranger.  Will  I  accept 
your  seat?  Oh,  thank  you  so  much." 
With  a  malicious  smile  the  man  arose 
and  doffed  his  hat.  "Sit  down,  Nora,  my 
girl,"  he  said.  "Have  yon  been  ill"  I 
hear  you  didn't  call  for  our  wash  this 
week!"  And  "Nora"  crimsoned  while 
the    car    tittered. 


Found   Three   of   Them. 

Three  dudes  were  walking  along  the 
street  one  day  and  met  an  old,  decrepit 
minister,  with  whom  they  expected  to 
have  fun.  The  first  dude  called  out,  "Hel- 
lo, Father  -Miraham."  The  second  said, 
•Tlello.  bather  Isaac."  and  the  third  ex- 
claimed, "Hello.  Father  Jacob."  The  min- 
ister was  familiar  with  the  application  of 
Scripture  texts  and  replied:  "I  am  neither 
Abraham.  Isaac  nor  Jacob:  but  Saul,  the 
son  of  Kish,  looking  for  his  father's  asses, 
and  behold  I  have  found  three  of  them." 


Fear  of  Competition. 

Among  the  people  who  build  machine 
tools  and  special  mechanical  appliances 
there  lias  long  been  nervousness  displayed 
for  fear  rivals  might  find  out  something 
from  the  designs  put  upon  the  market. 
Those  who  are  afraid  that  competitors 
will  find  out  something  should  refiect  on 
Kipling's  lines : 
"They  copied  all   I  could   follow. 

But  they  couldn't  copy  my  mind : 
.■\nd    I    left    'em    swearing    an<I    stealing 

.-\  vear  and  a  half  behind." 
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A  Gossip  Hit. 

During  tlic  latter  years  ui  his  life  the 
well  known  editor,  Mathias  N.  Forney, 
was  very  much  troubled  with  visitors  who 
would  indulge  in  senseless  gossip  without 
realizing  the  value  of  their  host's  time. 
One  day  an  inveterate  offender  was  steal- 
ing Mr.  Forney's  time  and  he  asked : 
"What  do  you  do  when  people  come  in 
and  bore  you?" 

"When  they  stay  too  long,  the  office  boy, 
who  is  very  bright,  and  knows  just  when 
to  interfere,  tells  me  that  a  gentleman  is 
in  the  counting-house  waiting  to  see  me 
on  important  business." 

"Ha!  ha!     That's  a  capital  way  to  get 

rid  of  bores   who  don't  know "'     Just 

then  the  boy  opened  the  door,  sang  out : — 
"Gent  in  the  countin'-house,  sir,  waitin' 
to  see  you  on  important  business !" 


North    and    South    Handed. 

As  regrrds  the  moral  significance  of  the 
right  and  left  hands  a  Highland  friend, 
who  is  something  of  a  Gaelic  scholar,  gives 
(says  a  writer)  the  interesting  informa- 
tion that  in  Gaelic  the  right  and  left 
hands  become  respectively  the  "south" 
hand  and  the  "north"  hand.  The  moral 
aspect  of  it  comes  out  in  the  Gaelic  idea 
of  the  south  as  rich,  well  favored  and 
fortunate,  and  the  north  as  the  reverse. 
In  the  "south"  hand  are  carried  riches 
and  honor.  The  north-handed  man  is 
unlucky.  And  now  we  know  why  it  is 
so  many   Scotsmen  go  southward ! 


The  Fire  Escape. 

They  were  country  people,  pure  and 
simple,  but  they  liad  read  the  home  papers 
and  thought  they  were  educated  up  to  all 
the  improvements  of  the  day. 

When  they  visited  Washington,  D.  C., 
they  went  through  the  Navy  Department 
and  saw  the  models  of  some  of  the  new 
battleships. 

Pointing  to  a  companion  ladder  hanging 
over  the  side  of  one  of  the  ships,  she  asked 
her  better  half  what  it  was. 

"Oh,"  he  replied,  "that's  the  fire  escape." 


A  Quick  Passage. 

.•\n  old  Pennsylvania  German  living  in 
the  mountains  had  a  hard  three  hours' 
dusty  walk  to  accomplish  one  morning 
and  he  rose  very  early  to  make  his  start. 
He  had  gone  but  a  little  way  when  he 
was  overtaken  by  an  automobile,  which 
was  probably  the  first  that  had  passed 
along  that  way.  The  driver  picked  up 
the  old  man  and  they  were  at  his  destina- 
tion in  about  twenty  minutes. 

"Danks  so  much  awfully  mit  de  ride. 
If  I  liad  known  myself  to  be  here  already 
two  hours  in  front  of  de  clock  I  vud  be 
at  home  fast  asleep  already  to  start  un- 
less I  knew  you  vud  not  have  picked  me 
up  since." 


Ancient   High  Civilization. 

In  llie  history  of  the  world,  a  dense 
period  of  darkness  blotted  oUt  remem- 
brance of  what  had  been  achieved  in  the 
earlier  civilization  and  much  of  modern 
progress  made,  is  reinventing  devices  and 
processes  that  were  familiar  to  people 
very  long  ago. 

The  .-Assyrian  empire,  which  was  form- 
ed about  1250  B.  C,  was  celebrated  for 
what  we  would  call  industrial  achieve- 
ments, at  a  time  when  war  was  the 
pastime  of  other  nations.  Architecture 
was  their  chief  glory  and  their  sculpture 
displays  a  wonderful  grandeur,  dignity, 
boldness  and  strength. 

In  the  useful  and  mechanical  arts,  they 
had  reached  great  skill.  They  not  only 
had  transparent  glass,  but  even  lenses ; 
they  were  well  acquainted  with  the  prin- 
ciple of  the  arch  and  used  it  in  the  con- 
struction of  aqueducts  and  tunnels.  They 
knew  the  use  of  the  pulley,  the  lever 
and  the  roller ;  they  understood  the  arts 
of  enameling,  inlaying  and  overlaying 
with  metals ;  they  cut  gems  with  the 
greatest  skill  and  finisii,  and  in  the  ordin- 
ary arts  of  life,  they  were  nearly  on  a  par 
with  modern  practices. 


Discipline. 

Various  incidents  of  railway  operating 
of  late  years  have  raised  the  question, 
"Does  discipline  of  railway  train  men 
make  them  more  efficient?"  Years  ago. 
when  Charles  Francis  Adams  w'rote  his 
book  on  railroad  accidents,  lie  maintained 
that  the  American  locomotive  engineer 
could  be  depended  ui)on  to  bring  his  train 
over  the  road  safely  under  circumstances 
that  wi.'uld  mean  disaster  in  other  coun- 
tries. And  these  men  were  subjected  to 
the  least  possible  discipline.  The  Ameri- 
can engineer  had  practically  the  help  of  no 
signals  and  had  to  depend  upon  his  own 
judgment  and  vigilance.  Since  Adams 
wrote  nearly  all  railroads  have  intro- 
duced elaborate  signal  systems,  with  de- 
tailed rules  of  operating,  yet  train  acci- 
dents have  become  more  numerous. 

.Among  the  train  men  of  every  railroad, 
there  are  a  certain  numlier  of  men  who 
are  inefficient  and  always  meeting  with 
mishaps.  .A.  strict  system  of  discipline 
weeds  these  men  out  wliich  is  an  advan- 
tage to  themselves  and  to  all  other  men 
likely  to  suffer  from  the  mistakes  of 
blunderers.  We  certainly  think  that  train 
men  are  not  sulTering  from  too  much 
discipline. 


Heat. 

What  is  heat?  Heat  is  a  mode  of  mo- 
tion. That  jsi  it  is-'in  immaterial  force 
resulting  froin  vibrations  of  the  molecules 
or  atoms  of  matter.  The  more  rapid  the 
vibrations  the  greater  the  heat. 

What  are  the  Principal  Sources  of 
Heat?  The  sun  is  the  greatest  source 
of  heat  on  the  earth.  All  the  coal,  the 
oil  and  the  vegetable  matter  used  for 
heating  purposes  were  originally  vitalized 
by  the  sun's  rays.  The  earth's  surface 
receives  some  heat  from  the  interior  of 
the  globe  which  is  no  doubt  a  molten 
mass.  Hot  springs  and  the  lava  thrown 
up  by  volcanoes  seem  to  prove  this. 
Other  sources  of  heat  are  chemical  action, 
mechanical   action  and  electricity. 

What  is  the  Dynamic  Theory  of  Heat? 
.•\n  old  theory  respecting  heat  made  it  out 
to  be  a  subtle  substance  residing  between 
the  atoms  of  bodies.  The  effects  of  fric- 
tion and  impact  in  creating  heat,  con- 
vinced scientific  men  that  heat  was  the 
rapid  vibrations  of  the  molecules  in  ordi- 
nary matter. 

In   what  way  does  heat   diffuse  itself? 

1.  By  Conduction  when  the  molecular  vi- 
brations are  transmitted  directly  from 
one  molecule  to  another,  as  in  the  case 
of  a   poker  getting  hot  outside   the   fire. 

2.  Connection  diffuses  heat  by  putting 
the  molecules  into  energetic  vibration  vi- 
bration, as  in  the  boiling  of  a  caldron  set 
upon  a  fire.  3.  Radiation,  as  when  the 
warm  rays  of  a  furnace  fire  throw  heat 
upon  the  heating  surface. 

What  is  the  Thermal  Capacity  of  a 
lody?  The  ratio  of  the  heat  required  tj 
raise  the  temperature  of  one  pound  "t 
water  one  degree  at  its  greatest  density, 
69  degrees  Fahr. 


The  State  of  Louisiana  has  eleven  legal 
holidays  each  year,  the  highest  number  of 
any  state  in  the  L'nion.  It  is  expected  that 
when  labor  unions  liccome  more  powerful 
in  the  state,  that  a  icw  ot  the  legal  holi- 
davs  will  be  cut  out. 


Completion  of  Mount  Royal  Tunnel. 

.After  over  a  year  of  tunneling  ihron.^h 
3.1/10  miles  of  rock,  the  railroad  tunnel 
under  Mt.  Royal,  Montreal,  was  com- 
pleted. This  establishes  a  record  for  tun- 
nel building  through  such  material  in 
.\nierica.  The  work  was  done  by  tlv.- 
Canadian  Northern  Railway  Company. 
The  excavation  of  Swiss  tunnels  has  been 
done  in  less  time,  but  generally  the  rock 
encountered  was  not  so  hard  as  that  at 
Mt.  Royal.  The  present  inside  measure- 
ments of  the  tunnel  are  8  x  12  feet 
When  the  work  is  completed  it  will  iie 
enlarged  to  22  x  30  feet  to  accommodate 
two  tracks. 


The  United  States  Light  &  Heating 
("ompany  has  changed  the  location  of  its 
New  York  City  branch  sales  office  from 
30  Church  street  to  210  West  Fiftieth 
street,  bringing  the  New  York  service 
station  and  sales  office  into  the  same 
building.  The  general  offices  of  the  com- 
pany remain  at  30  Church  street. 


116 


RAILWAY  AND  LOCOMOTIVE  ENGINEERING. 


March,  1914. 


The  Roybel  Packed  Ball  Joint 


I'he  Roybel  Packed  Ball  Joint  is  com- 
|)osed  of  a  Ball  "C"  (reference  being 
made  to  cut)  wliich  is  enclosed  in  a  col- 
lapsible casing  composed  of  parts  "A,  B, 
E",  and  flexible  ring  '"B".  and  Roybel 
Packing  "D."  The  collapsible  casing  is  a 
mechanical  construction,  the  feasibility  of 
wliich  we  believe  will  be  admitted  when 
we  say  that  its  object  is  to  compress  the 
packing  about  the  ball  when  required, 
by  tightening  the  spanner  nut  "E,"  which 
operation  is  practically  all  that  is  required 
when  in  need  of  repairs  on  account  of  a 
leak,  and  can  be  repeated  as  often  as  re- 
t|uired. 


stood  that  as  Roybel  is  a  metallic  pack- 
ing, and  has  these  qualities  and  with 
liberal  use  of  graphite  in  its  composition 
improves  its  wearing  qualities  and  sup- 
plies the  necessary  lubrication  for  the 
ball   joint. 

The  Roybel  Packed  Joint  has  been  sub- 
mitted to  severe  tests,  and  has  been  used 
for  three  years  in  passenger  train  service 
giving  perfect  satisfaction.  For  air  and 
steam  lines  between  engine  and  tank, 
also  for  locomotive  blower  and  blow  off 
lines  in  engine  houses,  the  drawing 
shows  connection  between  engine  and 
tank. 


)i    k(isi',i;i,   i'.\(  Ki;i)   I'.Ai.i.   ii]i.\r. 


koybel  racking  is  Li>iuprLssL<l  between 
the  inner  walls  of  the  casing  and  the  out- 
er walls  of  the  ball,  which  on  account  of 
its  nature  forms  a  hard  lubricated  metal 
seat  for  the  ball,  of  sucli  density  that  it 
uill  prevent  tlie  cscajie  nt  lluids  under 
pressure,  and  will  not  ci'rn.dc  or  burn 
out,  and  as  it  can  be  readily  seen  the  life 
iif  the  joint  depends  mat>  rially  on  the 
packing.  .A  wnrd  as  to  llic  packing  is 
necessary,  in  the  study  of  packing  it  is 
very  plain  that  metal  has  the  desired 
density,  heat  resisting,  wearing  and  non 
cunoding  qualities  necessary  lor  an  ideal 
packing,  therefore  it  can  be  readily  under- 


One  of  the  features  nf  the  Royliel 
Steam  Heat  and  Air  Connection  is  its 
simplicity  and  easy  way  in  wliich  the 
tank  can  be  separated  from  the  engine. 
.Ml  that  is  necessary  to  do  is  to  remove 
cotter  pin  and  open  swivel  joint.  It  is 
not  necessary  to  touch  the  ball  joints  in 
;iny  way.  This  connection  has  less  parts 
wliich  re(iuire  packing  and  tightening 
than  the  connections  now  generally  used 
liy  railroads. 

Repeated  tests  have  shown  the  effi- 
cacy and  durability  of  this  packing,  and 
its  rapidly  growing  popularity  is  the  best 
proof   of   its   adaptability. 


Great  Cities  Unserved  by  Sailways. 

A  widespread  impression  prevails  that 
there  would  be  no  great  cities  were  it  not 
that  railways  tend  to  concentrate  the  pop- 
ulation. That  were  it  not  for  the  rail- 
ways that  tend  to  huddle  population  into 
small  areas,  there  could  be  no  New  York, 
Chicago,  Philadelphia  or  Boston.  Yet  in 
ancient  times  immense  cities  were  built 
and  their  populations  managed  to  live. 

Damascus,  the  oldest  city  in  the  world, 
had  a  circumference  of  six  miles  and  con- 
tained in  ancient  times  500,000  inhabitants. 
Other  ancient  cities  were  much  larger. 
Xineveh  was  15  miles  long,  8  miles  wide 
and  40  miles  round,  with  a  wall  100  feet 
liigh,  and  thick  enough  for  three  chariots 
to  run  al>reast.  Babylon  was  50  miles 
in  extent  within  the  walls,  which  were 
H7  feet  thick  and  350  feet  high  with  100 
brazen  gates.  The  temple  of  Diana  in 
Ephesus  was  420  feet  to  the  support  of 
the  roof.  The  largest  of  the  pyramids  is 
461  feet  high  and  653  feet  on  the  sides ;  its 
base  covers  11  acres.  The  stones  are 
about  30  feet  in  length  and  the  layers  are 
380.  It  employed  330,000  men  in  building. 
The  labyrinth  in  Egypt  contains  300 
chambers  and  250  halls.  Thebes  in  Egypt 
presents  ruins  27  miles  round.  Athens 
was  25  miles  round  and  contained  350,- 
000  citizens  and  400,000  slaves.  The  walls 
of  Rome  were  13  miles  round. 


The  Age  of  Science. 

Lord  Melbourne  once  said  that  he  could 
not  understand  how  a  man  like  Faraday 
could  spend  hi'-  time  in  "fooling  round 
with  a  magnet."  Yet  out  of  that  fooling, 
proceeded  the  professor,  had  come  elec- 
tricity, with  all  its  wonderful  achieve- 
ments, and  a  great  industry  which  now 
employed  more  people  than  the  British 
.•\rmy.  As  for  Lord  Melbourne,  he  was 
as  dead  as  Martin  Tnpper,  while  Faraday 
was  as  certain  of  immortality  as 
.\rchiniedes,  Galileo,  or  Newton.  It  was 
not  sufficiently  realized  that  the  dis- 
coveries of  Lord  Lister  had  already  saved 
more  lives  than  were  lost  in  the  whole 
of  the  Napoleonic  wars;  yet  people  still 
thought  more  of  a  general  or  a  com- 
mander of  any  sort  than  of  a  great 
scientist  like  him.  We  lived  in  a  glorious 
age  of  glorious  achievements;  but,  just 
as  the  age  of  Phidias  was  the  age  of 
sculpture,  that  of  Raphael  the  age  of 
painting,  and  that  of  Shakespeare  the  age 
of  literature,  so  the  age  of  Faraday.  Dar- 
win and  Pasteur  was  the  age  of  science. 

A  Very   High   Bridge. 

What  is  claimed  to  be  the  highest 
bridge  in  the  world  spans  the  Zambesi 
River,  at  the  \'ictoria  Falls,  in  Northern 
Rliodesia,  .Africa.  It  traverses  the  river 
in  one  span  of  600  feet,  is  30  feet  wide 
and  420  feet  above  the  water.  It  was 
built  in  1904  by  a  British  bridge  coni|>any 
for  the  Rhodesian  railwavs  trust. 


March,  1914. 


KAII.WAY   A.\D   LO(  OMOTIVE   ENGINEERING. 


117 


DIXON'S  GRAPHITE 

ENGINE  ERONT 

FINISHES 


THE  front  end  of  a  loco- 
motive is  a  pretty  hot 
proposition.     The  heat 
qtiickly  destroys  anything  in 
the  nature  of  a  paint  put  on 
there — and    then    there's    the 
job    to    do    all    over    again. 
Tliere's   the   cost  of  material 
and    the    cost    of    labor,    for 
each     application — and     each 
application  lasts  only  a  little 
while.     More  than  this,  a  lot 
of    paints,    when    they    burn, 
give      oflf      offensive      fumes 
which  blow  back  in  the  engi- 
neer's    eyes — sometimes     al- 
most blinding  him  and  never 
helping  his  sight.     The  great 
superiority  of  Dixon's  graph- 
ite   for   engine    front   finishes 
lies  in   its  heat-proof  quality. 
It  is  about  the  most  refractory 
substance  known.    In  its  flake 
form  it  has  a  peculiar  affinity 
for  metal  surfaces.    Mixed  for 
ready  application   with    some 
medium  like  mineral  oil,  it  is 
easily      jjut       nn  —  and       the 
medium      quickly     dries     up. 
leaving  a  durable  coating  of 
lustrous,  heat-proof,  weather- 
proof graphite   that   will    last 
six  to  nine  weeks  and  which 
gives   off  no   fumes   or   odor. 
Here  is  economy  of  material 
and  labor,  and  freedom  from 
danger  of  impaired  eye-sight. 
You  can  have  Dixon's  Graph- 
ite     Engine      I'Vont      l'"inishes 
(paste)     in     either     black     or 
grey — easily    applied,    lasting 
in   their  effect>.   free   from   all 
objections. 

Send    for   "Graphite    Prod- 
ucts for  the  Railroad,"  No.  69. 


Made  in  JERSRY  CITY.  N.  J. 
by  the 

JOSEPH  DIXON 
CRUCIBLE  CO. 

Estahliahed  1827 


RAILROAD    NOTES. 

1  lie  Bangor  &  .Aroostook  is  in  the  mar- 
ket for  30  freight  cars. 

The  Wabash,  it  is  said,  is  in  the  market 
for  sixty  new  locomotives. 


The  Missouri  Pacific  is  said  to  be  in 
the  market  for  100  passenger  cars. 

'Ihe  Delaware  &  Hudson  is  in  the  mar- 
ket for  10  Pacific  type  locomotives. 

The  Georgia  Southern  &  Florida  is  in 
the   market  for  six  locomotives. 

The  Texas  &  Pacific  will  be  in  tlic  mar- 
ket 111  tlie  near  future  for  15  locomotives. 

The  Detroit  Terminal  has  ordered  three 
switchers  frmn  tlio  .American  Locomotive 
Company. 


'1  he  Texas  &  Pacific  will  soon  be  in 
the  market  for  I.5(K)  to  2.000  .gondolas 
;inil  box  cars. 

The  Xew  Orleans  &  Northeastern  is 
in  the  market  fnr  iuur  Pacific  and  six 
-Mika.l..  K.cnnH.tivvs. 

The  Pennsylvania  hps  ordered  34  loco- 
motives. These  locomotives  are  to  be 
built  at  its  Alloona  shops. 

The  Michigan  Central  has  purchased 
lour  electric  locomotives  from  the  Gen- 
eral I'"Iectric  Company  for  use  in  the  De- 
troit  river  tunnel. 

The  Atchison.  Topeka  &•  Santa  Fe  is 
rei)orted  in  thi-  market  for  1,000  freight 
cars.  This  road  leeiMUly  placed  a  large 
order  for  cars. 


hou.se  at  the  Glenwood  yards,  Raleigh, 
N.  C,  is  now  in  the  course  of  construc- 
tion.    Work  was  started  a  few  days  ago. 


The  Canadian  Pacific  is  reported  in  the 
market  for  70  locomotives. 

The  Illinois  Central  is  reported  in  the 
ii:arket  for  70  locomotives. 


Five  thousand  freight  cars,  aggregating 
in  vahie  about  $5,500,000,  have  been  or- 
dered by  the  Union  Pacific.  This  is  one 
of  the  largest  equipment  orders  that  has 
been  reported  for  months. 


The  Chesapeake  &  Ohio  has  ordered 
2,000  gondola  cars.  The  Standard  Steel 
Car  Company  and  the  Cambria  Steel  Com- 
l>any  will  each  build  1,000  of  these  cars. 


TIh-    Pennsylvania    will 
within    a    few    day*    for    i 
ments  for  1914.  which,  it 
exceed    150,000  Ions. 


ssue  mquiries 
rail  requ ire- 
said,  will  not 


There  is  now  un<ler  construction  for 
the  Chicago  Great  Western  by  the  .■\mer- 
ican  Car  and  I'oiuidry  Company  six  60- 
foot  all   steel  passen.ner  cars. 

The  Chicag<i  &  Xorth  Western  has 
place<l  orders  for  2.~.000  tons  of  rails  for 
main  line  and  9,000  tons  for  the  Chicago. 
St.   Paul.   .Minneapolis  S:   Omaha. 

The    Xorfolk     Snmhern's    new    round- 


Ihe  Buffalo,  Rochester  &  Pittsburgli 
has  ordered  IS  locomotives.  Of  these 
locomotives  5  are  to  be  of  the  Mallet 
type,  weighing  70,000  pounds  each,  an<l 
10  will  be  of  the  Mikado  type,  weighing 
45,000  pounds  each. 

The  New  York,  Philadelphia  &  Norfolk 
has  awarded  a  contract  to  the  Roberts  & 
Schaefer  Co.,  Chicago,  for  the  building 
of  a  large  reinforced  concrete  fireproof 
locomotive  coaling  and  sanding  plant  at 
Cape  Charles,  Va. 

The  Louisville  &  Nashville  is  building 
an  eight-stall  roundhouse,  and  is  also 
putting  up  small  shop  buildings  at  Ir\ine. 
Ky.  1  his  road  will  build  repair  shops  at 
South  Louisville.  Ky.,  requiring  about  660 
tons  structural  shapes,  contract  for  which 
has  been  let  to  the  McClintic- Marshall  Co. 


Contracts  have  been  signed  by  the  Buf- 
falo. Rochester  &  Pittsburgh  for  1,000 
new  freight  cars.  Five  hundred  of  the 
cars  will  be  of  the  regulation  type  and 
size  for  merchandise  traffic,  while  500  will 
be  of  the  gondola  type,  46  feet  in  length 
and  with  a  capacitv  of  100,000  pounds 
each. 

.\1I  ol  the  steel  bridges  on  the  Baltimore 
and  Ohio  Southwestern  and  the  Cincin- 
nati, Hamilton  and  Dayton  lines  that  were 
destroyed  or  <lamaged  by  the  flood's  last 
spring  have  been  rebuilt  or  repaired  and 
traflic  has  been  resumed  over  all  of  these 
structures.  The  last  bridges  to  be  put  in 
operation  were  at  Hamilton.  O..  and  Law- 
renceburg,  Ind. 


Plans  have  been  completed  by  Mr.  II. 
C.  Manchester,  superintendent  of  motive 
power  and  machinery  of  the  Lackawanna, 
for  the  construction  of  14  freight  locomo- 
tives of  the  Pacific  type  and  four  pas- 
senger engines  of  the  same  type,  which 
will  cost  the  company  $450,000.  They 
will  have  a  tractive  effort  of  45,000 
pounds.  The  weight  of  the  latter  will  he 
288,000  pounds  each,  with  a  tractive  ef- 
fort of  40,000  pounds.  This  new  power 
will  probably  lie  delivered  by  June  I  and 
the  freighters  will  haul  the     fast  trains. 
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Locomotive  Ratios. 

The  first  bulletin  of  the  year  issued 
by  the  .-Xmerican  Locomotive  Coinpany 
is  a  very  valuable  contribution  to  railroad 
literature  and  is  the  result  of  much  in- 
quiry and  careful  calculations  by  Mr. 
F.  J.  Cole,  the  company's  chief  consulting 
engineer.  The  document  presents  an  in- 
teresting explanation  of  the  company's 
method  of  determining  the  heating  sur- 
face, grate  area,  coal  burned,  water  evap- 
orated, and  other  related  pro[)ortions  of 
locomotives.  These  rules  are  based  on 
cylinder  and  boiler  horsepower  and  on 
projier  eva]i"rating  values  being  assigned 
to  fireljox.  tube  and  flue,  arch  tube  and 
combustion  cliamlier  healing  surfaces. 
The  usual  practice  was  to  proportion  the 
heating  surface  of  the  tubes  and  firebox, 
and  the  grate  area  by  the  ratio  existing 
between  them  in  square  feet  and  the 
cylinder  volume  in  cubic  feet.  The  vol- 
ume of  one  cylinder  in  cubic  feet  was 
taken  and  midtiplied  by  some  figure  from 
400  to  600  to  obtain  the  required  amount 
of  heating  surface  in  square  feet.  This 
figure  varied  with  the  class  of  engine 
and  condition  of  service. 

The  subject  was  brought  up  before  the 
Master  Mechanics'  .Association  in  1897, 
and  certain  ratios  were  then  recommend- 
ed, bm  steam  pressures  and  length  of 
tubes  liave  increased  to  such  an  extent 
tliat  the  older  ratios  are  not  now  of 
service  in  the  present  day  calculations. 
The  radical  changes  in  locomotive  con- 
struction with  pressures  ranging  from 
150  to  2,S0  pounds,  and  tube  lengths  from 
10  to  24  feet,  and  tube  spacing  from 
9-16  in.  to  1  in.,  together  with  the  use 
(if  superheated  sleam  make  it  difficult 
t'i  ')l)lain  even  r'niyh  approximations, 
u~ing  the  lylin^kr  vhime  as  a  base,  un- 
less a  number  'if  c  ivrections  arc  intro- 
duced for  each  C"n<liiic..n.  Mr.  Cole  has 
succeeded  in  gelling  away  from  the  old 
arbitrary  and  tmsaiislacl.u'y  method  of  de- 
signing locomotive  healing  surface  by  cyl- 
inder ratios,  the  idea  of  using  the  cyl- 
inder h..rse-power  suggesting  itself  as 
fi  inning  a  very  desirable  l)asis  for  the 
iuating  surface,  grale  area  and  IuIk-  area. 
.\  series  uf  tables  arc  presented  in  the 
liuUelin  frcm  the  most  rereut  available 
d.ita.  It  is  shown  that  wiili  saturated 
>ti-ani  the  average  maximum  Iiorse-power 
i-  reached  at  aljout  700  feet  piston  speed 
per  miiivue;  constant  horse-power  at  700 
i.i  1,000  feet  piston  speed,  and  then  slighl- 
\y   d',crea>ing   at  higher  vcl'"iiir<. 

Reports  from  the  testing  |i';inl  of  the 
I'ennsylvania  railroad  at  .Mioon.i  are 
rkilftilly  iiUroducerl  and  coi:ilii~ions  are 
nacheil  ili.it  a  horsepower  cm  be  ob- 
tained from  2,i  to  29  pounds  of  >aturated 
strain  in  simiile  cylinders  with  piston 
speed.i  of  7(K)  to  LOCK)  feel  per  minute, 
.\    f.iir   a\er.ice    value   hu«    !■■  ni    taken    at 


27  pounds,  and  in  a  similar  way  20.8 
pounds  for  steam,  superheated  200  degrees 
and  over.  The  evaporation  of  combined 
firebox  and  tube  heating  surface  in  a 
locomotive  boiler  having  2J4  in.  tubes, 
IS  feet  long,  spaced  15-16  in.,  is  taken  at 
13}s  pounds  of  water  per  square  foot 
per  Iiour.  'While  careful  tests  show  that 
the  evaporation  can  be  increased  under 
the  most  advantageous  conditions  to 
14->4  or  15  pounds  per  hour  with  high 
degrees  of  smoke-box  vacuum,  it  is  con- 
sidered better  practice  to  take  the  lower 
figure  in  order  to  provide  a  margin  for 
average  conditions. 

Tlie  lengthening  of  boiler  tubes  from 
12  to  14  feet  to  20  and  even  24  feet  have 
resulted  in  decreasing  the  smoke-box 
teinperature  from  about  750  to  800  de- 
grees, to  550  to  600  degrees,  the  only 
increase  of  energy  required  being  the 
slightly  greater  draft  in  the  smoke-box 
to  pull  the  gases  through  the  long  tubes. 
The  fuel  economy  therefore  is  greater, 
as  has  been  shown  by  tests  in  the  mod- 
ern engine,  than  in  older  types,  as  the 
range  of  teinperatures  at  which  the  en- 
gine works,  that  is,  the  difference  between 
the  temperature  of  the  furnace  and  that 
of  the  stack  with  the  long  tube  locomo- 
tive, is  greater. 

Through  the  series  of  tables,  as  we 
have  stated,  there  are  an  array  of  fact^ 
and  figures  and  illuminating  data  that  is 
so  co-related  that  with  unerring  accuracy 
tlie  effect  of  each  variation  in  dimensions 
ill  the  princi"pal  parts  of  the  locomotive 
is  shown  with  the  corresponding  effects 
on  horse-iiower  and  velocity  with  the 
.■iiiioimt  of  water  evaporated  for  each 
pound  of  coal.  From  this  mass  of  data 
it  is  readily  discoverable  what  may  be  ex- 
pected from  any  design  of  locomotive,  as 
well  as  to  construct  locomotives  tn  meet 
the  expectations  tliat  may  arise  from  an\ 
particular  situation. 

It  may  be  adde.l  that  the  method  of 
proportioning  referred  to  and  which  is 
so  fully  and  clearly  docribed  in  the  bul- 
letin has  been  used  by  the  .American 
Loc.imotive  Company  for  the  last  three 
_\ears  in  all  their  locomotive  designing. 
It  is  during  this  period  that  Mr.  Cole 
h.is  had  ample  opportunities  on  numerous 
road  tests,  laboratory  tests,  and  records  of 
engines  in  service  that  have  been  investi- 
gated and  carefully  compared  with  the 
tallies  of  ratios,  and  the  collected  results 
h:i\e  been  adopted  as  the  Company's 
standard.  The  Bulletin  Xo.  1017,  should 
not  only  lie  carefully  perused  by  all  who 
are  interested  in  locomotive  construction 
.and  operation  but  a  copy  should  be  kept 
for  reference  and  it  will  lie  found  more 
Useful  than  half  a  dozen  anliquated  cycb'- 
pedias,  especially  of  the  vinl.ige  of  ki.-t 
ceimirv 


GOLD 

Car 
Heating 

Lighting 
Company 


Manufacturers  of 

ELECTRIC, 
STEAM  AND 
HOT  WATER 
HEATING 
APPARATUS 

FOR  RAILWAY  CARS 

VENTILATORS 

FOR    PASSENGER 

AND   REFRIGER- 

ATOR     CARS 

ACETYLENE  SYSTEM 
OF    CAR     LIGHTING 


Send  for  circular  of  our  combina- 
tion PRESSURE  AND  VAPOR 
SYSTEM  OF  CAR  HEATING, 
which  system  automatically  main- 
tains about  the  same  temperature  in 
the  car  regardless  of  the  outside 
weather  conditions. 

Main     Office,     Whitehall     Building 

17    BATTERY    PLACE 

NEW    YORK 
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NOW  IS  THE  TIME  to  install  a 

Rue  Boiler  Washer 
and  Tester, 

For  you  will  need  it  wlicii  cold 
weather  comes.  It  will  wash  out, 
test  and  fill  your  boiler,  all  with 
hot  water,  and  have  it  ready  for 
use  in  one  hour. 


Rue  Manufacturing  Co., 

228  CHERRY  STREET 

PKiladelpHia,  Pa. 


Hydraulic 

Riveters    Fixed  and  Portable 

Punches,  Shears, 
Presses,  Lifts,  Cranes 
and   Accumulators. 

Matthews'  Fire  Hydrants, 

Eddy  Valves 

Valve  Indicator  Posts. 

Ttie  Camden  Higti-Pressure  Valves. 


Cast  Iron  Pipe 


R.  D.  Wood  &  Company 

Engineers,  Iron 
Pounders,  Machinists. 

100  Chestnut  St.,  Philadelphia,  Pa. 


CONGER'S 

AIR  BRAKE  CATECHISM 
ANDINSTRUCTIONBOOK 

(.24th  Edition     270  pages) 

Vary    Latest    on    Coiutruction    and    Oi>«ra- 
tlos  of  'Westinghoul*  and  N,    T,   Brakaa, 

Contains    Examination     Question    for     Ed- 
rinemen  and  Trainmen, 

PRICE    ONE    DOLLAR 

ANGUS  SWCIAIR  tO„  114  liberty  St.,  New  York 


Pickling  Machines. 
Pickling  means  the  removal  of  scale 
and  other  substances  from  the  surface  of 
metals  by  the  chemical  action  of  acid.  If 
the  material  to  be  cleaned  is  simply  soaked 
in  acid,  too  much  of  the  material  is  dis- 
solved, the  action  is  not  uniform  on  ac- 
count of  the  varying  density  of  the  acid, 
and  the  cleaning  is  both  uncertain  and 
uneven.  The  older  method  was  to  create 
disturbances  by  hand,  but  it  was  always 
inefficient.  The  modern  pickling  plant  se- 
cures agitation  that  is  effectual  by 
machinery.  The  Mesta  pickling  machine 
saves  about  half  the  acid  and  nearly  all 
of  the  time  required  in  hand  pickling. 
The  scouring  action  caused  by  the  in- 
genious mechanical  appliances  thoroughly 
cleans  the  sheets.  The  latest  improve- 
ment in  the  Mesta  system  of  pickling  has 
the  double  merit  of  pickling  and  wash- 
ing at  the  same  time.  One  crateful  of 
material  is  being  pickled  while  another  is 
being  washed.  Full  descriptions  may  be 
had  by  perusing  Bulletin  M,  copies  of 
which  may  be  had  on  application  to  the 
Mesta   Machine   Company,    Pittsburg.   Pa. 


from  adhering.  The  graphite  also  inter- 
mixes with  the  crystals  of  the  scale-form- 
ing impurities  and  prevents  them  from 
cementing  solidly  together,  so  that  they 
e.xist  only  as  a  sludge  or  form  of  mud, 
which  can  be  easily  blown  out."  Now, 
if  this  truth  was  left  in  the  hands  of  some 
one  full  of  words,  he  would  write  a  book. 
At  the  same  time  the  Joseph  Di.xon 
Crucible  Co.,  Jersey  City,  N.  J.,  has  a 
number  of  books  and  pamphlets  on  this 
and  similar  subjects,  copies  of  which  may 
be  had  on  application.  ^ 


Grinding  Wheels. 

The  Abrasive  Age,  an  illustrated,  de- 
scriptive periodical  published  by  the  Car- 
iionmdum  Company,  Niagara  Falls,  N.  Y., 
is  of  real  interest  to  all  who  grind.  The 
new  Queen  City  grinder  is  the  latest  in 
perfection  of  detail  and  adaptability  to 
every  variety  of  work.  The  speed  and 
accuracy,  as  compared  with  the  older 
methods  are  amazing.  In  the  matter  of 
tool  grinding  it  is  almost  past  belief  to 
be  informed  that  in  the  case  of  the  larger 
kind  of  knives,  measuring  si.x  feet  in 
length  and  four  inches  in  width,  about 
four  hours  time  was  saved  and  the  serv- 
ices of  five  expert  workmen  were  dis- 
pensed with — not  sent  adrift  to  look  for 
other  employment  in  mid-winter,  but 
placed  at  other  profitable  employment, 
after  introducing  the  grinding  wheels  in 
the  place  of  the  old-fashioned  grindstone. 
This  is  but  a  sample  of  the  revolution 
worked  to  an  enduring  perfection  by  the 
introduction  of  carborundum.  Send  for 
a  copy  of  any  of  the  company"?  publica- 
tions and  be  enlightened. 


Graphite. 

An  interesting  feature  of  the  Dixon's 
Grafhite,  illustrated  publication  is  the 
brevity  with  which  it  tells  valuable  truths. 
One  does  not  have  to  wade  through  pages 
of  theorizing.  As  a  sample  we  are  tersely 
told  that  "graphite  has  been  brought  into 
prominence  as  a  boiler  scale  preventive 
and  many  engineers  will  testify  that  it  has 
produced  beneficial  results.  Its  action  is 
mechanical  rather  than  chemical.  Fed 
into  the  boiler  with  the  water  at  regular 
intervals  and  in  slated  quantities,  it  tends 
to  form  a  coating  on  the  heating  surface 
of   the    boiler    which    prevents    the    scale 


Feed  Pumps  and  Heaters. 

Messrs.  G.  &  J.  Weir,  Glasgow,  Scot- 
land, has  forwarded  to  us  a  copy  of  their 
elegant  descriptive  catalog  explanatory  of 
what  is  known  on  British  railroads  as  the 
Weir  system  of  feed  water  heating  and 
pumping.  The  system  is  based,  of  course, 
oi.  the  fact  that  under  older  methods  a 
portion  of  the  heat  formerly  carried  out 
of  the  boiler  and  involving  a  direct  ex- 
penditure of  fuel  may  be  saved.  This  in- 
cludes the  exhaust  steam  from  the 
cylinders  and  the  waste  gases  from  the 
furnace.  The  attempts  to  utilize  these 
lost  forces  are  legion.  Their  success  has 
been  hardly  visible  to  the  naked  eye.  The 
success  of  the  Weir  system  is  vouched 
for  by  eminent  British  authorities  and 
a  saving  in  fuel  claimed  amounting  to  as 
high  as  16  per  cent.  We  cannot  at  this 
time  begin  to  describe  the  details  of  the 
appliance,  but  will  refer  to  it  fully  at  an 
early  date.  Meanwhile  all  interested  may 
secure  copies  of  the  illustrated,  descriptive 
catalog  on  application  to  the  Messrs. 
Weir,  Cathcart,  Glasgow,  Scotland. 


Electric  Turntable  Tractors. 

It  is  gratifying' to  learn  that  the  enter- 
prising firm  of  Geo.  P.  Nichols  &  Bro., 
1090  Old  Colony  Building,  Chicago,  has 
received  an  order  from  the  Cleveland, 
Cincinnati,  Chicago  &  St,  Louis  Railway 
Company  for  nine  of  the  standard  electric 
turntable  tractors  for  different  points  on 
their  system.  The  company  has  already  in- 
stalled a  large  number  of  their  improved 
tractors  on  various  railroads,  but  this  is 
the  largest  single  order  for  electric  turn- 
table tractors  ever  placed  by  any  railroad, 
and  is  a  proof,  if  proof  was  necessary,  of 
the  growing  popularity  of  this  company's 
fine  products.     Send  for  catalog. 


Duff  Manufacturing  Company. 
The  Duff  Manufacturing  Company,  of 
Pittsburgh,  Pa.,  builders  of  lifting  jack.s, 
have  opened  an  office  in  the  People's  Has 
Building.  Chicago.  Backed  by  a  Chicago 
warehouse,  they  will  be  in  a  position 
to  give  Western  customers  increased  serv- 
ice and  prompt  deliveries  of  "Barrett" 
track  and  car  jacks.  Duff  ball  bearing 
screw  jacks.  Duff-Bethlehem  hydraulic 
jacks    and    the    numerous    variations    of 
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these  main  types  of  lifting  jacks  manu- 
factured by  them.  The  company  has  also 
appointed  Mr.  G.  W.  Parsons  district 
sales  agent,  with  offices  in  the  Pioneer 
Huilding,  St.  Paul,  Minn.  By  mutual 
agreement,  the  Fairbanks  Morse  Co. 
have  discontinued  acting  as  exclusive 
steam  railway  agents  for  the  above  com- 
pany. 


minute  as  not  to  be  measurable  in  pounds 
to  the  square  inch,  as  we  commonly 
measure  and  record  pressure,  or  even  in 
ounces,  but  in  tenths  of  an  inch  of  water. 
The  author,  Mr.  Frank  Richards,  is  an 
eminent  writer  on  engineering  subjects, 
and  the  work  is  published  by  McGraw- 
Hill    Book   Company.     Price  $3. 


National   Tube    Company. 

One  of  the  most  popular  "National" 
bulletins  recently  issued  by  the  National 
Tube  Company  is  No.  ISA,  on  the  sub- 
ject of  "National"  Reamed  and  Drifted 
Pipe.  This  publication  contains  a  com- 
plete description  of  this  product,  together 
with  a  short  introduction  e.xplaining  the 
process  of  well  driving  and  information 
relative  to  the  various  accessories  nec- 
essary for  the  driving  and  pumping  of 
wells. 

In  the  ^^ame  month  another  bulletin. 
No.  19,  has  been  issued  by  the  same  com- 
pany, giving  a  complete  list  of  their  prod- 
ucts. The  list  gives  an  idea  of  the  vast 
and  varied  products  of  the  National  Tube 
Company  and  the  constant  additions  that 
are  being  made  to  them,  and  all  of  which 
are  the  exclusive  rights  of  the  company. 
Copies  of  these  and  other  interesting  bul- 
letins may  be  had  on  application  to  the 
company's  main  office.  Prick  Building, 
Pittsburgh,    Pa. 


Compressed  Air  Practice. 

This  is  a  volume  of  326  pages  4x7 
inches,  written  liy  the  best  authority  ou 
compressed  air.  The  subject  is  one  which 
(It-serves  more  .-ittcntinn  than  it  receives. 
f..r.  as  the  author  tells  us.  "Man  is  con- 
stantly and  absolutely  dependent  upon  air 
for  his  life  and  for  satisfaction  and  ac- 
cmplishment  in  life.  He  can  survive 
wiih'iut  soliil  food  three  weeks,  without 
water  tiiree  days  and  without  air  three 
minutes."  That  is  a  quotation  from  the 
chapter  on  ".-Xtmospheric  Generalities." 
which  in  itself  is  an  admirable  treatise  on 
the  subject,  brimful  of  inf..rmatioii  which 
will  be  new  to  most  re.Hlers,  since  it 
recounts  in  a  striking  manner  the  func- 
tions automatically  performed  by  atmos- 
pheric air  in  many  of  the  nperali.jns  of 
nature. 

The  book  is  made  up  ..f  twenty-eight 
chapters,  each  dealing  with  a  <lepartment 
different  from  the  others  but  each  one 
comprehensive  in  its  line,  .-\mong  the 
striking  subjects  thus  treated  are,  Defini- 
tions and  General  Information,  Single- 
Stage  Compression,  The  Drive  of  the 
Compressor,  Power  Cost  of  Compressed 
.\ir,  Pipe  Transmission,  (lasoline  by 
tompression.  Liquid  .^ir— Oxygen  from 
the  .'\lmosphcre. 

Some  statements  are  mad.-  -.vhich  seem 
curious,  for  instance:  Just  think  of  it. 
Ordinary  city  gas  is  transmitted  and 
stored    and    distributed    at    i>rrssures    as 


Proceedings   of   the    National    Associa- 
tion of   Railway   Commissioners. 

The  proceedings  of  the  twenty-fifth  an- 
nual convention  of  the  National  Associa- 
tion of  Railway  Commissioners,  held  at 
Washington,  D.  C,  in  October  last  year, 
have  just  been  issued  by  the  Law  Report- 
ing Company,  115  Broadway,  New  York, 
and  forms  a  bulky  volume  of  612  pages 
bound  in  cloth  and  sold  at  one  dollar  per 
copy.  The  work  includes  all  committees' 
reports  and  the  discussion  thereon,  and 
cannot  fail  to  be  of  real  value  to  all  in- 
terested in  the  inanagement  of  railways. 
The  mass  of  information  conveyed  in  the 
volume  is  such  that  there  is  scarcely  any 
topic  at  present  touching  American  rail- 
ways but  is  discussed  with  a  degree  of 
fulness  and  fairness  that  is  not  approached 
by  any  other  publication.  Especially  note- 
worthy is  the  section  devoted  to  the 
powers,  duties  and  work  of  railway  com- 
missioners. On  this  subject  even  the  best 
informed  railway  men  are  greatly  in  need 
of  enlightenment.  It  is  greatly  to  the 
credit  of  the  association  that  this  impor- 
tant publication  has  been  prepared  and 
published  at  the  expense  of  the  commis- 
sioners themselves,  although  Congress 
every  year  appropriates  large  sums  of 
money  in  printing  volumes  whose  use  is 
past  finding  out. 


HIGH  SPEED  STEEL 

It  michty  apcnalT*  uilMi  mi  la 

Armstrong  Tool  Holders 


^-       ^ 


iKMl 


CNG  I 


BAVB   ALL    FOEOINO,    70    TER    OEHT. 

GEINDDJG. 

.k*   OITE  pound   of   Tool   Bteri  equil   to   TEM 

pousdi  in  Forced  Tool*. 

WANT  A   CATALOG? 

ARMSTRONG  BROS.  TOOL  COMPANY 

N.    Francisco   Ave.   CHICAGO,    U.   S.   A. 


Nichols  Transfer  Tables 
Turntable  Tractors 

GEO.  P.  NICHOLS  &  BRO. 

1090  Old  Colony  Bldg.  CHICAGO 


Street  Locomotive  Stoker. 

The  Loci.motive  Stoker  Company.  30 
Church  St.,  J.'ew  York,  have  issued  a  new 
catalogue.  No.  13,  of  24  pages,  with  de 
scriptive  matter  and  20  illustrations.  The 
stoker  is  the  result  of  seven  years'  de- 
velopment work,  and  has  been  built  in 
three  different  types.  There  are  now  in 
operation  over  400  locomotives  equipped 
with  this  appliance,  and  it  has  been  de- 
monstrated beyond  ccmtroversy  that  the 
saving  liy  the  use  of  the  Street  stoker  has 
shown  a  marked  increase  in  the  tonnage 
liauled  by  the  locomotives,  by  reason  of 
maintaining  a  maxiinum  steam  pressure 
at  all  times,  thereby  reducing  the  over- 
time of  crews,  and  affording  the  I'lremen 
time  to  attend  to  the  main  details  of  the 
working  of  the  engine  as  well  as  watch- 
ing signals,  and,  as  has  been  clearly 
shown,  reducing  the  cost  of  repairs.  Of 
the  details  of  the  appliance  we  will  take 
the   matter  up  in  an  early  issue. 

There  is  no  longer  any  inaccessibility, 
no  longer  any  enchanting  unexpectedness, 
and  life  turns  to  prose  the  moment  there 
is  nothing  unattainable. 


Correspondence     Invited 

with   parties  owning  or  controlling 

RAILWAY     DEVICES 

of    Cast    Steel 

Readinf   Specialties  Co.,    Sales  A(ts 

Reading    Bayonne    Steel   Casting    do., 

BEADING,    PA. 


Long  Distance  Telephone  15th  Season 

STOP  AT  THE 

HOTEL  PONCE  DE  LEON 

AND  ANNEX 

WHEN  AT 

ATLANTIC  CITY 

Virginia  Avenue  and  the  Beach 

Tlif-  Hotil  Ponce  He  l.-nn  is  newlv 
furnislied  tluougliout  witli  rnre  taste,  and 
possesses  all  modern  requisites  for  con- 
venience and  comfort  of  guests. 

Hot   and  cold   sea   water   baths. 

European  and  American   Plan. 

.\    BOOKLET   will   be  gladly   furnished 

""Rat'Js."^ru'nning    from    $12.50    to    $.10.00 
Iier    week,    according    to    location    of    the 

'  "("mWial    Hotel    .\merican    Motor   League 

International    .-Xutomobilc    League. 
CXR.NCE  (  AI'.\C1TY.  JOO  M.\CHIXES. 
For    further    information    address 

ALFRED  B.  GRINDROD 

Manager 

Atlantic  City,  N.  J. 
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DUNER   CO. 
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POP  VALVES  AND  GAGES 

The  Quality  Good*  that  La»t 
The  Athlon  Valve  Co. 

271    Franklin  Street,  Boston.  Mass. 
No.  174  Market  St..       Chicago.  III. 
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Developments  on  the  Southern  Railway 


The  severe  weather  in  the  North  and 
West  during  the  early  part  of  the  pres- 
ent )'ear  has  caused  an  extra  influx  of 
tourists  to  the  South,  and  the  great  pop- 
ularity of  the  Southern  railway  was  never 
shown  to  better  advantage  than  in  the 
superb    accommodation    furnished    to    tlu" 


extreme  southern  terminals,  there  i.i  a 
vast  territory  favored  with  almost  ever 
lasting  mild  temperature,  with  blue  and 
brilliant  skies,  genial  air  and  balmy  sun- 
shine, where  outdoor  life  is  always  en- 
joyable, and  where  the  gorgeous  scenery 
is  in  eternal  bloom. 


from  that  dale  the  growth  of  the  great 
railway,  made  possible  by  the  unification 
of  the  various  small  roads,  has  been  rapid. 
At  the  present  time  it  extends  to  7,030 
miles  of  track,  with  1,629  locomotives  and 
51.515  cars  of  all  kinds  in  service.  In  ad- 
dition  to   the   mileage   referred   to,   there 


ox  THE  SOUTHERN  R.Mt.W.W.  MOUNT  RIVER,  NORTH  C.\ROT.IN.\. 

travelling  public  and  the  increasing  num-  Beginning  with  tlie   Richmond  &  Dan-  are  also  lines  leased  and  operated  extend- 

ber  of  delightful  resorts.    From  Washing-  ville  Railroad  in  1P47,  nearly  eighty  dif-  ing  to  2.200  miles,  so  that  the  present  year 

ton,    D.    C,    Cincinnati,    Ohio,    and    St.  ferent  railway  companies  had  established  will  likely  see  a  system  of  tracks  owned 

Louis,   Mo.,   as   the   northern   extremities  branches    in   various   p.irts   of   this   great  and  leased  by  the  company  extending  to 

of  the  great  system  to  Jacksonville,  Fla.,  territory    until,    in    February,    1894,    the  10.000  miles,  and  second  in  extent  only  to 

Mobile.  .\la.,  and  New  Orleans,  La.,  as  the  Southern    Railway    w.is    chartered,    and  the   Canadian    Pacific,    which    extends   to 
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over  11,000  miles  of  track  in  operation. 
With  the  superb  through  limited  trains 
operated  daily  throughout  the  year  by  the 
Southern  Railway  between  New  York  and 
the  South,  it  is  little  wonder  that  so  many 
Northern  tourists  visit  the  South  by  the 
railway  system.  These  splendid  trains 
comprise  the  New  York,  Atlanta  and  New 
Orleans  Limited,  the  Southern's  South- 
eastern Limited,  Memphis  Special,  Wash- 
ington &  Chattanooga  Limited.  Birming- 
ham Special  and  United  States  Fast  Mail. 
All  of  these  trains  carry  the  latest  types 
of  Pullman  equipment.  In  addition  to 
these  palatial  trains  a  new  all-steel  train 
has  been  inaugurated  between  Chicago, 
111.,  and  Jacksonville,  E"la.,  by  the  Big 
Four  Route.  Queen  &  Crescent  Route 
and  Southern  Railway,  and  other  specials 
are  being  established  between  other 
points,  so  tliat  cotnniunication  from  every 
part  of  the  country  is  now  nearly  com- 
pleted in  a  system  of  daily  trains  thai 
are  reliable  in  point  of  time  .Tnd  cumplct  ■ 
in   equipment. 

It  would  be  idle  to  point  out  any  par- 
ticular region  as  being  more  peculiarly 
favored  than  another,  as  individual  tastes 
naturally  lead  to  such  selections  as  arc 
most  congenial,  but  there  is  a  generally 
mistaken  idea  in  regard  to  the  climatic 
conditions  that  prevail  in  the  South.  It 
may  be  stated  briefly  that  the  Cumber- 
land, Smokey  and  Alleghany  mountains 
cover  an  area  that  contain  in  themselves 
the  elements  of  almost  every  clime.  The 
mountain  peaks  that  tower  nearly  7.000 
feet  in  height  are  cooler  in  summer  than 
the  Adiri.ndacks  or  Cntskills.  while  the 
sea   coasts    ,,t    tlir    Caroliii.-is   and    I'lori(l:i 


of  means  and  leisure,  there  is  an  im- 
mense development  of  industries  of  al- 
most every  kind  in  the  South,  made  pos- 
sible by  the  great  and  growing  railroad. 
In  the  mountainous  districts  the  lumber 
industry  bids  fair  to  outrival  the  West. 
In  the  cotton  belts  the  introduction  of 
every  kind  of  machinery  has  brought 
colossal  factories  into  being  that  keep 
the  growing  population  well  employed  all 
the  year  round.  Among  the  people  there 
is  a  spirit  of  contentment  not  common 
in  the  North,     This  is  particularly  notice- 


an  opportunity  of  mingling  among  the 
railway  men  it  was  pleasant  indeed  to 
mark  the  universal  spirit  of  gentlemanly 
courtesy  everywhere  observable,  not  only 
to  the  travelling  public  by  those  engaged 
in  the  transportation  department,  but 
among  the  railway  men,  as  we  have  al- 
ready stated,  towards  each  other.  This 
is  peculiarly  pleasing  not  only  as  showing 
the  genuine  spirit  of  true  democracy,  but 
that  other  spirit  of  Southern  chivalry 
which  did  not  have  its  origin  in  democ- 
rncv.    hut    is    ratlicr    a    liiiycrinc    echo    of 


able  among  the  railway  men,  where  the 
feeling  between  the  officials  and  employ- 
ees seem  to  be  of  the  kindliest.  There 
seems  to  be  less  hurry  and  worry  and 
more  of  a  live-and-let-live  spirit,  with  the 
result  that  strikes  are  unknown  and 
periods  of  depression,  if  they  do  come. 
Arv   mi  felt 


old-world  gentility  characteristic  of  the 
early  cavaliers  that  founded  new  homes 
in  a  new  and  magnificent  country. 


Last  Narrow?   Gauge  Railroad  in 
Georgia. 

.■\  ripple  of  railroad  excitement  has  re- 
cently stirred  Monroe,  Ga,.  caused  by 
the  widening  of  the  Gainesville  Midland 
Raihvay  to  the  standard  gauge.  When 
the  excitement  favoring  the  construction 
of  narrow  gauge  railroads  was  in  season, 
I  he  State  of  Georgia  became  enthusiastic 
tor  that  form  of  railroad  and  consider- 
able narrow  gauge  mileage  was  put  into 
operation,  but  the  advantages  anticipat- 
ed— cheap  construction  and  cheap  opera- 
tion— were  soon  found  to  be  fallacious, 
and  now  the  end  of  the  fallacy  has  come 
In  the  Gainesville  Midland  being  changed, 
(tiding  the  last  narrow  .gau.ge  railroad  in 
Geor.gia, 
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and  the  Gulf  of  Mexico  are  the  regions 
of  eternal  spring,  where  the  extremes  of 
heat   and   cold   are   unknown. 

The  hotels  and  association  biiildinijs 
that  arc  rising  in  architectural  beauty 
everywhere  in  these  favored  regions  are 
numberless  and  unsurpassed  in  the  ele- 
gance of  iheir  accommodations,  and  one 
visit  will  convince  the  mos-  fastidious 
that  here  is  the  land  of  rejuvenation. 

Apart  from  these  attractions,  however, 
which  are  largely  taken  advant.ige  of  by 
those   who   may   be   said   to   be   possessed 


.\t  the  same  time  it  is  easily  to  be  jier 
ceived  that  the  etpupment  of  the  South- 
ern railway  is  kept  in  a  high  degree  of 
efl'iciency,  Tlic  tracks  that  were  long  a 
standing  hindrance  to  high  speed  are  now 
almost  com[)lelely  in  excellent  condition, 
and  an  extensive  system  of  double-track- 
ing between  the  principal  cities  is  being 
carried  on.  that  shows  the  determination 
of  the  officials  of  the  Southern  Railway 
Company  to  make  a  roadway  through  the 
sunny  South  second  to  none. 

In  the  brief  period  of  time  that  we  had 


Railway  Invention. 

I  hr  lireat  Western  Railway  of  Eng- 
l.oid  lias  undertaken  the  investigation  and 
patentin.g  of  inventions  relating  to  me- 
chanical contrivances  likely  to  be  of  use 
on  r.iilways  that  are  suggested  by  any  of 
their  emidoyecs.  This  does  not  in  any 
way  prevent  men  in  their  service  from 
offering  their  inventions  elsewhere,  but 
it  is  thought  that  it  may  help  men  en- 
gaged in  railway  work  and  not  in  a  posi- 
tion to  take  out  patents  to  make  known 
ideas  which  may  prove  of  great  use. 
Other  railway  companies,  recognizing  the 
soundness  of  the  scheme,  have  similar 
projects  under  consideration. 
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Converting  Inferior  Fuel  Into  Briquettes 


The  vast  quantities  of  waste  coal  ac- 
cumulated about  the  mines  in  various 
parts  of  the  country  constitute  a  pos- 
sible combustible  that  will  add  greatly 
to  the  fuel  resources  of  the  United 
States  if  put  in  the  condition  to  be 
utilized.  We  are  pleased  to  find  that 
the  United  States  Government  through 
the  Bureau  of  Mines  is  acting  vigor- 
ously to  put  refuse  coal  into  the  form 
of  briquettes,  which  produce  as  good 
and  sometimes  better  heating  elements 
than  the  coal  from  which  the  stock  was 
wasted.  The  same  bureau  is  also  labor- 
ing to  put  into  combustible  shape  vari- 
ous other  inferior  fuels,  such  as  lignites, 
peat  and  inferior  qualities  of  coal. 

In  the  past  numerous  attempts  have 
been  made  by  various  interests  to  make 
fuel  briquettes  and  the  failures  have 
been  so  uniform  that  many  engineers 
regard  the  making  of  briquettes  as 
visionary  schemes  that  produce  fuel 
which  cannot  be  used  successfully  in 
competition  with  mine  coal.  The  Bu- 
reau of  Mines  report  that  the  failures 
referred  to  were  due  to  the  following 
causes: 

1.  Many  of  the  "plants"  represented 
promoters'  schemes,  no  attempt  being 
made  to  build  the  plants. 

2.  Attempts  were  made  to  develop  a 
new  binding  material  or  a  new  press, 
without  proper  appreciation  of  the  prin- 
ciples of  briquetting. 

3.  Plants  were  poorlj'  situated  for 
marketing  the  briquettes. 

4.  The  briquettes  produced  were  in- 
ferior. Briquettes  containing  an  exces- 
sive amount  of  pitch  binder  have  been 
placed  on  the  market,  with  the  result 
that  after  one  trial  householders  were 
disgusted  with  the  soot  and  odor  pro- 
duced. Results  of  this  kind  are  espe- 
cially harmful  to  the  development  of 
the  industry,  as  it  is  very  hard  to  over- 
come a  prejudice  against  briquettes 
when  once  it  is  created. 

5.  Poor  salesmanship  has  been  re- 
sponsible for  other  failures  of  briquet- 
ting  ventures.  .\s  briquettes  are  a  com- 
paratively new  and  untried  form  of 
fuel  careful  salesmanship  to  introduce 
them  is  required.  .As  many  retail  coal 
dealers  are  afraid  that  the  new  fuel  will 
supplant  the  usual  fuels  they  do  not 
encoura.ge  the  introduction  of  briq- 
uettes: some  even  tell  their  customers 
that  briquettes  are  made  of  dirt  and 
have  practically  no  heating  value. 
Therefore,  to  build  up  a  successful 
business  in  fuel  briquetting  requires 
much  advertisintr  and  demonstration, 
not  to  mention  capital  and  time. 

6.  Uncertainty  in  the  supply  of  raw 
fuel  or  binder  has  caused  the  failure  of 
many   briquetting   plants. 

7.  Lack  of  technical   supervision   has 


in  some  instances  been  the  direct  cause 
of  failure.  Certain  features  of  briquet- 
ting, notably  suitable  binder,  proper 
temperature,  and  the  influence  of  mois- 
ture, are  all  problems  that  require 
technical  investigation  and  chemical 
control.  The  making  of  satisfactory 
briquettes  involves  considerably  more 
than  the  possession  of  suitable  machin- 
ery. Slight  variations  in  the  quality  of 
binder  used  may  make  all  the  difference 
between  success  and  failure,  as  the 
binder  is  the  largest  item  in  the  briquet- 
ting cost. 

The  most  favorable  outlook  for  the 
development  of  the  briquette  industry 
in  the  United  States  is  for  use  in  loco- 
motives and  in  domestic  furnaces.  The 
fuel-briquetting  industry  has  passed  tha 
pioneer  stage  and  is  making  steady 
growth  each  year.  There  were  in  oper- 
tion  in  1912,  18  fuel  briquetting  plants, 
all  of  them  doing  well.  Briquettes 
when  properly  made  possess  the  fol- 
lowing advantages  over  raw  fuel: 

1.  The  even  size  of  the  briquettes  per- 
mits a  more  regular  and  thorough 
combustion  in  the  firebox  or  furnace. 

2.  They  produce  much  less  smoke, 
and,  in  many  cases,  practically  no 
smoke.  This  feature  of  briquettes  is 
more  noticeable  with  the  smaller  sizes 
than  with  the  large  rectangular  blocks. 
On  account  of  the  number  of  flat  sur- 
faces the  latter  tend  to  pack  together, 
thus  preventing  free  access  of  air.  It 
an  excessive  amount  of  tarry  pitch  is 
used  some  smoke  will  be  given  off. 

3.  Good  briquettes  retain  their  shape 
in  the  fire,  and  do  not  cake  sufficiently 
to  cut  off  the  supply  of  air  to  the  upper 
surface  of  the  fire. 

4.  Briquettes  usually  burn  to  a  fine 
ash  without  clinkcring.  In  the  briquet- 
ting process  the  mixing  and  grinding 
distributes  the  ash  or  foreign  material. 
which  forms  lumps  and  layers  in  the 
raw  coal.  When  raw  coal  is  burned 
many  of  these  lumps  and  layers,  being 
too  large  to  pass  the  grate,  are  fused 
into  clinkers. 

5.  .\  briquette  lire  requires  much  less 
care  than  one  of  raw  fuel. 

6.  The  evaporative  power  of  briq- 
uettes is  greater  than  that  of  coal  in  its 
natural  conditiMii  This  advantage  has 
been  found  t.i  vxisi  at  all  rates  of 
evaporation. 

7.  The  weather-resisting  qualities  of 
many  coals,  especially  lignites,  are 
greatly  improved  by  briquetting. 

8.  Steam  c.in  he  more  quickly  and 
easily  raised  with  briquette  fuel  than 
with   run-of-mine  coal. 

9.  Higher  r.iies  of  combustion  are 
possible  with  briquettes  than  with  run- 
of-mine   coal, 

10.  The     lo=?     friin     breakage     during 


transportation  of  good  briquettes  is 
less  than  with  run-of-mine  coal.  This 
loss  should  not  exceed  5  per  cent. 

11.  The  possibility  of  spontaneous 
combustion  is  eliminated  if  the  fuel  is 
stored  in  the  briquetted  form,  and  for 
this  reason  fuel  in  the  form  of  briq- 
uettes is  favored  by  European  coun- 
tries. 

12.  The  large  block-shaped  briquettes 
may  be  piled  in  regular  rows,  and  oc- 
cupy less  space  per  ton  than  the  run- 
of-mine  coal.  However,  the  egg-shaped 
or  cylindrical  briquettes  occupy  more 
space  than  the  run-of-minc  fueL 

13.  Briquettes  have  a  higher  heating 
value  than  the  raw  fuel  from  which 
they  are  made,  by  reason  of  the  higher 
heating  values  of  the  binders  and  the 
loss  of  water,  especially  in  the  case  of 
lignite,  during  briquetting. 

That  the  industry  bids  fair  to  grow 
rapidly   is  the  opinion  of  many. 


Effect  of  Superheated  Steam  on  Motor 
Cars. 

When  the  use  of  automobiles  first  be- 
came popular  steam-drivtn  motors  were 
popular,  but  a  change  gradually  inter- 
vened and  gasoline  engines  monopolized 
the  field.  Now  another  change  seems  to 
be  in  progress,  the  use  of  superheated 
steam  bringing  the  steam  engine  back  into 
use. 

A  leading  authority  on  automobile  and 
commercial  motor  vehicles  recently  read 
a  paper  on  motor  vehicles  in  which  he  as- 
serted that  the  repairs  to  gasoline  motors 
of  this  kind  for  five  years  amounted  on  an 
average  to  35  per  cent,  of  the  original  cost 
against  25  per  cent,  in  the  case  of  the 
steam  type.  He  is  emphatic  on  the  ad- 
vantage of  superheating  since  it  not  only 
reduces  the  fuel  consumption  but  also  de- 
creases the  consumption  of  water,  a  point 
of  great  importance  in  a  country  where 
water  is  scarce.  His  firm,  the  writer  says, 
have  recently  constructed  a  six-ton  steam 
wagon  fitted  with  a  feed- water  heater  and 
a  superheater,  superheating  the  steam  to 
600  degrees  Fahrenheit  at  300  pounds, 
which  ran  150  miles  on  250  gallons  of 
water. 


Ancient  Arts  Revived. 

Most  of  the  mechanic  arts  as  now  fol- 
lowed are  of  modern  development,  but 
we  occasionally  identify  processes  and 
arts  that  seem  to  he  as  old  as  civilization 
while  only  brought  into  popular  use  with- 
in the  memory  of  man.  Tube  making  is 
one  of  the  most  important  branches  of 
the  iron  and  steel  trades,  and  is  of  strict- 
ly modern  development,  but  it  is  a  fact 
that  iron  pipes  were  used  to  distribute 
water  in  palaces  and  other  buildings  erect- 
ed long  before  our  era. 
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Among  the  Railroad  Men  in  the  Blizzard 

Hv  Ja.mes   Kexnedy. 


People  are  divided  in  their  opinions  in 
regar-d  to  the  truth  of  the  tales  told  by 
Dr.  Cook  and  other  arctic  explorers  of 
their  experiences  in  the  white  North,  but 
there  is  no  doubt  about  the  stories  of  the 
railroad  men  who  struggled  three  days 
and  three  nights  in  the  blizzard  that  swept 
the  Atlantic  States  from  Virginia  to 
Maine  early  last  month.  From  all  ac- 
counts the  storm  center  seemed  to  be  in 
New  Jersey.  The  long,  level  stretches 
between  New  York  and  Philadelphia  be- 
came a  cyclonic  snow-wreathed  wilder- 
ness. At  the  Pennsylvania  depot  in  New 
York  there  is  an  inscription,  each  letter  of 
which  is  as  big  as  a  storm-window,  set- 
ting forth  that  "neither  snow  nor  wind 
nor  rain  can  keep  these  fleet-footed  mes- 
sengers from  fulfilling  their  courses." 
The  inscription  should  now  be  covered 
with  reinforced  concrete  or  Portland 
ctmcnt.  It  has  outlived  its  short  period 
of  blatant  boastfulness.  If  the  massive 
entablature  had  used  such  simple  words 
as:  "We  will  do  our  level  best" — or 
something  like  that,  it  would  not  now  be 
such  a  source  of  mocking  merriment. 

The  trains  went  out  heroically  in  the 
teeth  of  the  tempest,  and  ran  as  far  as 
they  could.  The  entire  State  soon  be- 
came dotted  with  stalled  trains,  some  com- 
pletely covered  in  snow  drifts  20  feet 
deep  and  two-thirds  of  a  mile  in  length. 
The  starry  snow-flakes  were  of  such  an 
unusually  adhesive  texture  that  they  hung 
on  the  telegraph  wires  like  fleeces  of 
wool,  and  the  poles  that  had  seen  better 
days  came  crashing  down  here  and  there. 
An  engineer  in  the  Jersey  Central  went 
forward  to  open  the  injector,  and  a  tele- 
graph pole  came  down  on  the  cab  with 
about  a  hundred  wires  on  it.  and  the 
other  poles  promptly  followed  like  a  wild 
wave  thundering  on  the  reef.  An<l  the 
crashing  of  the  poles  and  the  cross-arms 
on  the  moving  car-roofs,  and  the  shriek- 
ing of  the  tempest  made  up  a  pandemon- 
ium that  would  have  silenced  the  battle 
of  Trafalgar,  or  a  thimderstorm  in  the 
Alps. 

-\  snow  plough  on  the  Reading,  work- 
ing overtime  on  a  IS-foot  snow-drift, 
snapped  off  as  if  the  shaft  had  been  of 
wood,  and  in  ten  minutes  the  engine  and 
crow  were  covered  as  with  a  white 
mantle  and  the  broken  plough  lay  in  the 
snow  for  a  week.  Four  locomotives 
came  to  the  rescue,  but  they  had  to  be 
resiiK-d  themselves.  The  whole  five  had 
to  be   shovelled  out  by  hand. 

In  'ome  cases  the  locomotives  were  de- 
tached and  attempted  to  clear  a  way  alone, 
and  engine  and  train  were  both  smothered 
mill  s  apart.  Some  crews  kept  up  the  bat- 
tle, running  short  distances  and  stopping 
and  chopping  broken  telegraph  poles  and 
rliij.ini.'   wire-i.   to  bo   at  last   overcome  bv 


slieer  e.Nliausiion.  and  sat  down  m  the 
.cab.s  I'ur  twd  days  and  nights  to  ruminate 
on  the  vanity  of  human  endeavor  against 
the  war  of  the  elements. 

Some  trains  with  nearly  100  passengers 
v.ere  left  in  utter  darkness,  and  the  help- 
less people  sat  in  huddled  misery  until 
the  kind-hearted  country  people  came 
like  good  Samaritans  and  cut  a  path  for 
them  into  the  white  world  again.  On 
one  train  sixty-four  cattle  were  stalled, 
but  the  neighboring  farmers  joined  forces 
and  found  means  of  leading  the  bewild- 
ered beasts  to  safety,  and  fed  the  flock 
for  a  week.  About  400  chickens  in  one 
stalled  car  mixed  their  shrill  cries  with 
the  voices  of  the  storm,  but  as  nobody 
seemed  to  care  for  early  spring  chickens, 
the  feathered  flock  gradually  stiffened  into 
cold  storage.    A  carload  of  pigs  squealed 


came  unworkable  on  account  uf  the  snow 
and  the  lack  of  power,  so  liundreds  of 
locomotives,  throbbing  at  every  rivet,  as 
if  eager  to  engage  in  the  war  of  the  ele- 
ments, had  to  stay  on  the  reserves.  The 
locomotives  that  were  at  large  made  fierce 
attempts  at  forcing  their  w'ay,  and  came 
back  from  labor  to  refreshment  of  coal 
and  water  only  to  find  that  each  repercus- 
sion was  met  with  increasing  obstacles 
like  strong  men  fighting  against  a  flood 
of  ever-increasing  misfortunes. 

Coming  back  to  New  York,  strange  to 
say.  that  the  first  time  in  the  history  of 
the  imperial  city,  a  locomotive  and  train 
were  held  up  in  Eleventh  avenue.  The 
train  had  crawled  along  at  a  slow  pace, 
and  stopped  near  an  establishment  justly 
celebrated  for  its  fine  quality  of  Budwei- 
ser — whatever     that     is — and     the     half- 
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NE.AR   BOUND   BROOK. 


in  \ain.  'iheir  shrieks  resembled  tlie 
voices  of  llie  tempest  so  closely  that  no 
one  noticed  the  additional  clamor,  so  the 
snow  soon  became  the  winding  sheet  of 
the  frost-bitten  hogs. 

A  curious  case  occurred  on  the  Readin.ij 
about  26  miles  north  of  Philadelphia.  One 
woman  and  four  men  were  in  a  stalled 
car  out  of  sight,  and  a  gallant  school- 
boy found  a  way  to  relieve  them.  The 
men,  in  their  desire  to  forget  their  mis- 
eries, eagerly  inquired  about  the  nearest 
tavern.  They  were  hopeful  of  getting 
comfort  from  an  old  friend  there  named 
.\pple  Jack.  The  woman  went  with  the 
boy  to  the  neighboring  schoolliouse  and 
studied  the  map  of  New  Jersey.  Who 
can  deny,  after  this,  the  moral  and  intel- 
lertiial  superiority  of  woman? 

.\t    tile    riiundhnuses   the    Uinualiles   he- 


starved  crew  jumped  off  to  refresh  them- 
selves. 1  hey  were  in  no  great  hurry  to 
come  back,  but  when  they  did  come,  and 
the  engineer  slowly  opened  the  throttle 
tlie  engine  refused  to  move.  Were  the 
cylinders  frozen,  or  the  snow  too  deep? 
Both  pistons  could  not  be  on  the  dead 
center.  It  would  take  too  long  to  consult 
the  Question  and  Answer  department,  so 
the  train  just  stood  there  as  if  waiting 
for  further  orders,  and  Underwood  & 
Cnclerwood,  the  enterprising  photograph- 
ers, sent  one  of  their  clever  artists  and 
caught  them  with  the  camera  just  as  they 
stood. 

There  are  too  good  lessons  to  be 
learned  from  the  blizzard.  The  first  is 
the  feebleness  of  frail  humanity  against 
the  elemental  forces  of  nature.  The  scc- 
Miid    is   that    there    are    ro   cla-^s   of    men 
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more  heroic  than  the  railroad  man.  In 
spite  of  the  fact  that  there  are  more  than 
10,000  people  killed  every  year  on  Ameri- 
can railroads,  the  railroad  man  never 
flinches.  While  the  burden  of  labor  seems 
heavy,  it  sits  lightly  on  him,  and  he  looks 
the  spectre  with  the  scythe  square  in  the 
eyes.  Many  of  the  engineers  and  firemen 
last  month  had  a  map  of  the  Tenth  Ward 
cut  in  red  lines  on  their  faces  by  the  fly- 
ing splinters  of  glass  from  the  cab  win- 
dows, when  the  iron  horse  was  careening 
through  3  or  4  feet  of  ice-sheathed  snow 
and  the  flying  splinters  came  rattling  like 
grape-shot  against  tlic  crackling  cab  win- 
dows, but  the  stern  hand  remained  at  the 
throttle  just  the  same  as  if  nothing  un- 
usual was  happening. 

Sometimes  a  railroad  man  gets  it  in 
the  neck  very  undeservedly.  During  the 
early  part  of  the  blizzard  a  night  fore- 
man telephoned  to  the  store-room  for 
bolts    to    fasten    some    temporary    snow 


A   Bagdad   Railway. 

Nearly  every  intelligent  person  has 
read  the  Arabian  Nights  with  the  doings 
of  Caliph  Haroun  Al  Raschid  in  the  great 
and  ancient  city  of  Bagdad.  That  city 
was  founded  in  the  eighth  century  and 
attained  its  highest  splendor  a  century 
later  when  Haroun  Al  Raschid  was  Caliph. 
The  population  was  said  to  have  reached 
at  that  time  2,000,000  persons,  but  under 
Turkish  rule  it  has  now  fallen  to  about 
one-tenth  that  number. 

Bagdad  on  the  Tigris  river  was  orig- 
inally surrounded  by  what  has  been  con- 
sidered the  finest  wheat-growing  regions 
in  the  world,  the  valleys  of  the  Euphrates 
and  Tigris,  but  want  of  irrigation  and 
other  causes  have  turned  these  once  fer- 
tile valleys  into  semi-deserts.  Schemes 
for  bringing  back  the  regions  to  the  an- 
cient fertile  conditions  have  been  pro- 
jected and  are  likely  to  be  carried  out 
before  many  \cars  go  by.     Meantime  the 
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ploughs.  There  were  no  bolts  of  the  kind 
available.  Next  day  the  general  foreman 
gave  the  night  foreman  a  piece  of  his 
mind  for  daring  to  call  for  supplies  in 
his  absence.  Next  night  the  snow  deep- 
ened and  the  night  foreman  kept  silent. 
Next  day  he  was  promptly  discharged. 
There  had  been  danger  and  delay,  and 
there  had  to  be  a  "goat"  found  some- 
where. The  night  foreman  had  only 
been  recently  appointed,  and  so  he  was 
the  easiest  victim,  and  outraged  author- 
ity, or  superior  incapacity,  rather,  felt 
appeased  at  his  discharge.  He  is  a  most 
accomplished  mechanic  and  engineer,  and 
takes  the  matter  philosophically.  He  will 
be  a  master  when  his  sometime  inferior 
superiors  may  be  peddling  soap.  All 
things  come  to  them   that   wait. 

Now  the  blue-birds  are  prophesying 
spring,  and  the  blizzard  will  soon  be  but 
as  the  white  ghost  of  a  vanishing  memory. 


construction  of  a  Eagdad  railway  has 
been  occupying  the  attention  of  several 
European  nations. 

Germany  has  been  prosecuting  a  proj- 
ect of  that  kind  very  vigorously,  the 
Kaiser  himself  having  been  one  of  its 
strongest  advocates.  The  railway  was  to 
furnish  to  Germany  entrance  to  the 
Middle  East  and  a  moans  of  checkmating 
the  increasing  power  of  Great  Britain 
and  Russia.  There  were  to  be  two  sea- 
ports in  Asiatic  Turkey,  one  opposite 
Constantinople,  the  other  on  the  coast  of 
Asia  Minor.  The  arrangement,  had  it 
beer,  carried  out,  would  have  enabled 
Germany  to  carry  trains  loaded  with 
troops  down  the  Euphrates  valley,  thence 
by  a  near  cut  to  a  port  on  the  Persian 
Gulf,  thus  avoiding  passage  through  the 
Suez  Canal. 

Besides  its  political  features  the  Bag- 
dad railway  had  great  attractions  to  the 


civilized  world,  for  it  was  to  open  up  to 
easy  transit  the  grand  Euphrates  valley, 
the  scene  of  biblical  history  and  ancient 
civilization.  The  line  was  to  pass  by  the 
sites  of  Nineveh  and  Babylon,  through 
ancient  Assyria  and  part  of  Persia. 

Great  Britain  has  always  opposed  any 
schemes  which  were  likely  to  open  the 
way  for  other  nations  to  India,  and  this 
German  encouragement  of  the  Bagdad 
railway  attracted  active  opposition.  This 
led  to  an  Anglo-Turkish  agreement  which 
gives  Great  Britain  what  is  really  a  con- 
trolling interest  in  the  Bagdad  railway, 
which  will  prevent  its  construction  into 
regions  that  might  prove  dangerous  to 
British  security  in  India. 

The  indications  are  now  that  within 
five  years  touri-sts  may  be  able  to  take 
trains  from  Berlin  to  Bagdad. 


Great  Engineering  Work  in  Mesopo- 
tamia. 

In  ancient  times  Mesopotamia  was  one 
of  the  most  fertile  regions  in  the  world, 
the  Tigris  and  Euphrates  rivers  having 
supplied  it  with  sufficient  moisture  to 
produce  immense  crops  of  wheat  and  all 
kinds  of  fruits.  The  neglect  common  to 
Turki.sh  rule  has  turned  much  of  Meso- 
potamia into  great  swamps,  scenes  of  des- 
olation. In  connection  with  the  pushing 
of  the  Bagdad  Railway  and  other  public 
improvements  the  Turkish  government 
has  lately  undertaken  to  control  the  floods 
of  the  Euphrates  river,  and  an  immense 
barrage  has  been  built  to  convey  the  flood 
water  into  another  channel. 

The  opening  to  the  new  channel  was 
accompanied  by  impressive  ceremonies  in 
which  great  crowds  of  people  took  part. 
A  well-known  Mullah  said  a  prayer,  and 
His  Excellency,  the  Vali,  removed  two 
or  three  spadefuls  of  earth  from  the  dam. 
He  then  handed  the  spade  to  the  Kadi, 
who  followed  his  example.  Afterwards, 
at  the  Vali's  invitation,  Mr.  Whitley  also 
removed  a  spadeful.  The  Arabs  then  sac- 
rificed some  twenty  sheep  on  the  top  of 
the  dam,  and  after  the  carcasses  had  been 
removed  about  forty  Arabs  lined  up  on 
the  dam  and  at  a  givin  signal  com- 
menced to  dig  it  away.  As  they  entered 
into  the  spirit  of  the  thing  the  water  soon 
found  its  way  through.  As  soon  as  there 
was  a  fair  amount  of  water  on  the  lower 
side  of  the  dam  a  number  of  Arab  women 
dashed  into  it  and  washed  their  faces  in 
it  in  the  hopes  that  by  so  doing  they  would 
become  mothers  of  sons. 

In  the  course  of  the  ceremonies  His 
Excellency,  the  Vali.  made  a  speech  in 
which  he  expressed  pleasure  in  having 
the  honor  to  assist  at  the  inauguration  of 
the  first  of  a  number  of  schemes  for  ir- 
rigation which,  when  all  were  completed, 
would  bring  the  Irak  back  to  the  position 
which  she  occupied  at  one  time  among  the 
nations. 

The  results  of  the  influx  of  water  will, 
no  doubt,  be  watched  with    nterest. 
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The  Southern  Railway  Machinists' 
Rates   of   Wages. 

EniTOR : 

Mr.  W.  T.   Kcarsley   [ilaces  the   matter 
of   machinists'   wages   in   the   South   very 
fairly    in    the    March    issue    of    Railway 
AND  Locomotive  Engineering,  and  he  has 
not  overestimated  the  advantages  enjoyed 
by   the   men   of   the   South   as   compared 
with   those   in   the   North.     Not   only   so, 
but   it   should   be   added   that  in   the  nec- 
essary  reductions   made   by   the   railroads 
in    the    South    in    adjusting    their    trans- 
portation  expenses   to   the    new    situation 
thev  have  been  compelled  to   reduce  the 
forces  at  many  points,  and  while  this  has 
extended  to  all  branches  of  railroad  serv- 
ice, because  there  is  less  traffic  and  fewer 
trains  to  be  handled,  and  as  a  consequence 
the  work  in  the  shops  was  cut  down,  and 
numbers   of   men   placed   on   furlough   or 
short  time.    The  principal  reductions  were 
made     among    carpenters,     painters,     tin- 
smiths   and    masons,    and    the    machinists 
have  been   particularly   fortunate   in   hav- 
ing   had   to    experience   the    change    in    a 
much  less  degree  than  many  other  skilled 
mechanics,   so   that   as   a  class   they   have 
not  had  much  cause  for  complaint. 

As  Mr.  Kearsley  points  out,  the  com- 
plaints coming  from  the  North  were 
somewhat  indefinite.  No  particular  places 
were  named,  but  the  presumption  is  that 
New  England  was  referred  to.  The  finan- 
cial management  of  the  leading  railroads 
in  that  section  needs  no  comment.  Those 
who  have  been  compelled  to  work  there 
under  such  management  as  prevailed  in 
the  past  should  be  glad  that  they  are 
alive,  and  they  should  live  in  liopc  of 
better  days. 

Some    roads    in    the    Si.uth    arc    payniu 
machinists   as   high   as  45   cents   an   hour. 
Of  my  own  knowledge  tlie  Chesapeake  & 
Ohio  is   paying  39-/,   cents   an   hour;   the 
Richmond,  Frcdcricksbvirg  &  Potomac.  42 
cents;  the  Southern,  41   cents;   the  Ralti- 
more    &    Ohio,    36    cents;    the    Western 
Maryland,  36  cents.     X"w  you  will  aduut 
that    these   arc    fair    rates    of    wages    in    a 
section  of  the  country  where  tlie  popul.i- 
tion    is   less   dense   and    traffic   much    less 
llian    in    the    North    and    Fast,    and    there 
is    something    wrong   if   the   machinists   in 
the   North    are   contin\iiiig   to   be   paid   at 
the    same    rate    as    they    were    thirty    or 
f,,rty  years  ago.  and  the  boi'e  is  that  our 
Northern    lirethren    will    begin    to    bestir 
themselves  aiul  try  and  g'  t  a  little  more 
remuneration  for  their  services  than  thev 
are    getting     They    will    never    get    more 
unless  they  ask  for  it  J.  C    RrssEl.l.. 

Richmond,    I 'a. 


Slide  Valve  Troubles. 
Editor  : 

As  a  constant  reader  of  Railway  and 
Locomotive  Engineering  and  fully  realiz- 
ing its  vast  and  varied  educational  advan- 
tages, I  would  ask  the  hberty  of  adding  a 
word  to  the  discussion  on  the  subject  of 
haid-working  slide  valves.  In  the  first 
place,  this  trouble  is  no  doubt  the  cause 
of  the  excessive  wear  of  the  parts  of  the 
valve  gear,  especially  on  engines  equipped 
with  the  Stephenson  valve  motion.  Prop- 
er lubrication  of  piston  valves  on  super- 
heated engines  has  been  one  of  the  most 
difficult  problems  to  overcome,  but  by  the 
production  of  finer  quality  of  oils,  that 
are  well  adapted  for  this  purpose,  a 
marked  improvement  has  been  made. 
Packing  rings  also  are  being  manufac- 
tured of  better  qualities  of  metal,  that 
are  not  only  more  durable  but  lessen  the 
frictional   resistance. 

In  the  matter  of  improved  practices  it 
has  been  found  advisable  to  leave  the 
throttle  partly  open  when  drifting  or  ap- 
proaching a  station  or  before  stopping 
at  any  time.  An  advantage  is  also  ob- 
tained by  the  use  of  an  auxiliary  valve 
connected  to  the  steam  chest  admitting  a 
■^mall  jet  of  steam  through  a  pipe  leading 
from  the  cab.  This  valve  could  be  opened 
before  the  throttle  is  closed,  which  would 
leave  a  li.ght  pressure  in  the  steam  chest 
and  cylinder  and  has  the  effect  of  keeping 
the  packing  rings  from  burning  out.  It 
also  greatly  lessens  the  jar  caused  by  the 
reciprocating  parts  at  e.ich  end  of  the 
stroke,  which  is  such  a  noticeable  char- 
acteristic  of   the   larger   type   of   b.como- 


It  is  interesting  at  any  of  the  terminal 
where  trains  are  being  made  up  to  observe 
the  engineer  or  fireman  vigorously  tug- 
ging at  the  reverse  lever  in  a  determined 
eflfort  to  move  it  backward  or  forward, 
and  one  cannot  help  thinking  that  some 
intelligent  effort  should  be  made  to  rem- 
e.ly  this  growing  grievance. 

It  is  also  of  interest  to  ride  on  almost 
any  of  the  locomotives  and  listen  to  the 
constant  rattle  of  the  reverse  lever  when 
the  engineer  is  trying  to  increase  the 
speed  of  the  train.  This  will  convince 
;,nv  one  that  there  is  some  excessive  fric- 
tion somewhere.  This  is  where  the  me- 
chanical engineers  shotdd  endeavor  to 
have  parts  constructed  of  less  weicht,  and 
of  less  frictional  resistance,  and  it  would 
not  take  much  time  to  discover  that  the 
trouble  is  in  the  severe  friction  incidental 
to  the  motion  of  the  slide  valves,  either 
from       defective      lubrication,       excessive 


weight    or    not   being    fully    and    properly 
balanced. 

If  these  defects  were  remedied,  much 
fuel  would  be  saved,  and  then  the  engines 
could  be  run  with  the  throttle  valve  wide 
open  and  the  valve  running  at  a  short  cut- 
off, because  the  locomotives  would  not  be 
going  at  a  hop,  skip  and  a  jump,  as  if 
dancing  a  jig,  when  the  lever  is  being 
hooked  up. 

It  would  also  result  in  increasing  the 
number  of  miles  run  without  break-downs, 
besides  a  saving  in  fuel,  I  am  sure  that 
when  our  efficient  instructor  on  fuel  econ- 
omv  and  smoke  abatement.  Dr.  Argus 
Sinclair,  wrote  his  valuable  treatises  on 
these  subjects  he  had  all  valves  properly 
balanced  and  lubrication  attended  to  be- 
fore starting  on  bis  educational  work 
vears  ago. 

In  closing  I  would  only  repeat  what  1 
have  already  stated,  that  the  trouble  is  al- 
most entirely  in  the  steam  chest,  where 
power  is  lost  and  steam  wasted,  not  only 
on  the  older  types  of  engines,  but  on  the 
latest  and  most  improved  types  of  the 
modern  locomotives. 

William   H.  W.  Roberts. 
Cincinnati,  Hamilton  &  Dayton  Ry. 
Cincinnati,  OhiiT. 

Slipping. 

I->IT0R  : 

Slipping  may  not  be  an  important  item 
in  the  tear  and  wear  of  a  locomotive.     I 
liave  even  heard  it  stated  that  occasional 
slipping  was  good  practice,  for  the  reason 
that  if  anything  was  going  to  be  broken 
■     such  breakage  when  the  engine  was  stand- 
ing or  going  slowly  would  result  in  much 
;      less  damage.     However,  the  prevention  of 
•      slipping  is  a  precautionary  measure  with 
me  and  there  are  two  points  in  regard  to 
this  matter  that  I  recently  observed.  They 
.-ire   these,   when   pulling  hard   and   about 
to  take  a  cross-over  or  turn-out.  it  is  well 
to  ease  oflt  on  the  throttle.     On  a  sharp 
curve  the  wheels  on  the  inner  rail  natu- 
rally lend  to  rotate  slower  than  those  on 
the  outer  rail.     Hence  a  slight  slipping  oc- 
curs   on    that    si.lc    of    the    engine   which 
decreases  the  rail  adhesion,  and  in  the  ma- 
jority  of  cases  the   engine   will   slip   vio- 
lently.    This   is  not  a  mere  theory,  as  I 
have  observed  it  many  times. 

Again  when  running  slowly  and  work- 
ing hard  with  a  heavy  train,  an  engineer 
will  often  set  the  throttle  and  without 
touching  it  the  engine  will  alternately  slip 
and  take  hold,  because  the  throttle  being 
open  too  much  allows  the  steam  chest 
pressure  to  rise  to  a  point  where  it  is  re- 
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lieved  by  slipping,  whereas  if  the  throttle 
is  eased  off  little  by  little  the  point  will 
be  found  where  the  tendency  to  slipping 
will  cease,  and  then  the  train  can  be 
picked  up  much  nnirc  rapidly  and  pro- 
ceed  without   troulilo. 

William  G.  Landon. 
New  York,  A'.  V. 


slide  valve,  its  seat  and  other  parts  is  an 
important  factor  in  maintaining  a  fair 
percentage  of  the  cleaned  triple  valves 
passing  the  test  rack,  and  my  object  in 
building  a  triple  valve  cleaning  stand  of 
this  type  was  to  have  it  so  arranged  that 
the  valve  could  be  readily  turned  to  any 
position  most  convenient  for  the  cleaner ; 
for    instance,    when    the    triple    piston    is 
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Repairing  Triple  Valves. 

Bv    W.    S.    EVERLV, 

F.    A.    B.    SHOPS^    B.    &    0.    R.    R.,     MT.    CLARE, 

BALTIMORE,    MD. 

The  manner  of  handling  triple  valves  as 
they  pass  through  the  repair  shops  has 
been  touched  on  at  various  times,  and  1 
do  not  believe  it  would  be  out  of  place  to 
put  this  subject  before  your  readers  once 
more  to  ascertain  the  most  economical 
method  for  handling  this  class  of  work. 
Hoth  from  a  point  of  efficiency  and  out- 
put, as  is  well  kni)\vn   nearly  every  shop 


leady  to  be  inserted  in  its  cylinder  and  the 
side  valve  applied  to  its  seal,  the  valve 
can  be  turned  to  the  piston  as  shown  in 
print,  in  which  position  the  slide  valve  seat 
is  in  full  view  of  the  cleaner  instead  of 
the  reverse,  as  is  the  case  with  lots  of 
triple  valves  that  are  cleaned  in  the  or- 
dinary vise.  Yini  will  note  by  pulling 
handle  out  to  clear  holding  plate,  as 
shown  in  print,  the  valve  can  be  swung 
around  so  the  check  case  is  in  an  upright 
position  for  the  cleaner  to  remove  and 
clean  its  parts ;  you  will  also  notice  by  the 
location   of  the  stud  bolts  that  all  8-inch 
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valves  has  shown  finite  an  improvement, 
and  I  feel  absolutely  sure  that  when  a 
triple  valve  is  condemned  for  leaky  slide 
valve  and  seat  that  an  actual  defect  really 
exists  and  not  one  due  to  some  foreign 
substance  that  was  not  removed  when 
the  valve  was  cleaned,  due  to  the  slide 
valve  seat  being  out  of  the  full  view,  if 
cleaned  when  the  piston  and  slide  valve 
is  applied.  I  would  like  to  hear  from 
some  of  your  readers  along  this  line  with 
a  view  tending  to  improve  conditions  ex- 
plained  above. 
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"Assembled"  Railway  Motor  Cars. 

P.v  II.  TiLLv.    ToLEUo,  Ohio. 

The  automobile  has  made  such  rapid 
headway  in  design  because  the  makers 
have  not  stopped  to  make  their  cars  a  one 
man's  design.  The  automobile  is  an  as- 
semblage of  standard  parts  known  to  be 
the  most  highly  efficient  for  the  purpose 
intended  and  railway  motor  car  builders 
should  pay  attention  to  this  lesson  the 
auto  makers  have  learned.  The  merit 
of  an  "assembled"  car  is  shown  first  by 
the  experience  of  one  of  the  most  promi- 
nent companies :  when  they  were  instal- 
ling either  of  two  well  known  engines  in 
their  cars  they  had  a  fa"-  better  power 
plant  in  the  car  than  they  put  in  when 
they  went  to  building  their  own  engines. 

With  the  above  fact  in  mind :  there  is 
shown  with  this  article  a  plan  of  an  as- 
sembled railway  motor  car ;  a  car  that 
can  be  built  according  to  any  railway's 
specifications,  from  parts  that  have  passed 
the  experimental  stage  and  can  be  de- 
pended upon  to  do  the  work  wanted  of 
them.  A  coach  no  longer  used  for  the 
"best  class  of  travel,"  is  the  car  a  rail- 
road company  wants  to  use  in  service  the 
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FLOOR    PLAN    OF   A    SECOND-HAND    COACH   COXNECTEl)  TO  A  RAILWAY  MOTOR  CAR. 
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in  the  country  has  different  methods  of 
handling  their  repair  work,  and  to  this 
end.  enclosed  herewith  is  an  attached 
print  showing  triple  valve  cleaning  stand 
which  I  have  had  in  use  for  some  time 
and  is  giving  excellent  results  both  rela- 
tive to  output  and  efficiency  in  workman- 
ship. As  is  well  known  by  those  who 
handle  triple  valves  repairs  in  large 
quantities,  that  the  proper  cleaning  of  the 


triple  valves  are  fastened  on  one  side  of 
the  holding  plate,  and  by  turning  the 
plate  over  you  can  attach  the  2-inch  and 
other  types  of  valves.  The  holding  plate 
is  counter-bored  on  each  side  to  suit  the 
flanges  of  the  triple  valves  so  that  it  is 
only  necessary  to  liave  one  stud  bolt  to 
hold  valve  in  position. 

Since  having  these   cleaning  stands   in 
use,    my    percentage    of    cleaned     triple 


motor  car  is  best  suited  for;  with  such 
a  car,  parts  that  can  be  bought  of  a  num- 
ber of  makers  and  a  shop  capable  of 
general  repairs  to  locomotives;  there  is 
no  good  reason  why  equipment  for  many 
passenger  runs  can  not  be  turned  out. 
What  is  more,  such  a  motor  car  will  not 
be  back  to  the  shop  for  repairs  before  a 
locomotive  is  that  has  been  turned  out 
the  same  day. 
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It  may  be  a  question  as  lo  il  being  more 
safe  to  use  a  wooden  car  alone  than  in 
a  train;  but  with  gas  engine  motive 
power  a  large  way  to  wear  out  the  hun- 
dreds of  wooden  cars  is  provided  on 
branches  in  suburban  and  divisional  runs, 
with  two  or  three  men  in  the  crew  instead 
of  five. 

The  plan  shown  here  asks  no  experi- 
mental trials  of  an  inventor's  idea;  it  is 
a  commercial  assemblage  that  a  railroad 
can  specify  to  suit  their  requirements- 
being  such,  results  can  be  figured  out  in 
advance. 


wide.  All  pieces  are  hardened  except 
the  nut  and  washer.  This  is  a  very 
handy  device  and  will  pay  for  itself  in  a 
verv  short  time. 


The  Diesel  Locomotive. 

I'v    A.    Steinmitz,    L.\usanne,    Svvitzer- 

L.-\ND. 

In  1893,  Rudolph  Diesel,  who  had 
graduated  in  the  engineering  classes  in  the 
University  of  Munich,  published  a  pamph- 
let entitled  "A  Rational  Caloric  Motor 
in  Theory  and  Construction."     The  news 
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DET.MI.S  OF   FACING  TOOL   FOR   I.UHRICATOR   PLUGS. 


Facing  Tool. 

By  E.  L.  Bowen,  Ii.li.nui.-  Cemr.\l  R.  R. 
The  accompanying  drawing  is  a  little 
device  for  facing  the  filling  plug  seats 
on  Nathan  "99"  and  lUill's  Eye  Lubri- 
cator. There  are  three  taps  in  the  set,— 
one  standard  size— one,  one-sixteenth 
larger,  and  one,  one-eighth  larger.  'Ihc 
taps  are  fluted  up  from  the  point  one- 
half  inch,  and  act  lioth  as  a  tap  and  a 
guide.  In  operation  the  tap  is  .screwed 
in  until  the  threads  are  one-eighth  below 
tlie  surface,  then  piece  .\  is  put  on  over 
the  tap  with  the  washer  over  it.  The 
nut  is  then  screwed  on  and  the  seat 
faced.  One  of  the  pieces  marked  B, 
corresponding  to  the  tap  used,  is  then 
put  on  piece  A  and  seat  cut  to  one-eighth 


called  forth  half-amused,  half-pitying 
comments  on  the  part  of  some ;  others 
turned  into  fierce  adversaries  and  others 
again  applauded  the  pamphlet  with  great 
enthusiasm.  Only  a  few  notable  engineers 
and  scientists  were  convinced  by  scientific 
reasoning,  and  they  alone  stood  by  Diesel, 
advocating  his  idea. 

The  first  engine  built  in  1893,  exploded 
while  being  set  to  work,  before  it  had 
finished  one  revolution  and  nearly  killed 
the  inventor.  But  the  very  explosion 
proved  to  Diesel  that  the  principal  idea 
of  the  construction  was  correct,  .'\fter 
further  very  long  tests  the  first  working 
engine  was  successfully  finished  in  1897. 
Many  were  the  constructive  improve- 
ments which  were  still  needed,  neverthe- 


less, tlie  motor  was  of  practical  use. 
Engine  works,  and  among  them  par- 
ticularly the  Swiss  firm  of  Sulzer 
Brothers  in  Winterthur  took  early  steps 
for  its  further  improvement.  After  many 
years  of  hard  work,  they  brought  the 
Diesel  engine  to  such  a  high  state  of  per- 
fection that  it  is  a  success  today,  and 
surpasses  all  other  engines  in  point  of 
economy. 

In    tlie   ordinary   gas    engines    the    fuel 
and  the  air  after  having  been  mixed,  are 
brought     to    explosion    by    means    of     a 
special    apparatus,    in    the    Diesel    engine 
the  air  before  being  mixed  with  the  fuel, 
is  raised  to  such  a  high  pressure  that  the 
fuel,  when  entering  the  working  cylinder, 
will  be  brought  to  combustion  by  the  air. 
As  the  fuel  is  introduced  gradually,  it  is 
also  being  burnt  gradually,  so  that  there 
is  no  sudden  combustion  like  an  explosion. 
The  result  is  that  the  fuel  is  being  burnt 
up    altogether,    and   the    work   transacted 
on  the  piston  is  far  more  powerful  than 
with    ordinary   explosion    motors.     Cheap 
residues    of    rock-oil    or   the    waste    from 
tlie  oil  and  coal  distillation  serve  as  fuel. 
From  the  year   1900,  the  Diesel  motor 
as  a  stationary  engine  gained  ground,  and 
was   introduced   in   all  industries,   as   well 
as   for  producing  electricity,  on  the  Con- 
tinent,   in   England   and   America.     Once 
the    firm    of    Sulzer    Brothers,    in    Win- 
terthur  had   brought   on   the   market   the 
so-called  two-cycle  type  of  Diesel  engine, 
it    was   possible   to   build    motors    of   any 
required  size  (up  to  3,000  horsepower).  In 
1905    Sulzer    Brothers    succeeded   in   con- 
structing the  first  reversible  two-cycle  type 
motor  for  the  propulsion  of  vessels  and  a 
new  era  began  for  this  machine.     At  the 
end  of  1911,  400  vessels  had  been  equipped 
with  the  Diesel  motor,  among  them  Capt. 
.•\mundsen's  "Fram,"  in   which  he  accom- 
plished  the    successful    run   to   the    South 
Pole. 

In  applying  the  Diesel  engine  to  loco- 
motives great  difiiculties  had  to  be  over- 
come. The  principal  one,  was  the  place- 
ment of  the  machine  within  the  lines  of 
construction  of  railway  vehicles,  other 
difficulties  presented  themselves  in  the 
l)alancing  of  the  rotating  masses  and  in  the 
construction  of  an  auxiliary  motor  to 
start  the  engine  and  drive  it  while 
manoeuvring  in  the  stations.  The  con- 
struction of  the  first  Diesel  locomotive 
meant,  therefore,  two  successes.  One  was 
the  overcoming  of  the  technical  difficul- 
ties, the  other  was  the  creation  of  a  new 
means  of  locomotion.  The  steam  locomo- 
tive has  found  a  new  competitor  and 
though,  for  the  present  moment,  the  steam 
engine  will  not  be  displaced,  the  Diesel 
engine  will  be  able  to  solve  many  prob- 
lems much  better  than  the  steam  engine. 
This  is  the  case,  for  instance,  when,  owing 
to  technical  or  economical  reasons  it  be- 
comes difficult  to  procure  coal  or  water. 
The  first  engine  of  this  typ:  has  been 
built  for  tlie  Prussian  Hessian  State  Rail- 
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ways  and  was  constructed,  as  far  as  the 
machinery  is  concerned,  in  the  works  of 
Sulzer  Brothers,  in  Winterthur.  Fig.  I 
shows  an  outside  view  of  this  type  of 
locomotive,  which  will  be  used  for  ex- 
press trains.  The  first  tests  with  this  en- 
gine took  place  on  the  line  Winterthur- 
Romanshorn,  as  the  construction  of  this 
track  is  just  of  the  kind  to  enable  a 
thorough  testing  of  the  engine.  At  the 
end  of  March,  1''13,  the  engine  had  been 
transferred  to  Berlin  to  undergo  still 
further  tests  on  the  line  Berlin-Mansfeld. 

The  engine  of  the  4-4-4  type  has  two 
driving  axles  and  two  four  wheel  bogies ; 
the  distance  between  the  two  driving  axles 
is  11  feet  8  inches,  the  wheel  base  of  the 
bogies  measures  7  feet  2  inches,  and  the 
distance  between  the  middle  of  the  two 
bogies  is  34  feet  8  inches.  The  diameter 
of  tread  circle  of  the  driving  wheels 
measures  5  feet  9  inches,  and  that  of  the 
uncoupled  wheels  3  feet  3  inches.  The 
engine  is  54  feet  4  inches  in  length  over 
all,  has  weight  of  95  tons  and  attains  a 
speed  of  62  miles  per  hour. 

The  machinery  of  the  engine  consists 
mainly  of  a  reversible,  single-working, 
two-cycle  type  motor  of  1,000  to  1,200 
horsepower  and  an  auxiliary  motor,  work- 
ing independently  of  the  driving  axle,  and 
producing  }=,  to  %  of  the  force  of  the 
large  or  driving  motor.  This  driving 
motor  has  two  pairs  of  coupled  cylinders, 
placed  at  90  degrees,  with  15-inch  bore 
of  cylinder  and  21^-inch  stroke.  The 
cylinders  work  a  dummy  axle,  with  cranks 
placed  at  180  degrees.  This  arrangement 
permits  of  a  perfect  balancing  of  the  rotat- 
ing masses.  The  auxiliary  motor  pro- 
duces compressed  air  of  50  to  70  atm. 
and  is  capable  to  start  and  drive  the 
locomotive  up  to  a  speed  of  6  miles  per 
hour.  Once  running,  the  auxiliary  motor 
is  used  for  pumping  the  fuel  from 
the  tank  and  introducing  it  in  fine  sprays 


and  a  fourth  provide  for  circulation  of 
the  cooling  water  of  the  working  cylinders 
and  inject  the  fuel,  etc.  The  engine  is 
also  fitted  with  a  reservoir  for  compressed 
air  and  with  tanks  for  cooling  water  and 


FIG.   2.     SECTION    VIEW   OF   DTESEL 
ENGINE. 

for  oil.  The  waste  gas  of  the  motors 
leaves  by  a  silencer  fixed  in  the  roof  of 
the  vehicle. 

In  order  to  protect  the  macliinery,  the 
driver's  cab  is  built  over  the  whole  length 
of  the  engine  and  a  box  has  been  placed 
at  both  ends  of  the  locomotive.  In  each 
of  these  boxes  are  fixed  an  apparatus  for 
reversal,    levers    for    working    the    valves 


FIG.  1.     mE?EI.  LOCOMOTIVE  F 


in  the  working  cylinders.  A  number  of 
pumps,  which  are  worked  partly  by  the 
driving  motor  and  partly  by  the  auxiliary 
motor,  perform  different  functions,  so, 
one  propels  the  cooling  w-ater  in  the 
motors,  another  one  does  the  suction  of 
the  cooling  water  from  the  piston,  a  third 
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for  fuel  and  i'  r  regulating  the  pumps 
for  fuel,  the  starling  levers,  the  driver's 
brake  valve,  tlic  si.sjnaling  pipe  and  the 
air  gauge. 

Fig.  2  show?  a  section  view  of  the 
Diesel  engine  as  recently  manufactured 
by   the   Societa   Cantieri   Officine   Savoia. 


Cornigliano,  Ligure,  and  is  a  good  ex- 
ample of  modern  Italian  engineering.  It 
is  a  two-cycle  type,  but  as  applied  to  a 
locomotive  in  its  present  state  it  rep- 
resents a  complicated  aggregation  of 
different  engines,  and  the  future  will  show 
whether  it  will  be  possible  to  simplify 
the  construction.  The  fact  that  the  first 
attempts  to  drive  a  locomotive  with  a 
Diesel  motor  have  shown  such  good  re- 
sults, is  certainly  most  satisfactory,  and 
one  will  not  fail  to  look  forward  with 
great  expectation  to  the  future  of  the 
Diesel  engine. 


The   First  Railroad  in  America. 

By  W.  p.  Maher,  Ashevili.e,  N.  C. 

The  pressing  need  of  the  country,  espe- 
cially at  this  time,  for  additional  and  en- 
larged transportation  facilities  to  meet  the 
growing  demand  occasioned  by  the  phe- 
nomenal growth  of  business  in  all  of  its 
departments  and  branches,  presents  itself 
before  the  nation  as  an  issue  and  problem 
of  far-reaching  importance.  Leaving  this 
living  issue,  which  is  now  in  process  of 
argument  and  investigation  before  its 
proper  tribunal,  let  us  delve  back  into  the 
past  and  review  briefly  the  origin  of  rail- 
roads in  our  country.  Statistics  and  data 
concerning  the  history  of  the  origin  of 
railroads  in  the  United  States  should  al- 
ways be  a  matter  of  deep  interest  to  the 
people  and  especially  to  our  business  men. 

The  first  railroad  constructed  in  the 
United  States  was  the  Quincy  railroad 
(1826).  It  was  three  miles  in  length  and 
was  built  to  transport  granite  from  the 
quarry  at  Quincy  to  the  Neponset  River, 
close  to  Boston  harbor.  This  railroad 
was  laid  upon  granite  ties  eight  feet  apart. 
The  cars  were  drawn  by  horses  and  the 
usual  load  was  ten  tons.  The  schedule  of 
this  railroad  w^as  three  miles  an  hour. 

The  Baltimore  &  Ohio  Railroad  is 
credited  with  being  the  first  railroad  con- 
structed in  the  United  States  operated  as 
"a  steam  railroad."  This  is  erroneous.  As 
a  matter  of  fact  the  first  railroad  planned 
and  constructed  in  the  United  States  to 
have  for  its  motive  power  steam  engines 
was  the  Charleston  &  Hamburg  Railroad, 
in  the  State  of  South  Carolina,  connect- 
ing the  port  of  Charleston,  S.  C.  with  the 
town  of  Hamburg.  S.  C.  located  on  the 
Savannah  River,  opposite  Augusta,  Ga., 
the  distance  between  Charleston  and 
Hamburg  being  136  miles. 

On  December  6.  1827,  the  city  council  of 
Charleston  called  a  public  meeting  of  citi- 
zens, .^fter  varied  discussion  towards  the 
means  and  ends  of  constructing  a  line 
of  railway  to  run  from  Charleston  to 
Hamburg,  on  December  19  the  legislature 
passed  an  act,  chartering  the  South  Cam 
lina  Canal  and  Railroad  Company.  The 
directors  realized  the  great  importance 
of  employing  an  engineer  having  special 
ability  in  construction  work.  They  began 
to  look  around  for  a  suitable  person  and 
were  fortunate  enough  to  engage  the  ser%'- 
ices  of  Horatio   .Mien.     He  immediately 
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proceeded  to  acquaint  himself  with  the  de- 
tails of  affairs  as  they  then  existed  and 
in  two  months  he  presented  a  report  to 
the  company  embodying  the  cost  of  trans- 
portation by  horse  power  and  by  locomo- 
tive power. 

In  March,  1830,  E.  L.  Miller,  a  native 
of   Charleston,   who  had  been   present   at 
the  opening  of  the  Liverpool  &  Manchester 
Railroad    and    who    had    studied    closely 
Stephenson's  engine  on  that  line,  offered 
to  construct  a  locomotive  after  his  ovvn 
plan.     The  offer   was   accepted   and   Mr. 
Miller  proceeded   to   West    Point,   N.   \., 
and   built   the   engine   at  the   West   Point 
foundry.     The  engine  arrived  at  Charles- 
ton  the  latter   part   of   October   and   was 
placed  on  the  road  November  2.     It  was 
named  "The   Best  Friend."     It   made  its 
trial  trips  December  14  and  15,  1830.     In 
speed    and    power    it    exceeded    the    most 
sanguine  expectations.     It  pulled  six  cars 
with  50  passengers  at  the  rate  of  20  miles 
per  hour  and  with  the  empty  cars  it  made 
from  30  to  35  miles  an  hour. 

The  engine  was  regularly  used  in  carry- 
ing materials  over  the  line,  and  also  was 
used  in  between  times  to  carry  excursion 
parties.  "The  Best  Friend"  was  the  first 
American  built  locomotive  and  the  road 
upon  which  it  ran  was  the  first  American 
railroad  to  employ  steam  locomotive 
power  The  engineer  who  had  the  honor 
to  operate  it  was  a  native  of  Charleston 
named  Nicholas  W.  Darrell.  Through 
the  carelessness,  or  perhaps  due  more  to 
inexperience,  the  negro  fireman  gave  the 
engine  an  overdose  of  steam  and  on  June 
17,  1831,  "The  Best  Friend"  exploded. 

About  this  time  the  chief  engineer.  Al- 
len, designed  an  eight-wheel  locomotive 
which  he  had  constructed  at  the  West 
Point  foundrv.  This  locomotive  was  put 
on  the  line  in  January,  1832.  It  was 
named  "South  Carolina."  It  was  a  very 
powerful  machine,  and  was  the  first  eight- 
wheel  locomotive  in  the  world. 

November  7.   1832,  the  road  was  com- 
pleted   and    opened    for    traffic    between 
Charleston    and    Branchville.    a    distance 
of    61     miles.      On    November    2.    1833, 
the  entire  line  from  Charleston  to  Ham- 
burg  was   finished   and   begun   its   opera- 
tions of  common  carrier.    It  was  the  long- 
est line  of  railroad  in  the  world  to  be  op- 
erated solelv  by  steam  locomotive  power. 
In  summarizing  some  of  the  distinctive 
features  of  i.riority  that  the  Charleston  & 
Hamburg    Railroad    can    claim    over    its 
competitors,  it  may  be  mentioned:    It  was 
the  first  railroad  constructed  in  the  United 
States,  built  and  planned  to  be  operated 
by   steam   locomotive   power.     Construct- 
ing  and    operating   on   its   road   the    first 
American   built  locomotive.     Having   for 
its  first  chief  engineer  the  man  who  ran 
the  first  locomotive  in  America. 

We  learn  that  in  February.  1835,  the 
splendid  locomotive  "Edgefield"  was  mak- 
ing its  regular  schedule,  pulling  five  pas- 
senger cars  the  distance  of  136  miles  in 


seven  hours  and  20  minutes ;  that  the  rail- 
road owned  12  engines,  20  passenger  cars 
and  135  freight  cars,  and  that  regular 
schedules  were  operated— both  freight 
and  passenger,  and  that  depots  had  been 
built  along  the  line  about  10  to  15  miles 
apart. 

This  is,  in  brief,  a  historical  summary 
of  the  first  steam  railroad  built  in  the 
United  States.  This  line  is  now  a  part 
of  the  Southern  Railway  system. 


Combustion  in   Locomotive   Fireboxes. 

By  Angus  Sinclair, 
energy  in  one  pound  of  co.\l. 
The  heat,  and  therefore  the  potential, 
mechanical  energy  contained  in  one 
pound  of  good  coal  is  enormous  when 
burned  by  combination  whh  pure  oxygen, 
but  under  the  conditions  of  ordinary  fire- 
box combustion  the  available  heat  of  the 
coal  is  greatly  diminished.  Most  people, 
if  asked  which  contains  the  greater 
amount  of  potential  energy,  a  pound  of 
gunpowder  or  a  pound  of  coal,  would 
think  the  question  absurd,  and  assert  that 
the  gunpowder  was  certainly  by  far  the 
most  powerful.  Yet  a  belief  of  th.it  kind 
is  a  popular  error. 

The  chemical  combination  of  one  pound 
of  carbon  with  its  equivalent  of  oxygen 
liberates  about  14.500  units  of  heat.  A 
heat  unit,  or  the  quantity  of  heat  required 
to  raise  the  temperature  of  one  pound  of 
water,  one  degree  Fahrenheit  is.  when  ap- 
plied to  mechanical  work,  equal  to  raising 
772  pounds  one  foot  high.  So  14.500  x 
777  i<;  equal  to  11.194,000  foot-pounds,  and 
represents  a  force  of  over  SV,  horse- 
power. 

POWER    OF    CO.XL    .\ND    OF    GUNPOWDKR    C.i.M- 
PARED. 

One  pound  of  charcoal  combined  with 
saltpeter  to  form  gunpowder  would  pro- 
duce onlv  about  one-tenth  the  heat  de- 
veloped i)V  the  same  weight  burned  in 
free  oxvgen.  To  quote  Tyndall  on  the 
subject:'  Saltpeter,  or  nitrate  of  potash 
is  formed  by  the  combination  of  nitrogen, 
potassium  and  oxygen,  one  conscciuence 
of  that  combination  being  the  generation 
.,1  heat.  To  unlock  the  atomic  embrace 
of  the  nitrogen,  potassium  and  oxygen, 
an  amount  of  heat  must  be  expended 
equal  to  tliat  generated  by  their  union, 
and  bv  this  exact  amount  the  heat  pro- 
duced by  combustion  is  free  oxygen. 

C.\RELE?SNESS      AND      IGNORANCE     DIMINISH 
THE    PRACTICAL    VALUE    OF    COAL. 

While  this  illustration  may  be  useful  to 
impress  upon  the  mind  the  great  power 
value  of  a  pound  of  coal,  it  must  be  ad- 
mitted that  coal  as  used  ordinarily  in  our 
locomotive  fireboxes,  falls  very  far  short 
of  its  theoretical  efficiency.  Various  cir- 
cumstances, many  of  them  unavoidable, 
contribute  to  curtail  the  useful  heat  de- 
rived from  coal,  but  it  is  imdeniable  that 


carelessness  and  ignorance  are  respon- 
sible for  many  of  the  losses  that  bring  re- 
proach upon  the  locomotive  as  a  genera- 
tor of  power  from  coal. 

UNAVOIDABLE    CAUSES    OF    WASTE    OF    HEAT. 

The    discrepancy   between   the   theoret- 
ical and  the  actual  value  of  a  pound  of 
coal  seems  alarming  when  the  calculation 
is  first  made.     It  seems  a  most  extraor- 
dinarily imperfect  way  of  using  fuel  when 
it  takes  from  2  pounds  of  coal  per  hour 
in  the  best  steam  engines  up  to  about  10 
pounds  with   inferior   engines  to  produce 
one  horsepower  per  hour,  when  there  is 
SYz  horsepower  in  a  single  pound  of  char- 
coal properly  burned.    A  large  percentage 
of  the  loss  goes  off  in  the  exhaust  steam, 
and   is   not   attributable  to   faults   of  the 
furnace  or  mismanagement  of  fire.    Other 
losses  are  inseparable  from  the  system  of 
transmitting  the  heat  of  coal  into  mechan- 
ical work  through  the  medium  of  steam, 
for    the    gases    of    combustion    must    be 
passed   into   the   atmosphere   at   a   higher 
temperature  than  that  of  the  water  inside 
the  boiler. 


GREATEST    POSSIBLE    WEIGHT    OF     WATER 
EVAPOR.'VTED    PER    POUND   OF    COAL. 

When  every  heat  unit  in  a  pound  of 
carbon  is  utilized  and  transferred  to  the 
water,  one  pound  of  fuel  is  capable  of 
evaporating  about  15  pounds  of  water, 
and  one  pound  of  carburetted  hydrogen 
evaporates  about  27  pounds  of  water. 
These  figures  give  a  little  more  than  the 
total  heat  contained  in  the  best  coal,  and 
they  ought  to  be  remembered  by  capital- 
ists and  others  who  are  frequently  re- 
quested to  take  stock  in  companies  to- 
build  patent  boilers  represented  as  being 
capable  of  evaporating  40  or  .^^O  pounds 
of  water  to  the  pound  of  coal. 

AIR  REQUIRED  FOR  COMBUSTION. 

The  quantity  of  heat  per  pound  of  coal 
available  for  steam-making  is  consider- 
alily  below  the  figures  of  maximum 
evaporative  power,  and  depends  to  a 
great  extent  upon  the  means  taken  to  pre- 
vent waste.  Each  pound  of  coal  burned 
in  a  firebox  has  to  heat  all  the  volume 
of  air  that  passes  in  to  supply  the  oxygen 
to  sustain  combustion,  and  no  small  pro- 
portion of  the  heat  units  is  absorbed  in 
this  dutv  before  any  heat  can  be  utilized 
for  steam-making,  and  is  carried  away  to- 
the  stack,  owing  to  the  profusion  of  the 
supply.  Water  is  not  the  only  kind  of  a 
flood  that  tends  to  useless  waste. 

Each  atom  or  12  parts  by  weight  of 
carbon  in  the  coal  combines  with  2  atoms 
or  32  parts  bv  weight  of  oxygen  to  form 
carbonic  acid  for  the  highest  form  of 
combustion,  or  to  put  the  figures  in  a 
more  intelligible  way,  1  pound  of  carbon 
requires  2?',  pounds  of  oxygen  for  its  per- 
fect combustion.  As  4.35  pounds  of  air 
are  required  to  furnish  1  pound  of  oxy- 
gen   we  have  4.35  x  2V3  =  11-57  pounds- 
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as  tlie  quantity  of  air  that  must  pass  into 
the  firebox  for  each  pound  of  carbon 
consumed,  even  were  the  whole  of  the 
oxygen  utilized  in  furnace  combustion, 
which  is  by  no  means  the  case.  To  ob- 
tain fairly  complete  combustion,  the  fire 
must  be  saturated  with  air,  so  that  suf- 
ficient oxygen  shall  reach  the  carbon  and 
hydrogen  to  permit  of  chemical  union. 
With  the  most  favorable  conditions  of 
combustion  in  locotnotive  fireboxes,  with 
well  arranged  draft  appliances  and  good 
firing,  it  takes  about  20  pounds  of  air  per 
pound  of  coal  consumed  to  supply  tlie 
oxygen  required.  Coal  rich  in  hydrocar- 
bons requires  a  little  more  air  than  an- 
thracite coal,  because  each  pound  of  hy- 
drogen requires  8  pounds  of  oxygen  and 
consequently  4.35  x  8  =  34.80  pounds  of 
air  to  the  pound  of  hydrogen. 

A  pound  of  air  at  average  atmospheric 
temperature  and  pressure  occupies  about 
13  cubic  feet,  so  our  locomotives  when 
well  managed  have  to  pass  about  260 
cubic  feet  of  cold  air  through  the  fire- 
box for  every  pound  of  coal  burned.  An 
ordinary  passenger  locomotive  burns 
about  SO  pounds  of  coal  per  minute,  so 
that  about  SO  x  260  =  13,000  cubic  feet  of 
air  have  to  be  provided  to  the  fire  during 
that  time. 

To  illustrate  the  necessity  for  means 
being  taken  to  supply  as  nearly  as  pos- 
sible the  required  quantity  of  air  to  the 
firebox,  a  few  more  calculations  must  be 
given.  As  calculating  the  heat  generated 
by  a  mixture  of  carbon  and  hydrogen 
combining  with  oxygen  is  more  complex 
than  the  calculation  for  carbon  alone,  and 
is  likely  to  confuse  the  reader  without 
adding  materially  to  the  knowledge  of 
those  who  would  comprehend  the  figures, 
I  shall  confine  myself  to  working  out  an 
estimate  of  the  heat  available  for  steam 
making,  obtained  from  each  pound  of 
carbon  in  a  locomotive  firebox.  The  fig- 
ures will  apply  more  correctly  to  an  en- 
gine burning  anthracite  coal  than  to  one 
burning  bituminous  coal,  but  the  prin- 
ciples involved  apply  to  both. 

SPECIFIC    HE.XT    OF    THE   GASES. 

As  oxygen  combines  with  the  carbon  of 
the  coal,  the  extent  of  the  rise  of  firebox 
temperature  that  ensues  will  depend  upon 
the  weight  of  the  combining  gases  and 
tlie  quantity  of  heat  required  to  raise  the 
temperature  of  1  pound  by  1  degree  Fah- 
renheit, which  quantity  is  termed  the  spe- 
cific heat  of  the  gas.  Most  readers  will 
understand  that  gases  have  different  de- 
grees of  specific  heat,  just  as  liquids  and 
solids  have.  The  difference  between  the 
specific  heat  of  different  gases  is  about 
as  great  as  that  between  water  and  iron, 
where  a  quantity  of  heat  sufficient  to  ele- 
vate the  temperature  of  one  pound  of  the 
former  1  degree  is  sufficient  to  raise  the 
temperature  of  the  latter  about  eight 
times  as  high. 


FIKEBOX    TEMPER,\TURE    WITH     DIFFERENT 
SUPPLIES    OF    AIR. 

Taking  1  pound  of  carbon  generating 
14,500  heat  units,  and  requiring  20  pounds 
of  air  for  combustion,  supposing  com- 
plete combustion  to  take  place,  there  are 
21  pounds  of  mixed  gases  to  be  heated. 
Of  these  there  are  3-/}  pounds  of  car- 
bonic acid  gas,  with  a  specific  heat  of 
•217,  9'/j  pounds  of  nitrogen,  with  a  spe- 
cific heat  of  .244,  and  8  pounds  of  at- 
mospheric air,  with  a  specific  heat  of  .267. 
We  have  then  3.7  x  .217  —  9.33  x  .244  — 
8  x  .267  =  S.212  units,  the  heat  required 
to  raise  the  temperature  of  the  whole 
mixture  by  1  degree  Fahr.,  and  14,500  -4- 
5,212  =  2,780  degrees  Fahr.  is  the  eleva- 
tion ot  temperature.  The  advantage  of 
restraining  the  admission  of  air  to  the 
lowest  possible  point  consistent  with  the 
full  supply  of  oxygen  will  be  understood 
when  it  is  stated  that,  with  the  admission 
of  12  pounds  of  air,  the  elevation  of  tem- 
perature would  be  4,700  degrees  Fahr. 
were  it  possible  to  supply  sufficient  oxy- 
gen for  complete  combustion  from  that 
quantity  of  air.  There  would  really  be 
no  more  heat  generated,  but  it  would  be 
spread  through  a  smaller  volume,  would 
tend  to  keep  the  firebox  temperature 
higher,  and  as  the  difference  between  the 
temperature  of  the  water  to  be  heated  in- 
side the  boiler  and  the  heating  gases 
would  be  greater,  the  probability  would 
be  that  more  of  the  heat  would  be  ab- 
stracted  by   the   water. 

HEAT     AVAII.AIll.K     FOR     STEAM-M  AKIXC. 

.Ml  the  heat  in  the  firebox  liberated  by 
the  union  of  carbon  and  oxygen,  and  cal- 
culated in  the  last  paragraph,  is  not,  how- 
ever, available  for  steam-making.  When 
a  boiler  is  carrying  a  steam  pressure  of 
140  pounds,  the  temperature  inside  the 
boiler  is  360  degrees  Fahr.  It  is  mani- 
fest that  the  gases  of  combustion  which 
maintain  the  temperature  of  the  boiler  by 
imparting  heat  throu.ijh  the  firebox  sheets 
and  tubes,  must  |)ass  out  through  the 
smokehox  at  a  higher  temperature  than 
that  of  the  water  inside  the  boiler.  Owing 
to  the  high  rate  of  speed  at  which  the 
gases  arc  drawn  through  the  tubes  of  or- 
dinary American  locomotives,  the  smoke- 
box  temperature  is  generally  very  high, 
and  800  degrees  I'alir.  may  be  taken  as 
a  low  average.  Taking  the  temperature 
of  the  gases  on  entering  the  firebox  as  SO 
degrees  Fahr.,  we  have  750  degrees  of 
heat  that  has  been  abstracted  from  the 
total  heat  of  the  furnace  and  passed  out 
through  the  smoke  --.tack.  We  found  that 
i;  took  5.212  units  of  heat  to  raise  the 
products  of  combustion  1  degree,  and  as 
7.50  degrees  have  escaped  into  the  at- 
mosphere, we  have  750  x  S.212  =  3,909 
heat  units  wasted,  leaving  14.S0O  —  3,909 
^=  10.591  heat  units  as  being  available  for 
steam-making.  Thus  it  will  be  seen  that 
the  losses  are  verv  great. 


U)SSE.S    DIE    To    EXCESSIVE    AIR    SUPPLY. 

Several  indirect  losses  result  from  the 
practice  of  passing  more  air  through  the 
fire  than  is  needed  to  effect  complete 
combustion.  The  lower  temperature 
maintained  in  the  firebox  leads  to  serious 
waste  of  heat  from  a  portion  of  the  gases 
passing  away  without  being  ignited,  and 
the  large  volume  of  the  gases  that  has  to 
pass  through  the  tubes  induces  a  high 
velocity  of  flow  that  permits  insufficient 
time  for  the  heat  to  be  absorbed  while 
passing  the  heating  surfaces.  There  is 
also  a  direct  loss  where  a  large  volume 
of  air  is  employed,  even  when  the  ex- 
hausted gases  are  at  the  same  temper- 
ature as  the  escaping  gases,  over  a  case 
where  a  curtailed  volume  of  air  is  sup- 
plied to  the  fire  under  proper  conditions. 
Let  us  take  two  examples  for  calculation. 
When  12  pounds  of  air  admitted  to  con- 
sume 1  pound  of  coal,  13  pounds  of  gases 
pass  into  the  stack  at,  say,  800  degrees, 
750  degrees  representing  lost  heat.  In 
this  case  3.076  units  would  be  the  heat 
required  to  raise  the  temperature  of  the 
products  of  combustion  1  degree.  So  we 
have  3.076  x  750  =  2,307,  the  heat  units 
lost,  and  this  deducted  from  14,500  leaves 
12,193  units  available  for  generating 
steam.  On  the  other  ha.id,  suppose  25 
pounds  of  air  are  supplied  for  each  pound 
of  coal  burned,  which  is  quite  a  common 
supply  among  our  small  nozzle  locomo- 
tives, 26  pounds  of  gases  will  be  dis- 
charged into  the  stack  at  a  temperature 
;.lso  of  800  degrees.  750  degrees  to  be 
lost.  In  this  case  it  requires  6.5  units  to 
raise  the  gases  of  combustion  1  degree. 
So  we  have  6.5  x  750  =  4,875  heat  units 
lost  for  each  pound  of  coal  burned,  or 
2,568  heat  units  more  than  when  12 
pounds  of  air  were  admitted  to  the  fire. 
In  practice,  12  pounds  of  air  per  pound 
of  coal  would  not  be  an  economical  way 
of  maintaining  combustion,  but  the  illus- 
tration  may  be  useful. 

I  have  entered  into  these  details  at 
considerable  length  because  I  am  aware 
that  serious  misapprehension  prevails  in 
many  quarters  respecting  the  quantity  of 
air  needed  for  combustion  in  locomotive 
fireboxes.  Many  mechanical  men  act  on 
the  assumption  that  too  much  air  cannot 
be  supplied  to  the  fire  so  long  as  it  is 
put  in  through  the  grate  bars.  When  the 
truth  becomes  established  and  generally 
recognized  that  the  supply  of  air  ought 
to  be  regulated,  even  through  the  grates, 
convenient  and  proper  means  will  be  pro- 
vided to  regulate  that  supply,  a  matter 
which  receives  extremely  little  considera- 
tion at  present. 


Coke   Burning. 
The   Elgin,    Jolict   8c   Eastern    Railway 
people  contemplate  burning  coke  in  their 
locomotives   in    places    where    the    smoke 
from  soft  coal  is  considered  a  nuisance. 
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General  Foremen's  Department 


Shoes  and   Wedges. 

Bv  A.  W.  X'estal. 
Missouri  Pacific  Railway,  Sedalia,  Mo. 

After  reading  the  admirable  article 
on  shoes  and  wedges  by  Mr.  Chamberlin 
in  your  March  number,  it  occurred  to  me 
that  it  was  a  remarkable  fact,  that  meth- 
ods of  doing  work  which  are  considered 
correct  in  some  shops  will  not  be  tolerated 
at  all  in  others.  Of  course  it  is  self-evi- 
dent that  any  line  of  procedure  will  be 
correct  so  long  as  it  brings  correct  re- 
sults, yet  methods  that  may  be  correct  in 
principle  may  not  be  best  in  all  cases  be- 
cause of  other  things  that  must  be  consid- 
ered at  the  same  time. 

Initial  conditions  are  not  always  the 
same,  and  the  element  of  time  plays  a  very 
important  part  in  our  modern  high-speed 
shops. 

Two  men  of  equal  ability  may  each 
have  very  decided  opinions  of  their  own, 
which  reminds  me  of  the  Irishman,  who, 
being  asked  which  he  considered  correct 
pronunciation,  "niether"  or  "neither."  re- 
plied emphatically  that  it  was  "nather," 
which  only  goes  to  show  that  most  men 
have  ''ery  decided  opinions  of  their  own 
rcgari  !ess  of  what  they  may  have  learned 
from  the  experience  of  others. 

Mr.  Chamberlin  speaks  of  getting  the 
square  line  by  means  of  the  "fish-tail 
tram. '  Xow,  I  have  no  means  of  know- 
ing whether  Mr.  Chamberlin  is  one  of  the 
"good  old-timers"  or  a  member  of  the 
more  modern  school,  but  in  ten  years'  ex- 
perience in  a  number  of  shops  I  have 
never  known  one  in  which  the  fish-tail 
tram  was  allowed  in  finding  the  square 
line  except  by  special  autliority  and  in  ex- 
ceptional cases  when  the  square  line  had  to 
be  located  without  removing  the  pistons 
from  the  cylinders. 

-Vow.  1  think  the  majority  of  men  who 
are  familiar  with  this  class  of  work  will 
agree  that  a  "square  line"  may  be  defined 
as  a  line  across  the  frames,  at  right  angles 
to  the  center  line  of  motion,  t.  <•..  the  cen- 
ter line  of  cylinders,  and  if  the  center  lines 
of  tiie  cylinders  are  par.illel  to  each  other 
and  parallel  to  both  frames,  the  use  of 
the  fi ~h-tai!  tram  will  give  correct  results, 
but  there  is  not  one  case  out  of  a  dozen 
when  these  conditions  will  prevail,  espe- 
cially where  one  or  both  frames  have  been 
taken  down  or  a  new  cylinder  put  on.  It 
has  always  seemed  to  me  that  the  best 
way  to  locale  the  square  line  is  to  line  the 
cylinders— start  from  the  beginning,  as  it 
were,  and  work  back.  The  lines  should  be 
set  very  accurately  in  the  cylinders  and 
carried  to  the  rear  of  the  engine.  .-Xfter 
the   lines   are   set.   by   measuring  between 


tlieni,  front  and  back,  you  can  tell  whether 
the  cylinders  are  parallel,  and  by  meas- 
uring between  each  line  and  frame,  front 
and  back,  you  can  see  at  once  whether  the 
frames  are  parallel  with  the  cylinders.  If 
they  are  not,  they  may  nearly  always  be 
moved  at  the  back  end  enough  to  make 
them  come  right. 

In  locating  the  square  line,  place  a 
straight-edge  across  the  main  jaws,  block- 
ing it  up  almost  to  the  line  on  each  side 
and   clamp   it   firmly   to   the  jaws.     It   is 


understood  that  the  binders  are  all  up  in 
place  before  beginning  the  work. 

Now,  by  placing  a  square  against  the 
straight-edge  and  bringing  one  leg  up  to 
the  line  it  may  be  seen  at  a  glance  whether 
the  straight-edge  is  at  right  angles  to  the 
lines.  If  it  is  not,  by  placing  liners  be- 
tween straight-edge,  and  join  on  the  side 
showing  the  largest  angle,  it  may  be 
brought  to  exact  position,  and  if  the  lines 
are  not  parallel,  divide  the  difference  as 
closely  as  possible. 


M 
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FIG.   2. 

Now  place  one  leg  of  the  s(|uarc  on  top 
of  frame  with  the  other  extending  down 
in  front  of  the  straight-edge,  as  shown  in 
Fig.  I,  and  draw  it  back  until  it  touches. 
Scribe  line  iW.  Repeat  the  operation  on 
the  other  frame.  These  are  the  square 
lines. 

To  locate  the  square  centers,  lay  off 
the  length  of  the  wedge  from  the  binder 
on  the  main  wedge  jaw  as  H  T,  T  being 
the  intersection  of  lines  representing  top 
of  wedge  and  face  of  jaw.  Scribe  the  line 
T  P  through  point  T  and  at  right  angles 
to   top   of   frame.      Now   scribe   the   lines 


F  F  on  all  the  jaws,  parallel  to  top  of 
frame.  Prick  punch  the  intersections  G 
and  H  (It  is  only  necessary  to  locate  point 
(i  on  one  frame),  and  with  a  pair  of  small 
trams  locate  the  exact  center,  B,  between 
them.  Take  the  distance,  B  H,  and  lay  it 
off  from  H  on  the  other  side,  and  you 
have  the  square  centers  located. 

Now,  in  regards  to  Mr.  Chamberlin's 
method  of  laying  off  shoes  and  wedges,  it 
will  undoubtedly  give  correct  results,  but 
I  am  afraid  it  would  be  too  slow  in  the 
majority  of  our  modern  railroad  shops. 

Modern  shop  practice  not  only  demands 
accurate  work,  but  the  cry  for  speed  is 
always  with  us,  and  every  short  cut  must 
receive  due  consideration.  Laying  off 
shoes  and  wedges  by  the  method  I  will 
attempt  to  describe  is  not  exactly  new.  I 
don't  know  when  or  where  it  originated, 
but  for  fast,  accurate  work  it  certainly 
fills  the  bill.  With  the  square  centers  lo- 
cated and  the  shoes  and  wedges  all  up  in 
place,  an  8-wheel  engine  may  be  done 
easily  in  two  hours,  which  I  consider  fast 
enough  for  anybody.  The  first  thing  to  do 
is  to  lay  off  all  the  rod  lengths  with  a  long 
tram,  starting  from  the  square  center  at 
the  main  jaws.  Now  get  the  size  of  the 
boxes,  and  there  is  no  more  excuse  for 
boring  a  driving  box  out  of  center  than 
there  is  in  making  a  misfit  on  a  driving 
axle.  It  is  simply  the  result  of  careless- 
ness or  incompetence.  Of  course,  if  there 
is  any  doubt  of  their  being  central,  it  is 
best  to  try  them.  It  has  always  seemed  to 
me  that  a  machinist  ought  to  have  full 
confidence  in  the  accuracy  of  his  own 
work  and  a  reasonable  amount  of  confi- 
dence in  the  work  of  others. 

I  can  remember  working  in  a  shop,  at 
one  lime,  where  all  shoes  and  wedges 
after  Iieing  planed,  were  filed  and  spotted 
to  the  jaws  and  boxes  and  then  the  bind- 
ers, shoes  and  wedges,  and  the  boxes  were 
all  put  up  in  place,  the  wedges  adjusted, 
the  boxes  centered  and  trammed  to  see  if 
they  were  correct  before  wheeling  the 
engine,  causin.g  an  enormous  amount  of 
work  without  improving  on  the  job  in  any 
way  and  all  because  of  a  lack  of  confi- 
dence. .After  getting  the  size  of  all  boxes 
add  2  inclies  to  the  size  of  each  box  and 
divide  by  2;  the  extra  inch  will  make  the 
shoes  and  wedges  easier  to  lay  off,  easier 
to  set  up  and  plane  and  also  leaves  a  proof 
mark.  Set  the  small  trams  at  half  the 
box  size  x  1  inch,  as  found,  and  lay  each 
size  off  in  its  proper  place  from  the  box 
enter,  front  and  back,  as  C  D  and  C  E, 
Fig.  2. 

Now  over  the  main  front  jaw  on  each 
frame,  using  D  as  a  center,  lay  off  D  B 
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equal  to  D  C.  Put  all  the  shoes  and 
wedges  up  in  place,  blocking  them  finally 
against  the  jaws,  and  also  block  the 
wedges  up  oflf  the  binders. 

Now,  if  you  are  using  old  shoes  and 
wedges  which  have  to  be  lined,  put  them 
all  up  and  place  on  leg  of  a  square  on  top 
of  frame;  bring  the  other  leg  up  against 
face  of  shoe  or  wedge  and  measure  over 
from  point  D,  etc.,  to  square.  The  amount 
it  lacks  of  being  1  inch  will  be  the  thick- 
ness of  liners  required.  Now  set  the 
small  trams  to  any  convenient  length  and 
C  as  a  center  scribe  the  arc  A  A,  and  with 
the  same  length  and  with  B  as  center 
scribe  arc  O  O.  Prick  punch  the  inter- 
section of  the  two  arcs  at  X  and  verify  the 
correctness  of  point  X  very  carefully. 

Without  moving  trams,  repeat  the 
operation  on  the  other  main  shoe,  and 
then  with  the  proper  radius  and  same 
centers  locate  point  Y  on  each  shoe  in  the 
same  manner.  Now  it  may  be  seen  that 
the  point  D  on  the  frame  has  been  trans- 
ferred to  the  shoe  by  erecting  a  perpen- 
dicular from  the  point  D  on  the  base  line 
M  N,  that  is  top  of  frame,  by  the  simplest 
and  most  accurate  way  in  which  it  could 
be  done  and  how  also  to  determine  the 
verticle  location  of  points  X  and  Y  at  the 
same  time.  The  wedge  being  shorter  than 
the  shoe  it  is  necessary  to  locate  X  and  Y 
on  the  shoe  so  they  may  be  transferred  to 
the  wedge. 

As  these  points  are  necessary  in  setting 
up  the  shoes  and  wedges  on  the  planer 
some  points  located  on  line  connecting  X 
and  Y  must  be  transferred  to  the  inside 
of  the  shoe.  This  may  be  done  by  plac- 
ing a  straight-edge  across  the  faces  of  the 
shoes,  but  by  far  the  easiest  and  quickest 
way  is  to  use  a  transfer  tram  shaped  as 


Now  set  the  long  trams  to  the  length 
D  F,  Fig.  4,  and  take  notice  here  that  if 
the  boxes  are  standard  size,  the  length 
D  F  will  equal  the  rod  length  C  C,  and 
not  otherwise.  With  X  as  center  and 
length  D  F  scribe  arcs  R  R,  as  shown  in 
Fig.  4,  top  and  bottom,  also  on  inside  of 
shoe  and  other  side  of  engine.  Repeat 
this  on  all  shoes  front  and  back  of  main 
and  always  remember  it  is  the  box  size 
marks  you  want  and  not  the  rod  length. 
Now  set  the  small  trams  to  each  box  size 
as  D  E,  and  lay  off  the  proper  box  size  on 
each  wedge  as  x  .\'  all  around,  inside  and 
out,  and  you  are  done,  although  it  is  wise 
to  circle  all  marks  on  shoes  and  wedges 


I 


so  they  may  be  identified,  and  stencil  them 
all  before  taking  down. 

Many  times  in  laying  off  new  shoes  and 
wedges  some  of  them  won't  "true  up"  ap- 
parently, and  to  line  a  new  shoe  or  wedge 
makes  the  average  machinist  feel  like 
"cussin'  "  the  company.  By  using  a  little 
"headwork"  this  may  nearly  always  be 
overcome  by  shifting  them  around  or  set- 
ting the  centers  ahead  or  back.  A  glance 
at  Fig.  4  will  show  that  all  that  is  neces- 
sary in  order  to  set  all  centers  ahead  or 
back  the  same  amount  is  to  set  the  points 
B  and  C  ahead  or  back  the  same  amount, 
and  all  the  others  will  take  care  of  them- 
selves. 

All  young  mechanics  should  realize  that 
it  takes  more  skill  to  lay  off  shoes  and 
wedges  than  to  dig  post  holes  or  stake  out 
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shown  in  Fig.  3.  Extend  the  end  L  L  over 
top  of  frame,  set  point  at  C,  and  with 
other  end  of  tram  scribe  arc  on  inside  of 
shoe.  Catch  the  point  B  as  a  center  and 
scribe  the  other  arc.  The  point  of  inter- 
section of  the  two  arcs  will  be  the  point 
desired.  It  may  be  noticed  that  by  using 
this  tram  it  makes  no  difference  whether 
the  main  boxes  are  the  same  size  or  bored 
out  of  center  or  not,  if  the  correct  size  of 
each  box  has  been  laid  out  on  the  frame 
the  point  located  on  inside  of  shoe  is  cer- 
tain to  be  correct. 

Set  the  small  trams  to  length  D  X  and 
lay  it  off  nn  all  shoes  as  at  T  and  T.  Fig. 
4.  Do  the  same  with  the  length  D  Y.  The 
vertical  location  of  the  point  X  on  in- 
side of  the  shoes  and  wedges  can  be  ob- 
tained by  using  a  pair  of  maphrodites  from 
top  of  binders. 


a  flower  bed,  and  should  learn  to  work 
carefully.  Be  sure  your  trams  stay  set 
where  you  put  them ;  don't  use  a  nail  for 
a  prick  punch,  a  two-foot  rule  for  a  scale, 
and  don't  get  rattled. 

One  of  the  greatest  sources  of  trouble 
for  some  men  in  laying  off  shoes  and 
wedges  is  in  getting  "mixed  up,"  although 
there  is  little  cause  for  confusion.  In  the 
"good  old  days"  shoes  and  wedges  and 
valve  setting  were  looked  upon  by  many 
as  a  sort  of  mystcr)',  but  those  times  have 
passed  away.  Knowledge  comes  easier 
nowadays,  and  the  young  mechanic  don't 
have  to  rely  on  what  some  older  man  is 
willing  to  tell  him,  but  by  a  little  careful 
reading  can  dig  it  out  for  himself.  And 
if  an  error  is  ever  committed  it  should 
be  a  lesson  that  he  should  always  re- 
member. 


Utilizing   Lignite. 

For  years  the  immense  deposits  of  lig- 
nite in  various  parts  of  the  United  States 
were  regarded  as  worthless,  so  far  as  fuel 
value  was  concerned,  but  now  numerous 
concerns  are  converting  the  lignite  into 
briquettes  which  have  more  heat  value 
than  ordinary  coal.  This  change  can  be 
made  for  about  $1.50  per  ton,  an  expense 
that  is  not  excessive  for  good  fuel  which 
has  high  weather  resisting  power.  The 
most  expensive  thing  about  briquette  mak- 
ing is  the  binder,  which  consists  of  some 
sticky  substance  such  as  tar,  but  some  lig- 
nites are  suitable  for  briquettes  without 
any   binder. 

The  subject  is  treated  at  greater  length 
un  page  123,  of  the  present  issue  of  Rail- 
way AND   Locomotive   Engineering. 


Larger  Cylinders  for  Locomotives. 

The  test  department  of  the  Pennsyl- 
vania Railroad  has  been  carrying  on  ex- 
periments with  superheater  locomotives, 
as  a  result  of  which  they  have  determined 
that  when  a  locomotive  is  converted  from 
saturated 'to  superheated  steam,  her  cyl- 
inders should  be  enlarged.  The  results 
obtained  show  that,  to  secure  maximum 
economy,  the  cylinders  should  be  enlarged 
to  such  an  extent  that  ihe  maximum  indi- 
cated horse-power  will  be  developed  at  a 
cut-off  not  exceeding  30  per  cent. 


Fourteen-Mile  Tunnel. 

The  Canadian  Pacific  has  been  granted 
permission  by  the  government  to  bore  a 
fourteen-mile  tunnel  under  a  mountain 
a  mile  high,  near  Rogers  pass,  in  the  Sel- 
kirk range.  It  is  to  shorten  the  route  to 
the  Pacific  and  to  lessen  the  danger  from 
snow  slides  that  the  great  bore  is  to  be 
built  at  a  cost  of  many  millions  of  dollars. 


Finishing  Canadian  Northern. 

The  completion  of  the  Canadian  North- 
ern as  a  transcontinental  railway  from 
tidewater,  at  Quebec,  to  the  Pacific  coast, 
will  not  be  later  than  September  1.  ac- 
cording to  President  William  MacKcnzie. 
Requirements  for  equipment  provide  for 
fifteen  passenger  trains  each  day,  east  and 
west. 


How  Rails  May  Slip. 

Friction  of  the  drivers  of  a  locomotive 
causes  rails  to  slip  unless  anchored,  but 
the  direction  of  the  slip  is  the  opposite  to 
that  which  might  be  supposed.  The  rails 
creep  forward  under  the  pressure  of  the 
train,  much  as  a  paper  will  when  pushed 
by  the  hand. 


To  make  a  hack-saw  cut  metal  more 
smoothly  and  rapidly,  with  less  noise,  and 
last  longer,  use  thereon  as  lubricant  a 
mixture  of  two  parts  of  tallow  and  one  of 
good  black-lead  graphite. 
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Second   Year's  Examination. 

(CouUnucd  from  fagc  91.  March.  1914.) 
Q,  42.— I  low  often  should  the  luhricator 
be  blown  out? 

A.— This  depends  on  condition  of  cil 
used,  as  regards  sediment.  L'.ut  it  should 
be  blown  out  at  least  once  in  a  week. 

y.  43.— How     long     before     leaving     a 
terminal    should    feed   valves   be   opened  :- 
A.— About  ten  minutes,  not  over  fifteen 
minutes  before  leaving. 

Q  44._How  many  drops  per  minute 
should  be  fed? 

A.— About  three  drops  per  minute  to 
each  cylinder. 

Q.  45._Describe  the  principle  and  oper- 
ation of  a  sight  feed  lubricator?^ 

A.— Steam  is  admitted  to  the  condensing 
chamber,   and   condenses   to   a   level   with 
the    upper    ends    of   the    equalizing    tubes 
that  lead  to  the  feed  arms  and  maintain 
an    equalization    of    pressures    there    with 
the   steam   pressure   in   condensing   cham- 
ber.    The   water   valve   allows   the   Water 
to   pass    from   condensing   to   oil    well   or 
cup,   and   the   oil   being   lighter   than   the 
water    is    raised    to    the    top    of    oil    cup 
above  the  ends  of  oil  tubes  which  lead  to 
the  lower  feed  arms,  and   when  the  feed 
valves  are  opened  the  oil  is  forced  up  mto 
the  sight  feed  glasses  by  the  weight  of  the 
head  of  water  in  condensing  chamber  and 
oil  cup.     In  the  sight  feed  glasses  the  oil 
rises  to  the  top  of  the  wat  r  in  the  upper 
feed   arms    (this   water   being   level    with 
the  openings  in  the  choke  plugs )  and  then 
the    oil    flows    through    the    choke    plugs 
openings  to  the  oil  pipe  and  down  to  the 
cylinders  through  force  of  gravity.   There- 
fore the  lubricator  operates  through  con- 
densation, equalization,  water  pressure  and 
force  of   gravity. 

Q.  46.— Does  a  cold  draft  affect  the 
working  of  a  luhricator?    Why.' 

/ii_Ves.  Because  it  cools  the  oil  so 
il'will  not  now  freely  and  affects  the 
equalization. 

Q  47.--Name  the  different  causes  for 
irregularity  in  lubricator  feeding? 

A.— Steam  pipe  leading  to  condensing 
chamber  too  small,  or  steam  valve  only 
partially  opened;  equahzing  tubes  stopped 
up  or  too  small;  choke  plug  openings 
worn  too  larye.  or  the  choke  plug  loose. 

Q  48._\\hen  and  in  what  order  should 
you  close  the  steam  and  wa'.er  valves  on 
a  lubricator? 

A.— .\t  the  completion  c)f  a  trip,  or 
when  necessary  to  fill  lubricator,  the  water 
valve  should  be  closed  first  and  then  the 
steam  valve  may  be  closed.     At  the  be- 


ginning of  a  trip  or  after  filling  lubricator, 
Uie  steam  valve  should  be  opened  first 
and  then  the  water  valve  may  be  opened. 
Q.  49.— What  will  result  from  filling  a 
lubricator  with  cold  oil? 

A— Oil  will  be  wasted  and  the  lubri- 
cator will  be  strained,  because  the  cold 
oil  will  expand  and  exert  a  great  pressure 
on  the  walls  of  the  oil  reservoir,  and  when 
the  water  valve  is  opened  some  of  the 
oil  will  be  forced  back  into  the  condenser, 
and  in  some  types  of  lubricators  oil  will 
be   forced   into   the   boiler. 

Q,  50.— If  the  sight  feed  is  stopped  up. 
how  would  you  clean  them  out  on  the 
different  styles  of  lubricators? 

A.— Close  all  feed  valves  but  the  one 
affected,  open  check  valve  in  top  feed  arm. 
then  open  the  drain  plug  and  steam  from 
the  equalizing  tube  will  blow  out  the  dirt 
and  sediment  from  the  glass  and  feed  tip. 
On  some  of  the  modern  types  drain  cocks 
are  provided  in  low^er  feed  arm.  and  a 
plug  valve  controls  the  opening  from  top 
feed  arm  to  feed  glass,  to  be  used  when 
necessary   to   blow   out. 

Q  5I.I.H0W  would  you  clean  out  chokes 
on  different  styles  lubricators  in  use  on 
this  road? 

A,— On  most  lubricators  the  chokes  can 
be  cleaned  by  closing  the  main  steam 
valve  and  draining  a  little  water  out  of 
nil  cup  and  condensing  chamber,  then 
open  engine  throttle  and  the  steam  com- 
ing up  through  oil  pipe  will  blow  out  the 
obstruction.  Another  way  is  to  close  the 
main  steam  valve,  open  the  check  valve 
in  top  feed  arm,  open  sight  feed  drain, 
then  open  throttle  and  blow  dirt  into  feed 
glass.  On  others  it  is  necessary  tn  <hs- 
connect  the  oil  pipe  and  clean  them  by 
hand. 

Q  52.— Which  is  the  better  practice,  to 
elf-^e  the  feed  valves  or  the  water  valves 
while  w^aiting  on  a  siding:" 

A.— It  is  better  to  close  the  feed  valves. 
(J.  S3— How    can    you    tell    when    the 
eriualizing  tubes  become  stopped  up? 

.\.— With  equalizing  tubes  partly  stopped 
up,  the  oil  will  run  in  streams  from  the 
feeds  when  the  throttle  is  eased  ofT,  and 
if  they  are  entirely  stopped  up,  the  oil 
will  squirt  from  the  feed  tips. 


Air    Brake    Questions   Answered. 
2nd  Year's. 

O.  ].— Name  the  operating  parts  of  the 
91,4  in.  pump?  the  11  in.  pump? 

A.— Steam  piston  and  air  piston  con- 
nected to  same  piston  rod,  reversing 
plate,  reversing  stem,  reversing  valve, 
main   steam  valve,  differential  piston,  re- 


ceiving valves  and  discharge  valve.  The 
parts  of  the  11  in.  pump  are  the  same  as 
those  of  the  9"^  in.  pump. 

Q  2.— Explain  the  operation  of  the  air 
end  of  pump  on  the  up-stroke'  the  down 
stroke? 

A.— When  the  air  piston   starts  on  the 
up  stroke  the  air  that  is  in  the  upper  end 
of    the    air    cylinder    is    compressed    and 
forced    out   by    the    discharge    valve    and 
through  the  discharge  pipe  into  the  main 
reservoir,    and    m   the    lower    end   of   the 
air    cvlmder    there     is    being     formed     a 
vacuum     which     causes    the    atmospheric 
pressure  to  raise  the  receiving  valve  from 
Its   seat   and   the   air    will   flow    into    the 
cylinder    until    the    piston    completes    its 
stroke,  filling  it  full  of  air  at  atmospheric 
pressure,   then   the   receiving   valve   drops 
to  its  seat  of  its  own  weight.     The  piston 
starts    on    its    down    stroke    and    the    air 
present   in   the  lower  end  of  the  air  cyl- 
inder is  compressed  and  forces  the  lower 
discharge  valve  from  its   seat  and  passes 
through    discharge    pipe    into    the    main 
reservoir,  and  a  vacuum  is  formed  in  the 
upper  end  of  the  air  cylinder  that  causes 
the  air  entering  receiving  strainer  at  at- 
mospheric pressure  to  raise  the  upper  re- 
ceiving valve  from  its  seat,  and  air  flows 
into   the    upper    end    of    the    air    cylinder 
until  at  the  completion  of  stroke  the  cyl- 
inder   is    filled    with    air    at    atmospheric 
pressure  and  the  receiving  valve  drops  to 
its  seat  of  its  own  weight. 

Q  3_Explain  the  operation  of  the 
steam  valve  gear  of  the  9',{.  in.  pump  on 
both  stokes. 

A.— The  first  stroke  of  the  pump  is  gen- 
er.'dly   the   up   stroke;    all    parts   being   at 
tlie    lower    end    of    stroke,    the    reversing 
valve  will  be  in  position  to  connect  cham- 
ber   back    of    large    head    to    differential 
piston  with  the  exhaust  and  the  steam  in 
the  main  valve  chamber  moves  the  differ- 
ential  piston   to  the   right,   and   it  moves 
the  main  steam  valve  with  it  to  a  position 
where    the    admission    port    to   the   lower 
end  of  the  steam  cylinder  is  opened  and 
live  steam  is  flowing  into  the  cylinder  and 
moving  the  piston  on  the  up  stroke.     The 
bollow    or    exhaust    cavity    in    the    main 
Meain     valve  is  connecting  the  admission 
port  to  the  upper  end  of  the  steam  cylinder 
with  the  exhaust  and  any  pressure  present 
in  the  upper  end  of  the  cylinder  to  escape 
to  the  atmosphere.     As  the  piston  nears 
ihc    completion    of    the    up    stroke,    the 
shoulder  on   reversing   stem   engages   the 
reversing    plate    on    piston    head    and    is 
moved     upward,     moving    the     reversmg 
valve    up    to    a    position    where    the    live 
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steam  is  admitted  to  chamber  back  of  the 
large  head  of  the  differential  piston,  and 
pressures  are  equalized  on  each  side  of 
large  head  to  differential  piston  neutral- 
izing it,  and  the  steam  pressure  on  small 
head  of  dififerential  piston  moves  the 
piston  to  the  left  and  the  main  steam 
valve  is  moved  with  it  to  a  position  where 
the  admission  port  to  the  upper  end  of 
the  steam  cylinder  is  opened  and  live 
steam  enters  the  cylinder,  pushing  the 
piston  on  its  downward  stroke.  At  the 
same  time  the  admission  port  to  the  lower 
«nd  of  the  cylinder  is  placed  into  com- 
munication with  the  exhaust  through  the 
exhaust  cavity  in  main  steam  valve,  and 
the  steam  used  in  the  up  stroke  is  exhaust- 
ed to  the  atmosphere.  As  the  piston  com- 
pletes the  down  stroke,  the  reversing  plate 
engages  the  button  on  the  lower  end  of 
the  reversing  rod  and  pulls  it  and  the 
reversing  valve  down  to  a  position  where 
the  steam  will  be  exhausted  from  back  of 
the  differential  piston  and  the  parts  move 
to  position  for  the  up  stroke. 

Q.  4. — How  many  strokes  (single)  per 
minute  should  pumps  run  to  give  best 
results? 

A. — 120  strokes  per  minute ;  never  more 
than  140  at  any  time. 

Q.  5. — What  should  govern  speed  of 
pumps  on  heavy  grades? 

.\. — The  length  of  train  and  the  amount 
■of  train   line   leaks. 

Q.  6. — What  is  the  duty  of  the  pump 
governor,  and  how  is  it  adjusted? 

A. — To  control  the  main  reservoir 
pressure  by  stopping  the  pump  when  the 
pressure  reaches  the  maximum.  It  is  ad- 
justed with  the  regulating  spring  and  reg- 
ulating nut. 

Q.  7. — Does  the  governor  control  the 
speed  of  the  pump?  How  is  the  speed 
controlled  ? 

A. — No.  The  '^peed  is  controlled  by  the 
throttle  valve  regulating  the  amount  of 
steam   admitted   to  the   pump. 

Questions  Answered 

Percentage  of  Piston  and  Valve 
Strokes. 

A.  D.  Kenora,  Ontario,  asks: — (1)  W'hat 
percentage  of  the  stroke  of  a  piston  does 
a  valve  cut-ofT?  (2)  also,  at  what  per- 
centage of  stroke  do  we  have  a  full  open 
port,  with  the  engine  working  a  full  gear? 
I  may  add  that  I  have  been  informed  that 
British  locomotives  cut-oflf  at  75  per  cent. 
A.  (1)  It  depends  entirely  on  what  posi- 
tion or  notch  the  reverse  lever  latch  is 
placed.  Supposing  that  the  piston  stroke 
is  24  inches,  an  economical  use  of  steam 
would  be  to  place  the  lever  at  a  point 
where  the  valve  would  shut  ofT  the  steam 
when  the  piston  had  moved  about  one- 
fourth  of  its  stroke,  or  about  6  inches,  the 
remaining  18  inches  of  the  piston  stroke 
would    be   impelled   by   the   expansion   of 


the  steam  already  in  the  cylinder.  If  this 
is  not  enough  to  keep  the  train  at  the 
desired  speed,  the  stroke  or  period  of 
time  during  which  the  valve  is  open  could 
be  increased  by  moving  the  lever  further 
away  from  the  center  of  the  quadrant. 
There  is,  therefore,  a  wide  range  in  the 
matter  of  the  point  of  cut-ofT,  ranging 
probably  from  6  inches  to  20  inches.  (2) 
The  percentage  of  full  open  port  with  the 
engine  in  full  gear,  that  is,  with  the  lever 
on  the  extreme  forward  or  backward 
notch,  depends  on  the  size  of  the  steam- 
port,  the  amount  of  valve  travel,  and  the 
amount  of  lap  and  lead,  but  generally 
speaking  the  port  could  not  remain  fully 
open  for  more  than  60  per  cent,  of  the 
stroke. 

In  regard  to  British  locomotives,  there 
is  no  difference  of  any  kind  in  the  manip- 
ulation of  the  valve  gear  or  in  the  relation 
of  the  stroke  of  the  valve  to  the  stroke 
of  the  position.  All  aim  at  the  econom- 
ical use  of  steam,  and  at  the  same  time 
an  effectual  meeting  of  the  requirements 
of  the  service. 


line  of  curvature,  from  the  distance  from 
the  centre  of  the  axle,  to  which  the  eccen- 
trics are  attached,  to  the  centre  of  the 
links  in  the  case  of  the  Stephenson  valve 
gear,  and  from  the  length  of  the  radius 
rod  in  the  case  of  the  Walschaerts  gear- 
ing. 


Point  of  Exhaust  and  Link  Radius. 

C.  V.  M.,  Wilmington,  Del.,  asks;— (1) 
Does  an  engine  exhaust  when  the  crank 
pin  is  at  or  nearly  at  the  top  or  bottom 
centres?  (2)  If  an  engine  exhausts  about 
these  points,  and  the  engine  had  negative 
lead  in  full  gear,  where  would  it  get  its 
power  if  it  stopped  on  the  exact  dead 
centre?  (3)  Has  the  size  of  driving 
wheels  on  an  engine  anything  whatever 
to  do  with  the  radius  of  the  links?  A. 
(1)  No.  The  exhaust  does  not  occur  un- 
til the  piston  stroke  is  nearly  completed. 
An  opening  of  the  exhaust  at  or  near 
the  points  referred  to  would  occasion  a 
loss  of  steam  and  a  great  diminution  in 
the  power  of  the  engine.  (2)  No  matter 
at  what  exact  point  the  exhaust  occurs 
the  engine  has  no  power  when  the  crank 
is  at  the  dead  centre,  other  than  that  ac- 
quired pow-er  known  as  momentum.  In 
the  case  of  a  single  engine,  as  in  most 
stationary  engines,  the  cranks  are  car- 
ried over  the  dead  centres  by  the  ac- 
quired momentum  of  the  fly  wheel, 
which,  properly  speaking,  is  stored  energy. 
In  the  case  of  the  locomotive  in  addition 
to  the  momentum  acquired  by  the  weight 
of  the  moving  mass,  it  will  be  noted  that 
when  the  crank  of  an  engine  is  on  either 
of  the  dead  centres,  the  crank  on  the 
other  engine,  at  the  other  side  of  the 
locomotive,  is  citlier  on  the  top  or  bot- 
tom centres,  and  the  piston  is  consequent- 
ly in  a  position  to  receive  the  full  impact 
of  the  steain  (lowing  in  from  the  valve, 
which  is  fully  oinn  or  nearly  so.  Hence 
one  crank  beim;  on  the  dead  centre  is  no 
impediment  to  ilio  starting  of  a  locomo- 
tive equipped  with  two  or  more  engines. 
(3)  The  size  of  the  driving  wheels  has 
little  or  no  relation  to  the  radius  of  the 
links.     The   links    derive   their   radius,   or 


Light  Firing. 

W.  G.  L.,  New  York,  N.  Y.,  writes:— 
(1)  I  have  frequently  had  the  job  of  fir- 
ing a  2-8-2  locomotive  running  light,  and 
have  great  difficulty  in  keeping  down  the 
steam  pressure  and  preventing  blowing 
off  at  the  safety  valves.  A  method  which 
I  have  used  with  moderate  success  is  to 
cover  the  fire  heavily  with  green  coal  and 
open  both  doors  2  inches.  The  heavy 
tiring  part  does  not  seem  to  do  much 
good.  What  would  you  advise?  (2) 
Do  you  consider  it  harmful  to  open  both 
doors  an  inch  or  two  when  running  along 
with  a  short  cut-off  and  fairly  light  ex- 
haust? Some  of  these  2-8-2  type  of  loco- 
motives steam  so  freely  that  this  is  neces- 
sary to  prevent  blowing  off,  even  with  as 
many  as  60  empties  and  the  injector 
working.  What  is  the  temperature  of  the 
back  flue  sheet  with  a  steam  pressure  of 
200  pounds?  I  imagine  it  cannot  be  over 
500  degrees,  and  cold  air  coming  in  con- 
tact is,  I  think,  too  often  the  reason  as- 
signed for  leaky  flues,  as  the  air  before 
reaching  the  flue  sheet  must  be  raised  to 
about  the  same  heat  as  the  flues.  A.  (1) 
We  would  advise  light  firing.  The  keep- 
ing of  the  fire  doors  slightly  open  has  the 
effect  of  keeping  down  the  temperature, 
and  is  of  no  serious  injury.  It  is  the 
shutting  and  opening  of  the  doors  at  short 
intervals  that  causes  expansion  and  con- 
traction and  is  very  pernicious.  (2)  At 
200  pounds  pressure  the  temperature  of 
the  water  around  the  back  flue  sheet 
would  be  about  380  degrees  and  the  aver- 
age temperature  in  the  fire  box  about  the 
same  locality  would  be  about  850  degrees. 
The  temperature  in  the  flues  decreases  to 
less  than  500  degrees  before  reaching  the 
front  flue  sheet,  varying  according  to  the 
length  of  the  flue. 


Vacuum    in     Cylinder    and     Valve 
Chambers. 

W.  W.  B..  Crewe.  V'a..  writes:  Please 
advise  as  to  whether  it  would  be  an  ad- 
vantage or  a  disadvantage  if  a  vacuum 
was  created  in  the  cylinders  and  valve 
chambers  of  a  locomotive  while  drifting. 
.\.  It  is  a  disadvantage  and  to  avoid  it 
a  number  of  devices  have  been  invented 
to  admit  the  free  passage  of  air  when  the 
throttle  is  closed.  The  chief  trouble  in 
case  of  a  partial  vacuum  arising  is  the 
tendency  to  draw  ashes  from  the  smoke- 
box  into  the  steam  chamber  and  cylinders 
This  defect  is  overcome  by  the  use  of 
relief  valves  attached  to  the  steam 
chests. 
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American  and  British   Railroads. 

The  appointment  of  Mr.  llcnry  Worth 
Thornton,  formerly  general  superintend- 
ent of  the  Long  Island  Railroad  and 
recently  appointi-d  to  the  position  of  gen- 
eral manager  ui  the  Great  Eastern  Rail- 
road of  England,  has  given  rise  to  con- 
siderable discussion  both  in  America  and 
Great  Britain  in  regard  (n  the  manner 
in  which  railroads  are  managed  in  both 
coimtries.  The  London  Statist,  an 
eminent  authority  on  economic  questions 
states  that  it  is  the  difference  between 
science  on  the  one  hand  and  rulc-of- 
thumb  on  the  other,  and  it  gives  un- 
qualified precedence  to  America  for  the 
complete    possession    of    the    science. 

A  statement  of  tliis  kind  from  such  a 
source  has  undoubtedly  f;ir  ni'ire  weight 
with  the  British  people  tiian  if  it  came 
from  America.  We  have  long  been 
aware      of      our      great      and      growing 


superiority  of  the  management  of  rail- 
roads. The  spirit  of  enterprise  and  in- 
vention is  encouraged  in  the  western 
world  to  a  degree  beyond  the  dreams 
of  the  fossiHzed  promoters  of  the  old 
world,  whose  somnolent  mentahty  seems 
almost  incapable  of  entertaining  any 
other  idea  than  that  of  letting  things 
remain  as  they  are.  As  the  Statist  states 
it,  the  criticisms  and  comments  of  a 
great  many  persons  who  for  many  years 
have  desired  to  assist  their  country  and 
their  countrymen  to  place  the  railway 
industry  of  Great  Britain  in  a  condition 
of  the  highest  efficiency  have  for  the  most 
part  fallen  on  deaf  ears.  Their  efforts 
to  induce  railway  officials,  directors  and 
cliairmcn  to  realize  the  value  of  scientific 
data,  and  a  scientific  education  in  rail- 
way traffic  problems  have  been  in  a  large 
measure  frustrated  by  the  unscientific 
training  and  active  hostility  of  persons  to 
whom    they   wished    to   bring   advantage. 

Men  in  the  service  who  saw  the  de- 
fects of  rule-of-thumb  methods  in  an 
age  of  science  were  cold-shouldered  and 
even  threatened  with  dismissal  if  they 
ventured  to  give  expression  to  their 
views.  Lecturers  at  the  classes  for  rail- 
way officials  were  forbidden  to  refer  to 
the  scientific  data  by  means  of  which 
alone  railway  officials  could  be  trained 
in  the  science  of  railway  transportation, 
while  well-known  railway  experts  who 
were  honest  and  bold  enough  to  indicate 
where  things  were  wrong,  and  how  they 
might  be  righted  were  treated  with  scant 
courtesy.  And  now  the  chairman  of  a 
great  company,  who  has  himself  sup- 
ported the  old  haphazard,  happy-go-lucky 
methods,  not  only  tells  the  world  that 
the  officers  of  British  railways  are 
practically  useless,  but  hands  over  one 
of  the  prizes  of  the  railway  profession 
to  a  man  who  has  been  trained  upon 
lines  which  the  well-informed  have  for 
many  years  desired  to  introduce  into 
Great  Britain. 

A  lack  of  harmony  and  authority  among 
the  various  departments,  and  a  conse- 
quent lack  of  cohesion  in  action  cannot 
do  other  than  bar  the  way  to  progress. 
To  this  end  a  master  mind  is  needed 
capable  of  grasping  the  entire  questions 
at  issue  and  bringing  order  out  of  chaos 
and  directing  the  forces  to  the  Iiest  end. 
Such  a  mind  nuist  be  trained  in  a  new 
school  and  capable  of  molding  out  of 
such  materials  that  are  at  hand,  a  vitaliz- 
ing and  new  force  tliat  shall  at  once 
reflect  the  will  of  the  guiding  intellect 
to   higher   and   better   results. 

It  must  be  admitted,  however,  that  in 
point  of  safety  the  supremacy  of  the 
British  railways  must  be  conceded.  This 
is  not,  however,  a  question  proving 
superior  management  but  is  a  simple  re- 
flex of  different  conditions.  A  small, 
compact  country  with  every  mile  of  its 
railways  fenced  and  guarded  almost  pre- 
cludes     the      possibility      of      the      large 


casualty  list  that  marks  the  statistics  of 
American  railroads,  but  now  that  the 
minds  of  the  American  railway  officials 
are  directed  towards  this  sad  phase  of 
railway  traffic  the  results  are  already 
seen,   and   the   future   is   full   of   promise. 


Learning  to  Be  a  Locomotive  Engineer. 

The  increasing  complication  of  railway 
mechanical  appliances  that  the  master 
mechanic  of  a  railway  is  nowadays  ex- 
pected to  exert  intelligent  control  over, 
calls  for  the  employment  of  men  with 
first-class  mechanical  training,  so  that  the 
chances  for  a  man  who  begins  work  as  a 
firemen  reaching  the  position  of  master 
mechanic  are  becoming  small.  The  posi- 
tion of  road  foreman  of  engines  is  di- 
rectly in  line  for  the  intelligent  fireman, 
and  he  may  work  up  to  be  a  railway 
president  as  Mr.  Daniel  Willard  has 
done,  but  much  self-denial  and  close  at- 
tention to  duties  are  necessary  in  work- 
ing up  to  high  positions. 

The  following  notes  of  advice  to  fire- 
men are  still  seasonable,  although  they 
were  written  years  ago  by  a  man  who 
had  just  been  promoted  to  the  right  hand 
side.  In  the  course  of  a  few  years  he 
became  train  master,  then  superintendent, 
and  he  is  now  a  general  superintendent 
on  one  of  our  most  important  lines. 

Our  friend  wrote :  "The  attention  of 
firemen  is  directed  to  a  few  facts  intend- 
ed for  their  benefit  and  in  aiding  them 
to  secure  promotion  in  case  they  deserve 
it.  Nearly  all  engineers  have  an  appre- 
ciation of  a  clean  engine,  for  it  is  the 
machine  with  which  they  earn  their  liv- 
ing. The  locomotive  cab  is  the  office  of 
the  engineer,  who  pulls  the  train  from 
city  to  city  and  from  ocean  to  ocean.  The 
cab  and  exterior  parts  of  an  engine  are 
to  the  engineer  the  same  as  the  office  of 
a  master  mechanic.  We,  as  employees  of 
a  railroad  company,  very  well  know  that 
all  offices  must  be  kept  clean  and  tidy 
during  business  hours,  and  everything  ap- 
propriately arranged  in  the  office  before 
the  officials  resume  their  duties  for  the 
day.  So  it  should  be  in  the  cab  of  a  lo- 
comotive, especially  those  used  for  pull- 
ing passenger  trains.  When  an  engine  is 
coupled  to  a  passenger  train,  it  should 
present  a  clean  and  tidy  appearance,  for 
it  is  a  part  of  the  company's  equipment 
for  which  they  have  paid  a  large  sum  of 
money. 

"The  master  mechanic  intends,  when  an 
engine  leaves  the  yard,  that  it  is  clean 
and  merits  the  admiration  of  passengers 
and  other  beholders.  The  exterior  of  the 
engine  depends  for  appearance  upon  the 
interest  which  the  fireman  takes  in  his 
occupation.  The  fireman  is  a  locomotive 
engineer's  helper  and  in  fact  an  appren- 
tice to  the  trade  of  locomotive  engine 
running,  for  it  is  supposed  that  he  ac- 
cepted the  position  of  fireman  as  the 
means   for  preparing   himself  to   running 
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and  managing  an  engine.  His  duties  are 
numerous,  but  if  he  takes  proper  interest, 
the  work  will  be  found  pleasant  after  a 
little  experience,  especially  if  they  are 
undertaken  in  the  proper  spirit.  The  time 
to  learn  the  business  of  locomotive  en- 
gineering is  when  the  candidate  is  per- 
forming the  duties  of  locomotive  fire- 
man." 


Artificial  Lighting. 

We  understand  that  the  committee  of 
the  Master  Mechanics'  Association  ap- 
pointed to  report  on  minimum  require- 
ments of  headlights,  of  which  Mr.  D.  F. 
Crawford,  of  the  Pennsylvania  Lines,  is 
chairman,  has  prepared  what  is  likely  to 
prove  one  of  the  most  valuable  and  vol- 
uminous reports  ever  presented  to  an  an- 
nual convention.  The  designing  of  lenses 
for  ordinary  train  lamps  and  for  station 
signal  lamps  has  received  extended  atten- 
tion from  scientific  experts,  but  the  loco- 
motive headlight  has  "growed,"  like 
Topsey,  without  much  scientific  control. 
The  headlight  grew  by  degrees  from  a 
mere  indication  lamp  to  a  great  beacon 
expected  to  illuminate  the  track,  to  show 
up  any  obstruction  and  to  act  as  an  im- 
portant promoter  of  safety.  This  was  the 
.American  idea,  which  was  not  shared  by 
railway  people  of  other  countries,  who  be- 
lieved that  the  proper  function  of  a  loco- 
motive headlight  was  to  indicate  to  people 
at  stations  and  other  parts  of  the  right  of 
way  that  a  train  was  approaching.  As 
there  has  been  some  conflict  of  opinion 
concerning  the  real  value  of  headlights,  it 
is  hoped  that  the  coming  committee's  re- 
port will  throw  needed  light  upon  the 
subject. 

The  entire  subject  of  artificial  lighting 
is  interesting,  and  an  exhaustive  history 
of  the  development  of  artificial  lighting 
would  make  interesting  reading.  The  tre- 
mendously brilliant  illuminations  of  streets 
and  buildings  in  such  cities  as  New  York 
and  Chicago  would  give  an  ordinary  be- 
holder the  idea  that  such  brilliancy  could 
have  been  secured  only  by  long  centuries 
of  developing  labor,  but  that  would  not 
be  correct,  for  people  that  have  not 
reached  the  Scriptural  age  of  three  score 
and  ten  years  have  witnessed  the  intro- 
duction of  all  illuminating  improvements 
from  the  whale  oil  crusie  to  the  electric 
arc  light. 

The  sun  and  sunlight  make  ideal  illumi- 
iiants,  but  their  light  is  not  always  in  evi- 
dence, so  it  is  difficult  to  conceive  a  time 
when  artificial  light  was  not  required. 
The  earliest  means  of  artificial  lighting 
was  the  torch,  not  the  oil  and  cotton  wick 
apparatus  of  railroad  service,  but  a  pine 
stick  smeared  with  rosin.  The  next  ad- 
vance was  to  what  was  known  as  the 
link,  which  was  a  rope  instead  of  the  pine 
stick,  the  improvement  being  the  length- 
ened time  of  use.  The  link  held  sway  for 
many  centuries,  and  link-boys  lighted  the 


way  for  fashionable  people  up  to  the  time 
that  Murdock's  gas  was  introduced  for 
street  lighting.  It  would  be  an  easy  ad- 
vance from  a  torch  to  a  crude  candle,  as 
the  first  candles  were  merely  lumps  of  fat 
with  a  hole  cut  in  for  the  wick.  The 
candle  was  no  doubt  the  immediate  suc- 
cessor of  the  torch,  and  it  held  sway  from 
remote  times,  although  oil  lamps  have 
been  found  in  the  ruins  of  Pompeii.  It 
seems  that  very  little  progress  was  made 
in  developing  lamps,  for  those  used  in 
Italy  before  the  beginning  of  our  era  were 
practically  the  same  as  those  used  in 
Scotland  when  Queen  Victoria  ascended 
the  British  throne. 

The  nomenclature  of  the  Greeks  and 
Romans  concerning  artificial  lighting  was 
very  confusing,  for  candle  and  candlestick 
were  used  in  the  same  sense  as  lamp.  An 
incident  is  mentioned  in  Apullius'  Metam, 
where  an  alarm  arose  in  a  Roman  house- 
hold, and  the  people  rushed  together  with 
taedis,  lucernis,  sebaceis  and  cereis,  which 
means  with  torches  of  pine,  lamps,  tallow 
candles  and  wax  tapers.  At  Herculaneum 
a  chandlers  apparatus  was  found  in  work- 
ing order;  and  in  the  British  Museum 
there  is  a  fragment  of  a  huge  candle  found 
in  Vasion,  Asia  Minor,  supposed  to  have 
been  made  in  the  first  century. 

Modern  men  and  women  came  to  ad- 
mire the  kerosene,  and  found  it  an  im- 
mense improvement  over  the  odorous 
whale  oil  crusie;  but  give  us  the  incan- 
descent electric  light. 


Misplaced  Skill. 

The  men  who  manage  eastern  railroad 
shops  could  often  U-arn  useful  lessons  by 
watching  how  work  is  done  in  similar 
shops  in  the  West.  Mechanics  do  not  rel- 
ish the  idea  of  looking  westward  for  in- 
struction, but  it  might  often  be  done 
with  profit.  The  ornate  elaborations  of 
outside  finish  that  were  so  common  on 
motive  power  a  few  years  ago,  are  almost 
extinct,  but  there  is  still  to  be  found  in 
some  quarters  a  tendency  to  put  work 
where  it  is  entirely  wasted.  Western 
mechanics  were  the  first  to  realize  that 
a  job  was  well  enough  done  for  all  prac- 
tical purposes  without  being  finely  fin- 
ished. 

.•\nother  thing  that  has  stopped  unnec- 
essary labor  has  been  watching  the  man- 
ner in  which  mechanics  in  other  lines  of 
work,  outside  of  railroad  shops,  perform 
their  operations.  The  ordinary  machinist, 
when  he  speaks  of  a  first-class  workman, 
means  a  man  who  is  fine,  close  and  ac- 
curate, such  as  a  mechanic  capable  of 
doing  first-class  work  in  a  tool  room  and 
equal  to  finishing  properly  the  most  dif- 
ficult jobs  required  to  be  done.  Such  a 
man  is  to  be  envied,  but  other  men  who 
never  succeed  in  turning  out  finely  fin- 
ished work  may  be  .is  good  and  useful 
mechanics  as  the  ntlur.  or  even  more  so. 

There  are  just  a?   g.x.d   men    working 


on  rough,  portable  engines  as  can  be 
found  in  tool  shops.  They  are  skillful 
men,  but  put  them  into  shops  turning  out 
closely  finished  work  and  they  are  gone. 
Fact  is  they  should  not  try  the  fine  fin- 
ish. In  the  same  way  the  tool  maker 
would  not  be  worth  his  salt  on  portable 
engines.  He  may  be  hard  at  work  all 
the  time  and  accomplish  nothing.  Some 
people  think  that  work  cannot  be  too  well 
done,  which  is  nonsense.  There  is  more 
machine  work  done  too  well  than  too 
bad.  Bad  work  is  simply  labor  misplaced. 
A  skilled  workman  is  one  understanding 
the  tricks  and  art  of  his  trade.  Knowl- 
edge in  his  case  is  frequently  of  greater 
value  than  manipulative  skill.  If  he  has 
the  judgment  and  common  sense  which 
tells  how  and  where  to  apply  his  skill,  he 
is  a  good  and  valuable  workman.  If  he 
does  not  know  where  to  apply  his  skill, 
he  cannot  be  depended  upon  to  do  his 
best  without  constant  supervision,  and 
his  services  are  not  first-class. 


Effect  of  Wetting  the  Coal. 

In  talking  with  a  very  intelligent  en- 
gineer on  various  methods  of  getting  the 
best  work  out  of  a  locomotive,  he  put 
the  question,  "Is  it  better  to  fire  with 
dry  coal  or  with  the  coal  wet?  Some 
men  say,"  he  continued,  "that  the  wetter 
the  coal,  the  hotter  the  fire  it  will  make, 
and  they  refer  to  the  example  of  the 
blacksmith  who  from  time  immemorial 
has  been  in  the  habit  of  wetting  his  coal 
to  help  in  getting  an  intense  heat.  This 
is  done,  everybody  admits,  and  it  would 
not  be  done  if  the  blacksmith  did  not 
find  that  the  practice  helped  him.  It 
looks,  however,  as  if  the  firebox  of  a  lo- 
ccmcitive  acted  differently  from  a  black- 
smith's forge,  and  I  scarcely  think  that 
the  cases  are  exactly  the  same.  I  know 
when  there  is  much  snow  mixed  with  the 
coal  that  it  is  hard  making  an  engine 
steam,  and  snow  ought  to  intensify  the 
heat  if  water  does  so.  It  is  common 
sense  to  think  that  water  dampens  and 
cools  a  fire,  and  I  take  no  stock  in  wet 
coal  acting  the  opposite  way  when 
thrown  into  a  firebox,  the  blacksmith 
practices    notwith.standing. 

Decidedly  our  friend  was  right.  Strange 
as  it  may  appear,  there  is  a  widespread 
but  erroneous  impression  that  wetting 
the  coal  fed  to  a  locomotive  firebox  in- 
tensifies the  heat  of  the  fire.  This,  no 
doubt,  arises  from  the  practice  of  the 
blacksmith  alluded  to,  but  the  blacksmith 
wets  his  coal  to  form  an  outside  shell 
which  keeps  the  heat  concentrated  about 
the  forging,  not  that  he  imagines  that 
wet  coal  will  create  more  heat  than  dry 
co,\l.  When  wet  coal  is  thrown  into  a 
furnace,  a  portion  of  the  heat  already 
generated  is  wasted  evaporating  the  water 
before  the  coal  can  begin  to  perform  its 
functions  of  fuel.  Every  pound  of  water 
thrown  into  the  firebox  with  the  coal  ha  = 
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to  be  evaporated,  just  tlic  same  as  the 
water  employed  in  steam  making,  and 
coal  has  to  be  wasted  in  doing  the  opera- 
tion. Evaporating  water  in  a  lire-box 
has  some  disadvantages  peculiar  to  itself, 
and  the  practice  would  be  less  common 
if  those  who  encourage  it  fully  realized 
tlie  great  waste  of  heat  that  results.  Wet- 
ting the  coal  to  some  extent  is  necessary 
to  keep  the  men  in  the  cab  from  getting 
blinded  with  dust,  and  it  sometimes  gives 
sufficient  adhesion  to  stack  coal  to  keep 
the  finer  particles  from  going  direct  from 
the  scoop  into  the  flues.  But  to  suppose 
that  any  increase  of  heat  could  result 
from  coal  being  saturated  with  water  is 
the  mistake  of  silly  ignorance. 


Exhaust     Pipes,    Nozzles,    and     Steam 
Passages. 

The  exhaust  jiipes,  nozzles  and  steam 
passages  of  a  locomotive  engine  perform 
veo'  important  functions  besides  that  of 
passing  the  steam  from  the  cylinders  to 
the  atmosphere;  but  unfortunately  the  en- 
gineering world  has  not  given  this  part 
of  the  engine  the  attention  it  deserves. 
Next  to  the  invention  of  the  multi-tubular 
boiler,  the  intense  draft  induced  by  pass- 
ing the  exhaust  steam  through  the 
smokestack  proved  of  the  greatest  serv- 
ice in  making  the  locomotive  a  successful 
producer  of  motive  power.  The  tubular 
boiler  and  the  steam  blast,  provided  for 
extraordinarily  rapid  generation  of  steam 
with  the  small  boiler,  that  it  was  prac- 
ticable to  carry  on  a  movable  machine. 
and  they  are  two  of  the  essential  elements 
of  even  a  moderate  speed  locomotive. 
When  the  improvement  of  passing  the 
exhaust  steam  through  the  chimney  was 
first  discovered  the  engineers  nf  the  time 
supposed  it  mattered  little  liow  the  ex- 
haust pipes  were  designed  or  located  so 
long  as  the  steam  was  passed  in  with 
sufficient  velocity  to  cause  a  rapid  flow  of 
the  gases  of  combustiim  tlimigh  the  flue 
lubes. 

Tlicy  soon  discovered,  lunvovcr,  that 
when  the  boiler  was  deficient  in  steam- 
making  capacity,  compared  with  the  de- 
mands of  the  cylinders,  that  the  gener- 
ating power  could  be  stinnilated  by  restric- 
ting the  exhaust  opening.  This  quickly 
became  a  popular  mode  of  increasing  tlie 
steam-making  capacity  of  boilers,  and  the 
injudicious  use  of  this  means  lias  Kd  to 
enormous  waste  ni  fuel,  (ienerations  of 
men  in  charge  of  motive  |)ower  have 
found  closing  the  nozzles  a  convenient 
and  easy  means  of  stimulating  steam- 
making,  and  it  has  lieeii  constantly  re- 
sorted to  when  those  anxious  to  olitain  a 
greater  supply  of  steam  ought  to  have 
been  searching  for  means  of  imparting 
to  the  water  inside  the  lioilcr  more  of 
the  heat  coming  from  the  fuel  burned,  in- 
stead of  increasing  the  means  of  burning 
more  fuel.  Until  very  lately  in  this  coun- 
try inordinate  onsuniption  of  coal,  in 
prr.portion    !'■    the    work    done,    put    very 


little  restraint  upon  the  Ijad  proi)ortions 
of  draft  appliances.  The  first  clieck  met 
with  by  those  who  favored  the  use  of 
small  nozzles  was  in  the  dangerous  throw- 
ing of  sparks  carried  through  the  flues 
by  the  suction  of  the  sharp  exhaust ;  the 
second  clieck  to  the  restricted  escape  of 
steam  from  the  cylinders  was  loss  of 
power  caused  by  excessive  back  pressure 
in  the  cylinders. 

A  careful  study  of  the  development  of 
the  American  locomotive  appears  to  show 
that   the    able    mechanical    engineers   who 
who  have  brought  the  engine  to  its  pres- 
ent   high    standing    have   been    singularly 
apathetic   about    improving   the   draft   ap- 
pliances.     Many   of   the   men   who    have 
been    leaders    in    carrying    out    improve- 
ments on  other  parts  of  the  engine  were 
well   versed   on   the  laws   relating  to   in- 
duced currents,  and  they  must  have  been 
aware  of  the  influence  that  the  form  of 
an  exhaust  pipe  has   on  the  height  of  a 
vacuum  created,  yet  they  were  contented 
to  press  the  steam  from  the  cylinders  of 
locomotives  through  the   worst   forms   of 
openings    atid   passages.     No   end   of   in- 
genious  labor   has  been   devoted   to   pre- 
venting the  sparks  from  escaping  through 
the   smoke    stack   that   a   viciously    sharp 
blast  has  drawn  through  the  flues ;  double 
nozzles  were  introduced  to  prevent  ruin- 
ous back  pressure  in  the  cylinders,  which 
would  have  resulted  from  both  cylinders 
exhausting  through  one  small  nozzle ;  but 
no  labor  to  speak  of  has  been  expended 
on   trying  to   improve   the   design   of  the 
parts  that  tended  to   cause   so   nntch   fire 
throwing  and  loss  of  powder  frotn  piston 
resistance.     Although  the  effect  of  small 
changes  on  the  exhaust  pipes  and  nozzles 
of  locomotives  has  always  been  apparent 
enough  to  excite  attention,  and  although 
the    influence   of   these   parts   has    always 
been  highly  conspicuous  on  the  economi- 
cal   operation    of    the    engine,    they    have 
been   strangely  neglected  consiiUring  tlicir 
obvious  importance. 

Among  the  nttmerous  subjects  to  be  re- 
ported upon  at  the  next  Master  Me- 
chanics' Convention.  "Exliaust  Pipes, 
Nozzles  and  Steatii  Passages"  does  not 
appear.  We  suggest  that  the  subject  be 
taken  up  in  the  near  future,  although  we 
think  it  would  be  a  g.>od  sttbject  for  con- 
sideration liy  the  Traveling  Engineers' 
.Association. 

The  Alaskan  Railroad. 

We  wonder  if  the  determination  of  the 
United  States  Governincnt  to  construct  a 
railway  in  Alaska  is  not  the  entering 
wedge  through  which  politicians  will 
strive  to  put  all  our  railways  into  govern- 
ment ownership.  The  case  of  Alaska 
needing  help  in  the  building  of  railways 
is  exceptional,  for  the  people  of  that  ter- 
ritory arc  not  able  to  do  the  work  them- 
selves, and  government  help  is  the  only 
way  to  have  the  necessary  enterprises  car- 
ried out. 


The  work  of  building  the  Alaskan  Rail- 
road will  be  of  an  extensive  character,  for 
a  bill  has  been  passed  by  Congress  author- 
izing the  expenditure  of  $35,000,000.  The 
railroad  building  and  operating  will  give 
employiTient  to  a  small  army  of  railway 
employes  who  ought  to  be  drawn  from  the 
idle  railway  men  in  the  United  States. 
People  wishing  to  secure  jobs  on  this 
railway  should  apply  to  Secretary  Lane, 
Washington,  D.  C. 


Tree  Planting. 

There  was  for  several  decades  a  fashion 
of  tree  planting  manifested  among  rail- 
way companies,  but  the  fashion  seems 
to  have  died  out.  A  wise  saying  tells  us 
that  "he  who  plants  a  tree  does  a  good 
deed  even  though  no  member  of  his  fam- 
ily may  ever  live  to  enjoy  its  shade." 
The  increasing  variety  of  steel  products 
makes  some  people  believe  that  timber 
is  growing  of  less  importance  to  railways, 
but  that  is  a  mistake.  Steel,  to  be  sure, 
is  rapidly  monopolizing  the  car  building 
industry,  but  no  metallic  form  has  proved 
itself  to  be  a  satisfactory  track  tie.  We 
cannot  help  thinking  that  the  ever  grow- 
ing demand  for  track  ties  will  keep 
straining  the  timber  supply  available  in 
the  American  continent  and  that  under 
its  stress  the  necessity  for  more  tree 
planting  will  be   recognized. 


Too  Strong. 

When  any  part  of  a  car  or  locotnotive 
keeps  breaking,  the  obvious  remedy  is  to 
make  it  stronger,  but  in  some  cases  this 
cure  may  be  carried  too  far.  At  a  recent 
meeting  of  railroad  men  we  were  dis- 
citssing  this  subject,  and  a  well  known 
master  mechanic  remarked :  "One  time 
years  ago  I  was  much  annoyed  by  crank 
pins  breaking,  so  I  determined  to  make 
them  so  big  that  they  could  not  break. 
I  increased  the  hub  to  Syi  inches  and  the 
diameter  of  the  pin  to  ^yi  inches.  I  felt 
there  would  be  no  more  breakage  of 
crank  pins,  but  a  worse  thing  happened. 
I  got  a  succession  of  broken  driving 
wheels  and  I  sh.ill  lose  no  time  in  getting 
back  to  tlic  4-inch   crank  pin." 


Reciprocity. 

N'ou  cannot  get  good  service  from  a 
railroad  without  compensation.  Experi- 
ence has  proved  that  the  more  prosperous 
the  railroad  company  the  better  their 
roadbed,  their  trains  and  their  service. 
In  other  words,  you  get  what  you  pay  for. 
Starvation  rates  mean  poor  roadbed,  poor 
equipmeint  and  poor  service.  Not  only 
so.  but  when  the  railroads  are  prosperous 
they  naturally  find  new  fields  for  expan- 
sion, with  the  result  that  the  development 
of  the  country  is  in  a  large  measure  co- 
incident with  the  development  of  the 
railroads.  A  period  of  business  depres- 
sion on  railroads  is  a  halt  in  national 
progress. 
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VI.    L.-\WS  OF   MOTION. 

The  generic  principles  in  the  laws  of 
motion  are  two  important  factors,  one 
being  that  a  body  at  rest  remains  at  rest, 
and  the  other  that  a  body  in  motion 
moves  in  a  straight  line  with  uniform 
velocity,  unless  acted  upon  by  some  ex- 
ternal force.  No  body  has  power  of  itself 
to  move  or  cease  moving,  if  in  motion, 
or  to  change  its  direction  or  velocity. 
It  will  be  observed  that  with  the  ex- 
ception of  falling  bodies,  all  other  bodies 
in  motion  move  in  curves.  This  is  in 
consequence  of  their  being  acted  on  by 
other  forces  besides  those  that  set  them 
in  motion.  The  tendency  of  all  moving 
bodies,  however,  is  always  to  continue  in 
a  straight  line,  even  when  from  over- 
ruling causes  it  moves  in  a  circle. 
Throwing  a  stone  from  a  sling  is  a  good 
illustration  of  this  law.  The  force  which 
tends  to  make  a  body  fly  from  the  center 
around  which  it  revolves  is  called  the 
centrifugal  force.  The  opposite  force, 
which  draws  a  body  towards  the  center 
around  which  it  revolves  is  called  the 
centripetal  force. 

The  most  stupendous  examples  of  these 
two  forces  are  exhibited  by  the  planets 
revolving  around  the  sun.  In  obedience 
to  centrifugal  force,  they  tend  to  fly  oflf 
into  space  in  a  straight  line.  This 
tendency  is  checked  or  balanced  by  a 
centripetal  force  equally  powerful.  The 
atti  action  of  the  sun  is  such  that  the 
planets  are  restrained  in  their  force,  with 
the  result  that  they  revolve  in  curves 
which  keep  them  moving  in  a  perpetual 
circle. 

To  counteract  the  effect  of  the  centrif- 
ugal force  in  curves  on  railroads,  the 
outer  rail  is  laid  higher  than  the  inner 
rail.  Were  it  not  for  this  precaution, 
trains  moving  swiftly  around  a  curve 
would  be  thrown  from  the  track.  It  may 
be  stated  in  this  connection  that  a  certain 
amount  of  elevation  of  the  outer  rail  is 
adapted  to  a  certain  amount  of  velocity, 
and  it  is  of  importance  that  trains  mov- 
ing on  curves  should  do  so  at  the  velocity 
for  which  the  elevation  of  the  outer  rail 
is  adapted.  Several  terrible  disasters 
both  in  America  and  Europe  have  oc- 
curred in  recent  years  by  disregarding 
this  necessary  precaution.  It  may  also  be 
added  that  in  the  case  of  what  arc  known 
as  cross-overs  where  it  is  not  yet  possible 
to  elevate  the  outer  rail,  the  speed 
should  be  comparatively  slow  as  the  im- 
pact of  the  wheels  of  a  heavy  locomo- 
tive running  at  a  high  speed  induces  a 
tendency  to  jump  or  climb  the  rails.  The 
higher  the  rate  of  velocity  of  a  moving 
train,  the  higher  should  be  the  outer  rail. 
The  running  of  a  horse  around  a  circle 


i>  an  illustration  of  how  instinct  teaches 
the  lower  animals  the  necessity  of  lean- 
ing to  the  inner  side  in  running  in  a 
curved  line.  The  circus-rider  will  also 
be  observed  to  lean  farther  inward  as  the 
speed   increases. 

VII.    L.\W    OK    CENTRIFUGAI.    FORCE. 

The  centrifugal  force  of  a  revolving 
body  increases  in  a  ratio  of  the  square 
of  the  velocity.  If  one  body  moves  twice 
as  fast  as  another,  its  centrifugal  force 
would  be  four  times  as  great ;  if  three 
times  as  fast — nine  times  as  great;  if 
four  times  as  fast — sixteen  times  as 
great,  and  so  on.  It  will  be  readily  ob- 
served that  in  the  act  of  whirling  a  stone 
around  in  a  sling,  the  tendency  to  break 
the  cord  is  greater  under  a  rapid  motion 
than  a  slow  one. 

It  will  also  be  noted  that  centrifugal 
force  acts  not  only  on  bodies  moving  in 
curves,  but  also  on  fi.xed  bodies  moving 
on  their  own  axes.  In  the  case  of  large 
wheels  being  turned  rapidly,  the  centrif- 
u.gal  force  at  the  circumference  becomes 
an  agent  of  great  jiowcr.  If  such  wheels 
are  not  made  of  strong  materials,  their 
cohesive  force  will  be  overcome  by  the 
centrifugal  force,  and  they  will  break 
into  pieces.  Breakages  of  this  kind 
frequently  occurred  to  emery  wheels. 
but  this  has  fortunately  been  largely 
(■vercome  by  recent  improvements  in 
their  construction. 

In  the  case  of  bodies  revolving  on  their 
own  axes,  all  parts  havin,g  to  complete 
their  revolution  in  the  same  time,  and 
as  we  have  seen  that  the  centrifivgal  force 
increases  with  the  square  of  the  velocity, 
and  it  being  necessary  that  the  farther 
from  the  axis  the  parts  are,  such  parts 
have  a  greater  distance  to  go,  and  must 
necessarily  move  faster,  therefore  the 
centrifugal  force  is  stronger  at  the  outer 
■  edge  than  at  any  other  part  of  the  re- 
volving body.  In  revolving  spheres,  the 
centrifugal  force  is  greatest  at  the  equator, 
and  diminishes  from  that  point  till  at 
the  poles  it  disappears.  This  force 
affects  the  form  of  the  earth,  and  more 
especially  some  of  the  planets  that  are 
still  in  a  plastic  state,  the  flattening  at  the 
poles  being  particularly  marked  in  the 
planet  Jupiter. 

VIII.    .\CTION    ,\ND    RE.XCTION. 

Action  is  the  force  which  one  body 
exerts  on  another  .■subjected  to  its  opera- 
tion. Reaction  is  the  counter-force  which 
the  body  acted  upon  exerts  on  the  body 
acting.  Reaction  -s  always  equal  to  action, 
and  opposite  to  it  in  direction.  In  the 
discharging  of  a  g.'.ii.  the  exploding  power 
carries  forward  the  ball,  but  the  blow 
struck  on  the  shoulder  of  the  person  firing 


the  gun  is  the  e.xact  etiuivaknt  oi  the 
force   that  carries  the  ball. 

Action  is  often  nullified  by  reaction. 
A  man  rigged  a  bellows  in  the  stern  o£ 
a  sailboat  in  order  to  raise  wind.  The 
reaction  on  the  bellows  by  the  air  was 
such  that  the  boat  would  not  move.  A 
similar  case  was  that  of  the  man  who 
tried  to  raise  himself  over  a  fence  by 
pulling  at  the  straps  of  his  boots.  The 
upward  impulse  was  exactly  counter- 
balanced by  the  downward  impulse. 

As  we  have  stated,  action  and  reaction 
are  equal,  but  arc  exhibited  differently 
in  elastic  and  non-clastic  bodies.  This 
is  shown  in  the  case  of  a  non-elastic  ball 
striking  a  ball  of  a  similar  structure. 
Both  bodies  will  move  in  the  direction 
struck  half  the  distance  that  the  striking 
ball  would  have  moved  if  unimpeded.  If 
the  two  balls  are  of  ivory,  or  other 
highly  elastic  substances,  the  striking 
ball  will  impart  its  motion  to  the  one 
at  rest  and  remain  stationary  after  strik- 
ing, while  the  ball  struck  will  move  the 
same  distance  as  the  striking  ball  would 
have  reached  if  unresisted,  that  is.  if 
there  is  no  serious  amount  of  frictional 
resistance. 

Reflected  motion  is  the  motion  of  a 
body  turned  from  its  course  by  the  re- 
action of  another  body  against  which  it 
strikes.  The  angle  made  by  the  body  in 
its  forward  course  with  the  perpendicular 
at  the  point  of  contact  is  called  the  angle 
of  incidence.  The  angle  made  by  the 
body  in  its  backward  course  is  called 
the  angle  of  reflection.  The  angle  of 
reflection  is  always  equal  to  the  angle  of 
incidence.  A  ball  may  be  thrown  to  the 
ground  at  various  angles.  The  lines  of 
recoil  always  form  the  same  angles  as 
those   formed  by  the   lines  of  projection. 


Smarter  Than  He  Looked. 

There  was  a  profess  t  of  matliematics 
once  in  \'irginia.  near  the  home  nf  George 
Washington,  who  had  a  class  for  the 
teaching  of  surveying,  and  was  something 
of  a  martinet  in  his  method  of  teaching. 
Having  a  dull  boy  under  examination  in 
a  class  of  surveying,  the  bny  not  being 
able  to  understand  even  the  simplest  ex- 
planation aroused  the  wrath  of  the  teach- 
er who  exclaimed:  ■You  ought  to  be 
ashamed  of  yourself.  When  George 
Washington  was  your  age  he  surveyed 
my  county  and  had  not  even  an  instruc- 
tor.'' 

The  boy  began  to  laugh  and  seemed  so 
much  amused  that  the  professor  demanded 
to  know  the  cause  ft  the  boy's  merri- 
ment. The  reply  was.  "When  George 
Washington  was  your  a.ge  he  was  Presi- 
dent of  the  United  States." 


RAILWAY   AND    LOCOMOTIX'F.    RXGINEERING. 


April,   1914. 


Air  BraKe  Department 


Air  Brake  Convention. 

As  previously  slated  in  these  columns, 
the  twenty-first  annual  convention  of  the 
Air  Brake  Association  will  be  called  to 
order  in  tlie  convention  hall  of  the  Hotel 
Pontchartrain,  Detroit,  Mich.,  at  9:30 
A.  M..  Tuesday,  May  5,  1914. 

Previous  to  the  1913  convention  Mr. 
H.  .-\.  Wahlcrt,  president-elect  of  the  .Air 


5.  The  analysis  of  the  factors  involved  obtained  at  any  time  regardless  as  to 
HI  controlling  and  stopping  passenger  previous  reductions.  The  quick-action  is 
trains,  by  Waher  V.  Turner.  obtained  upon  the  movement  of  the  brake 

6.  One  hundred  per  cent,  efficiency  of  valve,  opening  of  the  conductor's  valve 
freight  train  brakes,  by  Fred  Von  Bergen,  or   a   rupture   of   the    emergency    pipe    or 

7.  Recommended  practice,   S.  G.  Down,  hose  connections. 


G,  R,  Parker,  H.  A,  Wahlert,  J.  R.  Alex- 
ander and  N.  A.  Campbell. 

8.  Topical     subject  —  Mountain     grade 


Brake  .Association,  retired  from   railroad     work,  by  H,  H.  Forney. 


service  to  accept  a  position  with  the 
W'estinghouse  An  Brake  Company,  and 
Mr.  W.  J.  Hatch  became  the  presiding 
officer  at  the  St.  Louis  convention.  About 
the  same  time  Mr.  J.  T.  Slattery  was 
appointed   division   superintendent   of   the 


9.  Topical  subject — Modern  train  build- 
ing, by  G.  W.  Nolan. 


Equipment  S.  M.  E. 

In    air    brake    practice,    electric    trans- 
mission   of    the    operator's    intent    cannot 


A  graduated  release  and  the  usual 
graduated  application  makes  possible  the 
instant  increase  or  decrease  in  brake  cyl- 
inder pressure,  and  gives  the  maximum 
flexibility  in  operation. 

The  type  D  emergency  valve  controls 
the  admission  and  exhaust  of  brake  cyl- 
inder pressure,  and  it  is  really  a  modified 
form  of  the  distributing  valve  for  steam 
locomotives.     On    motor   cars   the   brake 

M-18  BRAKE  VALVE 


TO  HOSE  CONNECTIONS 


UR  APPLICATION  AND  RELEASE  PIPE  EMERGE^^CY  PIPE 

S.    M.    E.    EQUIPMENT   IN    EMERGENCY. 


TO  HOSE  CONNECTIONS 


D  &  R.  G.  R.  R..  and  wished  to  sever 
his  official  connection  with  tlie  association. 
During  the  St.  Louis  convention,  the 
writer  was  under  the  impression  that  Mr. 
Hatch  had,  through  the  retirement,  been 
ad\anced  to  the  presidency;  however,  at 
lliis  meeting  Mr.  W.  J,  Hatcli  was  duly 
elected  to  the  presidency,  Mr,  L,  H, 
.All.ers  as  first  vice-president  and  Mr.  J. 
T.  Slattery  as  second  vice-president.  Con- 
ser|iicnlly  Mr,  Hatch  will  be  the  chairman 
at  the  Detroit  meeting. 

The  papers  and  subjects  to  be  presented 
fur  divcuision  and  the  authors  are  as 
follows  : 

1-  F-lectro-pneum.-itic  signal  system  for 
passenger  trains,  by  L,  N.  .Armstrong. 

2    Air  hose,  by  T.  W.  Dow, 

?•  Clasp  type  of  foundation  brake  gear 
fill-  luMvy  passen.gcr  cars,  by  T.  L,  Burton. 

4  \ir  yagc  and  conductor's  valve  in 
ca'M".^e  cars,  bv  Mark  Purcdl. 


liecome  a  necessity  until  tlic  pneumatic 
features  of  the  lirake  are  developed  to 
tlie  hi.ghest  possible  state  of  efficiency, 
and  before  the  advantages  of  electric 
operation  can  be  thoroughly  understood 
the  features  of  the  pneumatic  portion  must 
first  receive  attention.  It  is  first  necessary 
to  recognize  the  improvements  in  pneu- 
matic or  compressed  air  brakes,  and  for 
tl;e  purpose  of  illustrating  that  which  has 
been  made  for  electric  service  it  is  desired 
to  begin  with  the  equipment  S.  M,  K, 

The  illustrations  show  the  M  18  brake 
valve,  the  type  D  emergency  valve,  which 
is  the  operaling  valve,  and  a  diagrammatic 
view  of  the  general  arrangement.  This 
is  a  comliined  automatic  and  straight  air 
equipment  in  wliich  service  and  emergency 
features  are  entirely  separated,  hence  the 
]io«sil)ility  of  undesired  quick-action  is 
alisolutely  eliminated,  while  the  quick- 
action    or    emergency    application    can    be 


cylinders  receive  compressed  air  from  the 
main  reservoir,  while  on  trailer  cars  an 
au.xiliary  reservoir  may  be  attached  at  the 
reservoir  connection  of  tlie  emergency 
valve.  In  charging  the  equipment,  main 
reservoir  pressure  flows  through  the 
reservoir  pipe  to  the  brake  valve,  gov- 
ernor, gage  and  emergency  valve  direct. 
The  emergency  pipe  is  charged  through  a 
feed  groove  past  the  emergency  piston, 
and  this  is  augmented  by  a  small  port 
through  the  brake  valve  rotary  and  is 
open  in  all  positions  of  the  brake  valve 
except  in  emergency.  There  are  two  por- 
tions of  the  emergency  valve,  one  called 
the  equalizing  portion,  the  other  the 
emer.gency. 

The  brake  valve  and  emergency  valve 
are  connected  by  the  emergency  pipe  and 
a  straight  air  application  and  release  pipe, 
both  pipes  liaving  hose  connections  at 
their  ends  whereby  they  can  be  connected 
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with  other  motor  or  trailer  cars  for  brake  and    maiiilaincd    regardless   as   to   piston 

operation.      As    is    the    usual    custom    in  travel  or  leakage.     When  a  release  is  de- 

electric  service,  there  is  a  brake  valve  at  sired,  the  brake  valve  in  use  is  placed  in 

either   end  of  the   car,   one  being  in   lap  release  position  and  the  rotary  valve  and 

position  ■  with    its    handle   removed    while  seat  form  an  opening  from  the  application 

the  other  is  in  operation.  and  release  pipe  to  the  atmosphere  which 

By  comparing  the  sectional  view  of  the  permits  brake  cylinder  pressure  to  force 

emergency  valve  with  the  diagram  of  the  the   equalizing  piston   to   release   position 

equipment   in   release  position,   it   will  be  and   move   the  exhaust   valve  to   uncover 


observed  that  main  reservoir  pressure 
flows  to  check  valve  17,  thence  to  the 
chamber  in  which  the  emergency  slide 
valve  operates.  The  emergency  pipe  is 
connected  with  the  opposite  side  of  the 
emergency  piston  and  the  pressures  on 
each  side  are  in  communication  through 
the  feed  groove  in  the  piston  bushing. 
The  application  and  release  pipe  contains 
atmospheric  pressure,  while  main  reser- 
voir pressure  surrounds  the  brake  valve 
rotary. 

When  a  service  application  is  desired, 
the  brake  valve  is  placed  in  the  proper 
notch,  tor  one-car  or  two-car  service,  and 


the  exhaust  port  from  tlie  brake  cylinder 
to  the  atmosphere.  The  graduated  release 
is  thus  obtained  by  alternating  the  brake 
valve  between  lap  and  release  positions. 

In  the  event  of  a  sudden  opening  in 
the  emergency  pipe,  which  would  be 
caused  by  rupture,  opening  the  con- 
ductor's valve  or  moving  the  brake  valve 
to  emergency  position,  the  pressure  in  the 
emergency  pipe  will  escape  at  a  faster 
I  ate  than  the  pressure  in  chamber  M  can 
feed  back  into  the  emergency  pipe ;  con- 
sequently the  emergency  piston  will  move 
the  slide  valve  to  emergency  position  in 
which    this    slide    valve    instantly    admits 


is  understood,  or  rather,  after  the  opera- 
tion is  thoroughly  understood,  the  defects 
the  valve  is  liable  to  develop  are  very 
readily  traced. 

Past  issues  contain  a  very  complete  de- 
scription of  the  universal  valve  for  steam 
road  service,  and  we  wish  to  first  explain 
the  duties  of  the  various  portions  of  the 
U.  E.  No.  12  valve,  then  add  a  list  of  the 
principal  disorders  that  are  liable  to  de- 
velop from  wear  or  neglect  of  the  parts. 

In  the  first  place  there  is  but  one  size 
of  universal  valve  for  any  size  of  cylinder 
or  weight  of  car,  hence  the  rate  of  in- 
crease in  brake  cylinder  pressure  during 
an  application  of  the  brake  or  the  time  of 
e.xhaust  of  the  cylinder  pressure  during  a 
release  of  the  brake  is  governed  by  choked 
passages  in  the  pipe  bracket  which  is  a 
fixture  on  the  car,  and  the  sizes  of  the 
openings  correspond  to  the  size  of  brake 
cylinder  that  is  employed. 

The  auxiliary  reservoir  for  all  equip- 
ments is  10  X  33;  the  size  of  the  service 


TO  HOSE  CONNCC 


pressure  from  the  main  reservoir  flows 
through  suitable  ports  in  the  brake  valve 
to  the  straight  air  application  and  re- 
lease pipe,  then  through  a  cavity  in  the 
emergency  slide  valve  to  the  chamber  B 
in  the  equalizing  portion  of  the  emergency 
valve.  This  moves  the  equalizing  piston 
to  the  right,  the  exhaust  valve  closing  the 
brake  cylinder  exhaust  port  and  the  equal- 
izing piston  unseats  the  check  valve  17, 
admitting  main  reservoir  pressure  to  the 
brake  cylinder  to  a  pressure  equal  to  that 
admitted  to  the  chamber  B. 

Pressure  in  the  application  and  release 
pipe  remaining  constant,  it  follows  that, 
as  with  the  locomotive  distributing  valve, 
any  loss  in  brake  cylinder  pressure  would 
permit  the  equalizing  valve  to  open  the 
check  valve  .and  supply  the  brake  cylinder 
leak.  Thus  by  admitting  compressed  air 
to  the  straight  air  application  and  release 
pipe,  brake  cylinder  pressure  is  obtained 
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main  reservoir  pressure  to  back  of  the 
equalizing  piston,  applying  the  brake  in 
full  in  the  shortest  possible  space  of  time. 
When  the  emergency  pipe  is  again  closed 
and  the  brake  valve  placed  in  release  posi- 
tion, its  pressure  will  be  restored  and 
pressures  on  the  emergency  piston  become 
equal,  permitting  a  spring  to  return  the 
emergency  parts  to  their  normal  position, 
exhausting  application  and  release  pipe 
pressure  and  brake  cylinder  pressure  to 
the  atmosphere,  as  previously  explained. 


Defects  of  Universal  Valve. 
In  the  preparation  of  any  information 
relative  to  the  disorders  liable  to  develop 
in  any  part  of  an  air  brake  apparatus,  it 
is  well  to  deal  first  with  the  duties  of  the 
various  portions  comprising  the  valve  in 
question  and  supply  some  general  in- 
formation that  it  is  necessary  to  know 
before  the  correct  operation  of  the  valve 


F  CONNECTIONS 


reservoir  varies  with  the  size  of  the  brake 
cylinder  and  is  so  proportioned  that  the 
combined  volumes  of  the  auxiliary  and 
service  reservoir  equal  the  volume  of  the 
proper  sized  auxiliary  as  standard  in  the 
P.  M.  brake  equipment ;  that  is,  for  a 
16-in.  cylinder  the  10  x  33  and  a  14  x  33 
would  equal  the  volume  of  a  16  x  33.  the 
proper  sized  reservoir  for  the  16-in.  brake 
cylinder. 

The  emergency  reservoir  for  the  16-in. 
cylinder  is  a  TOyi  x  48,  used  to  provide 
high  pressure  emergency,  graduated  re- 
lease and  recharge  of  auxiliary  and  serv- 
ice reservoirs. 

The  volume  or  capacity  of  the  quick 
action  chamber  and  quick  action  closing 
chambers  is  ISO  cu.  ins.  each.  The  rate 
of  reduction  necessarj-  to  reduce  quick 
action  is  20  lbs.  in  2!4  seconds  and  is  in 
no  wise  influenced  by  the  equalizing  por- 
tion, as  scr\-icc  and  emergency  operations 
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are  entirely  separated.  This  corresponds 
with  the  rate  of  reduction  necessary  to 
move  triple  valves  to  quick  action  which 
is  generally  understood  to  be  at  the  rate 
of  from  6  to  8  lbs.  per  second. 

In  emergency  applications  the  time  of 
exhaust  of  pressure  from  above  the  quick 
action  piston  is  about  10  seconds ;  this 
length  of  time  is  intended  to  make  a  stop 
necessary  after  an  emergency  application 
whether  a  stop  is  desired  or  nut;  it  is 
not  intended  to  encourage  the  promiscu- 
ous use  of  emergency  position  of  the  brake 
valve. 

The  charging  time  of  reservoirs  in  serv- 
ice or  with  brake  pipe  pressure  maintain- 
ed is :  auxiliary  reservoir,  from  0  to  105 
lbs.,  in  40  seconds;  service  reservoir,  from 
0  to    105   lbs.,   in   45   seconds ;    emergency 


and  to  limit  the  brake  pipe  reduction  in 
electric  service  application. 

In  passing,  it  might  be  repeated  that 
the  equalizing  portion  controls  the  appli- 
cation and  release  of  the  brake  and  the 
charging  of  the  reservoirs,  while  the 
emergency  portion  controls  the  quick  ac- 
tion and  high  pressure  functions. 

The  duty  of  tlie  equalizing  slide  valve 
in  release  position  is  to  separate  the  serv- 
ice and  auxiliary  reservoir,  to  connect  the 
release  end  of  the  release  piston  to  the 
atmosphere,  to  blank  the  port  leading  to 
the  application  end  and  close  the  service 
port. 

In  application  position,  it  connects  the 
service  and  auxiliary  reservoir,  blanks  the 
port  leading  to  the  release  and  of  the 
release   piston,   opens  the  port  leading  to 


connects  the  high  pressure  valve  port  to 
the  seat  of  the  emergency  slide  valve  and 
connects  a  bleed  port  from  the  equalizing 
slide  valve  to  the  atmosphere. 

It  has  been  stated  that  one  of  the  duties 
of  the  equalizing  piston  is  to  limit  the 
amount  of  brake  pipe  reduction  in  electric 
service  application;  this  may  be  said  to 
be  the  duty  of  the  reduction  limiting  valve 
which  is  located  in  the  equalizing  piston 
and  moved  by  it. 

The  object  of  the  service  reservoir 
charging  valve  is  to  prevent  the  charging 
of  the  service  reservoir  until  such  time 
as  the  auxiliary  reservoir  pressure  is 
within  S  lbs.  of  the  emergency  reservoir 
pressure. 

The  object  of  the  service  port  check 
valve    is   to    prevent    a    back    flow    of   air 


C^ 
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reservoir,  from  0  to  105  lbs.,  in  .X4  seconds. 

.•\ftcr  a  25  lb.  reduction  tlie  auxiliary 
reservoir  should  recharge  to  110  lbs.,  in 
from  8  to  12  seconds. 

In  graduated  release  position,  the  auxil- 
iary reservoir  is  recharged  from  th"  emer- 
gency reservoir  at  the  same  rate  that  brake 
pipe  pressure  is  restored,  and  as  the 
emergency  reservoir  is  seven  times  the 
size  of  the  auxiliary,  a  very  linely  gradu- 
ated release  is  possible ;  in  fact,  more 
graduations  can  be  made  than  ever  will 
be  necessary. 

The  present  .\i>.  12  valve  differs  slight- 
ly from  the  one  originally  shown  in  these 
columns  in  the  emergency  portion  in  that 
a  graduating  valve  has  been  added  to  the 
emergency  slide  valve ;  otherwise  any 
previous  references  to  the  universal  valve 
.ire  applicalilc  to  the  present  one. 

The  duties  of  the  equalizing  piston  are 
to  close  and  open  the  auxiliary  and  emer- 
gency reservoir  charging  ports,  actuate 
ibc  equali/ing  slide  and  graduatini,'  valves. 


the  application  end  t<j  tile  alinosplure,  and 
opens  the  service  port  to  the  brake  cyl- 
inder. 

The  duty  of  the  graduating  valve  in 
release  position  is  to  close  the  service  port 
in  the  slide  valve,  connect  the  release  end 
of  the  release  piston  through  the  slide 
valve  to  the  atmosphere,  and  connect  the 
resistance  increasing  cavities  in  the  slide 
valve  to  the  au.xiliary  reservoir.  In  ap- 
plication position,  it  opens  the  service 
port  in  the  equalizing  slide  valve,  connects 
the  application  end  of  the  release  piston 
to  the  atmosphere,  laps  the  port  leading 
to  the  release  end  of  the  release  piston, 
and  connects  the  resistance  increasing 
cavities  to  the  atmosphere. 

The  release  piston  and  slide  valve  in 
release  position  opens  the  service  reservoir 
charging  port,  the  emergency  reservoir 
charging  port,  the  high  pressure  valve 
port,  the  graduated  release  port  and  the 
lirake  cylinder  exhaust  port.  In  applica- 
tion   position,    it    closes    these   ports    and 


finiii  the  brake  cylinder  into  llie  service 
and  auxiliary  reservoirs.  The  idea  is  to 
lirst  equalize  auxiliary,  service  reservoir 
and  brake  cylinder  in  an  emergency  ap- 
plication, then  cut  off  these  reservoirs  and 
permit  the  emergency  reservoir  to  equalize 
with  the  pressure  already  obtained  in  the 
cylinder.  Then  when  a  release  is  desired, 
(inly  tlie  auxiliary  and  service  pressure 
need  be  exceeded  ;  this  service  port  check 
valve  at  such  times  prevents  the  higher 
brake  cylinder  pressure  from  flowing  back 
into  the  service  and  auxiliary  reservoir. 

The  emergency  charging  port  check 
valve  prevents  emergency  reservoir  pres- 
sure from  passing  back  to  the  equalizing 
piston  chamber  and  the  brake  pipe  when 
a  service  reduction  is  attempted  :  however, 
when  the  release  piston  is  moved  to  ap- 
plication position,  the  slide  valve  also 
closes  the  emergency  reservoir  charging 
port. 

The  graduated  release  piston  is  used  to 
hold  the  equalizing  piston  and  slide  valve 


April.  1914. 


RAILWAY   AND   LOCOMOTIVE   ENGINEERING. 


143 


in  graduated  release  position  when  the 
graduated  release  is  cut  in;  this  is  accom- 
plished by  turning  the  graduated  release 
cap  (release  piston  cylinder  cover)  in  the 
proper  position. 

The  duty  of  the  protection  valve  is  to 
cause  an  emergency  application  of  the 
brakes  when  from  any  cause  whatever  the 
brake  pipe  pressure  is  reduced  to  35  lbs. 
The  high  pressure  valve  acts  as  a  pilot 
valve  for  the  intercepting  valve  and  opens 
and  closes  a  large  port  leading  to  the 
brake  cylinder  during  an  emergency  ap- 
plication. 

The  intercepting  valve  controls  the  ad- 
mission of  compressed  air  to  the  brake 
cylinder  during  emergency  applications ; 
it  first  permits  of  the  service  equalization, 
then  cuts  off  service  and  auxiliary  reser- 
voirs and  equalizes  the  emergency  reser- 
voir pressure  and  the  brake  cylinder. 

The  duty  of  the  safety  valve  is  to  limit 
the  brake  cylinder  pressure  to  60  lbs.,  for 
service  operation,  and  the  cut  ofif  valve 
permits  this  brake  cjdinder  pressure  to 
pass  to  the  safety  valve  in  service,  but  in 
emergency  operation  it  cuts  out  and  un- 
seats the  safety  valve  and  permits  of  a 
passage  of  air  from  all  three  reservoirs 
to  the  brake  cylinders  in  their  proper  or- 
der ;  thus  the  maximum  brake  cylinder 
pressure  obtained  is  held  to  the  stop. 

The  duty  of  the  emergency  piston  and 
its  slide  valve  is  to  open  and  close  the 
■quick  action  chamber  feed  groove,  which 
is  done  by  the  piston,  and  the  slide  valve 
in  release  position  opens  the  quick  action 
closing  chamber  port  and  connects  the 
face  of  the  high  pressure  and  cut  off  valve 
to  the  atmosphere. 

In  application  position  the  slide  valve 
first  connects  the  quick  action  chamber 
to  the  quick  action  piston  and  emergency 
switch  piston,  then  closes  these  ports, 
then  opens  a  connection  from  the  quick 
action  closing  chamber  to  the  quick  action 
and  emergency  switch  pistons,  closes  the 
•quick  action  closing  chamber  port,  then 
connects  the  back  of  the  high  pressure 
valve  to  the  atmosphere  through  a  cavity 
in  the  release  slide  valve  and  connects 
the  quick  action  chamber  to  the  brake 
cylinder. 

The  emergency  graduating  valve  is 
used  to  open  and  close  communication 
between  the  quick  action  chamber  and 
the  quick  action  piston  and  emergency 
switch  piston. 

A  special  stop  cock  is  located  in  the 
brake  cylinder  pipe  whereby  the  brake 
cylinder  can  be  cut  out  and  the  pressure 
retained  in  the  reservoirs.  The  movement 
of  turning  this  cock  cuts  off  pressure 
from  the  cylinder  and  at  the  same  time 
opens  it  to  the  atmosphere.  There  is 
also  a  threaded  opening  in  the  side  of 
the  cock  where  a  gauge  can  be  attached 
to  test  the  brake  cylinder  for  leakage. 
By  the  use  of  this  cock  a  brake  shoe  can 
be  applied  without  the  necessity  of  cutting 
•  out  and  bleeding  the  large  volumes  from 


the  reservoirs,  and  in  tlie  event  of  broken 
brake  rigging  the  cylinder  can  be  cut  out 
without  destroying  the  water  raising 
system. 

The  object  of  dividing  the  service  vol- 
umes for  the  brake  cylinder  is  to  prevent 
a  drain  on  the  brake  pipe  when  releasing 
brakes ;  in  this  arrangement  only  the  small 
auxiliary  reservoir  draws  air  from  the 
brake  pipe  when  the  valve  is  in  direct 
release  position,  and  when  in  graduated 
release  both  reservoirs  are  charged  from 
the  emergency  reservoir,  and  there  is  no 
opportunity  for  any  part  of  the  equip- 
ment to  absorb  brake  pipe  pressure  during 


sal  valves.  Without  the  limiting  valve 
about  ISO  per  cent,  braking  power  is  ob- 
tained in  emergency ;  incorporating  the 
valve  reduces  the  emergency  braking 
power  to  about  113  per  cent.,  which  more 
nearly  or  temporarily  conforms  to  emer- 
gency pressure  developed  by  triple  valve 
equipments. 

Now,  when  an  attempt  is  made  to  locate 
the  source  of  any  disorder  of  the  uni- 
versal valve,  it  must  be  remembered  that 
the  equalizing  piston  is  operated  by  varia- 
tions in  brake  pipe  and  auxiliary  reservoir 
pressure,  and  that  emergency  reservoir 
pressure    is   always   present   between    the 
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a  release  of  brakes;  that  is,  all  brakes 
will  have  had  ample  opportunity  to  release 
liefore  the  recharge  from  the  brake  pipe 
can  take  place. 

We  have  called  attention  to  the  use  of 
two  emergency  reservoirs  or  rather  a 
divided  emergency  reservoir  volume  dur- 
ing the  transition  period.  With  this  ar- 
rangement a  small  10  x  33  emergency 
reservoir  is  added,  and  a  cut  out  or  limit- 
ing valve  is  placed  in  the  pipe  leading  to 
the  large  emergency  reservoir;  thus  in 
emergency  applications  the  large  volume  is 
cut  oflf  from  the  brake  cylinder  until  such 
time  as  all  cars  are  equipped  with  univer- 


two  pistons  of  the  release  valve  structure, 
and  at  the  present  time  all  valves  are  to 
be  operated  in  direct  release  position  and 
until  such  time  as  a  sufficient  number  of 
cars  are  equipped  to  warrant  the  use  of 
graduated    release. 

To  cut  out  the  universal  valve,  close 
the  stnp  cock  in  the  brake  pipe  and  bleed 
all   reservoirs. 

If  it  is  desired  to  retain  emergency 
reservoir  pressure  for  the  water  raising 
system,  make  an  emergency  application 
of  the  brake,  then  bleed  all  reservoirs 
except  the  large  emergency. 

To  cut  out  for  a  brake  cylinder  or  brake 
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rigging  detect,  close  the  stop  cock  in  the 
brake  cylinder  pipe,  which  will  simultane- 
ously bleed  the  brake  cylinder. 

To  bleed  off  the  brake,  open  the  bleed 
cock  in  the  auxiliary  reservoir  and  close 
as  the  brake  starts  to  release. 

Short  puffs  of  air  from  the  exhaust 
ports  are  not  defects  of  the  valve  mecha- 
nism ;  the  one  that  occurs  from  the  equal- 
izing valve  exhaust  at  the  start  of  the 
application  is  from  the  resistance  increas- 
ing cavities  in  the  equalizing  slide  valve 
and  from  the  application  end  of  the  re- 
lease piston. 

The  short  discharges  at  the  start  of  a 
release  are  from  the  release  end  of  the 
release  piston  through  the  equalizing 
valve  exhaust  port  and  from  the  auxiliary 
reservoir  through  the  release  valve  ex- 
haust port. 

Previous  issues  contain  an  explanation 
of  the  features  of  positive  release,  cer- 
tainty and  uniformity  of  application,  and 
immunity  from  response  to  unintentional 
variations  in  brake  pipe  pressure,  which 
are  accomplished  through  the  reductiuns 
in  pressure  indicated  by  these  exhausts 
of  air  from  the  equalizing  and  release 
valve  e.xhaust  ports  at  the  beginning  of 
application  and  release.  If,  however, 
these  blows  do  not  cease  upon  the  move- 
ments of  the  valves,  they  indicate  some 
disorder  of  the  valve   mechanism, 

A  blow  at  the  equalizing  slide  valve 
exhaust  when  the  brake  is  released  may 
be  from  the  equalizing  slide  valve,  gradu- 
ating valve,  or  from  the  seal  at  the  release 
iMid  of  the  release  piston. 

In  application  position  it  would  be  from 
the  same  slide  valves,  or  from  the  seal 
at  the  application  end  of  the  release  piston. 

In  release  position  a  blow  from  the 
release  slide  valve  exhaust  would  be  from 
a  leaky  release  slide  valve ;  in  application 
position  it  could  be  cither  from  the  re- 
lease slide  or  equalizing  slide  valve. 

A  blow  from  the  emergency  slide  valve 
exhaust  port,  when  in  release  position, 
would  be  from  a  leaky  emergency  slide 
valve  or  from  the  scat  of  the  high 
pressure  valve.  In  emergency  position 
the  blow  could  be  from  the  emergency 
slide  valve,  the  release  slide  valve  or  the 
outside  seal  of  the  high  pressure  valve. 

The  heavy  blow  from  tlie  emergency 
piston  or  slide  valve  exhaust  port,  when 
releasing  after  an  emergency  application, 
is  an  escape  of  brake  cylinder  pressure 
which  ceases  as  soon  as  the  cut  off  valve 
is  seated.  Should  the  blow  continue,  it 
would  indicate  that  the  high  pressure 
valve  has  stuck  ojien. 

A  l)low  at  the  brake  cylinder  exhaust 
when  the  brake  is  released  may  be  di- 
rectly from  the  release  slide  valve  or  from 
the  equalizing  slide  valve  through  the 
service  port.  Either  of  these  slide  valves 
could  cause  the  blow  when  the  brake  is 
a[ii)lied.  but  before  deciding  that  either 
is  at  fault  it  must  be  known  that  all 
baskets  are  in  good  condition  and  th.it  all 


bolts  and  nut:,  are  drawn  tight.  As  the 
brake  cylinder  port  passes  through  all 
three  portions  of  the  valve,  it  follows  that 
any  gasket,  if  leaking,  could  cause  this 
blow  at  the  brake  cylinder  exhaust. 

A  blow  at  the  quick  action  exhaust  port 
would  be  from  a  leaky  quick  action  valve, 
emergency  slide  or  graduating  valve. 

A  blow  from  the  holes  in  the  protection 
valve  cap  will  indicate  a  leaky  atmospheric 
seal  when  the  brake  is  released.  If  it 
occurs  after  an  emergency  application,  it 
may  be  from  leakage  past  the  emergency 
piston  packing  ring  in  combination  with 
a  leaky  emergency  piston  gasket. 

A  blow  at  the  emergency  piston  e.K- 
haust,  only  during  a  service  application 
of  the  brake,  would  be  from  the  brake  cyl- 
inder past  the  seat  of  the  cut  off  valve. 

A  blow  from  the  safety  valve  exhaust 
ports,  during  an  emergency  application, 
would  be  from  the  seal  of  the  cut  off 
valve  instead  of  from  the  piston  valve 
of  the  safety  valve,  as  the  safety  valve  is 
at  this  time  unseated  by  the  cut  off  valve. 

In  the  electric  or  magnet  portion,  a 
leaky  emergency  magnet  valve  would 
cause  a  blow  at  the  emergency  magnet 
exhaust   port. 

A  leaky  service  magnet  valve,  if  brake 
pipe  pressure  is  discharged  to  the  atmos- 
phere during  the  service  reduction,  would 
cause  a  blow  at  the  service  magnet  ex- 
haust, but  if  the  brake  pipe  exhaust  is 
into  the  brake  cylinder,  the  leaky  magnet 
valve  would  cause  a  blow  at  the  brake 
cylinder  exhaust  port  in  release  position. 
The  brake  cylinder  exhaust  is  then  past 
the  release  magnet  valve. 

The  object  of  the  magnet  valve  cut  out 
cap  is  to  cut  out  these  magnets  or  rather 
to  cut  the  brake  pipe  pressure  away  from 
the  magnet  valves  should  they  develop  a 
very  bad  leak  or  stick  open. 

A  leaky  release  magnet  valve  would 
cause  a  blow  at  the  brake  cylinder  ex- 
haust port  when  holding  brakes  applied 
with  the  universal  valve  in  release  posi- 
tion; that  is,  at  a  time  the  release  magnet 
is  energized. 

As  the  normal  position  of  the  release 
magnet  valve  is  open,  it  requires  no  cut 
out  cap. 

From  previous  descriptions  of  the  elec- 
tric operation  of  the  universal  valve,  the 
functions  of  the  emergency  switch  and 
switch  piston,  the  electric  service  port 
check  valve  and  the  references  to  blows 
at  the  exhaust  ports  will  be  understood. 

Next  month's  issue  will  contain  a  sum- 
ming up  of  the  disorders  the  universal 
valve  is  liable  to  develop  from  wear  and 
neglect,  and  some  tests  to  locate  the 
source  of  the  disorders  will  also  be  given. 


73 ;  white  hazel,  11 ;  apple  tree.  70 ;  red 
oak,  69 ;  white  beach,  65 ;  black  walnut, 
65 ;  black  birch,  62 ;  yellow  and  black  oak, 
60:  hard  maple,  56;  white  elm,  58;  red 
cedar,  56;  cherry,  55;  yellow  pine,  53; 
chestnut,  52;  yellow  poplar,  51;  butter- 
nut and  white  birch,  43,  and  white  pine, 
35, 

.According  to  this  classification,  woods 
possessing  a  degree  of  hardness  equal 
to  only  about  40  per  cent.,  or  less  than 
that  of  hickory,  should  not  be  classed  as 
hard  woods.  Such  woods  are,  however, 
limited  in  quantity  and  are  not  of  suffi- 
cient importance  to  justify  a  classification 
and  the  practice  is  to  construe  hard  wood 
to  mean  everything  except  white  pine. 


A  Lucky  Traveler. 

One  of  our  most  observant  travelers  is 
Fra  Elbertus,  who  knows  whereof  he 
speaks  when  he  says :  "Railroad  men 
stand  for  industry  and  economy ;  they 
ar'  filled  with  an  eternal  discontent.  They 
want  things  better.  They  are  men  with 
the  builder's  itch." 

In  another  place  he  unfolds  a  tale  of 
which  few  men  can  say  "such  has  been  my 
experience."  He  says:  "I  have  ridden  on 
railroad  trains  nearly  one-third  of  the 
time  for  twenty-five  years,  and  during 
that  time  I  have  never  even  been  off  the 
rust  (rails)  ;  neither  have  I  ever  been 
robbed  of  a  dollar  on  a  train.  Also.  I 
have  never  lost  a  hat.  grip,  umbrella  or 
my  temper  on  a  railroad  train." 


Classification  of  Wood. 

The  relative  hardness  of  woods  is  cal- 
culated by  the  hickory  which  is  the 
toughest.  Estimating  hickory  at  100,  we 
get  for  pignut  hickory,  86;  wliite  oak,  84; 
white   ash,   77;   dogwood,   74;   scrub   oak. 


The  Dog  Industry  Hurts  Railways 

.A  correspondent  of  a  prominent  South- 
ern daily  paper,  while  discussing  the  rea- 
sons why  the  railroads  south  of  the  Ohio 
River  receive  such  a  small  volume  of  busi- 
ness from  the  rural  communities,  puts  the 
blame  upon  dogs.  He  says :  We  have 
been  so  busy  growing  dogs — so  loyal  to 
the  dog  industry — that  we  have  not  given 
attention  to  capitalizing  our  waste  lands 
by  growing  sheep.  I  understand  that 
there  are  a  number  of  counties  in  Georgia 
which  have  more  dogs  than  hogs,  more 
dogs  than  milk  cows,  more  dogs  than 
sheep.  While  this,  as  I  understand  it, 
is  true,  there  is  not  a  market  on  earth 
where  one  can  ship  a  carload  of  dogs 
and  get  fifty  cents  for  them. 

The  dog  as  an  assistant  on  the  farm 
is  useful — not  alone  useful,  but  a  com- 
panion to  the  man  who  has  to  spend 
much  of  his  time  alone.  But  the  dog  in 
town  is  a  nuisance  and  a  menace  to  the 
health  of  the  community.  Nor  is  the 
danger  of  the  dog  in  congested  urban 
centers  the  worst  phase  of  dog  owner- 
ship. The  real  corroding  effect  of  the 
dog  in  society — the  mattress  dog.  the 
poodle,  the  greyhound  and  the  terrier — is 
tlu-  s(|iiandering  of  affections  on  such  pets 
when  babies  are  such  a  wholesome  thing 
to  have  about  the  place.  Of  course,  the 
dog  is  easier  cared  for  than  a  child. 
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2-8-0  Locomotive  for  the  Lake  Erie,  Franklin  ^  Clarion 


Some  three  years  ago  (jeneral  Charles 
Miller,  chairman  of  the  board  of  directors 
of  the  Galena-Signal  Oil  Company,  and 
than  whom  few  men  are  better  known  in 
the  railway  and  industrial  world,  bought 
the  Pittsburgh,  Sommerville  &  Clarion 
Railroad.  This  was  a  small,  run-down, 
coal  road,  having  two  connections,  one 
with  the  BulTalo  division  of  the  Pennsyl- 
vania Railroad  at  Sommerville  and  the 
other  at  Sutton  Junction  with  the  Clear- 
field branch  of  the  Lake  Shore  &  Michi- 
gan Southern  Railway,  this  particular 
part  of  the  Lake  Shore  having  been  built 
by  General  Miller,  who  is  yet  its  corporate 
president. 

General  Miller  went  about  the  rehabili- 
tation of  the  Pittsburgh,  Sommerville  & 
Clarion  Railway  in  the  same  energetic, 
businesslike  manner  that  has  characterized 
his     entire     business     career.     The     corn- 


taken  out,  new  shops  and  roundhouse 
built  at  Clarion  and  well  stocked  with 
modern  machinery. 

The  largest  locomotive  on  the  line 
when  bought  by  General  Miller  was  an 
eld,  second-hand  engine  of  about  18,000 
lbs.  tractive  power.  A  new  consolidation 
engine,  that  was  thought  to  be  a  large  one 
at  that  time,  was  bought  in  1911.  It  had 
.52,600  lbs.  tractive  power,  but  on  2^  per 
cent,  gradients  could  handle  only  a  light 
train. 

During  October,  1913,  the  company 
was  badly  pushed  for  power,  having  two 
leased  engines  of  limited  capacity.  The 
consulting  engineer,  in  looking  over  the 
situation,  found  one  of  the  leading  loco- 
motive builders  offered  to  construct  an 
engine  to  his  specifications  in  forty-five 
(45)  days  and  on  acceptable  terms  of 
payment.     The  order  was  therefore  placed 


in.;  cruwii,  Jb  in.;  tube,  Ji  in.  Water 
space,  front,  4  in.;  sides,  3'/i  in.;  back, 
i'/i  in. 

Tubes — Material,  steel ;  thickness,  No. 
12  W.  G. ;  number,  309;  diameter,  2  ins.; 
length,  14  ft.  6  ins. 

Heating  surface — Firebox,  173  sq.  ft. ; 
tubes,  2,332  sq.  ft.;  total,  2,505  sq.  ft.; 
grate  area,  46.7  sq.  ft. 

Driving  wheels — Diameter,  outside,  54 
ins.;  diameter,  center,  48  ins.;  journals, 
6  ins.  by  10  ins. 

Engine  truck  wheels — Diameter,  30  ins. ; 
journals,  6  ins.  by  10  ins. 

Wheel  base — Driving,  15  ft.  4  ins.; 
rigid,  15  ft.  4  ins.;  total  engine,  23  ft.  11 
ins. ;  total  engine  and  tender,  55  ft.  10^4 
ins. 

Weight— On  driving  wheels,  163.000 
lbs.;  on  truck,  front,  16,800  lbs.;  total  en- 
gine,  179,800  lbs. ;   total   engine  and   ten- 
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pany's  principal  assets  were,  its  charter 
and  land,  with  valuable  unworked  beds  of 
coal. 

Mr.  J.  T.  Odell,  a  former  vice-presi- 
dent of  the  Baltimore  &  Ohio  and  New 
England  Railways,  and  a  recognized  au- 
thority on  the  reorganization  and  opera- 
tion of  railways,  looked  the  proposition 
over  and  at  a  glance  saw  its  latest  poten- 
tialities, and  through  this  medium  one  of 
the  leading  bankers  of  Pittsburgh  became 
interested  in  providing  funds  for  rehabili- 
tation, extensions,  etc.  The  earnings  have 
almost  doubled  under  the  influence  of  the 
new  ownership  and  management,  and  will 
reach  new  high  levels  as  other  mines  are 
opened,  thus  increasing  the  tonnage  of 
coal  moved. 

The  track  or  permanent  road  has  been 
rebuilt,  as  it  were,  new  80-lb.  steel  being 
provided  in  place  of  old  60-lb.  badly  worn 
rails,   grades   have   been    reduced,   curves 


with  them,  and  in  43  days  the  engine  was 
out  ready  for  shipment,  and  in  47  days  it 
was  in  service.  The  accompanying  illus- 
tration shows  the  engine  in  question. 

Mr.  W.  E.  Symons,  a  well-known  con- 
sulting engineer,  who  designed  the  loco- 
motive, does  not  claim  any  particular  new 
features,  but  as  a  record  of  quick  con- 
struction it  reflects  great  credit  on  the 
builders. 

The  following  are  the  general  dimen- 
sions : 

Gauge — 4  ft.  S'/i  in. 

Cylinders — 22  ins.  by  28  ins. 

Boiler — Type,  straight ;  diameter.  72 
ins.;  thickness  of  sheets,  J4  m. ;  w-orking 
pressure,  185  lbs. ;  fuel,  soft  coal ;  staying, 
radial. 

Firebox  —  ^faleriaI.  steel;  length, 
101  15/16  ins. ;  width,  66  ins. ;  depth,  front, 
69JX  ins.;  depth,  back,  55^4  ins.;  thick- 
ness of  sheets,  sides.  5/16  in.;  back,  5/16 


dcr,    about    300,000   lbs.;    tractive    power, 
40,000  lbs. 

Tender — Wheels,  number,  8;  wheels, 
diameter,  33  ins.;  journals,  5  ins.  by  9 
ins.;  tank  capacity,  6,000  gals.;  fuel,  10 
tons ;  service,  freight. 


Longest  Straight  Railroad. 
As  is  well  known  there  are  many 
long,  level  .stretches  of  railroad  on  the 
American  continent,  but  it  may  n.'t 
be  generally  known  that  the  longest 
stretch  of  railroad  in  the  world  with- 
out a  curve  is  in  Xew  Zealand,  where 
there  is  a  distance  of  136  miles  in 
a  perfectly  straight  line.  This  fact  is 
remarkable  when  it  is  taken  into  con- 
sideration that  New  Zealand  is  one  of 
the  most  diflicult  countries  in  the  world 
for  railroad  construction,  as  it  is  very 
mountainous,  necessitating  sharp  curves 
and  very  heavy  grades. 
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Electrical  Department 


The  Electrification  of  the  Butte,  Ana- 
conda &  Pacific  Railway. 
The  Butte,  Anaconda  &  Pacific  Rail- 
way is,  in  many  ways,  the  niost  remark- 
able example  of  steam  road  electrification 
in   this   country.      Hcsides   being  the   first 


line  trains  of  approximately  4.000  tuns  are 
made  up  for  transportation  to  the  smelt- 
ers at  Anaconda.  The  main  line  division 
e.xtends  through  a  rough,  mountainous 
country,  a  distance  of  about  20  miles,  wit!i 
grades  as   higli   as  0.3   per   cent. 
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2,400-volt  direct-current  road,  it  is  also 
credited  with  being  the  first  steam  road 
operating  both  freight  and  passenger 
schedules,  to  electrify  its  lines  purely  for 
reasons  of  economy.  A  immher  of  steam 
railway  electrifications  have  been  made 
because  of  preemptory  factors,  such  as 
terminal  and  tunnel  operation  or  for 
rapid  suburban  service.  This  road,  how- 
ever, cannot  be  classed  as  an  "enforced 
electrification."  since  no  such  special  lim- 
itations have  been  the  determining  factors. 

The  first  electric  locomotives  were  put 
in  service  May  28,  1913,  hauling  ore  cars 
between  the  Kast  .Anaconda  yards  and 
the  smelter.  During  the  first  seven 
months  of  service,  they  made  appro.xi- 
mately  201.000  miles  and  hauled  about 
2,36.S.O0O  tons  of  .,re. 

The  electrified  lines  of  this  system  ex 
tend  from  the  Butte  Hill  yard  to  the 
smelter,  a  distance  of  32  miles.  There 
are  numerous  sidings,  yards  and  smelter 
tracks  that  have  been  eriuipped  with  over- 
head trolley,  making  a  total  of  aliout  ')S 
miles  on   a  single  track  liasis. 

The  P.utte.  .\nacon'la  &•  Pacillc  Rail- 
way is  essentially  an  rire-haiiling  road,  the 
freight  trallic  from  this  source  originat- 
ing at  the  copper  mines  located  near  the 
top  of  Butte  Ilill.  From  the  mines,  the 
ore  tr.-iins  are  lowered  down  the  m^in- 
tain  a  distance  of  4^  miles  to  the  Rocker 
Yards,  located  a  few  miles  west  of  the 
city  of   Butte.     .\t   this   point,   new   main 
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.\t  F.ast  -\nacoiida.  the  main  line  trains 
are  broken  u|)  and  hauled  up  Smeller  Hill 
to  the  stock  bins,  where  each  car  is  run 
over  the  scales  and  weighed.  The  shift- 
ing of  cars  in  connection  with  weighing 
and  subsequent  delivery  to  the  concen 
trators   is   done   by   single   locomritives. 


Hill  Line  consists  of  thirty  cars  with  a 
load  of  2,000  tons.  With  two  80-ton  loco- 
motives a  speed  of  12  miles  per  hour  is 
made  on  an  approximate  grade  of  2.5  per 
cent.  The  average  trolley  voltage  is  2,200. 
On  the  main  line  sixty  cars  with  a  load 
of  4,000  tons  is  hauled  by  the  two  80-ton 
locomotives  at  a  speed  of  21  miles  per 
hour,  the  grade  being  3  per  cent.  1  he 
length  of  run  on  the  Butte  Hill  Line 
steep  grade  is  4.6  miles,  that  on  the  main 
line  with  the  smaller  grade  being  a  little 
over  20  miles. 

Energy  for  the  operation  of  the  electric 
trains  is  purchased  from  the  Great  Falls 
Power  Company,  which  is  130  miles  from 
liutte.  The  power  is  transmitted  at  102,- 
000  volts,  and  is  stepped  down  at  the 
sub-stations  where  it  is  changed  to  2,400 
direct  current  by  motor-generator  sets. 
These  motor-generators  are  three-ma- 
chine sets  consisting  of  one  motor  be- 
tween two  1,200  V.  generators,  the  latter 
being  connected  in  series  to  give  the 
2.400  volts   for  the  trolley. 

The  2,400-volt  switchboards  for  con- 
trolling these  motor-generator  sets  are 
tlie  first  direct  current  boards  to  be  con- 
structed for  this  high  voltage.  In  gen- 
eral, they  are  similar  to  the  standard  600- 
volt  types  with  increased  insulation  and 
special  provision  for  interrupting  the 
2.400-volt  current.  The  circuit  breakers 
and  switches  are  also  arranged  for  re- 
mote  control,   and   all   apparatus   on   the 
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The  eastbound  trallic  consists  in  return- 
ing empty  cars  to  the  mines  and  the 
transportation  of  copper  ingot  to  the 
Butte  Yards,  where  it  is  shipped  over 
other  roads   to  refineries. 

The  usual  train  make-up  on  the  Butte 


Iianels  is   provided   with  ample  insulation 
to  insure  safety  to  operators. 

The  2,400-volt  circuit  breakers  and 
switches  are  installed  on  separate  panels 
above  and  back  of  the  main  panels,  and 
are    operated    by    connecting    rods    from 
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handles  mounted  on  the  front  of  the  main 
switchboard. 

The  overhead  construction  is  of  the 
catenary  suspension  type.  The  copper 
trolley  is  supported  by  an  11-point  cate- 
nary suspension  from  a  stranded  steel 
messenger  cable. 

The  locomotive  equipment  consists  of 
seventeen  80-ton  units,  fifteen  for  the 
freight  and  two  for  passenger  service. 
The  freight  locomotives  are  geared  for 
slow  speed  and  are  operated  in  pairs  for 
the  main-line  service.  The  ma.ximum 
frce-rimning  speed  is  35  m.  p.  h. 

The  two  passenger  locomotives  are  of 
the  same  construction  as  the  freight  units, 
but  are  geared  for  a  maximum  free- 
running  speed  of  55  m.  p.  h.  A  speed  of 
45  m.  p.  h.  is  made  with  three  passenger 
coaches  on  straight  level  track. 

The  continuous  tractive  eflfort  of  a 
single  80-ton  freight  locomotive  is  25,000 
lbs.  at  15  miles  per  hour.  The  maximum 
tractive  eflfort  for  a  period  of  five  minutes 
is  48,000  lbs.,  based  on  a  tractive  co-effi- 
cient of  30  per  cent. 

These  locomotives  are  of  the  articulated 
double-truck  type,  with  all  the  wciglit  on 
drivers.  The  cab  contains  an  engineer's 
compartment  at  each  end  and  a  control 
compartment  for  control  apparatus.  This 
cab  is  of  the  box  type,  extending  the 
entire  length  of  the  locomotive,  and  is 
provided  with  both  end  and  side  doors. 
The  entire  weight  of  the  locomotive  is 
carried  on  semi-elliptic  springs  suitably 
equalized. 

The  central  channels  forming  a  part  of 


The  contactors,  reverscr  and  rheostats,  plying  to  the  locomotives  arc  the  foUow- 

which  are   located   in   the  central   portion  ing: 

of  the  cab.  are  mounted  in  two  banks  run-  LenRth  inside  of  knuckles 37  ft.  4  in. 

,  ,      .  ,     ,  .  .  1  Ltnglli   over  cab 31    ft. 

nmg  lengthwise  of  the  compartment,  and  Height  oyer  cab 12  ft.  10  in. 

are    conveniently    arranged    for   cleaning,  vv'fth' o«?  atr.'l'.'^.'?"*"'.  ■.■.'.■.■.  ■.'.■.■. '.'.^'.':  .to't 

inspection  and  repair.     .'\11  apparatus  and  Total  wheel  base 26  ft. 

^  4f^r\         1  .1  I.  Rie'd    wheel    base ^    ft.    8  in. 

Circuits  carrving  2,400  volts  are  thorough-  xrack  gause     4  fi.  ^'4  in. 

ly  protected   from  accidental  contact.  ^v^^r^i.rp'fr'axk: ! ! ! ! ! ! ! ! :::;:::::::  AoZo  lb': 

The    motors   are   of -the    G.    E.— 229-A  Wheels    st«l  tired" 46  in. 

TournaiR    6  in.  x   I  j  in. 

commutaling    pole    type,    wound    for    1.200  dears,  forged  rims,  freight  locomotives.  .87  teeth 

volts  and   insulated   for  2.400  volts.     The  1]"^^  .!°.T.''. ..".""':.  1""""^'.  .'"""'.'go  teeih 
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!,400VOI.T  D.  C.  MOTOR  GENER.XTOK  SETS  I.\  THE 
SfliSTATION. 


gear  reduction  on  the  freight  locomotive 
is  4.84  and  on  the  passenger  locomotive 
i.2.  The  motors  are  connected  to  the 
driving  wheels  by  twin  gears. 

The  control  equipment  is  Sprague-(k-n- 
cral  Electric.  Two  of  the  1.200-volt  mo- 
tors, of  which  there  are  four,  are  perma- 
nently connected  in  scries.  The  2.400 
volts  is  not  used  to  oper.'ite  llie  switches 
or  contactors.  Init  600  volts,  which  is  ob- 


Piiiions,  forged,  freight  locomotives 18  tceih 

Pinions,    forged,   passenger   locomotives.  .25  tcclb 
Tracuve    effort   at    30    per   cent,    coeffi- 
cient      48,000  lbs. 

Tractive  effort  at  one  hour  rating 30,000  lbs. 

Tractive  effort  at  continuous  rating. .  .25.000  lbs. 
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Report  on  Electrification  by  the  Swiss 
Electrification  Commission 

T  he  Swiss  Eleclrilication  Commission 
recently  made  its  report  to  the  Swiss 
Government,  which  is  of  great  interest 
to  our  railri)ad  systems,  for  it  relates  to 
the  possible  electrification  of  nearly  2,000 
miles  of  track.  This  report  has  consid- 
ered the  system  best  adapted  for  railroad 
.service  and  has  come  out  strongly  for 
the    single-phase    system. 

The  various  systems  were  considered, 
namely,  the  high  voltage  direct  current, 
the  three-phase  system  and  the  single- 
phase  system.  The  latter  has  a  pro- 
nounced advantage  over  the  others.  This 
report    is    extremely    gratifying   to    many 

■  f  the  prominent  engineers  in  this  coun- 
try w-ho  have  helped  to  bring  the  single- 
rihase    system    to    its    present    standard. 

There  are  many  railroads  electrified  by 
this  system,  the  most  notable  being  the 
\'ew  York,  New  Haven  &  Hartford, 
which  now  has  approximately  200  miles 
of  track  electrified,  and  in  the  near  fu- 
ture, when  present  work  is  completed, 
will   have  nearlv  400. 


the  underframe  are  enclosed  and  are 
utilized  as  a  distributing  air  duct  for  the 
forced  ventilation  of  the  motors.  The  air 
is  conducted  through  the  center  pins, 
which  are  hollow,  into  the  truck  tran- 
soms, and  thence  to  the  motors.  The  en- 
gineer's compartment  at  either  end  of  the 
cab  contains  the  operators'  seat,  controll- 
er, air  brake  valves,  bell  and  whistle  ropes, 
ammeter,  air  gauges,  Sanders  and  other 
control  apparatus  within  immediate  reach 
of  the  engineer. 


tained  by  means  of  a  rotating  machine 
known  as  a  dynam.'tor.  This  machine, 
which  is  in  reality  a  small  motor,  runs 
continuously  on  the  2.400  volts.  The  ma- 
chine has  two  distiiKt  sets  of  armature 
coils,  each  brought  cut  to  a  commutator. 
One  of  these  windin.qs  is  designed  for 
1.800  volts,  and  the  other  for  600  volts. 
The  current  for  oinrating  the  contactors 
and  the  compressor  is  taken  from  this 
600-vo!t   commutatnr. 

The  principal  data  and  dimensions  ap- 


A  live  wire  way  often  be  liandled  with- 
out inconvenience  when  standing  on  an 
India  rubber  mat,  or  on  a  dry  wood  floor, 
but  it  is  a  safe  rule  to  avoid  contact  with 
any  part  of  an  electrical  apparatus,  with- 
out thoroughly  understanding  what  one 
is  doing.  The  symtoms  nf  an  electric 
shock  are :  stoppage  or  weakening  of  the 
action  of  the  nerves,  contraction  and 
stiffening  of  the  muscles,  stoppage  or 
weakening  of  the  action  of  the  heart. 
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Items  of  Personal  Interest 


Mr.  CharK'5  II.  Schlacks  has  been  elect- 
ed president  uf  the  Hale  &  Kilburn  Co. 

Mr.  11.  LX  Dehn  has  been  appointed  gen- 
eral foreman  on  the  Boston  &  Maine,  at 
Boston.  Mass. 

Mr.  R.  E.  Wood  has  been  appointed 
road  foreman  of  equipment  on  the  Rock 
Island,  at   Pratt,  Kan. 

Mr.  W.  G.  Bierd  has  been  appointed 
president  of  the  Chicago  &  Allton,  with 
offices   at    Chicago,    111. 

Mr.  Geo.  Gilmore  has  been  appointed 
general  foreman  on  the  Detroit,  Toledo  & 
Ironton,  at   Dclray,   Midi. 

Mr.  W.  T.  Beery  has  been  appointed 
master  mechanic  on  the  Union  Pacific, 
with  office  at  Omaha,  Xeb. 

Mr.  C.  E.  Test  has  been  appointed  gen- 
eral foreman  on  the  Chicago  Great  West- 
ern,  at   Council   Bluffs,   la. 

Mr.  S.  D.  Page  has  been  appointed  gen- 
eral car  foreman  on  the  Bangor  &  Aroos- 
touk,  at  Milo  Junction,  Me. 

Mr.  H.  Booth  has  been  appointed  road 
foreman  of  engines  on  the  Delaware  & 
Hudson,  at  Carbondale,  Pa. 

Mr.  J.  A.  Turtle  has  been  appointed 
master  mechanic  on  the  Union  Pacific, 
with  office  at  Denver,  Colo. 

Mr.  C.  W.  Backe  has  been  appointed 
chief  engineer  of  the  Nevada  Northern, 
with  offices  at  East  Ely,  Nev. 

Mr.  H.  Mack  has  been  appointed  gen- 
eral foreman  of  the  car  department  of  the 
Santa  Fe,  at  Bakersfield,  Cal. 

Mr.  J.  Fife  has  been  appointed  loco- 
motive foreman  on  the  Great  Northern, 
with  office  at  Casselton,  N.  D. 

Mr.  James  Roberts  has  been  appointed 
master  mechanic  on  the  Union  Pacific, 
with  offiice  at  Kansas  City.  Mo. 

Mr.  C.  Burgess  has  been  appointed  sig- 
nal sui)crvisor  on  the  Missouri  Pacilic, 
with  office  at  Kansas  City,  Mo. 

Mr.  O.  W.  Wright  has  been  appointed 
general  foreman  of  the  car  department  of 
the  Santa  Fe,  at  Richmond,  Cal. 

Mr.  C.  -\.  Gill  has  been  appointed  mas- 
ter niech.-inic  on  the  Baltimore  &  Ohio, 
with  office  at  Wheeling,  W.  Va. 

Mr.  F.  G.  White  has  been  appointed 
sign.-il  engineer  at  the  Chicago  Great 
Western,  witli  office  at  Chicago,  111. 

Mr.  L.  \).  Freeman  has  been  appointed 
mechanical  inspector  of  the  Sialtoard  Air 
Line,  with  offices  at  Portsmouth,  Va. 

Mr.  k.  A.  Becker  has  been  appointed 
supervisor  ui  signals  nn  the  Gr.uid  Trunk 
System,  with  office  at  Montreal.  Que. 

Mr  E.  G.  Cromwell  has  been  appointed 
ni..tive  power  inspector  on  the  Baltimore 
&  '  O-io,  with  office  at  Baltimore.  Md. 


Mr.  L.  Fisher,  master  mechanic  on  the 
Canadian  Pacific,  has  been  transferred 
from  Souris,  Man.,  to  Brandon,  Man. 

Mr.  Emil  Marx  has  been  appointed  gen- 
eral foreman  on  the  Chicago  &  North- 
western, with  office  at  Winona,  Minn. 

Mr.  J.  F.  Haddon  has  been  appointed 
general  foreman  of  the  Toledo  &  Ohio 
Central,  with  office  at  Whitniore,  Ohio. 

Mr.  W.  Sinnott  has  been  appointed  mas- 
ter mechanic  on  the  Baltimore  &  Ohio, 
with  office  at  East  Side,  Philadelphia.  Pa. 

Mr.  L.  C.  Ord  has  been  appointed  as- 
sistant master  car  builder  on  the  Cana- 
dian Pacific,  with  office  at  Montreal,  Que. 

Mr.  O.  E.  Stemp  has  been  appointed 
traveling  engineer  on  the  Kansas  City 
Southern,   with   office   at   Shreveport,   La. 

Mr.  S.  Butler,  master  mechanic  on  the 
Chesapeake  &  Ohio,  has  been  transferred 
from  Hinton,  W.  Va.,  to  Clinton  Forge. 
Va. 

Mr.  J.  O'Neal  has  been  appointed  mas- 
ter car  builder  on  the  New  Orleans, 
Mobile  &  Chicago,  with  offices  at  Mobile, 
Ala. 

Mr.  J.  W.  Highleyman  has  been  ap- 
pointed assistant  master  mechanic  on  the 
L'nion  Pacific,  with  office  at  Cheyenne, 
Wyo. 

Mr.  W.  G.  Carlton  has  been  appointed 
power  superintendent  on  the  New  York 
Central  Lines,  with  offices  at  New  York, 
N.  Y. 

Mr.  E.  W.  Denham,  Jr.,  has  been  ap- 
piiinted  special  engineer  on  the  Atlanta, 
Birmingham  &  .Atlantic,  with  office  at  At- 
lanta, Ga. 

Mr.  D.  R.  Morris  has  resigned  as  signal 
engineer  of  the  El  Paso  &  Southwestern 
and  will  go  with  the  Federal  Signal 
Company. 

Mr.  1"'.  II.  Buchanan  has  been  appointed 
signal  inspector  on  the  Pennsylvania  Lines 
West  of  Pittsburgh,  with  office  at  Pitts- 
burgh, Pa. 

Mr.  James  Fahey  has  been  appointed 
traveling  engineer  on  the  Nashville.  Chat- 
tanooga &  St.  Louis,  with  office  at  Nash- 
ville, Tenn. 

Mr.  W.  J.  Brooks  has  been  appointed 
foreman  of  locomotive  repairs  on  the  Chi- 
cago &  Alton,  at  Brigliton  Park,  P.  O., 
Chica.go,   III. 

-Mr.  G.  W.  Robertson,  master  mechanic 
on  the  Clies.ipeake  &  Ohio,  has  been 
transferred  from  Lexington,  Ky.,  to  Hin- 
ton,  W.    V-.i. 

Mr.  J.  W  Jiihnson  has  been  appointed 
general  car  foreman  on  the  Atlanta, 
Birmingham  &  .Atlantic,  with  office  at 
h'itzgcrald.  Ga. 


Mr.  E.  J.  Creel,  general  foreman  of  the 
locomotive  department,  has  been  tr.ans- 
ferred  from  Painesville,  Ohio,  to  Chicago 
Junction,  Ohio. 

Mr.  M.  F.  Cox  has  been  appointed  as- 
sistant superintendent  of  machinery  of 
the  Louisville  &  Nashville,  with  offices  at 
Louisville,   Ky. 

Mr.  F.  W.  Boardman,  assistant  master 
mechanic  on  the  Baltimore  &  Ohio,  has 
been  transferred  from  Philadelphia,  Pa., 
to  Cumberland,  Md. 

Mr.  D.  H.  Watson,  assistant  master  me- 
chanic on  the  Baltimore  &  Ohio,  has 
been  transferred  from  Cumberland,  Md., 
to  Keyser,  W.  Va. 

Mr.  T.  W.  Younger,  superintendent  of 
motive  power  on  the  Southern  Pacific. 
has  been  transferred  from  Portland,  Ore., 
to   Sacramento,   Cal. 

Mr.  F.  R.  Pennefather  has  been  ap- 
pointed master  mechanic  of  the  Manitoba 
division  of  the  Canadian  Pacific,  with  of- 
fice at  Winnipeg,  Man. 

Mr.  J.  Dickson,  general  master  mechan- 
ic on  the  Spokane,  Portland  &  Seattle, 
has  been  transferred  from  Vancouver, 
Wash.,  to  Portland,  Ore. 

Mr.  W.  A.  Ford  and  Mr.  J.  J.  Malloy 
have  been  appointed  signal  inspectors  on 
the  New  Y'ork,  New  Haven  &  Hartford, 
with  offices  at  New  Haven,  Conn. 

Mr.  Wm.  Naylor  has  been  appointed 
road  foreman  of  engines  for  the  North- 
ern district  of  the  Chicago  &  Alton,  with 
headquarters    at    Bloomington,    111. 

Mr.  M.  P.  Hoban,  road  foreman  of 
engines  on  the  Baltimore  &  Ohio,  will 
confine  his  duties  to  the  territory  between 
Troy  and  Cincinnati,  with  office  at  Day- 
ton, Ohio. 

Mr.  C.  F.  Norman,  formerly  road  fore- 
man of  engines  on  the  Rutland,  at  Rut- 
land. \'t.,  has  been  appointed  general 
foreman  on  the  Ogdensburg  division,  with 
headquarters  at   Malone,  N.   Y. 

Mr.  H.  D.  Holden  has  been  appointed 
traveling  engineer  on  the  Rutland,  south 
of  .Albany.  Mr.  Holden  was  formerly  a 
locomotive  engineer  on  the  Rutland  and 
his  promotion  is  warmly  approved. 

Mr.  D.  R.  Niederlandcr  has  been  elected 
president  of  the  Adreon  Manufacturing 
Company,  St.  Louis,  Mo.  This  company 
also  maintains  a  branch  at  Montreal,  with 
Mr.  O.  N.  Meissner  as  representative. 

Mr.  C.  J.  McMastcr,  formerly  master 
mechanic  on  the  Rutland,  at  Malone. 
N.  Y..  has  been  appointed  chief  inspector 
of  motive  power  and  car  departments  on 
the  same  road,  with  office  at  Rutland,  Vt 

Mr.  J.  Cools  has  been  appointed  super- 
visor of  locomoiive  operation  on  the  Erie, 
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with  office  at  Jersey  City,  X.  J.,  and  Mr. 
J.  Cunneen  has  been  appointed  to  a  sim- 
ilar position  on  the  same  road,  also  at 
Jersey  City. 

Mr.  W.  B.  Kilgore  has  been  appointed 
road  foreman  of  engines  on  the  same 
road,  with  jurisdiction  between  Troy  and 
Toledo  and  office  at  Lima,  Ohio.  The 
position  of  assistant  road  foreman  nf 
engines  at  Lima  has  been  abolished. 

Mr.  Scott  R.  Hayes  has  been  appointed 
assistant  to  the  president  of  the  New 
York  Air  Brake  Company.  Mr.  Hayes 
has  been  with  the  Railway  Steel  Spring 
Company,  New  York,  since  its  organiza- 
tion, and  resigns  to  go  to  the  New  York 
Air  Brake  Company. 

Mr.  George  W.  Tompkins,  will  assume 
the  duties  of  car  foreman  of  the  re- 
pair track  of  the  Spokane,  Portland  and 
Seattle  railway  company  in  addition 
to  his  present  work,  with  the  car  fore- 
man, the  former  position  previously 
held  by  Mr.  E.  Grant  being  abolished. 
Mr.  W.  H.  Davis,  formerly  air  brake 
superintendent  and  road  foreman  of  en- 
gines in  the  Northern  district  of  the  Chi- 
cago &  Alton,  has  resigned  to  become 
general  air  brake  inspector  on  the  Oregon 
Short  Line,  with  headquarters  at  Salt 
Lake    City,    Utah. 

Mr.  M.  Riddle  has  been  appointed  gen- 
eral manager  of  the  Florida  East  Coast 
Railway,  with  office  at  St.  Augustine,  Fla. 
Mr.  Riddle  entered  the  service  of  Atlantic 
Coast  Line  in  1891,  and  has  filled  the  po- 
sitions of  roadmaster,  superintendent,  as- 
sistant chief  engineer,  and  general  super- 
intendent. 

Mr.  L.  J.  Leary  has  been  appointed 
general  foreman  of  the  car  department 
on  the  Baltimore  &  Ohio,  at  East  Side 
shops,  Philadelphia,  Pa.,  and  Mr.  E.  D. 
Morrison  has  been  appointed  to  a  similar 
position  on  the  same  road  at  Cumberland, 
W.  Va.,  and  Mr.  J.  F.  Sommers,  Jr.,  has 
been  appointed  to  a  similar  position  on 
the  same  road  at  Garrett,  Ind. 

Mr.  1\L  E.  Martz  has  been  appointed 
general  foreman  of  the  locomotive  depart- 
ment on  the  Baltimore  &  Ohio,  at  Somer- 
set, Pa.,  and  the  following  have  been 
appointed  to  similar  positions  on  the  same 
road:  Mr.  J.  K.  Milholland,  at  Grafton, 
W.  Va. ;  Mr.  F.  S.  Torback,  at  Mt.  Clare 
shops,  Baltimore,  Md.,  and  Mr.  C.  B. 
Van  Blarcum,  at  Columbus,  Ohio. 

Mr.  J.  L.  Allavie  has  been  appointed 
traveling  engineer  on  the  Union  Pacific, 
with  office  at  Omaha,  Neb.,  and  the  fol- 
lowing have  been  appointed  to  similar 
positions  on  the  same  road :  Mr.  W.  R. 
Gilpin,  at  Evanston,  VVyo. ;  Mr.  J.  F. 
McNally,  at  Denver,  Colo.;  Mr.  B.  E. 
O'Neil,  at  Cheyenne,  Wyo.,  and  Mr. 
H.  E.  Richards,  at  Ellis,  Kans. 

Mr.  John  Dickson  has  been  appointed 
master  mechanic  of  the  Spokane,  Port- 
land &  Seattle  Railway,  Oregon  Trunk 
Railway,  Oregon  Electric  Railway  and 
United    Railways,    with    headquarters    at 


Portland,  Ore.  The  office  of  superintend- 
ent of  motive  power,  which  A.  C.  Adams 
recently  resigned  to  engage  in  other  busi- 
ness, has  been  abolished. 

Mr.  H.  A.  Boomer  has  been  appointed 
general  manager  of  the  Lake  Erie  & 
Western,  with  offices  at  Indi.-mapolis.  Ind. 


J.  T.  .XiNTUONY.  • 

Mr.  Boomer  has  had  a  wide  experience 
on  some  of  the  western  roads,  and  has 
filled  many  positions  from  station  agent 
to  general  superintendent.  From  1896  to 
1903  he  was  division  superintendent  on 
the  Lake  Erie  &  Western  at  Lafayette, 
Ind.,  and  from  1903  to  the  date  of  his 
appointment   .-is  manager  he  acted  as  as- 
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the  Santa  Fe,  since  which  lime  he  has 
been  superintendent  of  construction  on 
the  California  Southern,  and  latterly  chief 
engineer  on  the  same  road,  also  chief  en- 
gineer on  the  Toledo,  St.  Louis  &  Kansas 
City,  and  general  superintendent  on  the 
same  road  from  1898  to  the  present  year. 
Me  is  a  graduate  of  the  Massachusetts 
Institute  of  Technology,  and  is  a  native 
of  Boston,  Mass. 

Master  Howard  Elliott,  son  of  Mr. 
Thomas  Elliott,  A  distinguished  attorney, 
and  who  is  attending  the  classes  at  the 
academy  at  Roxbury,  Idaho,  is  keenly 
interested  in  railroad  matters.  The  boy 
called  attention  to  a  dangerous  switch 
lliat  would  have  very  possibly  derailed 
liie  next  train,  and  has  received  high 
praise  from  the  local  railroad  authorities. 
He  is  already  an  expert  telegrapher,  and 
l)ids  fair  to  lake  a  high  place  in  the  en- 
gineering profession,  and  may  be  a 
worthy  successor  to  his  distinguished 
namesake,  the  president  of  the  New 
Haven    Railroad. 

Mr.  Wm.  Pickersgill,  at  present  loco- 
motive superintendent  of  the  Great 
North  of  Scotland  Railway,  has  been 
appointed  to  the  head  of  the  mechan- 
ical department  of  the  Caledonian  Rail- 
way, succeeding  Mr.  John  F.  Mcintosh, 
retired.  Mr.  Pickersgill  is  a  native  of 
Crewe,  England,  and  served  an  ap- 
prenticeship as  machinist  in  the  Great 
Eastern  Railway  repair  shops  at  Strat- 
ford, London,  rising  on  that  system  to 
be  assistant  locomotive  superintendent. 
In  1894  he  was  appointed  head  of  the 
rolling  stock  department  of  the  Great 
North  of  Scotland  Railway,  which  he 
now  leaves. 

Mr.  J.  T.  .\nthony  has  been  appointed 
assistant  general  eastern  sales  manager 
of  the  .'\merican  .A.rch  Company.  He 
was  born  February,  1883.  Graduated  at 
Georgia  Tech.  in  1902.  Was  engaged  in 
textile  manufacturing  for  four  years. 
Entered  the  service  of  the  Atlantic  Coast 
Line  Railroad  in  1906.  Entered  the  serv- 
ice of  the  Central  of  Georgia  Railway 
January,  1907,  in  the  motive  power  de- 
partment. He  took  the  position  of  com- 
bustion engineer  with  the  American  .\rch 
Company  in  January.  1912,  and  was  made 
assistant  to  president  in  January,  1913, 
which  position  he  held  until  March  1. 
1914,  when  he  was  appointed  to  his  pres- 
ent position. 

-Mr.  Harlow  D.  Savage  has  been  ap- 
pointed general  eastern  sales  manager 
of  the  American  .^rch  Company.  He  was 
born  at  Memphis,  Tenn.,  April  16.  1880. 
He  is  a  graduate  of  the  Kenyon  Military 
-Academy,  and  is  at  present  military  aid 
to  the  Governor  of  Kentucky.  He  has 
been  conRccted  with  the  .'\shland  Fire 
Brick  Company  from  190"  to  the  present 
year.  He  is  a  director  of  the  Clinton 
Mining  Company.  .A.shland  Fire  Brick 
Company,  and  Charlestfn  Hardware 
Company;   and    is   also   president   of   the 
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German  Mining  and  Manufacturing 
Company.  He  is  a  member  of  the  Insti- 
tute of  Mining  Engineers  and  president 
of  Refractories  Mining  Association.  His 
offices  are  at  30  Church  street.  New  York 
City. 

Mr.  J.  K.  Crowley  has  been  appointed 
general  foreman  on  the  .Atlanta,  Birming- 
ham &  .Vtlantic.  with  office  at  Manchester, 
Cia..  and  the  following  have  been  ap- 
pointed to  similar  positions  on  the  same 
road :  Mr.  E.  C.  Hanse,  at  Talladega.  Ala. ; 
Mr.  (^  L.  Me.i;alis.  at  Fitzgerald,  Ga.,  and 
Mr.  C.  W.  Rhinebart,  at  Brunswick.  Ga. 
Mr.  J.  B.  Nessle,  general  coal  and  ore 
agent  on  the  New  York  Central  Lines, 
having  been  transferred,  the  office  is  now 
abolished  and  all  matters  pertaining  to 
coal,  coke  and  ore  traffic  will  hereafter  be 
handled  by  Mr.  H.  M.  Griggs,  general 
coal  and  ore  agent,  whose  headquarters 
will  be  moved  from  La  Salle  street  sta- 
tion, Chica.ao.  to  the  Brotherhood  of 
Locomotive  Engineers'  luiildin.sj.  Cleve- 
land. Ohio. 

Mr.  .1.  G.  Koppell  has  been  appointed 
meclianical  electrical  superintendent  of 
Bascule  Bridges  on  the  Canadian  Pacific, 
with  Iieadquarters  at  Sault  Ste.  Marie. 
Ont.  Mr.  Koppell  is  a  graduate  of  the 
Imperial  School  of  Trchnol...uy  at  Libau, 
Germany,  an.l  served  a>  electrical  me- 
chanic in  tlic  government  yards  in  that 
city.  He  worked  some  time  in  London, 
England,  and  moved  to  Montreal.  Can- 
ada, six  years  ago,  and  wcrkcd  in  the 
Montreal   Locomotive   Work^.     Mr.   Kop- 


by  the  engineering  press.  He  has  been 
acting  for  some  time  as  power  house  con- 
struction foreman  in  the  Angus  shops, 
and  enters  his  new  position  with  eminent 
qualifications  and  the  good  wishes  of  all 
wlio  have  the  honor  of  his  acquaintance. 
Mr.  W.  R.  Scott  has  been  elected  vice- 
president    nf    tlie    Sr.uthern    Pacific    Com- 
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general  manager  in  charge  of  operation 
and  maintenance.  He  succeeds  to  the  vice- 
president's  office  in  place  of  Mr.  E.  E. 
Calvin,  who  lias  resigned  to  accept  service 
with  anotlier  company.  .Mr.  Scott  has 
had  a  wide  experience  in  a  number  of 
Western  nidrnads  and  entered  tlie  service 
of  the  Southern  Pacific  in  1933  as  assist- 
;;nt  superiiUiiidcnt  of  the  Sacramento  di- 
vision, and  w;is  latterly  superintendent  of 
the  Salt  Lake  division,  in  1907  he  was 
general  suiurintendent  of  the  Xortliern  di- 
\ivi,iii.  Ill  ua<  appointed  general  man- 
ager in  July,   l'd2. 

Mr,  J.  M.  Davis,  who  has  been  assistant 
general  inana.uer  of  the  Ballini 
Ohio,  Sinitbwestern-Cincinnati.  1  l;uiiiltuii 
and  Uaytoti  lines  since  Januar\  1,  1914, 
has  been  advanced  to  general  manager, 
succeeding  .Mr.  \V.  C.  Loree,  resigned. 
1  he  appMintiiKUt  is  effective  at  once,  as 
announced  by  vice-president  .'\.  W. 
Thoiiipsoii.  the  chief  operating  ol'licer  ol 
tile  Balliiiinre  .•ind  Ohio  system.  The 
new  gener.d  manager  l)egan  bis  railroad 
career  in  tlie  Soutliwest  and  was  later 
emiiloyed  tiy  the  Great  X'rlhcni,  Erie, 
Union  I'acilic  and  Southern  Pacific  lines. 
Prior  to  entering  Baltimore  and  Ohio 
service  Mr.  Davis  was  general  superin- 
tendent of  the  Southern  Pacific  Railroad, 
at  San  l''rancisco. 

Mr.  W.  S.  Murray  lias  been  appointed 
by  the  New  York,  New  Haven  &  Hart- 
ford  Railroad   Company  to  be  consulting 


engineer  in  general  charge  of  all  electrical 
engineering  and  construction,  reporting 
to  President  Hustis,  with  offices  at  New 
Haven.  Mr.  Murray,  following  the  sub- 
stantial completion  of  the  construction  of 
the  system  for  complete  electrical  opera- 
tion west  of  New  Haven,  will  enter  into 
closer  relations  with  the  railroad  com- 
pany. His  jurisdiction  will  hereafter  be 
extended  to  also  include  the  electrical 
features  of  operation  in  addition  to  elec- 
trical construction.  He  will  continue  with 
the  firm  of  McHenry  &  Murray  in  gen- 
eral consulting  practice  as  before. 

Mr,  John  F.  Mcintosh,  M.  V.  O.,  who 
lias  been  for  52  years  in  the  service  of 
the  Caledonian  Railway  of  Scotland, 
most  of  this  time  as  locomotive  super- 
intendent, has  decided  to  retire  next 
May.  Mr.  Mcintosh  joined,  at  Ar- 
broatli,  tlie  mechanical  headquarters  of 
what  was  then  the  Scottish  North  East- 
ern Railway,  in  1862.  A  few  years  later, 
when  he  had  become  an  engine  driver 
on  the  Bemic  branch,  he  jumped  off  his 
engine  to  help  in  stopping  some  run- 
away cars,  fell  and  had  his  right  arm 
cut  off.  John  regarded  that  misfortune 
as  likely  to  end  his  career  in  the  loco- 
motive department,  but  it  really  im- 
proved his  prospects.  When  he  recov- 
ered from  the  injuries  lie  was  appointed 
locomotive  inspector,  a  position  siinilar 
to  that  of  our  road  foreman  of  engines, 
and  he  displayed  so  much  energy  and 
ability  that  he  was  gradually  advanced 
till   ill   1.^^95  he  became  locomotive,  car- 


JOII.N"    I-.  .McINTOSIl. 

riage  and  wagon  superintendent,  the 
position  he  is  about  to  relinquish.  Mr. 
Mcintosh  was  in  the  habit  of  riding  on 
the  royal  trains  on  their  runs  over  the 
Caledonian  Railway.  In  October  of 
last  year  King  George  honored  Mr. 
Mcintosh  by  creating  him  a  member  of 
the  Royal  Victorian  Order. 
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George  Westinghouse — An  Appreciation  of  His  Life  WorK 


In  studying  the  lives  of  the  great  men 
whose  labors  have  contributed  to  the 
glory  of  this  industrial  era,  the  name  of 
George  Westinghouse,  who  passed  away 
on  March  12,  stands  out  conspicuous 
above  all  others.  Familiarity  with  the 
achievements  of  all  modern  inventors, 
has  convinced  me  that  George  Westing- 
house was  the  greatest  inventor  of  our 
time,  and  that  his  labors  have  been  pro- 
ductive of  greatest  benefit  to  mankind 
of  any  man  who  has  tried  to  increase 
the  comfort  and  safety  of 
modern  life.  The  Westing- 
house Air  Brake  is  an  inven- 
tion which  will  be  used  as 
long  as  railway  trains  are 
operated.  It  is  the  greatest 
life  saving  invention  ever 
given  to  the  world.  By  the 
invention  of  the  railway  train 
air  brake  George  Westing- 
house has  been  the  means  of 
saving  more  life  and  pre- 
venting more  human  misery 
than  the  most  successful 
military  commander  has  ever 
succeeded  in  blotting  out.  or 
inflicting. 

Mr.  Westinghouse  was 
born  near  Schenectady,  N.  Y.. 
sixty-eight  years  ago.  and 
comes  of  an  engineering  ,-•..;.:,•,-,., 
race,  his  father  having  been  .■'~'.<r^i 
ow'ner  of  a  machine  shop  in 
Schenectady,  where  George 
worked  for  years  and  ac- 
quired the  sound  ideas  con- 
cerning mechanism  always 
displayed  in  the  work  he  per- 
formed. His  brother  Her- 
man is  inventor  of  a  single- 
acting  steam  engine  that  has 
met  with  extended  apprecia- 
tion. 

The  passion  for  inventing 
touched  George  early  in  life, 
for  when  he  was  only  seven- 
teen years  old  he  invented  a 
car  replacer  which  was  a 
success,  and  shortly  after- 
wards he  devised  a  novel 
form  of  rotary  steam  en- 
gine, a  line  of  invention 
that  held  his  attention  for  many  years. 

When  the  Civil  war  broke  out  George 
Westinghouse  entered  the  army  as  a 
volunteer  but  afterwards  exchanged  to 
the  navy,  where  he  served  till  the  end 
of  the  war.  Improved  facilities  for  stop- 
ping railroad  trains  had  been  occupying 
his  mind  for  years,  and  his  ideas  cul- 
minated in  1868  when  he  secured  a  patent 
on  what  was  known  as  the  straight  air 
brake.  That  was  a  great  step  in  the 
proper  direction,  but  the  compressed  air 
was  conveyed  direct  from  the  engine  to 
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the  .various  brake  cylinders  under  the 
cars,  which  did  not  provide  against  acci- 
dents. When  any  accident  happened  to 
the  train  pipe  under  that  system  the  brake 
was  rendered  useless. 

Mr.  Westinghouse  recognizing  that  de- 
fect proceeded  to  invent  the  mechanism 
necessary  to  render  the  air  brake  auto- 
matic. The  acting  principle  of  this  im- 
provement was  the  triple  valve.  To  tlie 
writer  this  triple  valve  was  the  most  amaz- 
ing invention  he  had  ever  known.    A  com- 


GEORGE  WESTI.VGHOUSE, 
The  Inventor  of  the  .Air  Brake. 

paratively  simple  apparatus  attached  to  an 
air  auxiliary  reservoir  located  under  each 
car  enables  the  engineer  to  apply  the 
brakes  to  every  car  on  a  train  no  matter 
how  far  away  they  may  be  from  the  en- 
gine. Any  accident  which  fractures  the 
train  pipe,  serves  to  aiijily  all  the  brakes 
on  the  train  autoniaticall\. 

Designing  the  automatic  brake  was  a 
great  feat  of  inventive  genius,  but  many 
other  important  improvements  were  made 
by  Mr.  Westinghouse  which  enables  the 
brake  to  control  or  stop  a  70-car  train  as 


smoothly  as  it  does  the  local  of  5-cars. 
But  Mr.  Westinghouse  did  not  confine 
himself  to  brake  mechanism.  Every  ap- 
paratus calculated  to  promote  safety  in 
railroad  operation  received  his  attention. 
He  also  worked  successfully  in  the  elec- 
trical field  and  one  of  his  latest  achieve- 
ments was  a  geared  turbine  system  for 
the  propulsion  of  ships. 

In  acknowledgement  of  his  great 
achievements,  the  highest  honors  of  tech- 
nical societies  and  institutions  of  Europe 
and  .America  were  bestowed 
upon  Mr.  Westinghouse.  As 
recently  as  last  December  he 
received  from  the  principal 
engineering  society  of  Ger- 
many the  celebrated  Grashof 
gold  medal.  His  alma  mater, 
Union  College,  of  Schenec- 
tady, conferred  upon  him  the 
degree  of  doctor  of  philos- 
ophy. He  was  decorated  with 
the  order  of  the  Legion  of 
Honor,  with  the  order  of  the 
Royal  Crown  of  Italy,  with 
the  order  of  Leopold  of  Bel- 
gium. He  was  the  second  re- 
cipient of  the  John  Fritz 
medal.  He  received  the  de- 
gree of  doctor  of  engineering 
from  the  Kocnigliche  Tech- 
nische  Hoschule  of  Berlin, 
Germany.  He  was  an  hon- 
orary member  of  the  Ameri- 
can Society  of  Mechanical 
Engineers,  of  which  body  he 
was  also  president  in  1910. 
lie  was  one  of  the  two  hon- 
orary members  of  the  .\meri- 
'"  can  Society  for  the  .Advance- 
ment of  Science.  He  was  an 
honorary  member  of  the  Na- 
tional Electric  Light  Associa- 
tion of  America.  He  was 
awarded  the  Scott  premium 
and  medal  by  the  Franklin 
Institute  of  'he  State  of 
IVnnsylvania.  He  received 
I  Ik-  Edison  gold  medal  for 
meritorious  achievements  in 
the  alternating  current  sys- 
tem of  electrical  distribution. 
Mr.  Westinghouse  was 
connected  with  a  large  number  of  in- 
dustries at  home  and  abroad,  many  of 
which  bore  his  name.  The  employees 
numbered   over  50,000. 

Mr.  Westinghouse  was  a  mo.vt  genial 
and  enjoyable  gentleman  with  a  high 
sense  of  justice  and  fairnes^  towards 
every  person  connected  with  himself  or 
his  enterprises.  His  was  the  first  great 
manufacturing  establishment  in  .America 
to  grant  the  employees  a  weekly  half- 
holiday.  He  founded  many  manufacturing 
companies    in    this    country    and    abroad. 
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John  C.  Stuart. 

John  C.  Stuart,  until  a  few  months  ago 
vice-president  and  general  manager  of 
the  Erie  Railroad,  died  at  his  home  in 
Garden  City,  Long  Island,  on  March  4, 
of  a  complication  of  diseases.  Born  in 
1861  and  given  an  ordinary  school  educa- 
tion, John  C.  Stuart  was  ambitious  to 
make  his  way  in  the  mechanical  world 
and  entered  a  machine  shop  for  the  pur- 
pose of  learning  the  machinist  trade. 
Like  many  other  humble  aspirants  to  en- 
gineering, John  found  that  his  work  in 
the  machine  shop  was  the  hardest  kind 
of  drudgery,  being  confined  mostly  to 
cleaning  castings.  That  work  not  suiting 
his  ambition,  he  began  preparing  himself 
for  something  with  better  prospects  and 
entered  railroad  life  as  a  telegraph 
operator. 

His  advancement  in  railroad  life  was 
rapid,  for  he  entered  the  service  of  the 
C.  &  X,  W.  Railway  in  1880,  and  in 
1888  we  find  him  chief  train  dispatcher 
on  the  Galena  division.  Two  years  later 
he  was  made  assistant  superintendent, 
then  two  years  later  made  superintendent. 
A  few  years  later  he  was  made  general 
superintendent  of  tlie  whole  system  of 
the  Chicago,  St.  I'aul,  Minneapolis  & 
Omaha  Railway.  He  was  the  type  of 
man  whose  work  is  his  hobby,  and  from 
the  start  he  devoted  close  study  to  the 
various  phases  of  railroad  business 
through  which  he  was  likely  to  increase 
liis   usefulness. 

When  Mr.  F.  D.  rncK-rwood  became 
l)residcnt  of  the  Baltimore  &  Ohio  Rail- 
road, he  looked  around  for  help  among 
tlie  energetic  railroad  men  of  the  W  est, 
and  Mr.  Stuart  was  aiipuintcd  in  1890 
general  superintendent  of  the  middle  di- 
vision then  afterwards  was  made  general 
superintendent  of  the  whole  line. 

He  went  to  the  Eric  in  1903  as  genera! 
superintendent  of  the  Ohio  division.  \ 
year  later  he  was  made  general  manager 
of  the  Erie  Railroad,  and  in  1910  was 
elected  vice-president.  When  his  lu:iltli 
failed  six  month  ago  so  that  he  conlil 
not  attend  to  his  other  duties,  he  was 
made  assistant  to  the  president. 

.\Ir.  Stuart  was  also  vice-president  and 
general  manager  of  the  New  York.  Sus- 
(luehanna  &  Western  Railroad  Company, 
and  a  director  of  the  Bergen  County  Rail- 
road Company,  the  Erie  &  Black  Rock 
Railroad  Company,  the  Hackensack  & 
Lodi  Railroa<i  Company,  the  I-ike  Keuka 
Navigation  Com|)any.  the  Middlctown, 
I'nionville  &  Water  Gap  Railroad  Com- 
pany, the  Niagara  River  &  Erie  Railroad 
Company,  the  Southern  Tier  Develop- 
ment Company  and  the  SufTern  Railroad 
Company. 

John  C.  Stuart  was  of  Scotcli  High- 
land stock,  his  ancestors  having  afiiliated 
with  the  Dukes  of  Athol.     Some  of  them 


were  out  with  Prince  Charlie  in  1745  and 
fought  in  the  disastrous  battle  of  Culloden 
along  with  the  Murrays  of  Athol. 

John  C.  Stuart  was  a  fast  friend,  a 
genial  companion,  with  a  keen  sense  of 
humor,  and  an  exceptionally  good  busi- 
ness man.  An  address  which  he  delivered 
before  the  Interstate  Comtnerce  Commis- 
sion calling  for  justice  to  railroad  inter- 
ests was  one  of  the  most  striking  appeals 
ever  made  before  the  commission. 


NOTES. 


He 


lOIIN  C.  STU.\RT. 


a  member  of  the  St.  Andrew's 
Society  of  New  York,  and  took  a  warm 
interest  in  tlie  benevolent  work 
that   great    S^'ittish  society. 


by 


Mr 
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Johns-Manville  Co.  Extension. 

The  necessity  for  larger  space  and  bet- 
ter facilities  to  handle  their  increased 
business  compelled  the  Indianapolis,  Ind., 
and  Louisville,  Ky.,  branches  of  the  H. 
W.  Johns-Manville  Co.  to  seek  larger 
quarters.  The  new  address  of  the 
Indianapolis  branch  is  408-410  North 
Capitol  avenue,  that  of  the  Louisville 
branch,  659-661  So.  Fourth  avenue.  Both 
of  these  branches  will  include  ample 
warehouse  accommodations,  in  addition 
to  show  rooms  for  the  display  and  sale 
of  this  firm's  varied  line  of  asbestos 
roofing,  pipe  coverings,  insulating  ma- 
terials, lighting  fixtures,  automobile  ac- 
cessories, etc. 


The  Winnipeg  Electric  Railway  Com- 
pany, of  which  Sir  William  Mackenzie  is 
president,  has  engaged  the  J.  G.  White 
Engineering  Corporation  to  complete  sur- 
veys, explorations,  designs,  plans  and  es- 
timates for  a  large  hydro-electric  devel- 
opment near  Winnipeg,  Canada,  which  ul- 
timately will  be  considerably  in  excess  of 
100,000  horsepower  and  which  initially 
will  be  for  40,000  horsepower.  Work  on 
the  surveys  and  designs  is  to  be  started 
immediately  and  completed  as  rapidly  as 
possible. 


William  K.  Austin. 

William  Kerr  Austin,  a  mechanical 
.■er,  the  inventor  of  a  rotary  en- 
an<l  numerous  mechanical  devices, 
died  at  his  home  in  Brooklyn  last  month. 
He  was  a  native  of  Belfast,  Ireland,  and 
had  been  over  forty  years  in  America. 
He  was  a  director  of  the  Union  Plan- 
ing .Mills  of  South  Brooklyn,  and  had 
perfected  many  mechanical  devices  used 
in  his  business.  He  was  a  prolific  writer 
(iU  engineering  and  economic  subjects, 
and  was  especially  interested  in  better 
working  conditions. 

James  Gresham. 

Mr.  James  Gresham,  wliose  name  is 
closely  associated  in  the  British  Isles 
with  the  manufacturing  of  injectors  and 
•  jther  !ocom'.)tive  appliances,  died  in 
January  last.  Mr.  Gresham  was  a  mem- 
ber of  the  leading  engineering  societies 
iif  Great  Britain  and  a  justice  of  the 
peace.  He  perfected  many  improve- 
ments in  the  smaller  boiler  attachments, 
many  of  which  are  in  use  on  British 
locomotives. 


The  Chicago  Car  Heating  Company  has 
recently  opened  a  branch  office  and  fac- 
tory at  No.  61  Dalhousie  street,  Montreal, 
Canada,  to  take  care  of  its  rapidly  increas- 
ing business  in  the  Dominion.  A.  D. 
Bruce,  formerly  purchasing  agent  of  the 
company  at  Chicago,  is  in  charge.  Mr. 
Bruce  is  a  native  of  Guelph,  Ontario,  but 
has  been  connected  with  the  Chicago  Car 
Heating  Company  in  Chicago  for  the  past 
iivc  vears. 


The  Technology  School  of  .Atlanta,  Ga., 
has  opened  a  night  school  which  has  200 
students,  most  of  them  ambitious  to  learn 
engineering.  The  railways  in  the  South 
give  liberal  encouragement  to  graduates 
of  engineering  and  technical  schools. 


The  ofi'icts  of  Mr.  Charles  R.  Long, 
Jr.,  &  Co.,  and  the  headquarters  of  Mr. 
Harry  'Vissering  &  Co.,  Inc.,  at  Chicago, 
have  been  removed  from  the  Great  North- 
ern building  to  the  sixteenth  floor  of  the 
Lvtton  building. 


Mr.  William  Sloane  .'\ccles.  European 
m.inager  of  the  Niles-Bement-Pond  Com- 
|iany,  with  offices  at  25  'Victoria  street. 
London,  England,  arrived  in  New  York 
last  month,  on  a  short  visit  to  the  Lhiited 
States. 

The  Central  Railway  Supply  Company, 
of  Chicago,  has  moved  to  176  North 
Market  street. 
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He   Will   Not   Attend   the   Convention. 

"It  is  drawing  towards  convention 
time,"  said  the  Ramliler  to  Master  Me- 
chanic Name  the  other  day,  "and  1  hope 
you  will  attend  the  meeting." 

"What  is  that  you  say,  Mr.  Rambler?" 
exclaimed  the  head  of  the  mechanical 
department,  N.  G.  Railroad.  "Have  you 
been  through  these  shops  and  suppose 
that  I  could  go  away  from  here  for  two 
weeks  and  let  everything  go  to  wreck  and 
ruin?  Why,  sir,  I  have  not  been  but 
three  days  away  from  this  place  in  fif- 
teen years,  and  that  was  on  the  com- 
pany's business." 

"Go  to  the  convention,  indeed,"  repeat- 
ed Mr.  Name  two  or  three  times,  as  if 
weighing  and  relishing  the  absurdity  of 
the  idea.  Then,  as  if  roused  to  action, 
he  jumped  up  and  said:  "Come  and  I'll 
show  you  what  I've  got  to  do  instead  of 
going   to    your   convention." 

Then  he  rushed  me  the  second  time,  as 
fast  as  littered  floors  would  permit, 
through  the  shops  and  roundhouse,  and 
pointed  out  the  miserable  condition  of 
many  engines  and  gave  me  the  assur- 
rance  that  when  other  master  mechanics 
were  enjoying  themselves  at  Atlantic 
City  he  would  be  doing  everything  that 
mortal  man  could  perform  by  personal 
supervision,  to  get  some  of  these  engines 
hurried  through  the  shop.  After  he  had 
fatigued  himself  expatiating  upon  the 
difficulties  of  making  performance  keep 
pace  with  the  demands  of  the  repairing 
service,  he  triumphantly  inquired :  "Now, 
do  you  think  it  likely  that  I  shall  go  to 
the  convention  ?"  and  I  conscientiously 
answered,  "No." 

As  T  walked  through  the  shops  and 
noticed  that  most  of  the  tools  were  run 
far  below  the  economical  speed,  and  that 
the  cuts  taken  were  scratches  beside  the 
cuts  common  in  shops  that  made  little 
claim  to  being  progressive  and  up  to  ad- 
vanced practice.  I  could  not  help  think- 
ing that  the  company  might  be  decidedly 
the  gainer  if  the  master  mechanic  took  a 
couple  of  weeks  annually  to  see  what  was 
going  on  elsewhere  and  how  other  shops 
were  managed.  I  also  thought  that  if 
Mr.  Name  had  been  in  the  habit  of  an- 
nually talking  about  the  managing  of  the 
mechanical  department  of  a  railroad  with 
men  engaged  in  the  same  occupation,  he 
w  uld  have  received  suggestions  which 
would  have  benefited  himself  and  the 
company  which  he  tries  .so  zealously  to 
serve.  A  natural  result  of  such  wider 
intercourse  might  have  been  the  convinc- 
ing of  this  man  that  he  might  safely  and 
judiciously  leave  certain  details  of  the 
shop  management  to  be  carried  on  by 
subordinates.  That  would  have  given 
him  time  to  attend  to  duties  of  greater 
importance  than  that  of  being  his  own 
.shop   forerr.an. 

Mr.  Name  is  a  representative  man  of  a 
rapidly  diminishing  class,  who  take  credit 
to  themselves  for  taking  no  holidays  and 


attending  personally  to  every  detail  of 
the  work  going  on.  That  sort  of  egotism 
is  very  comforting  to  those  who  indulge 
in  it ;  but  in  nearly  every  case  it  is  un- 
fortunate for  the  company  they  serve.  I 
never  yet  found  the  head  of  the  mechan- 
ical department  so  overwhelmed  with 
business  that  he  could  not  go  away  for  a 
holiday,  but  what  the  company's  business 
was  mismanaged.  It  is  the  small  calibre 
men,  whose  business  is  too  great  for  their 
capacity,  that  cannot  find  time  to  attend 
conventions,  railroad  club  meetings  and 
other  gatherings  of  their  class,  where 
they  are  likely  to  learn  things  that  will 
stimulate  them  to  push  into  the  line  of 
progress. 


MUSGROVE   R.\ir.  JOINT. 

New  Rail  Joint. 

Very  favorable  reports  are  being  made 
on  a  new  type  of  rail  joint  that  is  being 
tested  on  several  railroads  in  the  vicinity 


SECTION    .-VNn    I.';(jT1IF.RMIC    \Mn\V    OF 
MUSGROVIJ   K.\II.  JOINT. 

of  New  York,  including  the  Central  Rail- 
road of  New  Jersey  and  the  Staten  Island 
Transit  Railway,  a  subsidiary  branch  of 
the   Baltimore  &  Ohio. 

As  is  shown  in  the  accompanying  illus- 
trations, the  object  of  the  invention  is  to 
provide  a  rail  fastener  and  brace  embody- 


ing such  a  construction  that  the  necessity 
of  employing  angular  bars  and  fish  plates 
is  obviated  and  one  which  is  adapted  to 
tightly  hold  and  support  rails  and  to  with- 
stand the  great  strain  imposed  on  the 
center  rail  at  a  curve.  It  also  serves  as 
a  tie  plate  and  is  claimed  to  provide  a 
much  safer  track  and  prevent  breaking, 
turning  over  and  spreading  of  the  rails. 
The  rail  joint  being  all  in  one  piece 
lessens  the  danger  of  the  nuts  and  bolts 
becoming  loose  and  will  also  check  creep- 
ing of  the  rails.  It  also  provides  for  the 
completing  of  the  electrical  circuit  through 
the  rails  which  is  necessary  in  a  block- 
signal  system,  without  necessitating  the 
use  of  a  wire  connection. 


Amber  and  Magnetism. 

Among  the  learned  philosophers  of 
Greece  who  flourished  about  300  years  be- 
fore our  era  was  one  named  Theophras- 
tus,  who  was  a  leader  among  his  class  and 
studied  botany  so  effectually  that  he  wrote 
a  History  of  Plants  that  was  the  leading 
authority  on  that  subject  for  centuries. 
One  day  this  Theophrastus  was  toying 
with  a  piece  of  amber  and  having  acci- 
dently  rubbed  it  on  his  sleeve  noticed  that 
the  amber  attracted  small  articles  such  as 
wood  shavings,  feathers,  etc.  The  phil- 
osopher proceeded  to  experiment  with 
amber  and  popular  opinion  invested  it 
with  many  valuable  properties  that  it 
never  possessed. 

Magnetic  iron  was  discovered  about  the 
same  time  and  soon  became  the  object  of 
persi.stent  experiment,  the  mariner's  com- 
pass being  the  most  useful  discovery. 
Learned  men  of  leisure  continued  to  ex- 
periment with  magnets  and  amber  and 
their  work,  although  of  little  direct  value, 
paved  the  way  to  the  development  of  mag- 
netism and  of  electricity. 

The  imagination  of  ancient  savants  con- 
jured up  some  curious  properties  as  being 
possessed  by  magnets,  such  as  being  ef- 
fective in  the  cure  of  diseases,  a  belief 
that  was  by  no  means  confined  to  the  an- 
cients, for  we  have  found  even  in  the 
twentieth  century  people  drinking  mag- 
netised water  as  a  certain  cure  for  certain 
complaints.  Many  of  the  ancients  be- 
lieved the  magnet  to  be  a  sure  love  philter, 
and  that  it  lost  its  power  when  rubbed 
with  garlic  but  was  restored  when  an- 
nointed  with  goat's  blood. 


.■\n  electrical  genius  whose  forte  is  fig- 
ures, says  that  a  flash  of  lightning  has  the 
force  of  thirteen  thou!iand  horsepower. 
We  wonder  if  this  expert  used  the  same 
basis  of  calculation  as  the  school  boy  did, 
who  figured  that  the  hind  leg  of  a  mule 
that  kicked  him  weighed  seven  thousand 
pounds. 


The  only  man  who  slioidd  not  adver- 
tise is  the  one  who  has  nothing  to  oflFer 
the  world  in  way  of  service  or  commodity. 
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German  Industrial  Training. 

All  the  world  has  bct-n  made  faiiiiliur 
with  the  expression  "a  royal  road  to 
learning,"  which  means  acquiring  learn- 
ing without  labor.  That  has  been  often 
tried,  but  always  ended  in  disappointment. 
Most  people  now  admit  that  there  is  no 
royal  road  to  academic  learning;  but  of 
late  years  the  impression  has  been  circu- 
lated that  the  mechanic  arts  may  be  ac- 
quired by  some  easy  process  that  involves 
no  labor.  Many  of  the  trade  schools  that 
are  industriously  exploited,  are  merely  at- 
tempts to  learn  trade  without  labor. 

Of  late  years  those  connected  with  me- 
chanical industries  have  been  advocating 
the  imparting  of  more  scientific  knowl- 
edge to  apprentices,  and  trade  schools 
have  tried  to  perform  the  required  work, 
but  in  most  of  them  the  art  or  handiwork 
skill  has  taken  a  secondary  place,  when 
it  ought  to  be  held  of  the  greatest  impor- 
tance. -Some  railroad  companies  and  in- 
dustrial concerns  have  adopted  the  prac- 
tice of  giving  technical  education  to  the 
apprentices  working  in  shops  and  fac- 
tories and  exceedingly  satisfactory  results 
are  being  achieved;  but  these  concerns 
supply  only  a  small  proportion  of  the 
training  necessary  to  rising  workmen. 

We   learn   from   an   article   contributed 
to   Harper's  Magazine   that   the    Munich 
(Germany)   schools  have  worked  out  the 
system    of   industrial   training   which    un- 
doubtedly  leads   the   world,  because   it   is 
based  on  demonstration  teaching  in  work- 
shops.     Dr.    George    Kerschensteiner,    a 
member  of  the   Reichstag,  has   fought   a 
long  fight  to  bring  the  Munich  schools  to 
their  present   splendid   condition.     Today 
Munich  has  52  trades  for  which  teaching 
is    given,    and    is    enlarging    her    present 
plans  and   facilities.     Seven  fine  buildings 
about  the  town  give  space  for  classes  and 
for  well-equipped  shops,  where  some  10,- 
000  boys  and  about  the  same  number  of 
girls    receive   instruction.      Practical    men 
direct   almost   all   the   subdivisions   of  the 
commercial,      painting      and      decorating, 
building,  printing,  mechanical-engineering. 
wood   and  metal   working  trades,  besides 
miscellaneous    ones  like  shocmaking.  wig- 
making  and  confectionery  manufacturing. 
These  teachers  arc  often  taken  from  their 
trade  and  taught  to  teach.     Dr.  Kerschen- 
steiner would  rather  make  a  teacher  out  of 
a    plumber    than    convert    a    teacher    into 
a  man  of  tools,  although,  when  occasion 
arises,   suitable   teachers   in   the   trade   it- 
self not   being  available,   academically-in- 
formed men  are  given  furloughs  in  order 
to   enter  into  actual   practice   for   a   sufTi- 
cienlly  long  time  to  master  it.     Some  of 
the  best  teachers  arc  part-time  men  who 
are  eminent  in  their  various  lines,  as,  for 
instance,     commercial     photography     and 
sculpture.    The  boy  who  works  at  a  craft 
like   stucco-making   may    get   part    of   bis 
instruction  undtT  an  artist  instead  of  an 
iirtisan. 
The  foundation  of  trade  education  is 


l.iid  in  the  day  school.  At  about  ten  years 
of  a.ge,  boys  planning  to  enter  the  profes- 
sions customarily  separate  from  the 
others,  to  go  then  or  later  into  higher 
sclioiils.  It  must  be  noted  that  this  is  in 
reality  a  separation  of  social  classes,  and 
there  is  little  further  contact  between 
the  groups.  Those  not  planning  for 
"higher"  education,  those  numerous  needy 
"others"  who  constitute  the  real  human 
school  prolilcm,  are  then  grounded  in  the 
use  of  tools,  in  carpentry,  metal-work,  the 
rudiments  of  mechanics  and  of  gardening ; 
or,  in  the  case  of  girls,  commercial  study, 
needlework,  housekeeping.  In  the  beauti- 
ful new  Sieboldstrasse  common  school 
there  are  excellent  workrooms  for  all 
these  subjects,  and,  in  addition,  fine  bak- 
eries with  practical  modern  ovens,  attrac- 
tive garden-plots  where  even  horticulture 
is  begun,  and  the  concierge's  chickens  to 
serve  as  an  experimental  chicken  farm. 
The  l)oy  who  in  his  last  elementary  year 
really  knows  what  lie  wants  to  do  fre- 
quently obtains  his  apprenticeship  by  him- 
self, or  in  answer  to  a  request  from  an 
employer,  who  applies  to  the  head  teacher 
for  a  certain  kind  of  helper.  Description 
of  jobs,  with  or  without  pay,  or  perhaps 
even  requiring  a  premium,  are  posted  as 
bulletins  in  this  school.  The  parents,  pos- 
sibly the  teacher,  and  well-classified  in- 
formation about  occupations,  based  on  the 
excellent  census  of  trades  and  employ- 
ment, are  depended  upon  h>  liclp  the  boy 
decide. 


to  pose  as  a  deaf-and-dumb  chewing  gum 
salesman.  He  toured  all  the  large  cities 
of  South  Carolina,  Savannah  and  Au- 
gusta, and  has  permits  he  secured  from 
the  mayors  of  these  towns  to  sell  his 
gum. 

"Wliile  in  Columbia,  lie  entered  the 
ball  of  the  legislature  of  the  State,  and 
tells  the  story  that  he  stopped  the  legis- 
lative proceedings  while  he  sold  his  gum 
to  the  legislators. 

".\fter  touching  the  legislature  for  $40, 
he  then  called  on  Governor  Cole  Blease, 
waiting  three  hours  to  see  him.  When 
he  was  ushered  into  the  governor's  office, 
through  the  compassion  of  his  kind- 
hearted  secretary,  he- states  that  he  wrote 
on  his  pad  that  he  liked  the  governor. 
He  tells  the  tale  that  before  he  left  the 
governor's  office  he  had  "skinned"  his 
honor  of   a   five-dollar   bill." 


Gum  Chewing  in  the  South. 

One  severe  winter  day  we  passed  soutli 
through  Ohio  in  the  midst  nf  violent 
snowstorms  making  toward  the  Ohio 
River  southward  bound.  The  change  of 
weather  encountered  in  a  few  degrees  was 
astonishing.  Kentucky  had  practically  no 
trace  of  the  snowstorms  and  we  moved 
((uielly  into  summer  weather,  which  was 
reached  in  all  its  glory  at   .\tlanta. 

In  traversing  tlie  Southern  States  the 
rellection  naturally  comes.  What  a  glo 
riou'i  country  for  stock  raising  !  Rut  farm 
animals  were  very  little  in  evidence.  In  a 
run  of  400  miles  we  saw  only  one  animal 
of  the  end  chewing  kind,  a  solitary  cow 
sheltering  itself  among  brush  as  if  hiding 
frnm  pcnple  wishing  to  draw  her  milk. 
I'.ut  if  cud  chewing  animals  were  scarce, 
gum  chewing  humans  were  jJainfuUv 
numerous.  It  seemed  that  every  man  and 
woman  in  the  train  were  actively  using 
their  jaws,  the  men  on  tobacco  and  the 
women  on  gum.  The  following  cutting 
from  the  Atlanta  Conslilulinn  would  in- 
dicate that  the  promotion  of  gum  chewing 
was  encouraged  I)y  the  highest  author- 
ities: 

"L.  W.  Kcrkstein,  who  .idmits  that  he 
is  a  croiik.  but  swears  that  he  is  an 
honest  rr.iok,  is  being  held  at  the  police 
station  on  the  charge  of  suspicion.  He 
left  this  city  on  the  23d  day  of  January 


Work  of  Coming  Conventions. 

Tlie  Committee  on  Subjects  for  Inves- 
tigation by  the  members  of  the  Railway 
.Master  Mechanics'  Association  made 
certain  that  the  next  convention  should 
have  the  opportunity  of  dealing  with  a 
great  variety  of  subjects,  for  it  recom- 
mended to  the  Executive  Committee  the 
consideration  of  no  less  than  fifty-one  sub- 
jects. Considering  the  way  in  which  the 
discussion  of  railroad  mechanical  sub- 
jects has  now  been  worked  down,  most 
of  the  subjects  recommended  to  the 
Master  JNIechanics'  .Association  would  be 
more  suitable  for  the  Traveling  En- 
gineers, the  General  Shop  Foremen  and 
other  associations  whose  members  are 
under  the  supervision  of  the  motive 
power  heads.  We  have  no  doubt  that  by 
a  process  of  natural  selection  the  inves- 
tigation of  the  dii^erent  subjects  will 
rcacli  the  hands  of  those  best  able  to 
throw    light    upon    them. 


Electric  Passenger  Traffic. 

l.NTEKBOROUGH      R.MMD      TR.\NSIT  —  SUBWAY- 
NEW    YORK;    CITY. 

Cars    owned 1,144 

Passengers  per  year 327,471,000 

Passengers  per  car  per  year.  .  286,250 

M..\.M1.\TT.\X     EI.KV.\TEU     U.NES — 
NEW    YORK    CITY. 

Cars    owned 1,/81 

Passengers  per  year 306,845,000 

Passengers  per  car  per  year..  172,280 

UROOKLYN      R.\rill     TUANSIT — nROOKt.YN- 
NEW    YORK    CITY. 

Cars    owned ""'^ 

Passengers  per  year 162,514,033 

Passengers  per  car  per  year..  171,900 

rillCAGO    EI.EV.\TEI)    Ro APS— CHIC.SGO, 

Cars    owned '  '^-^ 

Passengers  per  year 164,164,000 

Passengers  per  car  per  year,,        115,530 
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Improved  Railway  Street  Crossing 


The  street  crossing  and  its  difficulties 
has  been  a  matter  of  much  concern,  both 
to  the  public  and  railway  men,  especially 
in  the  North.  Due  to  danger,  incon- 
venience, and  expense  of  street  crossings, 
grading  and  elevation  wherever  practi- 
cable have  in  a  measure  done  away  with 
the  same.  However,  somewhat  remains 
to  be  done,  to  secure  the  highest  interest 
of  all  concerned.  This  problem  appears 
to  be  solved  in  a  new  and  useful  improve- 
ment known  as  the  "INIetallic  Hollow 
Street  Crossing  System,"  invented  by  F. 
A.  Brewer,  of  East  Syracuse,  N.  Y.  The 
object  of  which  is  to  take  the  place  of 
wooden  planking  next  to  the  rails,  on 
railway  street   crossings. 

The  new  method  has  met  with  the  ap- 
proval of  railway  engineers  and  officials, 
as  far  as  it  has  been  properly  introduced. 

The  metallic  system  is  champhered  or 
grooved  on  the  inner  side  of  the  rail,  for 
the  travel  of  car  wheel  flanges  and  the 
grooves    also    more    or    less    answer    the 


tem'  may  be  moved  or  exchanged  con- 
veniently. In  addition  to  this  the  patents 
cover  a  one-piece  system  for  use  outside 
of  joints. 

A  number  of  roads  to  overcome  a  few 
minor  difficulties  arc  using  steel  rails. 
This  is  done  by  placing  tlic  ball  against 
the  neck  of  the  main  rail,  thus  forming  a 
groove  on  the  upper  side  for  the  travel 
of  car'  wheel  (laiigcs. 

The  minimum  cost  of  production  is  not 
necessarily  the  principal  point  of  interest 
in  every  case.  The  businessman's  atten- 
tion is,  first  of  all,  drawn  toward  points 
of  merit.  First,  the  hollow  system  is  very 
simple  to  make,  and  it  answers  every  de- 
sired purpose.  Nearly  the  entire  system 
may  be  rolled  out  of  sheet  metal  by  the 
use  of  a  channeling   machine. 

For  simplicity,  safety,  durability,  con- 
venience, neatness  of  appearance,"  reason- 
able cost  of  production  and  final  economy 
the  hollow  .system  is  a  decided  improve- 
ment. 


AN   I.MPROVK.MEXT   I.\    K.\n.WAV   STKKKT  CROSSING. 


purpose  of  guard  rails,  and  may  serve 
materially  in  preventing  the  car  wheels 
from  leaving  the  rails.  Again  the  grooves 
are  so  constructed  as  to  allow  little 
chance  for  ice  formation. 

The  metallic  system  is  chamfered  or 
vertical  and  horizontal  flanges,  running 
lengthwise  with  the  rail ;  the  vertical 
flange  has  a  narrow  web  on  which  it 
rests,  against  which  the  ordinary  spike 
may  be  used  to  hold  the  system  in  place. 
The  horizontal  flange  is  provided  with  a 
grooved  or  roughened  surface  to  prevent 
horses  from  slipping.  The  outer  edge  of 
this  flange  is  rounded  to  make  an  easy 
approach  for  auto  and  wagon  tires.  End 
plates  or  cross  bars  are  provided  to  keep 
the  gravel  or  filling  flush  with  the  system. 
A  simple  method  of  detachable  lugs  are 
provided  to  hold  the  system  in  place, 
these  lugs  are  adjusted  under  the  ball  and 
on  the  flange  of  the  rail,  by  which  means 
also  joints  are  enclosed  without  any  cut- 
ting to  be  done,  and  it  is  immaterial 
where  the  joint  comes,  therefore  tji?  syS' 


A  Grain  of  Wheat. 
There  are  many  curious  features  about 
ordinary  tilings  which  make  edifying 
reading  for  people  inclined  to  acquire 
useful  information.  For  instance,  if  you 
pluck  a  wheat  plant  about  harvest  time, 
you  will  find  tliat  it  consists  of  a  stem 
or  straw  which  ends  in  a  root  at  one  end 
and  a  root  at  the  other,  and  that  blades 
or  leaves  arc  att.iohcd  to  the  sides  of 
the  stem.  The  car  contains  a  multitude 
of  oval  grains  wliich  are  the  seeds  of 
the  wheat  plant.  When  these  seeds  are 
cleared  from  tlie  luisk  or  bran  in  which 
they  are  enveloped,  they  are  .ground  into 
fine  powder  in  mills  and  that  powder  is 
the  flower  from  wliicli  bread  is  made.  If 
a  handful  of  flour  mixed  with  a  little 
cold  water  is  tied  up  in  a  coarse  cloth 
bag  and  this  bag  is  theri  put  into  a  large 
vessel  of  water  and  well  kneaded  w'ith 
the  hands,  it  will  laconic  pasty,  while  the 
water  will  become  white.  If  this  water 
is    pourecl    into    another   vessel    and    the 

kneadiiig  process  continued  with  some 


fresh  water,  the  same  thing  will  happen. 
But  if  the  operation  is  repeated,  the  paste 
will  become  more  and  more  sticky,  while 
the  water  will  be  rendered  less  and  less 
white,  and  at  last  will  remain  colorless. 
The  sticky  substance,  which  is  thus  ob- 
tained by  itself,  is  called  gluten;  in  com- 
merce it  is  the  substance  known  as  mac- 
caroni. 

If  the  water  in  which  the  flour  has 
been  washed  is  allowed  to  stand  for  a 
few  hours,  a  white  sediment  will  be  found 
at  the  bottom  of  the  vessel,  while  the 
fluid  above  will  be  clear  and  may  be 
poured  off.  This  white  sediment  con- 
sists of  minute  grains  of  starch,  each  of 
which,  examined  with  the  microscope, 
will  be  found  to  have  a  concentrically 
laminated  structure.  If  the  fluid  from 
which  the  starch  was  deposited  is  now 
boiled,  it  will  become  turbid,  just  as  white 
of  egg  diluted  with  water  does  when  it 
is  boiled,  and  eventually  a  whitish,  lumpy 
substance  will  collect  at  the  bottom  of 
the  vessel.  This  substance  is  called  vege- 
table albumin. 

Besides  the  albpmin,  the  gluten  and  the 
starch,  other  substances  about  which  this 
rough  method  of  analysis  gives  no  infor- 
mation, are  contained  in  the  wheat  grain. 
For  example,  there  is  woody  matter  or 
cellulose,  and  a  certain  quantity  of  sugar 
and  fat.  It  would  be  possible  to  obtain  a 
substance  similar  to  albumen,  starch, 
saccharine  and  fatty  matters,  and  cellu- 
lose by  treating  the  stem,  leaves  and  root 
in  a  similar  manner,  but  the  cellulose 
would  be  in  far  larger  proportion.  Straw, 
in  fact,  which  consists  of  the  dry  stem 
and  leaves  of  the  wheat  plant,  is  almost 
entirely  made  of  cellulose.  Besides  this, 
however,  it  contains  a  certain  proportion 
of  mineral  bodies,  among  them  pure  flint 
or  silica.  In  the  living  plant,  all  these 
bodies  are  combined  with  a  large  propor- 
tion of  water,  or  are  dissolved  or  sus- 
pended in  the  fluid.  The  relative  quan- 
tity of  water  is  much  greater  in  the  stem 
and  leaves  than  in  the  seed. 


Odious  Con'iparisons. 
It  is  not  often  now-a-days  for  railroad 
officials  to  be  able  to  answer  a  question 
by  quoting  an  apt  text  of  Scripture,  but 
there  have  been  such  men.  John  P.  Laird,  a 
worthy  Scot,  was  at  one  time  superintend- 
ent of  motive  power  of  tlie  Pennsylvania 
Railroad  and  left  his  liettermcnt  mark 
thereon.  .\  new  general  superintendent 
came  to  the  road  and  asked  John  what 
kind  of  people  there  were  in  the  service. 
The  answer  was:  they  are  described  in  I! 
Corinthians  ch  :12.  It  reads:  "For  wc 
dare  not  make  ourselves  of  the  number, 
or  compare  ourselves  with  some  that  com- 
mend themselves,  but  they  measuring 
themselves  by  thcnisclvis.  and  comparing 
themselves  among  themselves  are  not 
wise."  Of  course  that  was  the  Pennsyl- 
vani^  Railroad  of  ancient  ima, 
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The  HancocK  Coal  SprinRler 


Most  accidents  in  a  locomotive  cab  are 
due  to  the  failure  of  the  coal  sprinkling 
apparatus.  Water  for  sprinkling  is 
usually  taken  Iruni  the  delivery  pipe  of 
the  injector,  and  the  temperature  is  so 
high  and  the  pressure  so  great  that  when 
the  delivery  hose  become  clogged,  as  it 
frequently  docs  as  a  result  of  the  heat 
and  pressure  destroying  the  inner  lining, 
the  hose  either  bursts  or  is  blown  off  the 
connection,  scalding  the  occupants  of  the 
cab.  Of  all  cab  accidents  70  per  cent,  are 
said  to  come  from  this  source. 

The  Hancock  Sprinkler,  which  acts  on 
the  principle  of  an  ejector,  is  so  designed 
that  it  is  absolutely  proof  against  acci- 
dents of  this  kind. 

The  principal  feature  of  the  Hancock 
Coal  Sprinkler  (made  by  the  Hancock 
Inspirator  Co.,  New  York)  is  a  valve 
which  automatically  discriminates  be- 
tween steam  and  wMter  and  its  action  is 
so  positive  and  reliable  that  there  can- 
not be  a  sudden  and  unexpected  discharge 
of  steam  through  the  hose. 

The  sprinkler  is  generally  applied  on 
the  strainer  or  on  the  suction  valve  of 
the  injector  of  the  locomotive  by  the  use 
of  a  short  connecting  nipple  having  a 
bend  so  that  the  sprinkler  will  be  in  a 
vertical  position.  A  valve  is  placed  in  the 
steam  pipe  at  a  point  where  it  can  be 
conveniently  reached. 

In  operating  the  coal  sprinkler  the 
steam  valve  in  the  i>ipc  is  opened  wide 
and  that  action  opens  the  valve  7.  That 
action  also  closes  the  drip  hole  B,  the 
pLston  end  on  the  lower  end  of  guiding 
stem  covering  the  hole.  Steam  will  now 
now  through  nozzle  No.  4  forming  a  jet 
and  combining  with  water  in  valve  S. 
(But  there  never  will  be  a  flow  of  steam 
in  starting  because  tubes  4  and  5  arc 
always  under  water  by  reason  of  the  loca- 
tion of  the  sprinkler  at  a  point  lower 
than  the  tank.) 

Steam  will  fl>.w  into  the  pressure  cham- 
ber A  and  valve  2  which  has  been  closed 
heretofore  will  be  lifted.  Port  C  which 
has  been  opened  heretofore  will  also  be 
dosed  and  the  water  will  be  forced 
through  the  delivery  pipe  and  into  the 
delivery  hose. 

The  accidents  resulting  from  the  use  of 
a  sprinkler  have  generally  been  caused 
by  an  interruption  fif  the  water  supply 
due  to  an  obstruction  such  as  leaves  waste 
or  coal  at  the  strainer,  r,r  liy  the  friilurc 
of  the  injector  to  work.  Should  the  flow 
of  water  be  interrupted  or  the  injector 
refuse  to  work,  where  a  Hancock  coal 
sprinkler  is  used  the  valve  No.  2  wdiich 
discriminates  between  steam  and  water 
will  close  the  sprinkler  so  that  no  steam 
will  escape  into  the  ho-c;  instead  the 
.steam  will  be  blown  back  toward  the 
suction  i>ipe,  will  flow  into  the  pressure 
chamber  A.  and  force  valve  2  upward 
The  end   E  of  valve  ?  will  seat   against 


the  surface  F,  thus  making  it  impossible 
for  steam  to  flow  into  the  delivery  tube. 
When  not  operating,  both  valves  will 
seat.  The  discriminating  valve  No.  2  is 
heavy  enough  to  prevent  water  flowing 
up  the  delivery  pipe  and  then  all  the 
water  in  the  delivery  pipe  will  flow  out 
of  the  drain  hole  C.  At  the  same  time 
steam  valve  7  will  seat,  no  water  will 
flow  up  the  steam  pipe  and  all  water  or 
steam  in  the  steam  pipe  will  drain  out  at 
the  hole  B. 

DELIVERY 
10 


RAILROAD  NOTES. 

The  Texas  and  Pacific  is  in  the  market 
for   20   locomotives. 

The  Western  Maryland  is  reported  in 
the  market  for  20  consolidation  locomo- 
tives. I 

The  Missouri  Pacific  has  ordered  83 
passenger  coaches  from  the  American 
Car  &   Foundry  Co. 

The  Buffalo  Creek  has  ordered  three 
locomotives  from  the  American  Loco- 
motive  Co. 


SUCTION 

SECTION     VIEW    OF    HAN'COCK    COAL 
SPRINKLER. 

This  sprinkler  uses  comparatively  cold 
water,  no  steam  can  escape,  it  is  sell 
ilrainiiig   and   can   not    freeze. 


The  Bangor  &  Aroostook  has  ordered 
117  box  cars  from  the  Standard  Steel 
Car  Company. 

The  Cuba  Railroad  has  ordered  eight 
locomotives  from  the  American  Locomo- 
tive  Company. 

The  Atlantic  Coast  Line  has  ordered 
15  passenger  cars  from  the  American 
Car  &  Foundry   Co. 

The  Nevada  Northern  has  ordered 
iwn  consolidation  locomotives  from  the 
;\iuerican  Locomotive  Co. 


Good  Fuel  Supply. 

When  scicntillc  nun  congnK.ite  lor  tl  -■ 
purpose  of  alarming  people  with  dnadi  i 
predictions  which  their  learnin.i;  li.i^ 
demonstrate.!  to  he  true,  one  of  ih  .- 
most  alarnnng  items  of  ii  forni.ilion  i-- 
i-oncerning  the  comparatively  slmrl  tim  ■ 
in  wdiich  the  world  will  enjoy  the  warmtli 
of  a  bri.ilht  coal  fire.  Calculations  sent 
f..rth  are  to  the  effect  that  we  are  usiii  •, 
up  th.e  world's  co'il  supjily  so  rapidlytli.il 
within  a  few  short  years  the  supplv  of 
black   diamonds   will   be  all   burned   u]! 

On  recently  reading  a  st.itenient  in  a 
bulletin  published  by  the  I'nited  States 
Bureau  of  Mines  concerning  the  supplies 
of  coal  and  lignite  in  the  United  States 
our  alarm  was  much  modified.  The  report 
shows  that  we  have  still  an  easily  ac- 
cessible supply  amounting  to  2,004,018.- 
fXXl.OCK)  tons. 

..\ftcr  this  is  all  burned  up  wi-  will  not 
likely  be  here  to  worry  ab.nit  it,  and  it 
may  be  fciied  on  that  something  enually 
as  good   vvill  he  foun(|, 


The  Philadelphia  &  Reading  has 
ordered  1,000  steel  hopper  cars  from  the 
Cambria    Steel   Company. 

The  Atlantic  Coast  Line  has  ordered 
25  I\acific  type  loc.imotives  from  the 
Baldwin    Locomotive    Works. 

The  Missouri  &  North  .\rkansas  has 
purchased  four  locomotives  from  the 
I'.aldwin    Locomotive   Works. 

The  .Missouri  i1-  North  Arkansas  has 
ordered  four  freight  engines  from  the 
I'.aldwin    l.oeoniotive    Works. 

The  Chicago  X:  Illinois  Midland  has 
i>rdered  two  Mikado  locomotives  from 
the    .American    Locomotive   Company. 

I  be  Chesapeake  &  Ohio  has  ordered 
(i  I'acific  t.\pe  and  6  Mikados  from  the 
American    Locomotive   Company. 

Ihe  Buffalo,  Rochester  &  Pittsburgh 
has  ordered  10  Mikado  locomotives  from 
the    .\iiierican    Locomotive    Company. 

The  Southern  has  bought  2,000  cars, 
l.ritXI  from  the  .American  Foundry  and 
400    from   the    Vernon    Car    Company. 

The  Delaware,  Lackawanna  &  Western 
has  placed  an  order  for  14  locomotives 
with    the   Lima    Locomotive    Corporation. 

The  Pennsylvania  Southern  has 
ordered  \QQ  steel  hopper  gondolas,  which 
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Dixon's 
Graphite 
Pipe  Joint 
Compound 


Hard,  set  joints  in  pipe 
and  fittings  are  im- 
possible where  this 
compound  is  used, 
because  it  never 
hardens  or  sets.  The 
graphite  lubricates 
the  threads  and  pre- 
vents rust  and  cor- 
rosion—  and  it  is 
easy  at  any  time  to 
unscrew  a  joint.  At 
the  same  time  an 
absolutely  tiglit 
joint  can  be  secured 
and  maintained. 
Send  for  a  sample 
and  try  it  on  any 
screwed  or  flanged 
joint,  and  on  studs 
and  bolts.  Ask  for 
a  copy  of  "Graphite 
Products  for  the 
Railroad,"    No.    69. 

Made  in  JERSEY  CITY,  N.  J. 
b.'  the 

JOSEPH  DIXON 
CRUCIBLE  CO. 

Established  1X27 


are    now    being    built    by    the    Standard 
Steel  Car  Co. 

The  Buffalo,  Rochester  &  Pittsburgh 
has  ordered  two  Pacific  and  five  Mallet 
type  locomotives  from  the  American 
Locomotive  Co. 

The  New  York  Central  is  in  the  mar- 
ket for  500  steel  automobile  cars,  1,000 
steel  underframe  box  cars  and  1,100  coal 
cars.  

The  Great  Lakes  Stone  &  Lime  Co., 
of  Alpena,  Mich.,  has  ordered  four 
switching  locomotives  from  the  Baldwin 
Locomotive   Works. 

The  Chesapeake  &  Ohio  has  ordered 
six  Mikado  locomotives,  six  Pacific  loco- 
motives and  two  consolidations  from  the 
.\merican   Locomotive   Co. 

The  Esquimau  &  Nanaimo  will  con- 
struct terminal  facilities,  including  a 
round  house,  passenger  and  freight  sta- 
tions, etc.,   at   Courtenay,   B.   C. 

Extensive  improvements  in  the  way  of 
additional  shops,  yards  and  larger 
terminal  facilities  on  the  Southern,  it  is 
said,  are  to  be  begun  at  once. 


freight  depot  at  Tulsa,  Okla.,  the  main 
building  of  which  will  be  40  x  330  feet, 
with  an  extension  open  platform  40  x 
200   feet. 


Illinois  Central  orders  for  steel  rails 
have  been  increased  to  67,000  tons.  Over 
one-half  the  amount  will  be  made  at  the 
Illinois    Steel   plant. 

Morris  &  Co.  Refrigerator  Line, 
Chicago,  111.,  has  200  steel  underframe 
refrigerator  cars  now  under  construction 
by  the   Haskell  &   Barker  Car   Co. 

The  Atchison,  Topeka  &  Santa  Fe  will 
probably  commence  work  in  the  spring 
on  the  double  tracking  of  the  main  line 
from  Newton  to  La  Junta.  Colo. 

The  Waverly  Oil  Works  has  ten  12,600 
gallons  capacity  tank  cars,  one  6,000  gal- 
Ion  tank  car  and  thirty-five  6,500  gallon 
tank  cars  for  sale  <ir  rent. 

President  Wilson,  on  March  12,  signed 
the  bill  authorizing  the  expenditure  of 
$35,000,000  for  the  construction  of  a 
government   owned   railroad   in   .Maska. 

The  Illinois  Central  has  ordered  73 
locomotives;  23  switchers  from  the 
American  Locomotive  Company  and  50 
Mikados  from  the  Baldwin  Locomotive 
Company. 

The  Moshannon  Coal  Mining  Com- 
pany has  100  wood  hopper  60,000-pounds 
capacity  cars,  25  steel  hopper  100,000- 
pounds  capacity  and  10  wood  hopper 
80,000-pounds  capacity   for  sale. 

The  St.  Louis  &  San  Francisco  has 
approved    jilans    for    the    proposed    new 


The  Chicaeo  &  Alton  now  has  a  con- 
tinuous telephone  dispatching  system  be- 
tween Chicago  and  St.  Louis,  a  distance 
of  280  miles.  The  telephone  system  of 
dispatching  will  be  extended  at  an  early 
date. 


The  track  revision  work  that  the  Chi- 
cago, Milwaukee  &  St.  Paul  railroad  is 
doing  in  connection  with  double  track- 
ing its  line  through  Iowa,  will  be  re- 
sumed  in   the   county   probably   in   April. 


The  New  York  Central  &  Hudson 
River  is  in  the  market  for  500  steel 
automobile  cars,  1,000  steel  underframe 
box  cars,  1,000  50-ton  hopper  cars,  1,150 
hopper  bottom  gondola  cars,  and  500 
automobile  cars. 

The  Missouri  Pacific  has  placed  an 
order  for  83  all-steel  passenger  cars 
with  the  American  Car  &  Foundry  Co. 
The  cost  of  this  new  equipment,  appro.x- 
imately  $1,000,000,  will  be  financed  by  the 
sale  of  equipment   trusts. 


The  .Atchison,  Topeka  &  Santa  Fe  will 
spend  $1,000,000  for  improvements  at 
Richmond,  Cal.,  it  is  said.  Additional 
shop  buildings  will  be  erected,  exten- 
sions made  to  present  piers  and  wharves 
and   the   freight   yards   will   be   extended. 


The  Calgary  branch  of  the  Canadian 
Northern  has  been  extended  from  Mun- 
son,  Alta.,  to  Calgary.  This  road  will 
construct  a  line  in  Alberta  this  year, 
from  Bruderheim  to  Wainwright,  thence 
to  Medicine  Hat  and  the  international 
boundary. 

The  Cambria  Steel  Company  is  to  roll 
3.000  tons  of  open-hearth  rails  for  the 
Great  Northern,  which  tonnage  is  a  part 
of  the  contract  'or  15,000  tons,  including 
3.000  tons  to  bt  rolled  uy  the  Pennsyl- 
vania Steel  Co.  and  9.000  tons  by  the 
Illinois  Steel  Co. 


.At  Montgomery,  .Ala.,  a  fire  destroyed 
tlie  car  shops  of  the  Western  of  .Alabama 
Ry.  in  this  city,  entailing  an  estimated 
loss  of  $30,000.  Snow  on  the  wires  is 
claimed  to  have  short-circuited  an  elec- 
tric line,  causing  the  tire,  aided  by  an 
explosion  of  a  small  gas  tank. 


The  Safety  First  Manufacturing  Co. 
has  been  organized  with  offices  in  the 
Railway  Exchange  building.  Chicago.  It 
will  handle  various  high-class  railway 
specialties,  besides  taking  over  the  busi- 
ness of  the  E.  D.  E  Company,  of  which 
the  late  Mr.  Frank  M  Gilmore  wa^ 
president. 
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Locomotive  Headlights. 

A    government    report    giving    in     full 
the   hearings  before   a   sub-committee   of 
the    Committee    on    Interstate    and    For- 
eign   Commerce    of   the    House   of    Rep- 
resentatives on  bills  relating  to  safety  on 
railroads    is    just    made    public    and    ex- 
tends to  nearly  200  pages.     It  is  entirely 
devoted  to  the  subject  of  Headlights  on 
Engines.     The  meetings  of  the  sub-com- 
mittee extended  from  January  16  to  Jan- 
uary 24,  of  the  present  year,  and  the  re- 
port  is  particularly  interesting  from  the 
fact  that  much  light  is  thrown  upon  the 
darkened  condition  of  the  various  Legis- 
latures that  have  passed  laws  calling  for 
headlights  capable  of  1,500  candle  power, 
when  up  to  the  present  time  no  light  of 
such     power,     excepting     in     momentary 
flashes    at    certain    angles,    has    yet    been 
placed  on   a  locomotive.     This   important 
question   so   full   of   consequence   to    rail- 
roads should  have  been  before  a  properly 
qualilied    commission    or    committee    be- 
fore,  and    while   the   end   is   not   yet,    an 
important  step  has  been  made  in  the  right 
direction.      The    evidence     furnished     by 
Mr.  D.  F.  Crawford,  general  superintend- 
ent of  motive  power  of  the  Pennsylvania 
lines  west  of  Pittsburgh,  was  particularly 
interesting,  embodying  as  it  did  the  work 
of    several    years    of    American    Railway 
Master  Mechanics'   Association,  a  special 
committee  cf  which,  under  the  chairman- 
ship of  Mr.  Crawford,  had  taken  up  the 
subject    of    determining,    if    possible,    the 
maximum      and      minimum      illuminating 
power  of  headlights   that   they  could   ap- 
prove for  use  on  locomotives.     The  com- 
mittee had  made  investigations  and  tests 
of    30    different    headlights    in    about    200 
combinations.       Their     cnmplcted     report 
is    not    yet    made    pul)lic.    but    from    Mr. 
Crawford's    evidence    it    was    readily    dis- 
cernible   that    the    laws    that    have    been 
passed  in   a  number  of   .States   are  based 
on  a  pitialile  lack  of  knowledge  on  so  im- 
prjrtant  a  subject. 

Mr.  Crawford's  evidence  was  sustained 
1,y    other    members    of    the    Master    Me- 
chanics'   Committee,    and    the    i)ublication 
r,f  their  completed  report  will  be  awaited 
with  much   interest.     The  evidence  given 
by  Mr.  Oscar  F,  Ostby,  of  the  Commer- 
cial   Acetylene    Railway    Light    X-    Signal 
Company,  was  also  very  illumiiKitiug.    In 
his  interesting  statements  it  appeared  that 
the  acetylene  light  which  is  now  in  serv- 
ice on  thousands  of  locomotives,  the  liglit 
proper  is  rated   at  37   candle  power,   and 
by    the    use    of    a    reflector    is    raised    to 
14.000    candle    power,    but    he    made    no 
claims  that  it  had  yet   reached  the   15,000 
mark   set  by   several   Legislatures      Acet- 
ylene was  claimed   to  be   free   frtjin   fluc- 
tuations,   and    also    from    the    peculiarity 
of   electricity    in    chaiiging    the   coLrs    as 
claimed  to  have  been  observed  by  many 


engineers  of  vast  and  varied  experience. 
The  subject  is  full  of  interest,  and,  as 
we  stated,  the  Master  Mechanics'  Com- 
mittee's report  will  be  expected  to  throw- 
much  fuller  light  on  the  subject  as  the 
hearings  before  the  Committee  of  Con- 
gress was  much  too  short  and  some  of 
the  members  of  the  committee  were  evi- 
dently much  in  the  dark  on  so  important 
a  subject  to  be  able  to  make  particular 
recommendations.  As  it  is  the  document 
is  a  valuable  contribution  to  the  railroad 
literature  of  our  time. 


Engineer's   Reference   Book. 

The  popularity  of  this  excellent  work 
is  evidenced  by  the  publication  oi  a  fourth 
edition  from  the  publishing  house  of 
Charles  Griflin  &  Co.,  London,  and  J.  B, 
Lippincott  Company,  Philadelphia.  The 
author,  H.  II.  Suplee,  B.  Sc,  M.  E.,  is  an 
eminent  writer  on  engineering  subjects, 
and  his  popular  reference  book  ditlers  in 
some  degree  from  the  ordinary  engineer- 
ing hand  book.  It  is  practically  a  book  of 
tables,  formulas  and  methods  for  engi- 
neers, students  and  draughtsmen.  It  is 
intended  to  be  the  successor  of  Nystrom's 
Mechanics,  which  was,  in  its  day,  a  most 
useful  and  handy  compendium  of  infor- 
mation on  all  subjects  connected  with  en- 
gineering. Suplee's  work  is  of  convenient 
size,  and  is  divided  into  fifteen  sections, 
and  thumb-nailed  so  as  to  be  easily 
opened  at  the  desired  section  without  spe- 
cial reference  to  the  index. 

There  is  also  an  admirable  brevity  and 
directness  in  the  work.  The  results  are 
easily  obtained  without  wading  through 
intricate  problems.  Every  department  of 
applied  science  is  dealt  with,  and  com- 
pressed into  small  space.  The  book  has 
also  the  advantage  of  being  in  the  very 
forefront  of  modern  engineering.  This  is 
particularly  noticeable  in  the  electrical 
department,  where  there  is  superadded  a 
great  number  of  notes,  not  only  useful  in 
various  inquiries,  but  there  are  many  neat 
Ittle  explanations  of  the  e(|uivakIlt^  and 
expressions  of  electric  and  nucliaiiical 
data,  and  analogies  between  the  flow  of 
water  and  electricity. 

The  last  section  is  devoted  to  cost  of 
])ower.  '1  his  gives  data  concerning  water 
plants,  costs  of  water  power,  steam  power 
as  shown  by  a  series  of  tests  made  with 
fuel  burned  directly  under  the  lioiler  and 
the  use  of  producer  gas  power  and  co^l 
of  electric  power.  An  appendix  of  forty 
pages  is  added  in  the  new  editi.m.  It 
contains  a  variety  of  useful  information 
on  all  kinds  of  engineering  topics.  ,'\Uo- 
gether  the  l>ook  is  most  fully  what  it  pur- 
ports to  Ix-— a  ready,  useful  and  compre- 
hensive collection  of  all  kinds  of  data  re- 
(piired  and  most  likely  to  be  used  by  a 
mechanical  engineer  in  the  practice  of  his 
profession.     Price  $5. 


Manufacturers  of 

ELECTRIC, 
STEAM  AND 
HOT  WATER 
HEATING 
APPARATUS 

FOR  RAILWAY  CARS 

VENTILATORS 

FOR    PASSENGER 

AND   REFRIGER- 

ATOR     CARS 

ACETYLENE    SYSTEM 
OF    CAR     LIGHTING 


Send  for  circular  of  our  coiribina- 
tion  PRESSURE  AND  VAPOR 
SYSTEM  OF  CAR  HEATING, 
which  system  automatically  main- 
tains about  the  same  temperature  in 
the  car  regardless  of  the  outside 
weather  conditions. 

Main     Office,     Whitehall     13uiltlmg 

17    BATTERY    PLACE 

NEW    YORK 
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NOW  IS  THE  TIME  to  install  a 

Rue  Boiler  Washer 
and  Tester, 

For  you  will  need  it  when  cold 
weather  conns.  It  will  wash  out, 
test  and  fill  your  boiler,  all  with 
hot  water,  and  have  it  ready  for 
use  in  one  hour. 

THINK  IT  OVER. 
CataloK  oil  Boilpr  Washers  A-5. 
Cataloc  on  Injpctors  B-5. 

Rue  Manufacturing  Co., 

228  CHERRY  STREET 

PKiladelpKia,  Pa. 

Manufacturer."!  of   Injectors.    Ejectors. 
Holler   Washers   and   Testers.    Boiler  Checks. 

ChecU     V;ilve*. 


Hydraulic 

Riveters    Fixed  and  Portable 

Punches,  Shears, 
Presses,  Lifts,  Cranes 
and   Accumulators. 

Matthews'  Fire  Hydrants, 

Eddy  Valves 

Valve  Indicator  Posts. 

Ttie  Camden  High-Pressure  Valves. 


Cast  Iron  Pipe 


R.  D.  Wood  &  Company 

Engineers,  Iron 
Pounders,  Machinists. 

100  Chestnut  St.,  Philadelphia,  Pa. 


CONGER'S 

AIR  BRAKE  CATECHISM 
AND  INSTRUCTION  BOOK 

<.24lh  Edition— 270  pagt,! 

V«ry    Latest    OB    Ooiutruction    an4    Or«ra- 
tion  of  WeatinghoUM  and  N.   7.   BnJcaa. 

OontaiDS    Examination     Quostion     far     Ea- 
(inemen  and  Trainmen. 

PRICE    ONE    DOLLAR 

ANGUS  SWCIAIR  10.,  114  likftySL,  New  Y«rk 


Industrial  Training. 

The  Canadian  Royal  Commission  on 
Industrial  Training  and  Technical  Edu- 
cation has  just  issued  its  annual  report, 
and  the  bulky  volumes  have  much  more 
interest  to  the  general  reader  interested 
in  economic  questions  than  official  reports 
usually  have.  The  commendable  work  of 
the  commission  in  providing  sound  tech- 
nical instructions  for  young  men  and 
women  engaged  in  various  trades  and  in- 
dustries is  being  carried  with  a  degree 
of  thoroughness  that  is  very  creditable 
to  the  Dominion  Government.  It  is  espe- 
cially noteworthy  that  this  form  of  na- 
tional instruction  is  designed,  not  to 
supersede,  but  to  supplement  the  training 
of  the  workshop  or  other  place  of  busi- 
ness. The  secondary  object  is  to  promote 
general  knowledge  by  means  of  classes 
in  arts  and  crafts,  higher  commercial  sub- 
jects, languages,  domestic  economy, 
music,  etc.  The  system  also  does  much 
to  facilitate  social  intercourse  among  its 
students.  Healthy  recreation  and  amuse- 
ment is  aflforded  by  its  various  clubs  and 
societies. 

Much  space  is  devoted  to  comparisons 
with  the  work  in  other  countries,  particu- 
larly in  Great  Britain  as  well  as  the 
United  States,  and  it  must  be  stated  that 
the  reports  of  the  work  in  Canada  is  in 
the  very  front  of  the  educational  work  of 
our  time. 


depending  on  a  cotter  to  hold  it.  It  con- 
forms to  the  M.  C.  B.  standards.  Send 
for  copies  of  the  circulars  to  the  com- 
pany's office  at  Cleveland. 


National  Malleable  Castings. 

Three  new  circular.s  have  been  issued 
by  the  National  Malleable  Castings  Com- 
pany, Cleveland,  Oliio.  They  are  num- 
bered respectively:  51.  65  and  66.  No.  51 
deals  with  rail  braces  and  tie  plates,  and 
as  is  well  known  there  is  no  other  place  in 
railroad  service  where  the  prevention  of 
rust  is  so  difficult,  and  in  the  continued 
experiments  that  have  been  made,  the 
superiority  of  malleable  iron  over  steel 
have  been  clearly  demonstrated.  Varie- 
ties of  designs  of  rail  braces  and  tie  plates 
that  have  stood  the  test  of  years  are 
shown,  and  other  designs  can  be  fur- 
nished to  suit  any  type  or  weight  of  rail. 

No.  65  refers  to  the  national  safety 
brake  lever.  There  are  over  one  hundred 
different  sizes  of  this  improved  lever  made 
also  of  malleable  iron.  The  lever  is  fur- 
nished with  two  safety  lugs,  one  cast  on 
each  side  just  above  the  fulcrum  pin  hole, 
which  strike  against  the  edges  of  the 
fulcrum  in  case  the  fulcrum  pin  comes 
out  and  prevents  the  lever  from  slipping 
through  it.     It  never  failed. 

No.  66  illustrates  and  describes  the 
national  safety  clevis  and  pin  for  un- 
coupling rods.  The  loss  of  the  cotter  in 
the  clevis  pin  had  become  a  serious  mat- 
ter in  modern  railway  traffic,  until  the 
introduction  of  this  clever  device  where- 
by the  pin  is  permanently  fastened  in  one 
eye  of  the  clevis  and  cannot  possibly  be 
lost.     The  pin  is  locked  in  place  without 


Locomotive  Hoists. 

The  Whiting  h'oundry  Equipment  Com- 
pany has  issued  a  Locomotive  Hoist  Cat- 
alogue, No.  105,  and  describes  the  spe- 
cial advantages  of  their  very  efficient  and 
economical  machine  for  wheeling  locomo- 
tives. Reproductions  of  photographs  of 
actual  installations  show  the  different 
steps  in  operating  the  hoist.  It  is  a  great 
time  and  labor  saver  in  repair  shops  of 
moderate  capacity,  particularly  at  divi- 
sion points,  where  the  larger  kinds  of 
heavy  traveling  cranes  are  not  in  serv- 
ice. In  fact,  the  installation  of  these 
hoists  displaces  the  expensive  traveling 
crane,  and  the  entire  cost  of  structural 
work  in  connection  with  the  traveling 
cranes.  The  mechanism  consists  princi- 
pally of  two  stationary  and  two  movable 
screw  jacks,  located  in  pairs  on  opposite 
sides  of  railroad  track.  The  screw  jacks 
rest  squarely  on  the  rails.  There  can  be 
no  rocking  or  vibrating  as  the  support  is 
rigid.  Lifting  beams  extend  from  the 
one  jack  to  the  other  at  right  angles.  An 
electric  motor  drives  the  shafts  which 
operate  the  hoisting  mechanism  through 
bevel  and  worm  gearing.  The  placing  of 
the  jacks  and  hoisting  can  be  accomplished 
in  half  an  hour.  Send  for  a  copy  of  the 
catalogue  to  the  company's  office  at  Har- 
vey, 111.,  and  learn  the  complete  details. 


Weed   Burners  and  Snow  Melters. 

The  Lamb  Weed  Burner  has  grown  in 
popular  favor  and  has  done  effective  work 
in  destroying  the  undesirable  vegetation 
that  is  apt  to  rush  up  on  railroads  in  cer- 
tain parts  of  the  country.  The  passing 
season  has  also  demonstrated  the  fact 
that  it  is  available  for  use  in  freeing 
frogs,  switches  and  interlocking  devices 
from  snow  and  ice.  By  its  application  a 
switch  can  be  entirely  freed  in  a  few  min- 
utes. It  consists  of  a  battery  of  burners 
mounted  on  a  carriage  so  that  the  battery 
can  be  projected  out  over  the  end  of  the 
car.  The  battery  is  extended  ten  feet 
from  the  car.  It  is  controlled  by  cylin- 
ders actuated  by  compressed  air  from  the 
locomotive.  The  battery  can  be  raised 
or  lowered.  There  are  seven  burners,  16 
inches  inside  diameter  pierced  with  holes. 
The  fuel  is  gasoline  introduced  into  coils 
inside  the  burners,  which  are  cast  iron 
shells,  and  from  which  gas  is  generated. 
The  fittings  are  of  the  most  durable 
kind,  and  the  fire  is  under  complete  con- 
trol at  all  times.  The  apparatus,  as  now 
perfected,  is  the  result  of  many  years  of 
investigation  and  experience  by  Mr.  W. 
W.  Lamb.  For  illustrated  catalogue  and 
full  details,  apply  to  The  Lamb  Railway 
Service  Company.  Cincinnati,  Ohio. 
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Cincinnati  Milling  Machines. 

The  Cincinnati  Milling  Machine  Com- 
pany, Cincinnati,  Ohio,  have  issued  a 
liandsomc  catalogue  of  128  pages,  pro- 
fusely illustrated,  with  descriptive  mat- 
ter giving  full  details  in  regard  to  their 
latest  improvements  in  milling  machines, 
plain,  universal  and  vertical ;  high  power 
with  constant  speed  drive,  cone  driven ; 
milling  machine  attachments;  also  semi- 
automatic manufacturing  millers  and  uni- 
versal cutter  and  reamer  grinders.  These 
machines  are  designed  to  meet  the  most 
exact  requirements.  They  embody  cer- 
tain desirable  exclusive  features  in  de- 
sign. The  materials  are  of  the  best.  A 
degree  of  perfection  has  been  arrived  at 
thai  is  the  result  of  specialization.  As  a 
proof  of  the  popular  favor  that  has  come 
to  the  enterprising  company  they  have 
now  the  largest  plant  in  operation  in  the 
world  devoted  exclusively  to  the  manu- 
facture of  milling  machines  and  milling 
cutting  grinders.  .Ml  interested  should 
apply  for  a  copy  of  the  new  catalogue 
from  the  company's  office  at  Cincinnati, 
Ohio. 


Weir  Feed  Water  Heaters. 
The  Weir  system  of  feed  pumps  and 
feed  heaters  for  locomotives,  and  to  which 
reference  was  made  in  our  last  issue,  has 
branch  offices  estabUshed  at  52  Broad- 
way, New  York.  The  main  offices  are  at 
Cathcart.  Glasgow,  Scotland,  w^ith 
branches  in  London,  Newcastle-on-Tyne, 
and  at  Liverpool.  Mr.  James  Lamont  is 
manager  of  the  New  York  branch.  The 
company's  illustrated  descriptive  cata- 
logue may  be  had  on  application  tn  the 
New  York  branch. 


Crabs  and  Winches. 

Pamphlet  C,  1914,  just  issued  by  the 
Brown  Hoisting  Machinery  Company, 
Cleveland,  Ohio,  presents  in  an  elegant 
bulletin  descriptive  matter  and  illustra- 
tions of  their  fine  products.  These  in- 
clude their  standard  Crab  in  four  sizes, 
and  Winches  in  four  sizes.  These  have 
had  the  test  of  experience  and  have  been 
improved  upon  until  a  degree  of  perfec- 
tion has  been  arrived  in  design  and  con- 
struction that  could  not  be  surpassed.  A 
safety-lowering  device  has  been  recently 
introduced  and  has  already  met  with 
much   favor. 

This  is  only  one  of  the  catalogues  and 
bulletins,  of  which  there  are  no  less  than 
fifteen  issued  by  the  enterprising  com- 
pany, descriptive  of  their  numerous 
mechanical  appliances,  and  copies  of  any 
or  all  of  them  may  be  had  on  application 
at  the  company's  main  office,  Cleveland, 
Ohio. 


The  Railway   Library. 

This  is  a  collection  of  noteworthy  ad- 
dresses and  papers  on  railroad  topics 
compiled  by  Mr.  Slasen  Thompson  and 
published  l)y  Stromberg.  .Mien  &  Co., 
Chicago  Most  of  them  have  been  de- 
livered last  year.  The  themes  presented 
range  from  a  description  of  the  ".Safety 
I  irst"  movement  to  suniiiaries  of  the 
railroad  situation  in  variou.^  foreign  coun- 
tries. The  iiapers  and  addresses  are  all 
l^y  V.  ell-knoun  autliorities  and  tlie  book 
is  indispensable  for  anyone  interested  in 
railroad  management  or  investment  in 
railroad  properties  The  book  is  sold  at 
nfly  cents  per  copy. 


The  Armstrong 
Automatic  Drill  Drift 

IS   DRIFT   AND   HAMMER  COMBINED. 


|~i^KJWM!W.itJj 


The   handle   or    driver   Is   always 
ready    to    strike    a    blow    as    the 
spring     automatically     throws     it 
I  back  into  position. 

LEAVES     ONE     HAND    FREE     TO 
SAVE   THE  TOOL. 
Special   Circular    mailed   on    Request. 
ARMSTRONG  BROS.  TOOL  COMPANY 
2    N.    Fr-iniisco   Ave..    CHICAGO.    U.    S.    A. 


WIT   AND   WISDOM. 

Obeying  Orders. 

An  obstreperous  Irishman,  employed  in 
the  macliine  shops  of  the  Baldwin  Loco- 
motive Works,  had  made  so  much  trouble 
there  that   the  superintendent   decided  to 
get  rid  of  him.     Knowing  that  a  verbal 
dismissal  would  make  trouble  and  cause 
a    scene,    the    superintendent    decided    to 
write  Pat,  which  he  did,  telling  him  his 
services    were    no    longer    required.      Ac- 
cordingly   Pat    apparently    dropped    out. 
About    a    week    later,    however,    as    the 
superintendent   was   passing   through    the 
shop  one  day,  to  his  utter  surprise  he  saw 
Pat  at  his  lathe.     He   stopped  and  said: 
"Pat,    what    the    dickens    are    you    doing 
here?"       Pat     replied:     "Shure,     I     am 
wurkin,    sor."      "Well,"    said    the    super- 
intendent, "that's  funny.     Didn't  you  get 
a  letter  from  me?"  "Shure.  Oi  did.  sor." 
"Did  you   read   it?"     "I   did,   sor,  on   the 
inside   and   on   the  outside,   sor."     "Well, 
what   did   it   say?"     "Shure,   sor,   on   the 
inside  it  said  'Pat,  you're  fired,'  and  on  the 
outside  it  said  'Afther  foive  days  return 
to  the  Baldwin  Locomotive  Works.'" 


Nichols  Transfer  Tables 
Turntable  Tractors 

GEO.  P.  NICHOLS  &  BRO. 

1090  Old  Colony  Bldg.  CHICAGO 


Correspondence     Invited 

with   parties  owning  or  controlling 

RAILWAY     DEV1CE3 

of    Cast    Steel 

Readini)   Scecialties  Co..    Sales  Atts 

Reading    Bayonne    Steel    Casting   Oo., 

READING,    PA. 


Memories  of  the  Zoo. 

"What  is  the  fare  to  Pretoria,  please?" 
"Five  shillings— I've  told  you  that  eight 
times  now." 

"I  know  you  have,  but  little  Willie  here 
likes  to  sec  you  come  to  the  window. 
He  says  it  reminds  him  of  the  Zoo" 

Dr,  Johnson  once  said  to  B..vw(ll  that 
a  woman  speaking  in  public  always  re- 
minded him  of  a  dog  walking  on  two  legs. 
The  wonder  with  him  was,  not  that  the 
dog  did   it   well,  but   that  ho   .lid   it   .nt   all. 


Long  mstance  Telephone  15th  Season 

STOP  AT  THE 

HOTEL  PONCE  DE  LEON 

AND  ANNEX 

WHEN  AT 

ATLANTIC  CITY 

Virginia  Avenue  and  the  Beach 

Tlie  Hotel  Ponce  De  Leon  is  newly 
furnished  thronthoiit  with  rare  taste,  and 
possesses  all  modern  requisites  for  con- 
venience and  comfort  of  guests. 

Hot   and  cold    sea   water   baths 


European  and  American  Plan. 

A  BOOKLET  will  be  gladly   fu 
n    application.         ^  ^, ,  ..«    . 

Rates,    runr 
ler    week,    ac 


irding 


■nished 

$30.00 
of    the 


Motor   League 


Official   Hotel   An 
and   the 

Tnterintional    .Automobile    c. — 

eAR.v-i:  r,\PACiTV,  2m  machines. 


ague. 


fui-lhr 


i.l.Ir 


ALFRED   B.   GRINDROD 

Manager 

Atlantic  City.  N.  J. 


DUNER 
CAR    CLOSETS 


DUNER   CO. 


One  feast,  of  holy  days  the  crest, 

I,  though   no  churchman,  love  to  keei), 
All-Saints— the   unknown    good   that    rest 

Tn  God's  still  memory  folded  deep; 
The  bravely  dmnb  that  did  their  deed, 

And  scorned  to  blot  it  with  a  name, 
Men  of  the  plain  heroic  breed. 

That  loved  Heaven's  silence  m.ire  than 
fame. 

—Tames  Russp.i.i.  Lowei.i.. 


ASMTOIM 

POP  VALVES  AND  GAGES 

The  Quality  Goods  that  Last 
The  Ashton  Valve  Co. 

271    Frnnlilin  Street,  Boston,  Mass. 
74  Market  St..       Chicago.  111. 
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No.  S 


The  Street  Locomotive  Stoher 


The  growing  necessity  for  a  locomotive 
stoker  has  drawn  the  attention  of  a 
number  of  eminent  engineers  and  in- 
ventors for  several  years  to  furnish  ap- 
pliances to  meet  the  requirements  of  loco- 
motive service.  It  might  seem  at  first 
glance  that  if  mechanical  stokers  have 
proved  eminently  successful  on  stationary 
boilers   they   might    reailily   be   adapted   In 


overcome  any  advantage  that  a  mechanical 
stoker  possessed. 

Some  of  the  early  experimenters  fell 
into  the  error  of  combining  a  coal  crusher 
and  stoker.  It  has  been  clearly  demon- 
strated that  the  tender  of  a  locomotive  is 
no  place  for  a  coal  cracker.  The  coal 
must  undergo  some  elemental  preparation 
in   order   to   be   adapted    for    ready    use   in 


the  details  of  the  preceding  appliances. 
The  machine  in  its  new  form  consists 
of  a  screw  conveyor  for  moving  prepared 
coal  from  the  tender  to  the  locomotive, 
an  elevator  for  raising  the  coal  to  a  point 
above  the  fire-door,  a  regulating  system 
for  delivering  the  coal  to  the  fire-box, 
and  an  adjustable  distributing  system  for 
spreading    the   coal    over    the    grate.      On 


THE   .STRKKT   LOCOMOTIVE  .SIOKEK    IN    l'w>IIU'\    o.\    THE    I.OCU.MOTl  \  E    .\N|i   TENl>El;. 


locomotive  service  The  problem,  how- 
ever, is  a  difficult  one.  The  space  is 
limited,  the  service  must  have  the  clement 
of  flexibility  as  the  requirements  are 
variable.  The  elements  of  simplicity  and 
reliability  must  be  assured,  and  the 
mechanism  must  also  be  easy  of  opera- 
tion as  the  use  of  two  much  steam  in 
propelling    the    mechanism    might    readily 


a  mechanical  stoker.  This  idea  has  been 
wisely  accepted  liy  the  Locomotive  Stoker 
Company  in  the  prodiution  of  their  latest 
improved  stoker  knovsn  as  Type  C,  as  it 
is  the  third  and  decidedly  the  best  type  of 
stoker  that  the  enterprising  company  has 
produced.  It  is  the  result  of  seven  years 
constant  experimental  work,  and  contains 
all  that  has  been  pr.-ved  of  real  merit  in 


the  type  B  machine  the  small  engine  driv- 
ing the  appliance  had  a  constant  speed 
when  in  operation  of  450  rev.iluti'ins  per 
minute.  The  improved  machine  can  be 
run  at  varying  velocities  from  400  to  600 
revolutions  per  minute,  embracing  seven 
difTerent  rates  of  speed.  .An  important 
improvement  has  also  been  made  on  the 
connection    between    the    engine    and    the 
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elevator  by  the  introduction  of  a  friction 
clutch  which  furnishes  means  for  stop- 
ping the  elevator  at  any  moment,  and 
allowing  the  engine  to  run— the  buckets 
remaining  filled  with  coal  ready  to  begin 
feeding  when  the  clutch  is  thrown  in. 
This  improvement,  together  with  the 
speed  changing  device  gives  the  fireman 
absolute  control  of  the  time  and  quantity 
of  coal  supplied  to  the  fire. 

( iiir  frontispiece  shows  an  excellent 
view  of  the  stoker  in  position  on  a  modern 
high-powered   locomotive.     A   portion   of 


trni.  and  screw  conveyor  are  connected 
directly  to  the  engine,  so  that  any  change 
in  the  various  speeds  of  which  it  is 
capable  results  in  a  corresponding  change 
in  the  speed  of  the  entire  machine.  The 
maximum  speed  will  supply  six  tons  per 
hour,  while  the  other  six  graduated,  lower 
speeds  will  readily  cover  the  coal  require- 
ments for  any  range  of  locomotive  serv- 
ice that  is  liable  to  be  demanded  in 
modern  locomotive  practice. 

Tlie    control    levers    are    wiiliin    ready 
reach   of  tlie   fireman.     Tlie   elevator,   the 


KKONT  vii:\v  oi--  siki;i:t  i.(i(  hmotin  i-: 


the  tank  and  cab  of  the  engine  is  drawn 
in  transparent  or  phantom  style  in  order 
that  the  exact  position  of  the  jjarts  may  be 
clea-ly  seen  and  a  description  of  the  parts 
rc.dily  understood.  It  will  be  noted  that 
■n  the  lower  left  side  of  the  cab  a  part  of 
the  supply  pipe  casing  is  removed  showing 
tlie  buckets  that  carry  the  supi)ly  of  coal 
!'■  (lie  distributors. 

Tlir-  second  illustration  is  a  front  view 
f.t  thi  new  type  of  stoker.  It  will  be  ob- 
str.i'!    '.hat   the   elevator,   regulating   sys- 


;T()KKR    TYPE-C. 
shown 


l.uckcts  of  which  are  shown  in  the  illus- 
tration, consists  of  an  endless  chain  of 
inalleablc  iron  buckets  with  pin  connec- 
tions, and  is  enclosed  throughout  its  en- 
tire lengtli.  The  uptake  pipe  is  seven 
inches  in  diameter,  and  the  return  pipe 
six  inches.  The  upper  end  of  the  eleva- 
tor is  firmly  secured  to  the  boiler  head 
by  a  cast  iron  bracket,  and  the  return 
!)cnd  is  secured  by  a  heavy  forging. 

The   screw   conveyor   which   is   located 
below    the    coal    space   of    the    tank    and 


carried  in  a  strong  sheet  steel  trough, 
rests  in  a  slide  support  bolted  to  the  floor 
of  the  tender  frame.  The  conveyor  con- 
sists of  a  helicoid  steel  screw.  A  flexible 
connection  takes  care  of  all  movements 
between  the  locoinotive  and  the  tank.  As 
will  be  observed  in  the  first  illustration 
there  is  a  bar  screen  in  the  floor  of  the 
tank  immediately  above  the  screw-con- 
veyor. This  screen  has  meshes  about  two 
and  a  half  inches  square.  .Ml  coal  must 
pass  through  this  screen  in  order  to  reach 
the  screw.  The  screen  is  carried  in  slide 
supports  and  has  a  reciprocating  motion 
of  about  six  inches,  and  this  motion  facili- 
tates the  passage  of  the  coal  through  the 
openings.  There  is  also  a  series  of  cover 
plates  above  the  screen  also  resting  in 
slide  supports,  for  use  in  regulating  the 
supply  of  coal,  or  stopping  the  supply 
altogether,  if  desired.  A  malleable  iron 
link  belt  chain  moving  over  two  sprocket 
wheels  gives  motion  to  the  screw.  Those 
sprocket  wheels  may  be  varied  and 
changes  may  be  advantageously  made  so 
that  the  speed  of  the  screw  may  be  altered 
in  relation  to  the  speed  of  the  elevator  to 
suit  the  requirements  of  the  service. 

The  elevator  engine  is  of  the  single- 
acting  type,  having  a  cylinder  4  inches  by 
35/2  inches,  with  a  governor  and  also  an 
auxiliary  spring,  which  gives  the  speed 
variations  to  which  we  have  already  re- 
ferred. -Ml  of  the  lubrication  is  done 
from  the  splash  of  the  crank-case,  except 
the  valve  and  piston,  to  which  oil  is  sup- 
plied from  the  main  lubricator  by  an  extra 
tap  provided  for  that  purpose. 

Coming  to  the  discharge  pipe,  it  will 
be  noted  that  it  is  located  in  the  central 
upper  portion  of  the  elevator  casing,  and 
embodies  mechanism  for  dividing  the 
coal  between  three  distributors.  The  left- 
hand  end  carries  a  circular  screen,  made 
of  sheet  metal  and  furnished  with  four 
sets  of  perforations  of  difTerent  sizes. 
Our  third  illustration  shows  the  discharge 
pipe  with  door  open  showing  the  screen. 
The  coal,  after  entering  the  discharge 
pipe,  is  dragged  by  the  elevator  over  this 
screen,  and  the  smaller  particles  of  coal 
pass  through  it  into  the  center  distributor. 
.•\ny  particles  too  large  to  go  through 
the  screen  pass  over  it,  and  are  divided 
between  the  right  and  left-hand  distribu- 
tors. The  quantity  of  coal  going  into  the 
center  distributor  is  varied  by  changing 
the  size  of  the  openings  brought  into  use 
on  the  screen.  If  a  large  amount  of  coal 
is  wanted  at  a  certain  point,  a  larger  set 
of  holes  is  brought  down  to  suit  that 
point.  A  lever,  hand  operated,  is  pro- 
vided as  a  means  by  which  the  fireman 
can  bring  the  desired  set  of  holes  into 
use,  A  door  is  provided  in  the  discharge 
pipe  directly  over  the  screen  to  give 
means  for  observing  the  position  of  the 
holes.  The  even  distribution,  and  per- 
fect leveling  of  the  fire  is  thus  readily 
and  easily  in  the  hands  of  the  fireman. 
The  distributor  pipes  are  located  equally 
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on  the  boiler  head  and  held  in  place  by 
studs.  One  is  located  directly  in  the  cen- 
ter of  the  firebox  and  above  the  fire  door, 
and  each  of  the  other  two  is  on  one  side 
about  midway  between  the  center  and  the 
side  sheets.  Each  elbow  has  a  steam 
nozzle  and  through  which  steam  is  ad- 
mitted for  blowing  the  coal  into  the  fire- 
box. The  elbows  are  also  provided  with 
peep   holes   two   inches   in   (ii.imoior,   with 


having  eight  projections  of  different  sizes. 
These  projections  open  the  controller 
valve  the  desired  atnount  and  a  series  of 
handles  are  adapted  for  the  fireman's  use 
in  making  the  changes  of  pressure  de- 
sired. In  regard  to  these  valve  handles 
and  levers  and  other  appliances,  at  first 
glance  they  seem  sumewhat  complex,  but 
in  reality  they  are  as  simple  and  as  easy 
to    understand    as    are    the   gauge    cocks, 


overworked  fireman,  but  to  a  Street  loco- 
motive stoker,  it  is  of  no  material 
consequence. 


swinging  covers,  through  which  the  fiow 
of  coal  can  be  readily  seen.  The  center 
distributor,  as  we  have  stated,  receives 
fine  coal,  and  places  it  across  the  back 
end  of  the  grates.  The  side  distributors 
are  different  in  form  and  are  designed 
to  receive  larger  particles  of  coal  and 
spread   them  over  that   part   "t   the  grate 


KKKN. 


blower  valve  ur  other  boiler  mountings. 
Such  are  the  chief  features  of  the 
Street  locomotive  stoker,  and  as  there  are 
now  over  four  hundred  locomotives 
equipped  with  the  appliance  and  a  grow- 
ing demand  for  more,  it  i.s  unquestioned 
that  the  device  is  meeting  the  expectations 
of    all    who    have    given    tlie    matter    any 


FRONT    VIEW    OK    ICLMX  .\Ti)R    KXGIXE    AXD    SPR0CKE1     WIIEII.    (  A^INC    SHOWINO 
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not  covered  by  the  center  distributor.  The 
distributors  ar-e  now  being  made  with  a 
fireproof  cement  covering  which  lasts 
several  months. 

There  is  also  a  clever  device  for  con- 
trolling the  steam  jets  which  affect  the 
distance  that  the  coal  is  thrown  into  the 
firebox.  This  is  a  cam  motion  mounted 
on   the   end  of  the   sprocket   wheel   shaft 


attention.  Apart  from  the  labor  saving 
which  .is  of  ^fuvina  inip..ri:incc.  as  the 
limit  of  human  cmluranee  in  shovel  firing 
has  surely  been  reached,  the  appliance 
has  established  the  fact  that  a  much  lower 
grade  of  coal  can  bo  used.  This  is  an 
important  item  in  many  sections  of  the 
country.  The  increased  quantity  of  poor 
coal    necessarv    is    a    l:ird    burden    to    an 


Speed  Recorders. 
Speed  recorders  have  never  been  pop- 
ular with  locomotive  engineers  in  Am- 
erica, but  their  use  is  making  some  pro- 
gress for  engines  pulling  fast  trains.  The 
Baltimore  &  Ohio  has  equipped  most  of 
its  fast  train  locomotives  with  speed 
recorders  and  it  seems  very  proper  that 
Mr.  Frederick  Kerby,  master  mechanic 
of  that  road  at  South  Cumberland,  Md., 
should  have  been  appointed  chairman  of 
a  Committee  of  the  Traveling  Engineers 
.Association,  to  investigate  ".Advantages 
Derived  from  the  Use  of  Speed  Record- 
ers and  the  Influence  of  Same  on  Operat- 
ing Expenses."  .\  circular  has  been  sent 
out  by  Mr.  Kerby  which  calls  for  sufficient 
information  to  form  an  exhaustive  report, 
if  the  members  respond  as  they  ought  to 
do.  We  trust  that  the  members  having 
any  experience  with  speed  recorders  will 
let  the  association  have  all  the  information 
available. 


Depreciation  of  Equipment. 

The  Pennsylvania  Railroad  Company 
charges  depreciation  and  renewals  of 
equipment  of  the  following  bases :  Loco- 
motives and  passenger  cars  on  a  basis  of 
4  per  cent,  of  the  original  cost  of  the 
equipment,  and  on  freight  cars  on  a 
basis  of  3  per  cent.  On  such  cost,  for 
the  reason  that  a  locomotive  will  last 
about  20  years,  and  based  on  the  final 
value  of  the  scrap  being  20  per  cent,  of 
the  original  value,  the  depreciation,  plus 
the  salvage,  will  equal  the  original  cost. 
Wooden  passenger  cars  will  also  last  20 
years.  -As  for  steel  cars  it  is  not 
definitely  known  how  long  they  will  last. 
but  in  order  to  provide  for  the  replacing 
of  wooden  with  steel  cars  in  a  reasona- 
ble time,  and  for  the  steel  cars  when 
they  shall  have  to  be  retired,  4  per  cent, 
is  the  general  average  of  depreciation. 


Railway  Supplies. 

The  -American  consulate  general  at 
Shanghai,  China,  has  forwarded  specifi- 
cations and  blue  prints  calling  for  sup- 
plies and  equipment  for  the  Canton- 
Hankow  Railway.  These  supplies  include 
steel  bridges.  tweS  12-ton  traveling  steam 
cranes,  four  6-ton  steam  cranes,  locomo- 
tives, passenger  cars,   rails,  fittings,   etc. 


South  Manchuria  Railway. 
Through  traflic  arrangements  have 
been  completed  between  the  South  Man- 
churia Railway  and  the  government  rail- 
ways in  Japan  and  Chosen.  The  South 
Manchuria  Railway  has  also  made  its 
freight  tariff  on  most  goods  the  same  be- 
tween Antung  and  interior  Manchurian 
l>oints.  and  Dairen  and  interior  Man- 
churian   points. 
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Triplex  Compound  Locomotive  for  the  Erie  Railroad 

Latest  and  Most  Powerful  Type  in  the   W^orld,    Equipped  with   Street 

StoKer,   Schmidt   Superheater,   and   Gaines  Furnace 

and    Combustion    Chamber. 


ihc  Baldwin  Locomotive  Works  has 
recently  completed,  for  the  Erie  Railroad, 
a  locomotive  for  pusher  service,  which 
develops  a  tractive  force  of  160,000  pounds, 
and  is  l)y  far  the  most  powerful  locomotive 
yet  huilt.  This  capactiy  is  secured  not  by 
using  excessive  wheel-loads  or  a  rigid 
wheelbase  of  unusual  length,  but  by  plac- 
ing driving-wheels  under  the  tender  and 
lluis  making  the  weiglit  of  the  latter 
availa1)le  for  adhesion.  In  heavy  grade 
work  especially  tlie  w-eight  of  the  tender 
detracts  materially  from  the  net  hauling 
capacity  of  a  locomotive  of  the  usual  type  ; 
while  in  this  case  the  tender  is  used  as  a 
means    for   increasing   hauling   capacity. 

Tliis  locomotive  is  built  in  accordance 
with    pattnts   Ljrantc'd    to   (.I'orge    R,    Ilcn- 


I  he  boiler  has  a  conical  connection  in 
the  middle  of  the  barrel,  and  is  fitted  with 
the  tiaines  t\pe  of  furnace.  The  tirebox 
h.as  a  total  length  of  13  ft.  '6  ins.,  and 
of  this  the  grates  occupy  10  ft.  .\  com- 
bustion chamber  54  ins.  long  extends 
forward  into  the  boiler  barrel,  and  the 
tubes  have  a  length  of  24  ft.  The  brick 
arch  is  supported  on  six  31  j  in.  tubes; 
and  heated  air  is  delivered  under  the  arcli 
Iiy  seven  3  in.  pipes  whicli  are  placed 
vertically  in  the  bridge  wall.  There  are 
two  fire-doors,  placed  32' j  ins.  between 
centers;  and  a  Street  meclianical  stoker 
is  applied. 

The  barrel  of  this  lioiler  measures  94 
ins.  in  diameter  at  tlie  frf)nt  end  ami  102' s 
ins.  at  the  dome  ring.     The  center  bne  is 


and  superheated  steam  sections.  The 
front  end  contains  a  single  exhaust  noz- 
zle, with  ring  blower.  The  size  of  the 
nozzle  can  be  varied  by  a  simple  adjust- 
ing device  placed  outside  the  smokebo.x. 
The  stack  is  22  ins.  in  diameter,  and  it 
has  an  internal  section  which  extends 
down  to  the  center  line  of  the  boiler. 

The  superheated  steam  is  conveyed  to 
the  high-pressure  cylinders  through  out- 
side pipes,  and  the  high-pressure  dis- 
tribution is  controlled  by  16-in.  piston 
valves,  arranged  for  inside  admission. 
-Similar  valves  are  applied  to  the  low 
pressure  cylinders.  These  valves  are  all 
driven  by  Baker  gear,  and  the  three  sets 
of  motions  are  cimtrolled  simultaneously 
liy   the    Ragonnet   power   re\erse    mechan- 


Works,    Jki.lde 


derson.  cnnsuliiiig  engineer  of  Tlu' 
Baldwin  Locomotive  Works.  The  v, lieel 
arrangement  is  2-S-S-8  2.  the  third  emup 
of  driving-wheels  and  the  rear  truck  be- 
in.g  placed  under  tlie  tender  section.  The 
cylinders  are  all  of  the  same  si/e.  two 
acting  as  high  pressure  and  four  as  low 
pressure.  'Ihe  two  higli  pressure  cyl- 
inders drive  the  middle  group  of  wlicels. 
The  right-hand  high-pressure  cylinder  ex- 
hausts into  Ihe  twn  front  cylinders,  and 
the  left-hand  high  pressure  cylinder  ex- 
hausts into  the  two  rear  cylinders.  Tliis 
arrangement  is  therefore  eipiivalent  to  a 
compound  engine  having  a  ratio  of  cyl- 
inder  volumes  of  one  to  two. 


placed  10  ft.  7  ins.  above  the  rail.  Tile 
circunifereiitial  seams  arc  tri|)le  riviied, 
while  tbi'  liiUgitudinal  si.-uns  li.ave  sex- 
luide  riveted  butt  joints,  whicli  are 
uebled  at  tlie  ends,  and  Iiave  an  elliciency 
r(|nal  to  'K)  per  cent,  of  the  solid  plate, 
i  lie  dome  is  of  pressed  steel.  .V  ills,  in 
diameter  and  13  ins.  higli.  it  contains  a 
CliambiTs'  throttle,  whicli  is  c<jnnected 
with  the  superheater  header,  in  the  usual 
maniu-r.  by  an  internal  <lry  i>iiH-.  The 
superheater  is  composed  of  Si  elements, 
and  is  tlie  largest  ever  applied  to  a  loco- 
motive; the  superheating  surface  being 
1..S84  stpiare  feet.  The  header  is  divided, 
separate  casings  being  used   for   saturated 


ism.  .\11  six  cylinders  are  cast  from  the 
s.inie  ii.ittcrn,  ,nid  tlu'  valve  motion  and 
driving  gear  details  used  with  the  three 
groups  of  wheels  are  as  far  as  possible  in- 
terchangeable. .\  large  number  of  these 
details  also  interchanue  witli  those  of  the 
lua\y  .Mikado  tyiie  locomotives  in  service 
on   this   road. 

.Among  the  details  of  the  driving  gear 
may  be  mentioned  the  iiistons,  all  six  of 
which  are  alike.  The  piston  heads  are 
steel  forgings,  of  dished  shape;  and  each 
is  surrounded  by  a  cast  iron  bull  ring. 
The  bull  ring  carries  three  packing  rings, 
and  is  secured  to  the  piston  head  by  a 
retaining  ring  which  is  electrically  welded 
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into  place.  The  cylinders  and  steam 
chests  arc  bushed ;  and  these  bushings,  as 
well  as  the  piston  and  valve  packing  rings, 
are  of  Ilunt-Spiller  metal. 

The  pipes  connecting  the  high  and  low- 
pressure  cylinders,  are  constructed  like 
the  lle.xiblc  pipes  in  a  Mallet  locomotive. 
The  high  pressure  cylinder  saddle  has 
cored  in  it  two  passages,  one  of  which 
conveys  the  exhaust  from  the  right-hand 
cylinder  to  the  front  receiver  pipe,  while 
the  other  conveys  the  exhaust  from  the 
left  hand  cylinder  to  the  back  receiver 
pipe.  The  front  cylinders  exhaust  up  the 
stack  in  the  usual  manner,  wdiilc  the  ex- 
haust from  the  rear  cylinders  is  dis- 
charged up  a  pipe  placed  at  the  back  end 
of  the  tank.  Between  the  rear  cylinders 
and  the  e.xhaust  pipe  is  placed  a  feed- 
water  heater,  through  which  the  e.xhaust 
steam  passes.  The  heater  consists  of  a 
long  drum,  traversed  by  small  tubes.  The 
drum  has  connection  with  the  tank 
through  a  suitable  valve,  and  the  exhaust 
steam  passes  through  the  tubes.  The  hot 
feed  from  the  drum  is  forced  into  the 
boiler  by  two  pumps,  which  are  driven 
from  the  crossheads  of  the  high  pressure 
engine.  Two  injectors  are  also  used,  and 
they  draw  cold  feed-water  from  the  front 
end  of  the  tank.  The  pump  and  injector 
checks  are  placed  on  the  top  center  line 
of  the  boiler  near  the   front   end. 

The  tender  section,  as  far  as  frames, 
wheels,  equalization  and  driving  gear  are 
concerned,  is  arranged  like  a  steam  loco- 
motive. The  tank  is  supported  on  the 
frames  by  six  bearers,  which  serve  as 
transverse  frame  braces  also.  Three  of 
these  bearers  are  placed  between  ad- 
jacent pairs  of  driving-wheels;  one  is 
placed  just  back  of  the  rear  driving- 
wheels,  one  above  the  rear  truck, 
and  one  under  the  back  end  of  the 
tank.  The  width  of  the  tank  is  10  ft.  8 
ins.,  and  it  is  placed  sufficiently  hi.ah  to 
clear  the  valve  motion. 

The  articulated  connection  between  the 
middle  and  rear  frames  is  placed  under 
the  cab.  and  between  the  rear  cylinders. 
The  radius  bar  on  the  middle  frames 
makes  a  ball-jointed  connection  with  the 
hinge-pin.  \  similar  connection  is  pro- 
vided betw-cen  the  middle  and  front 
frames,  and  in  this  case  the  radius-bar  is 
pinned  to  the  front  frames  in  such  a  way 
as  to  allow   vertical  flexibility. 

The  frames  are  vanadium  steel  cast- 
in.gs.  6  ins.  in  width.  Each  is  made  in 
one  piece  with  a  single  section  to  which 
the  cylinders  and  saddle  are  keyed  and 
bolted.  The  front  group  of  wheels  is 
arranged  with  a  continuous  equalization 
system,  the  leading  truck  being  center 
bearing  and  equalized  with  the  driving 
wheels  as  in  a  Consolidation  engine.  The 
second  group  of  w-heels  has  a  continuous 
equalization  system  on  each  side  of  the 
locomotive.  In  the  rear  group,  the  equal- 
ization is  broken  between  the  second  and 
third  pairs  of  driving-wheels.     The   rear 


truck,  which  is  of  the  side  bearing  type 
with  outside  journals,  is  equalized  with 
the  two  rear  pairs  of  driving-wheels. 

The  arrangement  of  starting  valve 
usually  applied  by  the  builders  to  Mallet 
locomotives,  is  used  on  this  engine ;  ex- 
cept that  in  the  present  case,  live  steam 
is  admitted  to  four  low  pressure  cylinders 
instead  of  two.  The  admission  of  steam 
is  controlled  by  a  manually  operated  valve 
in  the  cab. 

This  locomotive  marks  an  interesting 
step  in  the  development  of  heavy  power 
for  freight  service.  The  cfliciency  of  a 
locomotive  for  slow,  heavy  work,  is 
measured  largely  by  the  proportion  of  the 
total  weight  that  is  available  for  adhesion; 
and  in  this  respect  the  present  locomotive 
excels,  as  about  90  per  cent,  of  the  total 
weight  is  carried  on  the  driving-wheels, 
as  against  approximately  65  per  cent,  in 
a  Mallet  locomotive  of  the  2-8-8-2  type, 
including,  in  the  latter  case,  the  weight  of 
the  separate  tender. 

The  following  are  the  general  dimen- 
sions of  this  locomotive: 

Gauge,  4  ft.  8'/>  ins. 

Cylinders — High-pressure,  two,  36  ins. 
x  32  ins.;  low-pressure,  four.  36  ins.  x 
32   ins.;   valves,   pislim.    \<>   ins.   diameter. 

Boiler — Type,  conical ;  diameter,  94  ins. ; 
tliickness  of  sheets,  15/16  in.  and  1  in.; 
working  pressure,  210  pounds ;  fuel,  coal ; 
staying,  radial. 

Firebox* — Material,  steel ;  length,  162 
ins. ;  width,  108  ins. ;  depth,  front,  87'A 
ins.;  depth,  back.  68  ins.;  thickness  of 
sheets,  sides,  j-s  in. ;  back,  -'s  in. ;  crown, 
^  in. ;  tube,  i^  in. 

Water  Space — I'ront,  6  ins. ;  sides.  5 
ins. ;  back,  5  ins. 

Tubes — Material,  steel ;  diameter,  5'/2 
ins.  and  2'/^  ins. ;  thickness.  5'A  ins..  No. 
9  W.  G.;  2'4  ins.,  No.  11  W.  G. ;  number, 
Sy.  ins.,  53;  2'4  ins.,  326;  length,  24  ft. 

Heating  Surface — Firebox,  272  sq.  ft.; 
combustion  chamber,  108  sq.  ft. ;  tubes, 
6,418  sq.  ft.;  firebrick  tubes,  88  sq.  ft.; 
total,  6.886  sq.  ft. ;  grate  area,  90  sq.  ft. 

Driving  Wheels — Diameter,  outside.  63 
ins.;  center,  56  ins.;  journals,  11  ins.  x 
13   1/16  ins. 

Truck  WheeLs— Diameter,  front.  33'-i 
ins.;  journals,  6  ins.  x  12  ins.;  diameter, 
back,  42  ins.;  journals.  9  ins.  x  14  ins. 

Wheel  Rase— Rigid,  each  group.  16  ft. 
6  ins.;   driving,  71   ft.  6  ins.;  total,  90  ft. 

Tank— Water  capacity,  10.000  ,gals. ;  coal 
capacity,  16  tons. 

Weight  Estimated— On  all  driving 
wheels.  743.000  lbs.;  on  truck,  front. 
30,000  lbs. ;  back.  57.000  lbs. ;  total.  830.000 
lbs. 

Service,  heavy  pushin.g.  Tender  sec- 
lion  driven  by  steam. 

Locomotive  equiiipc'  ""''  Schmidt 
superheater.  Superheating  surface,  L584 
sq.  ft.     Tractive  force.  160.000  lbs. 


Recorder  Annunciator. 

Safety  of  railroad  travel  is  enhanced 
by  a  recorder  annunciator  invented 
and  patented  recently  by  Charles  Edmonds, 
a  mechanic  in  the  shops  of  the  Balti- 
more &  Ohio  Railroad,  at  Baltimore. 
The  new  appliance  consists  of  a  signal 
system  attached  to  the  speed  recorder 
and  located  in  the  cab  of  the  locomo- 
tive tf)  notify  the  engineer  that  the 
speed  limit  of  safety  prescril)ed  by  the 
rules  has  been  reached.  The  signals 
arc  indicated  by  a  gong  which  rings  in 
the  daytime,  supplemented  by  a  light 
which  Hashes  before  the  engineer  by 
night.  Both  signals  work  automatic- 
ally and  continue  while  the  train  is 
running  one  mile  and  a  half. 

The  device  has  been  tested  on  sev- 
eral locomotives  in  regular  service  and 
has  been  reported  upon  favorably.  The 
Baltimore  &  Ohio  is  considering  in- 
stalling the  annunciator  on  its  locomo- 
tives in  through  train  service,  which, 
with  many  of  the  engines  used  on  local 
runs,  are  equipped  with  speed  record- 
ers which  indicate  the  rate  of  speed 
and  make  a  record  for  each  mile  the 
train  travels.  In  adopting  this  meth- 
od of  train  operation,  the  speed  limits 
were  fixed  by  the  officials,  and  by  in- 
forming the  engineers  it  has  been  pos- 
sible to  operate  the  trains  with  the 
.greatest  degree  of  public  safety  and 
comfort. 


Safety  on  the  Grand  Trunk. 
That  the  safety  conunittees  of  the 
Grand  Trunk  Railway  are  <loing  most 
efifeclive  work  in  the  prevention  of  per- 
sonal injuries  is  clearly  shown  by  a  state- 
ment just  issued  by  Mr.  Geo.  Bradshaw, 
safety  engineer  of  that  system.  From 
September.  1913.  to  February,  1914,  in- 
clusive, there  was  a  decrease  of  forty-six 
per  cent,  in  the  number  of  employees 
killed  and  a  decrease  of  sixteen  per  cent, 
in  the  number  injured  including  all  classes 
of  injury  serious  or  trivial,  as  compared 
with  the  corresponding  months  of  1912 
and  1913.  The  safety  movement  was  put 
into  effect  on  the  Grand  Trunk  in  .\ugust, 
1913. 


Vlaines      furnace 
I.cngth   of  grate,   I  iO 


Erie  to  the  Front. 

.\ccording  to  the  January  re|iort.  issued 
by  the  Public  Service  Connnission,  the 
Erie  Railroad  maintained  its  record  of 
having  more  trains  on  time  than  any 
fither  railroad  entering  Rochester.  The 
percentages  of  trains  on  time  for  the  five 
roads  entering  the  city  is  announced  as 
follows :  Eric,  83  per  cent. ;  Lehigh  Val- 
ley, 81  per  cent. :  New  ^■ork  Central,  80 
per  cent. ;  Pennsylvania.  78  per  cent. ; 
Buffalo,  Rochester  &  Pittsburgh.  77  per 
cent.  .\  very  considerable  niunber  of  the 
leading  railways  in  the  United  States 
ami  Canada  approach  these  excellent 
records. 
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Machinists'  Wages  in  the  North. 

Editor  : 

We   liavc   been   much   imcrcsted   in  the 
discussion    going    on    in    the    pages    of 
Railway    anu    Locomutivk    Engineering 
in    regard    to    the    rates    of    machinists' 
wages,  and  while  some  of  the  letters  seem 
to   point   to   New    England   as   being   the 
lowest  on  the  map,  the  most  '>i  the  writ- 
ers seem  to  lake  care  not  to  mention  the 
exact  name  of  the  particular  sh..p  wliere 
they  are  located.     This  is  not  to  be  won- 
dered at.  because  one  does  not  naturally 
desire  to   belittle   his  own   locality.     V..u 
will  permit  me  to  state  that  as  far  as  the 
rate  of  wages  paid  to  the  New  \><rk.  Xew 
Haven    and    Hartford    Railroad    is    con- 
cerned, the  wages  will  compare  favorably 
with   those  prevalent   in   the   Eastern  and 
even  in  the  Southern  states.     The  stand- 
ard minimum  rate  at  present  is  34!  S  cents 
per  hour,  graduating  to  39  cents  per  hour, 
according     to     scni.u-ity     and     particular 
class    of    work    '>n    which    the    machinist 
may  be  enga.ued. 

It  is  well  known,  however,  that  in   Xcu 
York  City  and  vicinity  the  rates  are  o.en 
lower  than  that  claimed  liy  Mr.  Richard- 
son.    Thi>   is  the   more   remarkable   as  u 
is  generall\    iiiidersiood   that    the  cost   of 
living     .and'     other     cxiH-iises     are     liigher 
there    than    in    what    may    be    called    the 
rural    districts,     where    rents    and     some 
other  expenses  are  not  so  high.     Probably 
the  low  rates  may  be  owing,  as   .\Ir.  Ke.ir- 
don    stated,    to    the     fact    that    there     is 
a  large  influx   "f  mechanics  there,  if  one 
might    call    them    mechanics,    wdio    have 
never   served   any   regular   apprenticeship. 
and  who,  perhaps,  may  l)e  able  to  ke>   up 
an  ashpan  or  adjust  a  set  of  grates  under 
the     supervision    of    a     skilled     niechanic. 
'I'hose    men.   of   Course,    are   of    tlie   unor- 
giinized   tyiie.  and  are   skid   M   take   any- 
thing   that    tliey    can    get,    and    the    rate- 
paid   to  tluin   should   not  be   looked   uiioii 
as  a  fair  estimate  of  machinists'  wages. 

Xpart  from  this  fact,  however,  the  sta- 
tistics collected  from  the  entire  couinr> 
show  that  the  average  rate  of  railroad 
machinist's  wages  run  from  $2.98  to  $3.1-4 
per  day.  while  that  of  engine  men  run 
fr,„n  S4.44  to  $4.79  per  <lay.  The  en- 
gineers deserve  all  they  tiet.  but  it  will 
surely  be  conceded  bv  aii'.  unprejudiced 
indue  thai  the  constructor  or  repairer  of 
locomotives  shnnld  be  paid  nearly  as  "ell 
as  those  who  run  the  engine,  the  varia- 
tion in  favor  of  the  engineers  being  that 
they  are  alni.ist  always  compelled  to 
spend  a  consi<lerable  portion  of  their  time 
at  some  place  or  places  remote  from  their 
iKimcs. 


In  conclusion,  therefore,  while  adnnl- 
ting  that  the  rates  of  machinists'  wages 
111  tlie  South  may  be  exactly  as  stated, 
there  must  be  a  very  large  number  of 
machinists  employed  elsewhere  whose 
rates  of  wages  are  much  less  in  order 
that  the  average  rates  remain  as  low  as 
are  furnished  by  the  government's  statis- 
tics, and  let  us  hope  that  when  an  era 
I  if  general  prosperity  shall  again  set  m 
som°etliing  of  a  substantial  advance  will 
be   made   all   along  the   line. 

J.  R.   Adams, 

I'loridcm;-.  R.  I. 


New   Instruction  School. 

liuiTOR : 

It  may  be  of  interest  to  learn  that  we 
have  prepared  an  instruction  school  at 
Stamford,  Conn.,  for  the  purpose  oi  in- 
structing engineers  and  tiremen  and  any 
other  employees  on  general  instructions 
as  to  the  operation  of  electric  engines. 
There  will  also  be  instructions  in  the  air 
1u-ake,  books  of  rules  of  the  operating 
(U-partment  and  manual  block,  and  auto- 
matic block  signals.  The  instructions  on 
tlectric  engines  will  be  coiulucted  by  Mr, 
I,  C,  Welch,  our  electric  road  foreinan 
Air  brakes  will  be  explained  by  Mr.  C.  U. 
|,,y.  our  general  air  brake  instructor 
'l  he  bo.ik  of  rules  and  signals  will  be 
dealt  with  by  a  r.'presentative  from  the 
divisi<.ii    superintendent's    oltice. 

There  will  also  be  classes  in  relation  to 
the  steam  locomotive,  which  will  be  held 
on  Wednesdays,  Thursdays  and  Fridays 
of  each  week.  The  indications  arc  that 
iiue  of  the  most  complete  railway  schools 
,11  America  will  be  in  full  operation  here 
in  a  short  time,  and  the  keen  interest 
shown  bv  the  railway  men  in  the  matter  is 
a  sure  guarantee  that  the  educational 
facilities  will  be  fully  taken  advantage  of. 
n  I^  CooKK.  General  Foreman, 
X,  v..  X.  n.  >t  H.  R    R 

Sliiiiil.'rd.  Conn 


Excessive  Lead. 

JMilToK  ■ 

Railway  men.  especially  m  the  me- 
,  hauical  department,  look  to  Railway  and 
l.oroMcirivK  Engineering  for  the  iimiier 
information  as  to  how  to  operate  the 
m.idern  locomotive  in  the  most  effieieiu 
and  economical  manner,  and  as  an  exam 
pie  ihe  valuable  information  which  has 
recently  lieen  given  in  reports  of  commit- 
tees and  other  sources,  and  particularly 
the  discussion  last  year,  which  was  ably 
participated  in  by  several  correspondents, 
proved  conclusively  that  better  results  arc 
obtained  in  running  a  high-powere.l  l.x-o- 


niotive  by  using  a  Imiger  cut-oflt  and  a 
Hghter  throttle  than  by  a  short  cut-ofT  and 
a   lull  open  throttle, 

Coining;  to  the  matter  of  lead,  or  the 
amount  of  opening  of  the  steam  port  at  the 
end  of  the  piston  stroke,  there  is,  I  think, 
much  waste  of  power  in  excessive  lead. 
In  the  March  issue  of  your  magazine 
there  is  a  description  of  a  Pacific  type  of 
locomotive  having  cylinders  IS'A  inches 
1,y  2S  inches:  and  piston  valves  14  inches, 
uith  3,,'lo  inch  lead.  Cutting  off  at  6 
inches,  if  my  calculations  are  correct,  the 
sieam  port  will  begin  to  open  as  the  piston 
IS  about  5  inches  from  the  center  of  the 
ports,  and  cutting  ofT  at  6  inches,  makhig 
a  total  of  11  inches,  thereby  admitting 
almost  as  much  steam,  which  cannqt  do 
other  than  retard  the  motion,  as  there  i- 
admitted  after  the  piston  has  passed  the 
dead  center;  that  is,  the  port  will  begin  to 
open  at  nearly  5  inches  before  the  end  ot 
the  stroke,  and  close  at  6  inches  after  the 
stroke   has   begun. 

If  this  is  so.  or  nearly  so,  is  there  any 
wonder  an  engineer  is  in   doubt  whether  he 
;,    backing    up    or   going   ahead    when    he 
tries  to  be  economical  in  the  use  of  fuel? 
The    valves.    I    think,    should    be    set   line 
and  line,  that  it  with  no  lead  or  opening 
uheii    the    piston    is    at    the    end    of    the 
.troke,  and  inside  lap,  Vs  inch.     We  will 
ihcn  have  increased  each  leg  of  the  valve 
'.;  inch,  and  at  8  inches  cut  off  there  will 
lie  at  least  one  quarter  more  steam  in  the 
oliiirlers  to  do  work  with,  and  have  used 
oue-tbinl  less  steam  out  of  the  boiler,  and 
base  about  two  inches  longer  piston  travel 
for  exiiaiisiou  of  steam,  which  will  reduce 
p  essure  and  give  li.ghter  exhaust.     Com- 
pression will  begin  earlier,  which  will  be 
onlv  sufficient  to  st.>l'  or  cushion  recipro- 
cating parts  at   end  of  stroke.     Some  of 
the    reasons   why    I    make   this   assertion. 
Ivlain   pins    running   hot,   excessive   strain 
passing  center,  main  driving  box  brasses 
badly  worn  at  sides  before  crown  is  worn 
out.'anv  number  of  driving  axles  broken 
on  engines  using  excessive  lead  to  valves, 
and  manv  of  the  railroads  can  show  you 
an    expensive   coal    record,   all   due   to   the 
same  trouble. 

William  H.  W.  Roberts. 
Cinci>ii,ati.  Hamilton   &  Dayion   Ry.. 
Cincinnali.  Ohio. 


Disc  Valve  Jig  and  Renewing  Locomo- 
tive   Air   Pump   Strainer. 

P,v  T,  A,  Tf.sson.  Lofisviii.r  i1-  Nashville 

Railroad. 

Cutil  recently,  injector  valve  discs  have 

been  worked  over  in  the  lathe.    The  tool 

shown  in  the  drawing  was  developed  for 
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doing  the  work  by  hand ;  its  advantages 
are  obvious. 

Fig.  1  shows  a  valve  disc  B  screwed 
into  a  mandrel  C.  Mandrel  C  is  screwed 
into  jig  body  D.  Reamer  A  is  a.  neat  fit 
in  the  bore  of  body  D  and  is  fed  by  nut 
E,  acting  against  a  ball  thrust  bearing  F 
for  reducing  friction  and  to  prevent  the 
feed  nut  feeding  automatically. 

The  peep-hole  G  is  of  ample  size  for 
observing  the  operation.  This  jig  can  be 
used  for  most  any  type  of  valve  disc,  it 
only  being  necessary  to  make  a  mandrel 
to  suit. 


sprung  (ivcr  the  plate  and  body  and 
tightened  in  place  with  a  suitable  clamp, 
and  then  the  ends  are  securely  soldered 
together. 


:5:d€ 


Tightening  a  Loose  Crank  Pin. 

By  R.  S.  Booth,  Hickory,  N.  C. 
Several  weeks  ago  a  small  railroad 
that  has  practically  no  repair  facilities 
sent  us  one  of  their  locomotives  with  a 
loose  main  crank  pin  to  be  repaired. 
They  had  to  bring  the  engine  95  miles 
tn   our   'ilinp,   aiu!   before   the  engine   had 


—  D 


€D 


Fig.3 


ng.2. 

DET.MLS  OF  JNJECTOR  DISC  VALVE  JIG. 


By  working  these  reamers  in  connec- 
tion with  a  valve  seat  (male)  reamer 
little  or  no  grinding  is  necessary. 

The  strainers  used  on  locomotive  air. 
pumps  very  frequently  find  their  way 
prematurely  to  the  scrap  heap  on  account 
of  the  fact  that  there  is  no  efficient 
method  of  renewing  the  plate.  Renewing 
the  strainer  costs  about  thirty-seven  cents. 
The  accompanying  drawing  and  photo- 
graphs show  a  method  of  repairing  the 
strainer  and  making  it  as  good  as  new 
at  a  cost  of  about  si.x  cents. 

It  may  be  noted  that  when  the  per- 
forated plate  of  the  locomotive  air  pump 
strainer  needs  renewing,  the  construction 
of  the  strainer  is  such  that  it  does  not 
permit  of  its  being  replaced  as  it  originally 
was.  The  method  that  I  have  success- 
fully applied  is  to  cut  off  the  bead  that 
was  originally  spun  over  the  edges  of 
the  plate.  Then  have  a  tin  band  that  is 
rolled  out  with  its  edges  turned,  as 
shown  in  the  drawing,  the  ends  of  the 
band  are  left  long  enough  to  over-lap 
each  other  enough  so  that  they  may  be 
readily  soldered  together.    The  tin  band  is 


arrived  the  officials  of  the  road  were  wir- 
ing to  our  master  mechanic  to  return  the 
engine  at  the  earliest  possible  moment. 
After  making  an  inspection  of  the  crank 
pin  it  was  found  to  have  worked  out 
about  134  ins.,  but  was  not  damaged  in 
any  way,  so  it  was  decided  not  to  re- 
move it,  but  to  save  it,  and  thus  save  at 
least  two-thirds  of  the  necessary  labor. 

Five  1  in.  holes  were  drilled  in  the 
wheel  fit  from  the  inside,  with  outside 
of  holes  %  in.,  from  outside  of  pin  fit 
and  taper  pins  6  ins.  long,  and  1/16  in. 
larger  than  the  hole  with  3/32  in.  taper, 
were  turned  for  them,  and  driven  in  with 
a  heavy  ram  from  the  opposite  side  of 
the  engine,  thus  e-xpanding  the  wheel  fit, 
and  making  it  secure  to  wheel  center. 
After  this  holes  were  drilled  on  a  circle 
in  end  of  pin,  leaving  'A  in.  outside  of 
holes.  The  bridges  were  chipped  out 
with  an  air  hammer,  which  left  a  good 
projection  to  be  rii.ei(.(l  in  countersink 
of  wheel  center,  which  was  deepened  be- 
for  driving  the  pin   back  to  place. 

The  only  tearing  down  that  was  neces- 
sary to  do  this   work  was   the  removing 


l-..\Nli    I-OR    .MR   PUMP   STR.MXER. 


ol  two  menlric  straps  and  one  pedestal 
hrace.  and  the  engine  started  away 
uilliin  a   few  hours  of  its  arrival. 


Properties   of   Superheated   Steam. 

I'.N     RiiUKRT    W     ko(.tRs,    .Vpprentice    In- 

strncior  Erie  R.  R.,  Port  Jervis,  N.  Y. 

I  hrough  superheating  steam  it  is  made 
into  a  perfect  gas,  which  under  constant 
pressure  is  of  greater  volume  than  satu- 
rated  steam. 

The  increase  in  volume  is  nearly  pro- 
portional to  the  absolute  temperature 
460    degs.    F. 

Highly  superheated  steam  behaves  like 
a  gas,  and  can  work  by  expansion  with- 
out  condensation. 

The  greater  volume  of  superheated 
steam  makes  it  possible  to  use  less  weight 
of  it  to  fill  a  like  volume  as  compared 
with  saturated  steam. 

The  total  heat  per  cu.  ft.  is  less  than 
that  of  saturated  steam  per  cu.  ft.  at 
same  pressure  in  spite  of  the  fact  that 
the  specific  heat   increases. 

The  higher  the  superheat  the  greater 
is  the  advantage  to  be  gained,  570  degs. 
F.  practical  limit  of  temperature  at  valve 
chest. 

Steam  of  low  or  high  pressure  can  be 
superheated   to   same  temperature. 

It  is  practically  possible  to  use  a  much 
lower  pressure  to  advantage  with  super- 
heated steam  than  is  to  be  attained  by 
saturated  steam,  and  in  fact  it  is  hard  to 
realize    a    like    advantage. 

Superheated  steam  is  practically  a  non- 
conductor of  heat  acting  as  an  insulator. 

Superheated    steam    at    13   atmospheres 


TIN  PAKD  IN  r; 

STRAlNtK. 

or  184.6  lbs.  absolute  and  200  degs.  F. 
superheat,  there  is  an  increase  in  volume 
23.6   per   cent.,   but   this   does   not   rieces- 
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sarily  call  an  increased  boiler  capacity 
to  that  amount.  'I'lie  actual  case  in  prac- 
tice is  that  a  cooling  effect  of  the  cyl- 
inders decreases  this  volume,  .\nother 
point  the  expansion  of  superheated  steam 
is  more  rapid  than  that  of  saturated 
steam;  therefore,  a  longer  cut  oflf  should 
be  used  than  lliat  used  for  saturated 
steam  locomotives  for  the  same  power 
when  the  cylinders  arc  of  like  dimen- 
sions (increased  size  of  cylinders  is  bet- 
ter   practice). 

Even  considering  that  less  steaming 
Ci'.pacity  is  made  by  applying  the  super- 
heater, this  is  made  up  by  the  saving  in 
steam  throngli  the  increased  volume  at 
time  for  admittance  of  steam  to  the  cyl- 
inder, and  in  practice  from  15  In  30  per 
cent,  saving  made  in  the  use  of  steam 
owing  to  the  elimination  of  considera- 
tion. 

Tests  show  tliat  in  Mallet  Compound 
engines  without  superheater  the  conden- 
sation is  20  per  cent.,  while  in  simple 
saturated  engines  using  short  cul-ofi'  cyl- 
inder condensation  runs  up  to  3.t  per 
cent,  of  the  volume  of  tlie  sleam.  This 
means  that  for  every  100  lbs.  of  steam 
delivered  to  cylinder  only  65  lbs.  are 
a\ailal)le  for  producing  wurk.  The  su- 
perheater saves  that  or  35  per  cent,  in 
water  and  25  per  com,  in  (lie  amount 
of    coal. 

h'orcing  a  su|)erlieater  iticreasis  the  et- 
lieiency. 

Neither  steam  nor  coal  consumption 
is  materially  affected  by  considerabli' 
changes  in  Ixjiler  pressure,  a  fact  uliiili 
justifies  the  use  of  comparatively  low 
i;ressures  in  connection  with   superheater 

SIZE    OK    SfI'KRIIF.-\TKR    KKijUIRKn. 

Taking  steam  at  170  lbs.  gage  as  gen- 
erally recommended  to  use.  and  200  degs. 
superheat  and  0.93  dry  or  having  a  qual- 
ity of  93  per  cent.  Steam  at  185  lbs.  ab- 
solute has  1196.3  H.T.l'.  total  heat,  348.1 
llT.U.  heat  in  water.  848.2  I5.T.U.  latent 
heat. 

H.T.I'.  li.T.U. 
Thus    the    heat    required    for 
boiler    heating    surface    per 
lb,  of  steam  will  be  0.93  .\ 

ll'«^>3    or 1111.0 

And  0.07  lb.  water  at  satura- 
tion temp.  007  .\  348,1  or.     24.4 

1135.4 

IIK.STKKI.MIRED  lOK  .- ri'KKllK.MKR. 

lAaporation  of  0.07  of  water 
•  It  .^75,1  degs.  E.,  007  .\ 
8-t8.2   or    .59.5 

'Jr)  sujierlieat  1  lb.  dry  -te.cnt 
200    degs.    !■.,    0.54l'    X    200 

'bgs.    or    110 

109.5 


On  considering  that  an  up  to  date  lo- 
comotive boiler  generates  40  per  cent, 
of  its  heat  in  fire-box  and  60  per  cent, 
in  tubes;  therefore,  it  is  clear  that  super- 
heater will  take  up;  13  per  cent,  of  60 
or  22  per  cent,  of  flue  heating  surface. 
i.\CRi;,\s 


II.\ULINC    C.\P.\CITV. 


Ill  actual  practice  econoniit 
con^uniptii.iU  lor  same  class  ( 
tive    usin.L;    the    above   pressure 


in    coal 


'I  oi.ll    beat    reipiired    per    lb.    of 
-upcrbealed      steam      at      575 

'legs.    1- 1304.9 

The    siq)erheater    require-    169.5    R.T.L'. 
or    13   per   icnt.   of   this. 


cent,  of  indicated  horse  power  is  all  that 
is  generallv  available  for  draw-bar  pull 
22  X  100 

=   36.6  per   cent,    gain    in    gen- 

60 
eral   et'ficienev   at   draw-bar. 


DKT.ML.S    Ol'    CUMlil.NATION    FI.UK 

EXI'.V.XDKR,  PUO.S.SER  AND 

UKADING   TOOI.. 


.BLINDER    C0NDENS.\TI0N. 


Tit: 


and  willioiit  Miperhe.it  .i  total  ,i;ain  of 
18  per  cent,  in  fuel  and  water  consump- 
tion h.is  been  made— that  is  for  like 
sizes  of  engines— we  w.>iild  uel  1(K)  X 
100  —  82 

-22  per  cent,  greater  h;uil,  pr 

82 
taking     into     consiileratioii     that     oO     per 


aving  that  is  effected  by  prevent- 
ing cylinder  condensation  by  use  of  su- 
perheated steam  varies  from  12  to  35 
lar  cent.,  according  to  point  of  cut-ofT ; 
the  shorter  the  cut-ofif  tlie  greater  the 
saving. 

1-NCRE.\SE    OI-     SIZE    OF    CYLINDER. 

1  be  cylinders  should  be  increased  from 
16  to   15   per  cent,   in   size,   depending  on 
ile.yree    of    superheat, 
iicncnil  Remarks  on  Design   and   Opera- 
tion: 

1 — The  temperature  should  increase 
with  demand  of  engine. 

2 — The  superheater  elements  be  thick 
ualkd    tubes,   but   sub-divided. 

3— To  completely  use  the  steam  cur- 
rent tliey  shr)uld  be  compelled  to  repass 
through    the    tubes. 

4 — I'lie  draft  should  be  able  to  be 
re.Ljiilated   at   will. 

5— rile  ma.\imum  tractive  effort  should 
ixist  at  45  per  cent,  cut-off;  and  cut-off 
should  not  be  decreased  below  20  per 
cent. ;  below  this  limit  the  power  should 
lie   Controlled   by   throttling   steam   supply. 

6 — 'ID  insure  an  elimination  of  con- 
densation steam  chest  temperature  should 
Ic  575  ilegs.  E.,  as  proved  in  practice  by 
re|ieated   test. 


Combination    Flue    Expander,    Prosser 
and    Beading    Tool. 

llv    E,    v..    .Stii.i.well,    General    Foreman 
I'.oilermaker,    Eerrocarril    Mexicano, 

t.)rizaba,  Mexico. 
The  accompanying  drawing  shows  the 
details  of  a  tool  which  I  have  just  per- 
fected, and  the  invention  provides  in  one 
single  tool  the  means  for  quickly  and 
efficiently  making  boiler  flues  ready  for 
service.  The  work  accomplished  by  this 
tool  is  now  being  done  by  the  use  of 
three  different  tools  of  various  makes, 
includin.g  line  expanders,  flue  prossers, 
and  flue  beading  tools.  The  tool  may  be 
operated  by  a  small  air  hammer  or  electric 
hammer.  It  is  simple  of  operation  ;ind 
can  be  readily  operated  by  any  boiler 
maker,  or  apprentice  of  short  experience 
ill  a  boiler  shop.  The  size  shown  in  the 
drawing  attached  is  the  size  to  lie  used 
for  lines  2'. J  ins.  in  diameter,  but  it  can 
be  made  in  any  size  desired  up  to  flues 
that   may  be  6  ins.  in  diameter. 

big,  Xo.  1  is  a  view  of  the  frame.  No.  2 
the  piston,  No.  3  a  longitudinal  sectional 
view  of  the  tool,  and  No.  4  the  combining 
bolt  and  cotter  key. 

It  is  hardly  necessary  to  explain  that 
in  optratiou  wluii  the  device  is  placed  in 
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the  boiler  tube  thai  by  striking  tlic 
reduced  cylindrical  end  of  the  plunger 
with  a  hammer  of  any  suitable  type  the 
cam  surfaces  which  rest  against  the  end 
of  the  plunger  will  be  forcd  outwardly, 
which  will  cause  the  expanding  elements 
to  engage  the  inner  wall  of  the  boiler 
Hue  and  force  the  same  outwardly.  At 
the  same  instant  the  beading  elements 
will  engage  the  outer  end  of  the  boiler 
flue  and  flange  the  same  outwardly,  thus 
lirmly  securing  the  tube  in  the  boiler 
sheet.  The  flat  bottom  wall  of  the  recess 
will  engage  the  inner  wall  of  the  flue  and 
thus  force  the  flue  into  frictional  engage- 
ment with  the  wall  of  the  aperture  in  the 
boiler  sheet  and  form  a  water  tight  joint. 
Changes  may  be  readily  made  in  the 
combination  and  proportion  and  arrange- 
ment of  the  parts  as  may  be  desirable  to 
suit  the  particular  boiler  or  flue  without 
departing  from  the  spirit  and  scope  of 
tlie  invention.  In  actual  tests  the  tool  has 
accomplished  twelve  times  as  mucli  work 
as  l)y  the  ordinary  method  with  a  variety 
of  tools,  and  it  is  particularly  effective  in 
repair  work. 


I'V  22  ins. ;  diameter  of  leading  wheels,  4 
ft.  6^  ins. ;  intermediate  wheels,  4  ft. ; 
driving  wheels,  7  ft.  7  ins. ;  boiler  pres- 
sure, 128  lbs..  Heating  surface:  I'irebox, 
69.86  sq.  ft. ;  tubes,  876  sq.  ft.  Total,  946 
sq.  ft.  Grate  area,  13.12  sq.  ft.  Wheel 
base,  14  ft.  9^.i  ins.  Length  over  buffers. 
25  ft.  5  ins.  Weight  in  working  order,  34 
tons,  3  cwts. 


Elementary   Heat  Problems. 

Bv  Axr.is  Si.\ci.,\ii(. 

The  burning  of  fuel  and  the  boiling  of 
water  into  steam  are  the  fundamental 
processes  by  which  the  dormant  forces  of 
nature  are  converted  into  tlie  power  that 
performs  the  heavy  labor  that  carries  the 
burdens  of  mankind.  I'o  keep  a  fire  hot 
so  tliat  it  will  cause  a  keltic  to  boil  seems 


entific  nature.  Knowledge  and  the  sense 
to  apply  it  make  a  strong  combination  and 
produce  the  man  of  ability.  Science  or 
knowledge  does  not,  however,  always 
bring  wisdom.  There  is  truth  in  Pope's 
lines  on  the  Seven  ■  Sciences  : 
Good    sense,    which    only    is    the    gift    of 

Heaven, 
.\nd   though  no   science,   fairly  worth  the 
seven. 

It  is  much  better  to  have  an  engineer 
or  fireman  with  good  sense  and  no  sci- 
ence, than  one  with  much  science  and  no 
sense.  Hut  the  man  having  both  is  cer- 
tain to  be  of  greatest  value  t"  an  employer 
and  to  himself. 

In  treating  of  combustion  and  steam 
making  1  will  frequently  have  to  refer 
to  the  laws  of  nature.  Everything  in 
nature  is   guided   by  a   mysterious  power 


A   Veteran   French   Locomotive. 
I!v  M.  Genet,  X.\xcy,  Fr.\xce. 

It  is  always  gratifying  to  see  in  your 
pages  some  space  devoted  to  curiosities 
in  locomotives,  early  pioneers,  war  relics, 
curious  models  and  the  like.  On  the 
Eastern  Railway  of  France  we  have  quite 
a  number  of  locomotives  that  would  seem 
strange  to  Americans.  Enclosed  is  a 
piiotograph  of  v.hat  is  known  as  a  Cramp- 
ton  passenger  locomotive.  It  is  of  tlic 
4-2-0  type.  This  kind  of  locomotive  was 
once  quite  common  on  French  railways, 
but  has  given  way  to  modern  types. 
.Apart  from  the  outside  frames  which  it 
may  be  noted  S'.re  of  the  most  substantial 
kind,  the  most  peculiar  feature  is  the 
large  main  driving  wheel  to  which  are 
attached  outside  eccentrics  for  actuating 
the  valve  gear.  While  the  tractive  power 
<'f  these  locomotives  is  not  great  they  are 
capable  of  a  high  degree  of  speed  and 
si:ited  the  light  passenger  traffic.  Whether 
it  is  that  the  light  service  has  not  much 
elTect  on  their  wearing  parts,  it  is  a  fact 
that  in  the  element  of  durability  these 
small  engines  outlast  several  of  the 
modern  high  powered  locomotives. 

The  workmanship  is  of  the  best,  and 
as  is  the  case  with  nearly  all  kinds  of 
machinery  used  in  France,  the  finish  is 
cf  the  finest.  The  F'rench  railway  men 
excel  in  keeping  the  bright  work  bright, 
and  while  this  ol<l  type  of  locomotive 
<lres  not  in  any  degree  represent  the 
fine  class  of  locomotives  used  in  France 
generally,  it  has  the  same  marks  of  ele- 
gant finish  peculiar  to  the  French  loco- 
niotives. 

The  general  dimenisons  of  this  type 
ol    locomotive   are:      Cylinders,    IS'i   ins. 


4-2-0    CRAMPTOX    P.^.'=;SK.\l^ER    LOCOMOTIVE.       E.-\STEUN    KAILW.W 


a  simple  operation,  yet  every  one  who  has 
to  pay  the  bills  for  kitchen  fuel  knows 
that  to  produce  the  same  result  .some  fire- 
men of  this  most  simple  kind  of  furnace 
liurn  more  fuel  than  others.  When  we 
tind  the  fire  grate  or  stove  developed  to 
the  furnace  of  a  large  boiler  or  the  fire- 
box of  a  heavy  locomotive,  the  difference 
of  the  fuel  used  by  a  good  and  a  poor 
fireman  becomes  a  very  serious  matter. 
We  know  of  no  line  where  the  power  of 
knowledge  is  likely  t"  eft'ect  so  much 
saving   for   steam   users   and   of   the    fuel 


which  controls  and  regulates  its  forma- 
tion, growth  or  action.  For  want  of  a 
better  description  this  power  is  called  the 
laws  of  nature.  When  a  seed  is  put  into 
the  ground  it  produces  a  plant  after  its 
kind ;  when  steel  is  poured  into  a  mold 
the  molten  metal  will  cool  into  a  very 
hard  substance ;  when  molten  lead  is 
treated  in  the  same  way  the  product  will 
be  a  soft  casting.  If  a  piece  of  wood  or 
coal  is  raised  to  a  certain  high  temper- 
ature in  the  presence  of  air  it  will  burn. 
If  the  gases  hydrogen  and  oxygen  come 


that  have  been  laid  up  for  the      together  at  a  high  temperature  they  will 


use  of  man  as  in  the  spread  of  informa- 
tion relating  to  the  laws  of  combustion. 
The  burning  of  fuel  being  a  chemical 
operation,  the  subject  cannot  be  properly 
understood  without  some  insight  into  the 
science  of  chemistry  as  it  relates  to  com- 
bustion. To  those  wli.>m  tlie  word  science 
frightens,  it  may  lie  well  to  mention  that 
science  is  merely  accurate  knowledge. 
Those  who  have  iij  inclination  to  follow 
the  best  way  of  'loiiig  things,  generally 
have   contempt    for   everything   of   a   sci- 


join  into  one  gas  and  become  steam.  If 
that  gas  is  reduced  below  the  temperature 
212  dcg.  Fahr.  it  will  become  water.  If 
the  water  in  turn  is  subjected  to  cold 
greater  than  32  deg.  Fahr.  it  will  be- 
come ice.  .-MI  these  changes  come  about 
in  obedience  to  the  laws  controlling  the 
different  substances.  We  know  nothing 
of  how  the  laws  of  nature  were  estab- 
lished and  we  are  ignorant  of  how  the 
power  is  applied  that  enforces  them;  but 
the  human  mind  can  conceive  of  nothing 
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more  absolute  than  their  action.  Ironi 
the  daily  rising  of  the  sun  and  tlie  regu- 
lar movements  of  other  heavenly  orbs,  to 
the  more  familiar  sight  of  how  a  seed 
produces  its  own  leaf  and  how  the  frozen 
rain-drop  forms  a  crystal  of  a  certain 
shape,  all  are  illustrations  of  the  exact- 
ness of  the  immutable  power  that  rules 
the  universe. 

Everybody  is  familiar  with  the  sensa- 
tion of  heat,  but  how  the  sensation  is 
produced  is  not  popularly  understood.  A 
fire  burns  and  it  gives  forth  heat,  the 
sun's  rays  are  warm  to  the  touch,  the 
hand  of  a  vigorous  man  feels  warm,  and 
the  turnings  that  fall  from  a  lathe  tool 
making  a  deep  cut  are  hot  enough  to 
bum  the  fingers.  These  are  all  differ- 
ent manifestations  of  heat.  How  are 
they  produced.' 

The  question  is  as  old  as  scientific 
speculation.  Few  subjects  have  received 
more  attention  from  philosophers.  Up 
to  the  beginning  of  the  present  century 
heat  was  supposed  to  be  of  a  kind  of 
subtle  fluid  which  had  no  weight  and  was 
capable  of  insinuating  itself  into  the  in- 
most recesses  of  all  visible  matter.  This 
fluid  was  supposed  to  have  taken  up  its 
favorite  residence  in  all  kinds  of  fuel  and 
was  resting  in  a  semi-sleeping  condition, 
awaiting  the  kindling  spark  to  bring  it 
into  intense  action. 

Experiments  were  made  by  Davy,  in 
the  last  year  of  the  last  century,  which 
K-d  to  a  thorough  scientific  investigation 
of  the  subject  by  the  ablest  philosophers 
of  modern  times.  By  rubbing  together 
pieces  of  ice,  Davy  demonstrated  that 
heat  could  be  produced  by  friction. 
(  >thcrs  proved  the  case  even  more  con- 
clusively. The  discoveries  subsequently 
made  have  led  to  the  establishment  of 
what  is  known  as  the  dynamic  theory  of 
iK-at.  This  theory  holds  that  heat  is  a 
form  of  energy,  and  that  it  is  caused  by 
intensely  rapid  vibratory  motion  of  the 
molecules  forming  the  heated  substance. 
.According  to  this  tlieory,  heat,  light,  elec- 
tricity and  chemical  action  are  all  merely 
difTercnt  manifestations  of  matter  in 
motion. 

Heat  is  measured  by  what  is  called  the 
thermal  unit  or  heat  unit.  After  a  Ions 
series  of  experiments  conducted  with  ex- 
traordinary care  and  exactness.  Dr.  Joule, 
a  famous  English  physicist,  discovered 
that  the  amount  of  heat  required  to  in- 
crease the  temperature  of  one  pound  of 
water  one  degree  Fahr.,  represented  en- 
ergy sufficient  to  lift  a  wcifiht  of  772 
pounds  one  foot.  This  is  known  as  the 
heat  unit,  and  is  used  in  reckoning  the 
value  of  fuel  and  for  many  other  pur- 
poses rehitinK  to  lieat  and  steam.  Later 
investigations  proved  the  he;il  unit  to  be 
778  foot-pounds. 

The  oncrsy  of  heal  is  estimated  by  its 
prwcr  nf  doing  work.  In  physical  science 
the  term  work  means  the  overcoming  of 


resistance  of  any  kind.  .\U  operations 
performed  by  animals  or  machines  re- 
quiring tlie  exertion  of  power  is  classed 
as  work.  Heat  may  be  transformed  with 
work  and  work  changed  into  heat.  The 
science  relating  to  the  conversion  of  heat 
into  mechanical  action  is  called  thermo- 
dynamics, and  its  first  law  says:  "When 
heat  is  transformed  into  mechanical  en- 
ergy or  mechanical  energy  into  heat,  the 
quantity  of  heat  equals  the  mechanical 
energy.'"  This  is  a  scientific  law  that 
every  one  studying  steam  engineering 
ought  to  commit  to  memory. 

If  an  iron  rod  set  on  an  anvil  is  struck 
several  sharp  blows  with  a  hammer  it 
IS  made  hot.  The  meclianical  energy  rep- 
resented by  the  descending  hammer  is 
converted  into  heat.  If  an  ordinary  drop- 
hammer  is  employed  the  amount  of  heat 
generated  is  the  same  quantity  that  would 
be  required  to  raise  the  h;imnier  to  the 
point   from   which   it   fell. 

Work  is  measured  by  foot-pounds,  or 
the  amount  of  labor  represented  by  the 
raising  of  one  pound  one  foot  high.  The 
work  done  by  machinery  and  engines  is 
generally  estimated  by  the  horse  power, 
which  is  equivalent  to  the  raising  of  33,- 
000  pounds  one  foot  in  one  minute.  It 
does  not  matter  in  what  direction  the 
power  may  be  applied.  It  may  be  330 
pounds  raised  100  feet  in  one  minute  or 
the  height  and  distance  may  vary  to  any 
extent  so  long  as  the  unit  is  33.000  of 
weight  by  pounds  and  feet  performed  in 
one  minute.  The  weight  may  be  pulled 
or  pushed  horizontally,  or  moved  at  any 
angle  from  the  perpendicular  and  the  re- 
sult will  be  the  same  so  long  as  the  pull 
or  pressure  represents  33,000  pounds  with 
the  distance  in  feet  traversed  in  one 
minute. 

When  tlie  demands  of  a  growing  busi- 
ness required  that  James  Watt,  the  fa- 
mous engine  improver,  devise  some 
method  of  measuring  the  pow'er  of  steam 
engines,  lie  tliought  of  several  phins,  but 
finally  decided  that  horse  power  would 
be  the  most  comprehensive.  Nearly 
everybody  knew  in  a  loose  way  something 
about  the  load  a  horse  would  haul,  so 
Watt  proceeded  to  find  out  with  exact- 
ness the  hauling  caiiacity  of  the  horses 
in  his  neighborhood.  Experiment  proved 
that  an  ordinary  horse  would  put  a  strain 
of  about  220  lbs.  upon  the  traces  of  a 
wagon  and  travel  at  the  rate  of  100  ft. 
per  minute.  That  w^as  the  e(|uivalem  of 
raising  22,000  lbs.  one  foot  per  minute. 
and  was  in  its  day  known  as  the  actual 
horse  power.  Business  was  very  dull  m 
steam  engine  building  at  the  time  tliis 
investigation  was  made,  so  Watt  and  his 
as.sociates,  in  order  to  stimulate  business, 
began  offering  to  sell  engines  with  liorse 
power  reckoned  at  33,000  lbs.  raised  one 
foot  per  minute.  Of  course,  engine  pur- 
cliasers  readily  accepted  this  inducement, 
but    it    proved   like   many    other   cases   of 


breaking  prices,  much  more  easy  to  re- 
duce than  to  restore.  So  in  the  course 
of  time  the  standard  horse  power  of  all 
nations  became  33.000  foot-pounds. 

It  is  a  common  thing  to  find  a  loco- 
motive that  is  capable  of  exerting  a  pull 
of  16,500  lbs.  vi  the  draw-bar  when  run- 
ning at  a  slow  rate  of  speed.  An  engine 
keeping  up  this  pull  at  a  speed  of  ten 
miles  an   hour  exerts  440  horse  power. 

In  connection  with  elementary  mechan- 
ical questions  an  interesting  problem  for 
railroad  men  to  solve  is  the  foot-pounds 
of  energy  in  a  moving  train  and  the  heat 
units  represented  by  the  conversion  of 
mechanical  energy  into  heat  when  the 
train  is  suddenly  stopped.  When  the 
losses  from  friction  and  air  resistances 
are  eliminated,  it  takes  exactly  the  same 
amount  oi  energy  tu  stop  the  train  that 
it  takes  to  force  it  into  speed.  Suppose 
a  train  of  one  engine  and  seven  sleeping 
cars,  the  whole  weighing  600  tons,  is  run- 
ning sixty  miles  an  hour,  required  the 
energy  of  the  moving  mass  and  the  heat 
unit  represented  by  its  conversion  into 
heat?     The   problem    is    stated   algebraic- 

w  X  V  = 
ally, .  in   which   w   is   the   weight 


2g 
of  the  train,  multiplied  by  V',  the  square 
of  the  velocity,  and  divided  by  2  g,  twice 
3.16  the  velocity,  which  a  falling  body 
acquires  at  the  end  of  one  second.  The 
weight  of  the  train  is  120,000  lbs.,  the 
speed  is  88  ft.  per  second,  so  we  have 
the    problem    arithmetically: 

1,200,000  X  88  X  88  -^  64.32  =  144,477,- 
600  foot-pounds. 

That  is  the  energy  in  the  train  regarded 
as  a  moving  body  like  a  huge  shot.  But 
something  else  has  to  be  considered.  Each 
wheel  in  the  train  has  revolving  momen- 
tum in  itself  similar  to  the  inertia  of  a 
revolving  fly-wheel,  and  this  course  of 
energy  has  to  be  calculated,  because  it 
tends  to  keep  the  train  in  motion  and  is 
an  important  portion  of  the  momentum  to 
be  overcome  in   the  stopping  of  a  train. 

The  tread  of  the  wheel  has  the  same 
velocity  as  the  train.  This  is  called  the 
angular  velocity  of  the  wheel.  If  all  the 
weight  of  a  wheel  were  at  the  circum- 
ference it  would  be  easy  calculating  the 
momentum.  But  as  the  weight  extends 
from  the  center  of  the  axle,  where  move- 
ment is  imperceptible,  to  the  tread,  where 
the  velocity  is  the  greatest,  the  energy 
of  rotation  has  to  be  estimated  from  a 
point  called  the  center  of  gyration.  To 
find  this  point  with  exactness  is  a  complex 
problem,  but  it  is  near  enough  for  prac- 
tical purposes  to  assume  that  the  center 
of  gyration  of  a  car  wheel  is  at  a  distance 
of  one-fifth  of  its  radius  from  the  cir- 
cumference. The  angular  velocity  of  the 
wheels  of  our  train  is,  therefore,  four- 
fifths  of  the  speed  of  the  train. 
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Our  whole  train  has  about  the  I'ollow- 
ing   wheel  and  axle  weights : 

Lbs. 
7  Sleepers,  42  wheels,  21  axles,  to- 
tal weight   37,800 

12  Small  wheels  of  engine,  6  axles, 

total  weight   19,200 

4  Driving     wheels     of     engine,    2 

axles,  total  weight 6.000 

Total    63,000 

The  velocity  of  our  train  was  88  ft. 
per  second.  We  have  now  4/5  of  63,000 
pounds  to  be  calculated  in  the  same  way 
as  the  energy  of  the  train  was  figured 
out.  The  problem  is  63,000  X  4/5  X  88 
X  88  H-  64.32  =  6.040,000  foot-pounds. 
This  sum  added  to  the  energy  of  the 
moving  train  previously  found,  makes  a 
grand  total  of  150,517,600  foot-pound.s. 
This  sum  divided  by  778,  the  number  of 
foot-pounds  in  a  unit  of  heat,  gives  \^>i,- 
467  heat  units,  into  which  the  mechanical 
energy  of  the  train  will  be  converted  in 
stopping. 


On  the  Oregon  Short  Line  Railroad 


Favoring  the  Brick  Arch. 

Tlie  introduction  of  the  brick  arcli  to 
locomotive  fireboxes  has  made  more  pro- 
gress in  the  last  five  years,  than  it  did 
during  the  whole  of  the  time  previous  that 
locomotives  were  operated  in  the  United 
States.  At  various  times  there  was  agi- 
tation started  in  favor  of  the  brick  arch, 
but  its  advocates  by  degrees  became  apa- 
thetic and  a  valuable  aid  to  combustion 
was  permitted  to  drop  into  desuetude.  As 
long  ago  as  1880  James  M  5o3n,  master 
mechanic  of  the  Pennsylvania  Railroad 
ai  I'ort  Wayne,  who  was  one  of  the  ablest 
master  mechanics  of  his  time,  wrote  to 
the  Master  Mechanics'  Association  about 
his  experience  with  the  brick  arch  as 
follows : 

I  have  used  the  brick  arch  with  hollow 
slaybolts.  The  first  row  of  these  bolts 
was  7  inches  above  top  of  grates,  the 
next  row  4  inches  higher.  The  holes  were 
three-eighths  of  an  inch  in  diameter. 
There  were  62  in  all.  With  this  arrange- 
ment we  found  that  we  could  get  about 
seven  miles  more  to  a  ton  of  coal  than 
could  be  made  with  the  same  engine  with- 
out the  arch  and  with  the  hollow  stays 
plugged.  The  combustion  was  almost  per- 
fect. If  properly  fired  there  would  be 
no  smoke  from  the  stack.  While  we  were 
using  the  brick  arch  we  were  having  con- 
siderable trouble  with  firebox  sheets 
cracking,  and  we  thought  the  arch  might 
in  part  cause  the  trouble  and  abandoned 
it.  I  was  at  that  time  and  am  now  very 
favorably  impressed  with  the  brick  arch 
and  believe  that  with  the  firebox  steel 
now  being  manufactured  there  would  be 
no  cracking  of  side  sheets. 

It  will  thus  be  noted  that  Mr.  Boon's 
opinions  in  regard  to  the  brick  arch, 
though  formed  thirty  years  ago,  were  cor- 
rect in  the  estimate  of  its  efficacy. 


As  the  summer  approaches,  tlie 
great  Northwest  conies  into  sudden 
prominence  not  only  as  the  resort  of 
the  pleasure-.^eeking  tourist,  but  as  the 
available  region  for  the  homes  of  ac- 
tual settlers.  \\  lun  the  railroads  first 
opened  up  tliat  vast  territory  it  was 
necessary  to  pass  over  large  tracts  of 
land  of  such  a  kind  that  much  of  it 
was  considered  unlit  for  cultivation. 
.Means  and  methods  of  irrigation  have 
changed  all  this  and  portions  of  the 
country  that  were  once  looked  upon  as 
hopeless  deserts  arc  now  being  rapidly 


Canal,  an  irrigation  enterprise  ditch 
which  starts  at  the  bottom  of  the  can- 
yon, getting  its  water  from  the  Bear 
River,  and  graduates  south  along  the 
edge  of  the  mountain  until  it  reaches 
the  rich  and  fertile  Bear  River  Valley 
plateau,  beyond  where  it  serves  to  ir- 
rigate and  make  fruitful  thousands  of 
acres  of  land  once  dominated  by  sage 
brush.  One  of  the  numerous  power 
and  light  plants  of  the  Utah  Power  & 
Light  Company  is  located  in  this  can- 
yon, furnishing  electrical  power  and 
light   to  a  wide  territory. 


BEAR  RIVER  r.ANVOK.  t'T.AJI.  OX  THE  OREGON   SIIOH  1    LINE. 


brought  into  use.  This  is  notably  tlie 
case  on  parts  through  which  the  Ore- 
gon Short  Line  passes.  The  accom- 
panying illustration  showing  a  view  of 
the  Bear  River  Canyon,  Utah,  on  the 
main  line  of  the  Oregon  Short  Line 
Railroad,  between  Salt  Lake  City  and 
Butte,  Mont.,  b'jinii  located  about 
forty  miles  north  oi  Salt  Lake  City. 
This  canyon  is  only  about  two  miles 
in  length,  but  is  very  rugirod.  pictur- 
esque and  awe-inspiring  in  the  ex- 
treme. The  stream  of  water  shown  at 
the  left  of  the  picti;ro  is  the  Bear  River 


Pacific  Great  Eastern  Extension. 

The  recent  authorization  ni  the  i!riii>h 
Columbia  Legislature  for  the  extension  of 
the  Pacific  Great  Eastern  Railway  from 
its  present  objective.  Fort  George,  north- 
word  and  eastward  through  the  Rocky 
Mountains  to  the  Prairie  Provinces,  is 
one  of  the  most  important  oi  recent  years 
in  the  development  of  tlu  natural  re- 
sources of  the  Province  Tlie  road  will 
tap  and  open  up  for  selllcmciit  the  Peace 
River  valley  country,  a  territory  estimated 
to  contain  31.500  square  miles.  eqMal  to 
20.000.000  acres. 
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Copy  of  Letters  Issued  from  the  Office 
of  Mr.  Wm.  Hall,  Secretary-Treas- 
urer of  the  International  Rail- 
way   General   Foremen's 
Association. 


The  cr.iiviiitl.in  season  lor  1914  is  fast 
;njl)roacliin.i4,  and  preparations  are  already 
being  made  by  the  various  associations 
for  holding  their  annual  gatherings,  so 
we  thought  that  a  line  to  you  in  connec- 
tion with  the  International  Railway  Gen- 
eral I'orenien's  Association,  would  be 
timely. 

Last  year  we  sent  out  an  appeal  to 
e..cli  and  every  superintendent  of  nioti\e 
power,  tliroughout  these  United  States, 
ard  am  pleased  to  say  that  the  responses 
rueived  were  very  gratifying  and  en- 
couraging, assuring  us  of  their  appreci- 
ation of  tlie  need  of  such  an  organization 
i:i   tlie  railroad  world. 

Quite  a  number  of  tlicse  superintend- 
ents caused  circular  letters  to  be  sent  to 
the  gener.al  foremen  on  their  several  sys- 
tems, calling  their  .ittenlion  to  the  asso- 
ciation, and  slating  that  if  any  of  then> 
\.lshed  to  ally  themselves  therewith,  it 
Would    meet    with    their    approval. 

The  results  were  in  a  measure  very 
gratifyins.  Ijut  we  have  reason  to  believe 
that  if  the  supennlendeiUs  had  gone  a 
sup  further  and  h.id  slated  that  the  lime 
spent  at  the  convention  would  not  be  de- 
ducted frcjni  their  annual  vacation,  our 
membership  would  have  been  increased 
.iO  per  cent.;  and  when  we  say  this  we 
speak  advisedly;  as  a  large  number  of 
tile  general  foremen  have  said  that  they 
would  like  to  become  members,  but  they 
<'o  not  feel  that  in  .-addition  to  defraying 
ibeir  own  e.xpenso,  the  time  should  be 
<ledncled    from    their    vacation. 

The  Iiitcrnation;d  Railway  General 
I  •.remen's  .Association  is  a  business 
jimp. isilion,  pure  and  simple,  and  entirely 
i.i  the  interest  of  the  railroads,  so  we 
arc  sending  ouv  this,  nur  second  appeal 
!•!  you.  soliciting  your  further  interest  in 
•  ur  association,  and  v. ..nld  respectfully 
miuesl  >cu  tn  inform  yi.ur  general  fore- 
i-'cii.  ll'.il  if  tlu-y  see  In  to  become  mem- 
birs.  and  atleml  the  C'.nveiUi'ins  tluir 
pnic  will  not  1)1-  deducted  fmin  tlinr 
vacali.'ii  peri..d;  and  ili.it  (if  you  uiU 
pardon  the  --u.igestion)  .i  bmiled  es]iense 
:  ccounl   wouM  be  alloweil. 

If  the  aboM;  suggesti'Tis  are  .acted 
u;M.n  with  f.iv.ir.  and  to  be  assured  that 
the  man  was  in  attendance  at  the  ses 
'!•  IIS  of  the   Convention   reipiire  a   report 


Ir,  111  e.ich  m,in,  thirty  days  after  his  re- 
turn, and  in  a  given  time,  some  results; 
|..r  after  consulting  the  topics  for  dis- 
cussion in  the  margin  you  will  agree  with 
r,>  when  we  say  that  any  man  that  cannot 
learn  something  to  his  advantage  from 
these  conventions  is  in  the  wrong  place 
as  a  general  foreman.     These  conventions 


Improved   Methods   and   Best   Way   to 
Acquire  Them. 

BV      W.M.      G.XLE,      M.\CHINE      FOREMAN, 

Chilwgo  &   Northwestern   Ry., 
Chicago.   III. 

The  benefit  to  be  derived  from  railroad 
clubs  and  kindred  organizations  is  appar- 


he  will  learn  of  improved  methods  of  do- 
ing work,  and  will  tend  towards  greater 
eliiciency. 

II. 

The  International  Railway  General 
1  oremeii's  .\ssociation  is  now  recognized 
,is  one  of  the  leading  organizations  in  the 


cannot  help  but  broaden  his  mind,  and  ent  from  the  fact  that  representative  mo- 
tive power  men  thereby  keep  in  touch 
with  the  best  thoughts  and  practices  that 
pertains  to  the  success  of  their  occupa- 
tion. It  is  particularly  gratifying  to  note 
that  in  our  day  the  tendency  to  conceal 
mechanical  devices  has  entirely  passed 
away,  and  the  best  mechanics  seem  to 
know  and  feel  that  it  is  a  duty  to  present 
ilroad    field,    by    the    mechanical    press      ^\^Q    results   of   their   practical   e.xperience 

for  the  benefit  of  their  fellow  workers. 
The  highest  degree  of  efficiency  is  now 
demanded  by  modern  conditions.  Old 
methods  are  no  longer  available,  and  a 
complete  mastery  of  the  scientific  details 
that  are  applicable  to  motive  power  re- 
quirements can  only  be  learned  by  obser- 
vation and  coming  in  contact  with  others 
who  are  working  successfully  in  the  same 
direction. 

The  tremendous  power  and  speed  ex- 
erted bv  the  modern  locomotives  of  today 
in  order  to  meet  the  requirements  of  vast 
IHipulation.  and  the  long  distances  trav- 
ersed by  the  railroads,  is  full  of  many 
complex  conditions,  largely  mechanical  in 
their  composition  and  e-xecution,  details 
that  can  be  solved  only  by  earnest  men 
who  take  every  opportunity  to  familiarize 
themselves  with  the  best  methods  of  meet- 
ing the  conditions  that  have  arisen. 

The  General  Foremen's  Convention  af- 
fords an  excellent  opportunity  to  those 
interested  in  the  work  referred  to.  The 
men  of  experience  have  an  opportunity 
to  explain  the  latest  and  best  methods  in 
shop  output,  roundhouse  practice,  appren- 
ticeship problems,  superheating  appliances, 
specialization  of  men  and  work,  as  well 
as  the  best  rules  and  regulations  pertain- 
ing to  the  same.  The  action  of  the  con- 
vention will  lie  a  rellex  of  the  best  thought 
im  matters  pertaining  to  the  above,  and 
the  general  foremen  from  motive  power 
plants  are  invited  to  lie  present  and  to 
take  part   in  the  discussions. 


and  by  the  officers  higher  up.  The  field 
covered  by  this  association  is  an  im- 
portant one.  and  one  not  covered  by  any 
of  the  other  numerous  mechanical  asso- 
ciations. It  is  generally  conceded  that 
no  association  has  better  or  more  timely 
p.ipers,  on  subjects  of  interest  and  im- 
portance than  are  presented  and  discussed 
by  members  of  the  General  Foremen's 
.Association.  At  the  annual  meetings  of 
tliis  association,  ideas  can  lie  gained  and 
carried  home,  and  in  a  short  ime  can 
be  made  to  show  in  dollars  and  cents. 
New  methods  and  shop  kinks  are  gleaned, 
not  only  from  the  discussions  of  the  vari- 
ous timely  subjects  but  by  the  inter- 
change of  ideas,  in  conversation  outside 
tin  ciuentinii  hall,  by  meeting  the  dif- 
h  rent  supply  men  and  viewing  their  ex- 
hibits, which  are  a  school  of  instruction 
n-   tbeniM'Kes. 

If  you  wish  I')  improve  y^'iir  shop  meth- 
ods, and   increase  your  usefulness  to  the 
ei.inpaiiy  \  oii   serve,  you   can   find  no  bet- 
tir    medium    than    the   General    b'oremeu's 
.' '  snciation  for  ac(|uiriiig  more  knowledge 
in   y.nir   line    :>f   business.      The   object    of 
this   letter  to  you   is,  if  you  are  already 
a   member,    lo   impress    U])oii    \(iu   the    im- 
port,nice     of    ;i',lending    the     conventions. 
,Mid    thus    gi\ing    the    officers    of   the    asso- 
ciation your  ijcrsonal  support,  .-ind   if  you 
.are    not    a    member,    to    request     you    to 
make     out     your     application     and     send 
il    ill  today,  to  the  secretary,  who  will  see 
lli.il   you  .ire  pro|ierly  enrolh-d,  and  placed 
11].  ill  bi'~  m.iiliii;^  list  for  future  liter.iture. 
Tlir    general    foreman    of    tod.iy    is    the 
sbo]]    sitperintendciU    or    iiuaster    mechanic 
of   tomorrow;    ;md    if   you   are   .ambitious. 
.■:ti(l    lia\e   si't    '"or   your   mark    the   highest 
rung    ill    the    ladder,    don't    fail    to    ;iltain 
.•I    membership    in    this    import.im    e>rgan- 
i/ation,  ,iiid  b.iving  once  .attained  it.  don't 
luglect   1.1  maintain  your  membership. 


Lining  Shoes  and  Wedges. 

Rv  .\.  P..  SniF.ETZ.  .Sn,\MoKiN.  Pa. 
In  the  matter  of  lining  up  shoes  and 
wedges  there  are  a  variety  of  methods  in 
vogue  and  it  would  be  interesting  to  h,i\< 
an  exchange  of  opinion  a^  to  what  is  the 
wav   of    getting    correct    results.      Ill    souk 


Mav,   I9I4. 
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shops  they  Hne  the  wedge  only,  in  other 
shops  they  divide  equally  the  lining  be- 
tween the  shoe  and  the  wedge  and  still 
others  they  line  most  any  old  way. 

In  regard  to  the  tirst  method  all  shoes 
and  wedges  do  not  wear  equally  the  ten- 
dency is  for  the  main  to  wear  the  hardest, 
then  by  lining  all  on  the  wedge  throws 
the  wheels  out  of  tram ;  this  starts  up  a 
pound  that  is  almost  as  bad  and  some- 
times worse  than  if  the  wedge  had  not 
been   lined,   caused   by  the   rods   crossing 


the  centers.  Taking  the  second  method 
this  might  be  an  improvement,  but  I  have 
taken  down  shoes  and  wedges  that  the 
wedge  was  worn  more  than  twice  as 
much  as  the  shoe,  so  by  lining  equal 
throws  the  wheels  out  of  tram  again. 
The  third  method  is  little  better  and 
sometimes  worse  than  no  lining,  as  it  is 
often  put  in  according  to  the  judgment 
of  tlic  party  doing  the  work. 

Xovv,  I  have  often  noticed  that  when 
engines  are  given  light  round  house  re- 
pairs, such  as  lining  up  shoes  and  wedges, 
new  main  boxes  and  shoes  and  wedges, 
new  l)rasses  in  the  other  boxes,  new  rod 
l)ra.sses  and  new  knuckle  pins  and  bush- 
ings, that  they  sometimes  pound  severely. 
This  is  very  often  caused  by  the  engine 
being  out  of  tram. 

Xow  to  find  a  remedy,  first  we  have  the 
tram  and  say  we  are  going  to  use  it  and 
say  both  main  has  been  lined  up  by  plac- 
ing the  liners  on  the  wedge,  this  probably 
will  thnnv  the  wheels  close  to  tram.  We 
try  the  tram  and  find  that  the  main  and 
intermediate  tram  all  right  on  both  sides, 
that  is,  they  are  the  same  distance  apart, 
so  are  all  the  rest  of  the  wheels,  each 
pair  tramming  equally  on  opposite  sides. 
Rut  how  do  they  compare  with  their 
respective  rods?  Remembering  that  the 
rods  have  not  been  changed  and  they  are 
fitted  with  circular  brasses. 

Now,  I  suggest  that  when  the  engine  is 
built  or  when  it  gets  general  repairs  and 
the  square  centers  have  been  located  as 
well  as  the  journal  centers  of  the  other 
jaws,  that  a  point  be  located  a  certain 
distance,  back  or  ahead,  and  a  certain 
convenient     distance     from     the     top.     as 


show  at  C  in  the  sketch,  Fig.  1.  This  to 
be  located  on  the  inside  on  the  pedestal 
leg,  and  to  be  surrounded  by  a  stamped 
circle,  like  a  proof  circle,  or  a  point  put  on 
a  small  cap  bolt  which  is  screwed  into  the 
frame.  Then  plane  a  shar])  line  through 
the  center  of  the  inside  face  of  the  box, 
as  shown  at  A  B,  and  also  across  the 
cellar.  Then  by  striking  a  perpendicular 
line  through  C  as  D  E  perpendicular  to 
1)  H.  Then  by  taking  a  small  tram  equal 
in  length  to  the  distance  between  C  and 
the  line  F  G,  it  will  be  an  easy  matter  to 
determine  at  any  time  and  at  the  cost  of 
but  a  minute's  time  the  proper  position 
of  the  center  of  each  journal.  This  will 
insure  all  drivers  being  in  tram,  and  will 
give  the  working  men  a  ready  means  to 
determine  how  and  where  to  line,  also 
in  renewing  boxes,  shoes  and  wedges  it 
will  instantly  give  the  square  centers  by 
using  a  proper  tram.  The  shape  of  the 
Irani  would  be  for  the  boxes,  as  shown  in 
Fig.  2.  The  difference  in  the  length  of 
tile  legs,  A  and  li,  depending  on  the 
thickness  of  the  box  and  the  amount  ex- 
tending on  the  inside  of  the  frame  and 
the  shaiie  fur  square  centers  of  the  jaws 
would  be  a  tram  of  proper  length  with 
equal  length  legs.  .\  and  B,  Fig.  3.  This 
method  could  be  applied  to  most  all  en- 
gines by  placing  the  center  C,  Fig.  1, 
to  either  from  or  back  of  the  box  for 
convenience  sake.  I  have  examined  quite 
a  number  of  engines  and  find  that  it  can 
be  used  on  all  that  T  have  examined. 

You  might  say  that  it  is  not  practicable 
on  account  of  tlie  Ixjx  working  up  and 
down  in  tlie  jaws.  Xo  matter  where  the 
l)ox  is,  up  or  down,  you  tram  the  shortest 
distance  to  the  line  on  the  box. 

It  might  be  said  lliat  the  box  may  be 
cocked.  Then  you  tram  from  two  places, 
taking  .a   [)oint   on   the   perpendicular   D   1-'. 
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through  C  to  tlie  line  on  the  cellar.  The 
box  might  be  bored  out  of  center,  but 
this  will  not  occur  with  reasonable  care, 
and  with  any  kind  of  inspection  would  be 
detected.  Standard  trams  should  be  used 
as  in  valve  setting.  This  would  stop 
quite  a  few  pounds  that  now  are  hard  to 
find,  for,  I  believe,  that  many  a  broken 
pedestal  leg  or  frame,  broken  shoes  and 
wedges,  broken  parallel  rods,  and  even 
broken  crank  pins  can  be  justly  blamed 
on  the  drivers  being  out  ot  tram  with 
the  rods. 


Waterpower  of  the  World. 

Ill  a  summary  of  the  waterpower  of 
the  world  the  possible  horsepower  of 
FVance  is  estimated  at  4,500,000,  of  which 
only  800,000  is  utilized.  About  an  equal 
amount  of  jrawer  is  available  in  Italy, 
but  only  30,000  horsepower  is  utilized. 
h'alls  of  10,000  horsepower  are  abundant 
in  the  Alps.  The  estimate  for  Switzer- 
land is  incomplete,  but  about  300,000 
horsepower  is  in  use.  Germany  has  700,- 
000  horsepower  available,  with  100,000  ap- 
plied. Xorway  has  900,000  horsepower 
vailable,  with  a  large  part  already  de- 
veloped. In  Sweden  there  is  763,000 
horsepower  available,  but  mostly  at  a 
considerable  distance  from  any  industrial 
center.  In  Great  Britain  there  is  70,000 
horsepower  already  utilized,  and  an  equal 
amount  in  Spain.  The  resources  of  Rus- 
sia are  estimated  at  11,000,000  horse- 
power, of  which  only  85,000  has  been 
developed.  The  United  States  is  cred- 
ited with  1.500,000  horsepower,  while 
Japan  has  1.000,000,  of  which  70,000  has 
been  exploited;  and  in  India  50,000 
horsepower  has  already  been  developed. 


To  Keep  Carriage  Doors  Locked. 

There  has  always  been  difficulty  in 
keeping  unauthorized  persons  from  open- 
ing the  doors  of  the  compartment  cars 
used  on  European  railways.  Now  it  is 
reported  that  the  difficulty  has  been  over- 
come by  the  invention  of  a  signalman. 
.'\  special  cable  dispatch  to  the  New  York 
Timci  reads : 

"One  of  the  principal  railway  compa- 
nies has  paid  a  young  signalman,  George 
Caswell,  $95,000  for  his  invention  of  a 
safety  lock  for  railway  carriages. 

"The  invention  makes  it  possible  to 
lock  the  doors  of  all  the  carriages  in  a 
train  by  a  lever  controlled  by  the  gfuard. 
Caswell  says  his  device  is  absolutely  fool- 
proof." 


Purifying   Used   Oil. 

There  is  some  conflict  of  opinion  con- 
cerning the  deterioration  of  oil  from  use 
as  a  lubricant.  In  order  to  determine  ex- 
actly what  degree  of  deterioration  oil 
suffered  from  constant  use,  a  series  of 
tests  were  made  on  a  variety  of  samples 
of  oil  at  the  Cornell  University  labora- 
tory. The  tests  proved  conclusively  that 
when  oil  is  properly  filtered  it  can  be 
used  indefinitely  without  losing  any  of 
its  lubricating   qualities. 


Filing. 

The  proper  use  of  a  file  calls  for  an 
order  of  skill  that  is  only  attained  through 
practice  and  through  having  some  talent 
for  the  work.  .Vfter  one  has  acquired 
this  skill  he  will  need  no  precautionary 
instructions  as  to  the  care  of  files,  because 
he  will  take  care  of  them  as  the  book- 
worm  takes  care  of  his  books. 
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RAILWAY   AND   LOCOMOTIVE   ENGINEERING. 


Questions  Answered 


EXHAUST    CLEARANXE. 

R.  L.  C,  Ceres,  Cal.,  writes:  (1)  It  ap- 
pears that  Baldwin's  40,000th  locomotive, 
a  Pennsylvania  Pacil'ic  type,  has  an  out- 
side or  exhaust  clearance  of  'i  inch.  Is 
there  much  advantage  in  having  both 
ends  of  the  cylinder  in  communication 
for  such  a  long  period  as  this  would  al- 
low? (2)  Have  cast  iron  bushings  for 
locomotive  side  rods  ever  been  tried,  and 
it  so  are  they  successful  and  economical? 
A.— (1)  The  Pennsylvania  Pacific  type 
locomotive  is  used  in  high-speed  service, 
and  the  valves  are  given  an  outside  of 
yi  inch  to  permit  a  free  exhaust  when 
running  fast  with  a  short  cut-ofif.  The 
effect  of  this  outside  clearance  is  to  open 
the  exhaust  earlier  and  close  it  later. 
This  allows  more  time  for  the  steam  to 
escape  and  reduce  back-pressure.  (2)  As 
far  as  we  know,  cast  iron  is  not  used  for 
side  rod  bushings,  and  we  are  convinced 
that  it  would  be  quite  unsuitable  for  such 
a  purpose. 

SWITCHER  TO   A    .MOGUL. 

D.  C.  W.,  Odanah,  Wis.,  writes :  Please 
answer  in  your  next  issue  if  a  0-6-0 
wheeled  switcher  locomotive  could  be 
made  into  a  satisfactory  2-6-0  Mogul  for 
logging  purposes  without  lengthening  the 
frames?  A.— This  would  depend  chiefly 
on  the  height  of  the  frames  above  the  rail, 
and  the  distance  between  the  cylinders  and 
front  bumper.  It  would  probably  be  nec- 
essary in  most  cases  to  move  the  bumper 
forward.  This  might  be  accomplished  by 
inserting  a  suitable  filling  piece  between 
the  frames  and  bumper.  The  exact  method 
to  be  followed  would  depend  upcm  the 
design  of  the  locomotive. 

W.M.SCHAERTS   VAl.VE  <;EAR    .\ND   E,CCEN-TI<K:s. 

T.  M.  Havre,  Mont.,  asks.— (1)  Will 
slightly  changing  the  position  of  the  ec- 
centric crank  in  the  Walschaerts  valve 
gear  increase  the  travel  of  the  valve  of 
one  motion  and  decrease  it  on  the  other.' 
(2)  How  would  you  figure  out  how  much 
to  lengthen  the  eccentric  crank  to  increase 
the  travel  of  the  valve  5.s  of  an  inch? 
-3)  In  increasing  the  amount  of  inside 
clearance,  should  the  same  amount  be 
taken  off  both  edges  of  the  inside  of  the 
valve'  (4)  In  a  locomotive  where  the 
center  line  of  the  cylinder  does  not  corre- 
spond with  the  center  line  of  the  axle, 
how  are  the  keyways  for  the  eccentrics 
to  be  marked  off  in  advance?  A. —  (1) 
No.  It  will  have  the  effect  of  distorting 
the  equable  motion  of  the  valve.  While 
the  valve  would  travel  the  same  distance 
either  on  the  forward  or  backward 
motion,  the  exact  point  of  reversing  in 
relation  to  the  piston  would  not  be  the 
same,    with    the    result    that    one    motion 


A...iil<l  liavc  too  much  lead  or  valve  open- 
ing, and  the  other  would  have  no  lead, 
according  to  how  much  the  eccentric  was 
moved  from  its  true  position.  (2)  Sup- 
pose the  eccentric  described  a  circle  15 
inches  in  diameter  and  the  valve  traveled 
5  inches,  the  ratio  would  be  as  3  is  to  1, 
so  would  V/s  inches  be  to  f^  of  an  inch. 
(3)  The  amount  of  clearance  should 
never  be  changed  unless  the  constructors 
have  found  an  error  in  their  work.  In 
case  of  any  change  both  edges  of  the 
inner  cavity  of  the  valve  should  have 
exactly  the  same  relation  to  each  other 
and  to  the  steam  and  exhaust  ports  as  any 
other  part  of  the  valve.  (4)  No  attempt 
should  be  made  to  lay  oflf  the  keyways 
for  the  eccentrics  in  advance.  The  ec- 
centrics should  be  temporarily  held  in 
place  until  the  valve  gear  has  been  care- 
fully adjusted,  when  the  keyways  mav  be 
marked  off  correctly.  We  presume  that 
vou  allude  to  the  Stephenson  \alve  gear 
in   this  question. 


INDICATOR. 

H.   S..    New  Orleans,  La.,  writes:    En- 
closed find  a  rough  drawing  of  a  diagram 
taken  from  the  left  high  pressure  cylinder 
of    a    Mallet    engine    on    the    Norfolk    & 
Western.     I    do   not   understand   how   to 
read   such  a  diagram;   that  is,   if  I   were 
asked  in  an  examination  what  amount  of 
efficiency    such    a    diagram    showed,    and 
the   particulars   in   regard  to  the   cut-off, 
the   expansion    and   the    draw-bar   pull,    I 
would   be   at  a   loss  to  explain   these   de- 
tails.     How    is    it    figured    out'      A.— In 
the    attached    diagram   there    are    no    di- 
mensions given,  and  hence  we  could  not 
give  instructions  in  regard  to  the  particu- 
lar case,  but  it  may  be  stated  in   a  gen- 
eral  way  that   an   indicator  diagram   may 
l)e   taken    as   an    illustration   in   miniature 
of  the  cylinder.     This  miniature  cylinder 
having     the     form     of     a     parallelogram 
should  be   divided   into  a  certain   number 
cif    .squares,    say   one   square    representing 
each    square    inch,    and    if    the    cylinder 
sliould  be  28  inches  in  length  by,  20  inches 
it     diameter   there   would   be   560   squares 
in    the    diagram.      It    is   then    no    dilTicult 
task   to   compute   the   number   of    squares 
inside  or  outside  of  the  penciled  line  on 
the    diagram,    the    space    inside    the    line 
being    the    space    where    the    pressure    is 
effective,   and   the   space   outside   the   line 
being  non-effective. 

The  cut-off  may  be  readily  observed  at 
the  point  where  the  pencil  mark  drops 
towards  the  bottom  of  the  diagram.  In 
regard  to  the  draw-bar  pull  the  formula 
fur  Mallet  compound  locomotives  is  as 
follows:  Square  the  diameter  of  the 
cylinders  in  inches,  multiply  by  the  stroke 
of  the  piston  in  inches,  and  by  the  boiler 
pressure  in  pounds  multiplied  by  1.2  and 
divide  this  sura  by  the  diameter  of  the 
driving  wheels.  The  quotient  will  be  the 
tractive  power  in  pounds. 


It  may  be  added  that  the  complete  de- 
tails in  regard  to  the  use  of  the  Indicator 
are  fully  discussed  in  "Twentieth  Century 
Locomotives,"   by  Angus   Sinclair. 

WEAR    AND    ENERGY. 

W.  L.  B.,  Boanavista.  Nfld  ,  asks.— (1) 
With  the  four  bar  type  crosshead  what 
causes  excessive  wear  on  the  inside  shoes .' 

(2)  What  is  meant  by  momentum  grades? 

(3)  Should  an   engineer  be   reprimanded 
for     derailment     when     this     is     due     to 
Shays    wheels    and    foul    points,   and    the 
speed  such  as  to  stop  after   running  one 
car   length?      (4)    Is   kinetic    energy    and 
striking    force    synonymous    terms'      (5) 
Where  can   I   purchase   books  giving   de- 
tails of  the   air  brake?     A.— (1)    Exces- 
sive wear  on  the  inside  shoes  shows  that 
the   guides   may   not  have   been   lined   up 
correctly,    or   the   crank    pin    may   not   be 
exactly    in    line    with    the    center    of    the 
cylinder,   or  the  main  rod   may  not  point 
straight  to  the  wrist  pin.     (2)  A  momen- 
tum grade  is  any  grade  where  the  rolling 
stock  once  started  will  continue  to  move 
along  the  track   without   any   force  being 
applied   other  than   the  acquired   force  of 
momentum  which  is  common  to  all  mov- 
ing bodies.      (3)    No.     (4)    No.     Kinetic 
energy   is   the   energy  of  a  moving  body 
and  may  be  measured  by  the  work  which 
it  is  capable  of  performing  against  a  re- 
tarding resistance  before  being  brought  to 
rest.     Striking  force  may  he  measured  by 
tlic  weight  of  the  moving  body  multiplied 
by  the  stpiare  of  the  velocity      (5)   Books 
on    the    air    brake    can    be    had    from    tlie 
.\ngus     Sinclair     Company.     114     Liberty 
street.  New  York. 


OIL  IN  BOILERS. 

F.  W.  Orange,  New  South  Wales,  Aus- 
tralia, asks:  Can  oil  at  any  tiiiie  get  into 
llic  boiler  from  either  Nathan  or  IJeiroil 
lubricators  through  steam  valve  or  boiler 
that  supplies  steam  to  work  the  lubri- 
cator? Would  the  breaking  of  a  lubri- 
cator glass  have  an  effect  that  might 
liring  about  such  a  condition?  A. — No. 
The  oil  could  not  by  any  condition  be 
forced  into  the  boiler  against  the  steam 
pressure  in  either  of  the  lubricators  re- 
ferred to. 

SI  IP  OF  THE   LINK, 

R,  W.  F..  Hoopeston.  111.,  asks:  Is 
there  any  contrivance  that  will  prevent  the 
slip  of  the  link  in  the  Stephenson  or 
Walschaerts  valve  gear,  and  what  would 
he  the  commercial  value  of  such  a  device? 
A. — There  is  no  device  in  use  for  the  pur- 
pose of  preventing  the  slip  of  the  link  on 
either  the  Stephenson  or  Walschaerts 
valve  gear.  The  value  of  such  a  device 
would  depend  on  its  efficiency  and  its 
popular  adoption.  If  may  be  added  that 
the  defect  known  as  the  slip  of  the  link 
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is  much  more  pronounced  on  the  Stephen- 
son than  on  the  Walschaerts  valve  gear, 
for  the  reason  that  the  former  moves 
through  a  larger  arc  and  the  tendency 
to  accumulate  lost  motion  is  much  greater 
than  in  the  case  of  the  latter. 


large  ships,  some  of  vk'hich  in  the  near     chamber  air  leaking  into  the  safety  valve 


tuture  may  approach  1,000  feet  in 
length.  What  is  the  relative  strength 
required  in  moving  loads  on  rail  and 
on  water?  .\. — The  transmission  of 
power  necessary  in  moving  loads  on 
rails  or  by   water  is  about  ten  to  one. 


passage  would  escape  through  the  emer- 
gency exhaust  port  of  the  automatic  brake 
valve  at  the  time  you  mention,  but  a 
leak  into  the  service  port  would  flow  no 
further  than  the  equalizing  slide  valve 
seat. 


KIELD   CONTROL. 

R.  L.  C,  Ceres,  Calif.,  asks:  What  is 
meant  by  "field  control"  of  electric  loco- 
motive motors?  A. — Field  control  is 
not  only  used  in  connection  with  motors 
mounted  on  electric  locomotives,  but  on 
city  and  interurban  trolley  cars.  An 
electric  motor  of  the  railway  type  has,  as 
we  know,  field  coils  usually  four  in  num- 
ber, each  one  of  these  coils  mounted 
around  a  pole  piece.  These  coils  are 
connected  in  series  with  the  armature. 
and  the  electric  current  passes  through 
them.  A  fundamental  characteristic  of 
an  electric  motor  is  that  the  speed  of  the 
armature  depends  on  the  strength  of  the 
field,  the  latter  being  governed  by  the 
number  of  turns  of  wire  around  each 
pole  piece.  For  instance,  if  there  was 
100  amperes  (unit  of  electric  current) 
being  taken  by  two  similar  motors,  ex- 
cept that  the  tirst  one  had  15  turns  per 
pole  and  the  other  one  had  10  turns,  the 
second  motor  would  run  at  something 
like  ^3  higher  speed  for  the  field  strength 
would  be  weaker.  Another  fact  that  en- 
ters in  is  that  the  motor  with  the  slower 
speed  has  more  pulling  power  for  the 
same  current,  i.  e.,  the  100  amps.,  than 
the  higher  speed  motor.  Each  of  these 
motors  is  best  suited  for  its  own  work. 
The  slower  speed  one  for  running  slowly 
and  pulling  heavy  loads,  the  higher  speed 
one  for  high   speed   running. 

An  electric  locomotive  is  called  upon 
to  start  heavy  loads,  and  then  run  at 
high  speed,  and  we  at  once  see  that  there 
would  be  a  great  advantage  if  the  slower 
speed  motor  could  be  used  for  starting, 
and  the  higher  for  running.  This  is  ac- 
complished by  means  of  field  control 
adopted  to  the  slower  speed  motor.  Each 
of  the  field  coils  would  have  a  cable 
connected  after  the  10th  turn.  When 
starting  the  15  turns  would  be  used,  and 
then  after  getting  up  to  speed  the  last 
five  turns  would  be  cut  out,  i.  e.,  the 
electric  current  would  pass  through  the 
10  turns  and  out  at  the  cable  connection. 

This  arrangement  of  "field  control"  is 
a  power  saver,  as  less  current  is  required 
to  do  the  work  than  with  a  locomotive 
equipped    with   new    licld   control   motors. 


BY    R.ML    .\ND    WATER. 

J.  S.,  Trenton,  N.  J.,  writes:  In  read- 
ing some  account  of  the  electric  loco- 
motives that  are  being  constructed  for 
the  purpose  of  hauling  ships  through 
the  locks  of  the  Panama  Canal,  I  was 
struck  with  the  apparent  smallness  of 
the    machinery    used    in    moving    very 


TVPE    I    S.\KETV    V.M-VE. 

J.  M.,  Ft.  Wayne,  Ind.,  writes:  What 
causes  the  safety  valve  of  the  type  L 
triple  valve  to  pop  at  a  time  when  there 
is  no  pressure  in  the  brake  cylinder?  I 
have  noticed  this  just  after  a  light  brake 
pipe  reduction  has  been  made  before  a 
release.  A. — This  is  caused  by  a  greater 
friction  or  resistance  to  movement  be- 
tween the  graduating  valve  and  slide 
valve  of  the  triple  valve  than  thcFe  is 
liotween  the  slide  valve  and  its  seat.  Un- 
der this  condition,  the  light  reduction 
moves  the  triple  valve  to  service  position 
and  when  moved  to  release  the  slide  valve 
returns  the  full  distance  to  release  the 
brake  cylinder  pressure,  but  the  gradu- 
ating valve,  because  of  the  excessive  fric- 
tion, remains  partly  open  and  brake  pipe 
pressure  from  the  quick-service  port  en- 
ters the  safety  valve  passage,  causing  it 
to  pop  while  the  brake  cylinder  is  open 
!■>  the  atmosphere  through  the  triple  valve 
exhaust  port.  After  a  heavy  reduction 
this  cannot  occur  because  of  the  differ- 
ential in  pressure  between  the  auxiliary 
reservoir  and  brake  pipe,  as  the  main 
p-.ston  must  be  held  away  from  release 
position  for  this  to  occur. 


L.\P    POSITION    OF   BR.\KK   V.M.VE. 

J.  M.,  Ft.  Wayne.  Ind.,  writes.— With 
the  H-6  brake  valve,  are  all  ports  in  the 
rotary  valve  and  seat  blanked  when  the 
handle  is  in  lap  position?  .'\. — No.  So 
far  as  brake  operation  is  concerned, 
main  reservoir,  brake  pipe  and  equaliz- 
ing reservoir  pressure  are  separated,  the 
application  cylinder  pipe,  release  pipe 
and  excess  pressure  operating  pipe  ports 
are  closed  by  the  rotary  valve,  but  the 
port  leading  to  the  excess  pressure  pipe 
is  open  to  admit  main  reservoir  pres- 
sure to  the  upper  side  of  the  diaphragm 
body  of  the  excess  pressure  governor 
top. 

DISTRinUTl.NC,    V\LVK    KISHRIIER. 

J.  M..  Ft.  Wa.vne.  Ind..  writes.— Will 
a  leaky  graduating  valve  in  the  No.  6 
distributing  valve  cause  a  blow  at  the 
automatic  brake  valve  exhaust  port  with 
both  brake  valves  in  running  position? 
A— Yes,  if  it  leaks  into  the  safety  valve 
passage.  The  duty  of  the  graduating 
valve  is  to  open  and  close  the  service 
port  in  the  slide  valve  and  connect  the 
application  cylinder  with  the  safety  valve 
in  all  positions  except  service  lap.  hence, 
if    the   graduatinir    valve    leaks,    pressure 


TYPE    OF -EQUIPMENT. 

R.  L.  C,  Ceres,  Calif.,  writes:  (1)  I 
have  noticed  that  a  great  many  of  the 
valves  manufactured  by  the  New  York 
.Vir  Brake  Company  are  quite  similar  in 
principle  to  Westinghouse  valves,  and  at 
least  one  triple  valve  is  identical.  Have 
these  two  companies  any  agreement  rela- 
tive tu  manufacturing  similar  devices 
without  infringing?  (2)  What  consti- 
tutes the  "'Type  J"  Westinghouse  pas- 
senger car  brake?  A. — (1)  Yes.  These 
companies  have  what  may  be  termed  a 
working  agreement,  the  extent  of  which 
is  known  only  by  the  business  managers 
and  higher  officers.  (2)  The  "Type  J" 
is  a  New  York  air  brake  equipment,  con- 
sisting principally  of  the  usual  triple 
valve,  auxiliary  reservoir  and  brake  cyl- 
inder, and  in  addition  a  supplementary 
reservoir    for   high-pressure   emergency. 


What  Is  a  Mile? 
W  hat  is  a  sea  mile  is  a  question  that  is 
often  asked.  The  distance  varies  in  dif- 
ferent parts  of  the  globe.  At  the  Equator, 
lor  instance,  a  knot  would  be  6,045.95 
feet ;  at  the  Poles  it  would  be  6,107.76 
feet,  and  in  the  latitude  of  the  ocean  route 
from  Europe  to  New  York  about  0.080 
feet.  Nautical  surveyors  take  into  ac- 
count these  small  differences,  and  the 
measured  nautical  mile  for  speed  trials 
on  the  Clyde,  where  the  Lusitania  was 
I)uilt.  is  longer  than  the  nautical  mile  used 
for  the  same  purposes  more  southerly. 
The  British  Admiralty  knot  is  6,080  feet, 
and  the  recognized  knot  of  the  United 
States  Navy  6,080.27  feet.  .\  knot  in  very 
general  use  measures  1.000  fathoms,  and  a 
fathom  being  6  feet,  this  knot  would  be 
6,000  feet. 


The  plans  of  the  new  Union  station  at 
Denver.  Col.,  provide  for  $300,000  in  the 
remodeling  of  the  present  station.  $150.- 
000  for  the  construction  of  train  sheds. 
$110,000  for  interlocking  and  signal  equip- 
ment, and  over  $3,000,000  for  the  exten- 
sion of  vards  and  tracks. 


The  Pacific  Light  &-  Pnwcr  Corpora- 
tion has  approximately  $300,000  worth  of 
construction  and  camp  equipment  left 
after  the  construction  of  the  Big  Creek 
power  development.  This  includes  a  lot 
of  standard  gauge  locomotives,  dump  cars, 
and  other  railway  equipment,  as  well  as 
steam  shovels,  compressors,  hoists,  trucks, 
etc. 
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Three  Cylinder  Locomotives. 

Xiarly  all  the  rfporls  and  engineering 
papers  read  at  the  varioiK  teclmical  con- 
ventions make  interesting  and  instructive 
reading' ;  but  after  they  ;irc  printed  in 
;;nniial  reports,  most  of  tlum  are  buried 
to  the  railroad  world  as  elTectnally  as  if 
tiicy  had  been  destroyed  r,n  the  day  they 
were  read.  We  were  reminded  of  this 
fact  recently  by  accideinally  liniling  in 
the  last  annual  report  nl  the  .American 
Railway  Master  .\Iechaniis'  Association 
tlie  c<ii>y  'if  a  paper  by  Air.  J.  Snowden 
Hell  on  "Three  Cylinder   Lncmotivcs." 

Anything  that  throws  new  light  npon  the 
(letails  of  locomotive  development  ought 
to  prove  interesting  and  vabialjle  if  it  is 
merely  to  indicate  forgotten  paths  that 
have  already  been  trodden.  I  lie  number 
of  inventors  who  have  endeavored  to  im- 
prove the  locomotive  are  legion,  and  much 
ingenious    labor    has    been    e.\prndeil    on 


Imes  of  invention  that  came  to  nothing, 
a  fact  whicli  impresses  every  engineer  on 
reading  Mr.  Bell's  valuable  paper. 

Those  familiar  with  early  marine  en- 
gine construction  are  aware  that  three 
cylinder  engines  came  into  use  among 
the  first  successful  improvements  effected 
nn  tlu'  motive  power  used  to  propel  ships, 
aiiil  it  was  surprising  that  the  same  line 
of  invention  did  so  little  for  the  locomo- 
tive, for  a  three  cylinder  engine  produced 
a  smootli  rotative  action  that  was  con- 
spicuously absent  with  engines  driven 
single  or  double  cylinders.  Before  the 
leading  four  wheel  truck  was  applied  to 
locomotives  the  tendency  of  the  two  cyl- 
inders located  outside  the  frames  was  to 
produce  a  disagreeable  lateral  motion, 
whicli  exerted  distinctive  action  upon  en- 
gine and  track.  To  overcome  this  de- 
fect, as  early  as  1846  Robert  Stephenson 
and  William  Howe,  of  Newcastle,  Eng- 
land, invented  a  three  cylinder  locomo- 
tive, the  first  of  its  kind  in  Europe.  From 
Mr.  Bell's  description  we  conclude  that 
the  engine  was  as  well  designed  as  might 
lie  expected  from  the  tnost  experienced 
liiconintive  builders  of  that  day,  but  it 
did  not  prove  so  far  superior  to  the  two 
cylinder  locomotive  as  to  create  a  de- 
mand for  its  general  adoption. 

The  engine  was  built  fur  the  Ynrk, 
Newcastle  &  Berwick  Railway,  and  is 
thus  cimiincntcd  on  by  D.  Kinnear  Clark 
in  his  well  known  I k.  ■Railw.iy  Ma- 
chinery" : 

".As  the  mnveincnls  nf  the  nciprucal- 
ing  massi's  acting  out  nf  the  center  line 
of  the  machine  ex:ictly  balance  each 
oilier,  the  tendency  tn  siuudiis  action  is 
remnved.  :inil  fure  and  aft  actimi  alime 
reniains  tc  In-  lulanccd.  The  engine,  ac- 
cordingly, runs  with  very  superior  stead- 
iness, even  when  unassisteil  with  lial.-uice 
weights  in  the  wheels,  and  rrom  its  pecu- 
liar arrangement  it  is  susceptible  of  a 
very   perfect   equilibrium." 

.Although  the  jiatents  for  the  ."^tepben- 
son-llowe  three  cylinder  locomotives 
were  dated  1846,  the  engine  was  not  built 
till  several  years  later;  mi-.inw  bile  the 
mechanical  officials  of  the  I'luki.lrlpliia, 
"\\'ilmington  &  Baltimore  Railroad  built 
a  three  cylinder  locomotive,  whicli  w.is 
mentioned  in  tlie  Annual  Report  of  the 
directors  for  1847,  and  evidently  ante- 
dates tile  British  engine.  .\  second  en- 
gine of  this  type  was  built  later,  and  the 
Annual   Report    for    1840   says: 

"The  cost  of  the  two  three  .ylinder 
engines  is  no  greater  than  that  with  two 
tylinders,  wdiilc  they  possess  on  a  track 
most   important  advantages." 

These  reports  prove  beyond  .i  doubt 
thai  an  .American  railroad  company  was 
I  he  first  to  introduce  three  cylinder  lo- 
comotives, but  no  information  is  given  of 
why  the  type  was  abandoned  after  their 
performance  seemed  to  have  been  satis- 
factory. The  engines  were  of  the  4-4-0 
form,   with    two   outside   cylinders,   and    a 


single  cylinder  in  the  middle  connecting, 
with   a   cranked    axle. 

The  subsequent  history  of  three  cyl- 
inder locomotives  as  recorded  by  Air. 
Bel!  indicates  that  the  most  ambitious  ex- 
periment with  three  cylinder  locomotives 
was  made  by  Mr.  F.'  W.  Webb,  chief 
mechanical  engineer  of  the  London  & 
North  Western  Railway,  who  between 
1893  and  1899  built  over  100  three  cyl- 
inder compound  locomotives.  These  en- 
gines were  hardly  successful  under  Mr. 
Webb's  immediate  supervision,  and  since 
his  death  every  one  of  them  has  been 
changed  lo  two  cylinder  forms.  They 
had  tw'o  outside  cylinders  ami  a  single 
inside. 

Various  other  British  and  Continental 
railways  tried  three  cylinder  locomotives 
in  half-hearted  experimental  fashion; 
but  in  no  case  has  this  form  of  engine 
established  itself  as  a  recognized  class 
for  any  company.  That  the  growing  de- 
mand for  heavy  power  may  result  in  the 
three  cylinder  locomotive  finding  a  place 
in  regular  train  service  seems  to  be  prob- 
able. 

.A  locomotive  designer  of  acknowl- 
edged hi.gh  standing  and  ability,  discus- 
sing the  situation  with  Mr.  Bell,  said: 
"We  have  about  reached,  especially  in 
some  of  the  large  mountain  designs,  the 
possibilities  of  a  two  cylinder  engine." 
The  destructive  effect  upon  the  rails, 
which  increases  with  the  speed  resultant 
upon  the  unbalanced  vertical  forces  in 
two  cylinder  engines,  has  long  been 
recognized,  and  there  being  apparently 
no  effective  means  available  for  neutral- 
i/ing  this  effect,  there  has  resulled  the 
.-irliitrary  limitation  of  static  weight  per 
axle  to  that  which,  when  augmented  by 
the  dynamic  effect  of  the  excess  balance, 
will  not  be  above  that  which  can  be 
safely  carried  by  the  r.ids  and  bridges. 
Ibis  limit  varies  on  ibffcrenl  r.ailroads. 
as  effected  by  the  solidity  of  ihe  road 
bed,  and  by  local  traffic  conditions.  Ihe 
tractive  power  exerted  by  a  locomotive, 
being  deiiendent  upon  the  weight  on  driv- 
iiii;  wheels.  :inil  the  number  of  driving 
axles,  each  limited  in  load  as  above 
slated,  Iieing  limited  by  considerations 
of  main  line  and  yard  curvature,  it  would 
seem  obvious  that  the  most  jiractical  and 
desir;ible  design  is  thai  in  which  the 
maximum  output  of  power  cm  be  ex- 
erted with  a  minimum  destructive  effect 
upon   tlu'    rails." 


Information  About  Shop  Tools. 
Knowledge  is  power,  a  truth  winch  is 
(Very  day  becominf:  more  .•md  more  ap- 
parent, especially  in  railway  shop  opera- 
tions. The  railway  companies,  which 
have  established  schools  wdiere  apjiren- 
tices  .and  ambitious  workmen  are  \i\\vn 
technical  instruction,  are  all  finduig  that 
the  expense  incurred  forms  the  best  in- 
vestment   thev    have    ever    made. 
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It  is  not  yet  long  ago  when  the  men 
engaged  in  blacksmith  work  were  re- 
garded as  the  roughest  and  most  ig- 
norant class  of  workmen  engaged  in 
skilled  labor ;  but  in  recent  years  there 
has  been  a  gratifying  change  and  many 
blacksmiths  talk  the  science  of  their 
business  as  profoundly  as  college  profes- 
sors. We  have  recently  been  reading 
some  remarks  by  Mr.  Geo.  F.  Hinkens 
on  the  working  of  steel,  which  ought  to 
give  valuable  points  to  blacksmiths.  He 
said : 

Hammering  steel  increases  its  density 
and  makes  the  metal  more  compact. 
Take  an  ordinary  steel  car  axle  contain- 
ing about  .45  carbon,  subject  to  as  high 
a  heat  as  it  will  stand,  apply  sufficient 
borax  and  resin  in  the  same  manner  as 
when  welding.  After  it  has  arrived  at 
the  highest  welding  heat,  place  under  the 
steam  hammer  and  reduce  its  diameter 
about  one-half;  then  return  it  to  the  fire 
and  repeat  the  saturating  operation,  re- 
turning it  to  the  hammer  and  reducing 
it  to  the  size  of  a  lathe  tool.  Let  the 
finishing  blows  be  made  at  a  low,  red 
heat.  This  process  produces  a  piece  of 
sleel  that  is  capable  of  cutting  very  hard 
cast  iron,  steel  or  wrought  iron.  Steel 
prepared  in  this  manner  will  not  retain 
its  hardness  under  reheating  as  the 
borax-resin,  being  volatile,  escapes  when 
redressing  the  tool,  but  for  many  proc- 
esses it  will  prove  economical. 

Hammering  of  any  kind  of  cast  steel 
produces  similar  results,  due  to  the  par- 
ticles being  forced  closer  together  by  the 
impact  that  results  from  the  heavy  blows 
imparted.  The  coarser  the  grain  of  steel 
the  more  loose  will  be  its  framework,  or 
in  other  words,  a  hi.yh  heat  without  ham- 
mering effects  a  separation  of  the  mass 
in  one  case,  while  a  high  heat  for 
hardening  will  produce  the  same  in  the 
second  case.  Let  us  pass  hammering 
and  look  into  the  question  of  heat  refin- 
ing. There  is  a  similar  effect  in  both 
cases.  They  will  close  the  grain,  as  we 
say,  in  the  shop. 

To  return  to  the  question  of  heat  re- 
fining. Let  us  take  a  piece  of  steel  of 
sufficient  length  for  the  purpose,  heat  it 
to  a  light  yellow,  cool  it  in  water,  when 
cold  give  it  an  indentification  mark.  Take 
a  second  piece  from  bar,  heat  it  pre- 
cisely as  the  first  piece  was  heated,  lay 
it  down  upon  drj-  place  and  let  it  cool 
ofif.  Give  it  also  an  identification  mark. 
Then  take  a  third  piece  from  the  same 
bar  and  heat  precisely  as  the  other  two 
pieces  were  heated.  But  in  the  latter 
case  let  the  heat  nm  down  from  a  light 
yellow  to  a  cherry  red  or  any  other 
color  below  the  light  yellow.  Then  cool 
it  and  mark  like  the  others.  After  that 
is  done  break  the  pieces  for  the  purpose 
of  finding  out  if  there  is  any  difference 
in  the  grain,  and  no  difference  will  be 
discovered. 


The  steel  question  is  one  of  much  im- 
portance. The  value  of  a  tool  cannot  be 
rated  by  its  first  cost,  nor  by  the  price 
of  the  steel,  plus  the  labor,  in  making 
the  tool.  For  example,  a  tap  that  will 
thread  ten  kegs  of  nuts  is  much  more 
valuable  than  one  that  will  thread  five 
kegs.  It  is  its  capacity  for  doing  work 
that  determines  the  value  of  a  tool. 

Now,  how  are  we  to  obtain  the  most 
efficient  tool?  First  select  the  proper 
steel;  second,  give  it  the  right  treatment 
at  the  hands  of  tlie  toolsmith ;  third,  the 
proper  shape,  so  that  it  will  cut  with  the 
least  resistance,  and  accomplish  the  max- 
imum amount  of  work  in  the  minimum 
amount    of    time. 


Reduction  of  Freight  Rates  in  Canada. 

While  the  railroads  of  tlie  United 
States  are  wrestling  with  the  Interstate 
Commerce  Commission  to  obtain  an 
increase  in  frt-ight  rates,  the  informa- 
tion rtnclies  us  that  the  Railway  Com- 
mission of  t"anada  has  ordered  a  sub- 
stantial reduction  in  freight  rates.  We 
are  sorry  to  note  this  action,  for  ex- 
perience lias  proved  that  it  is  much 
easier  to  reduce  freight  rates  than  it 
is    to    restore   them    to   a   paying   basis. 

.All  Canada  west  "f  the  Great  Lakes 
is  divided  into  tliree  zones.  The  first 
of  them  extends  from  the  lakes  to  the 
mountains  and  is  to  be  known  as  the 
Prairie  Section.  The  Pacific  Section 
includes  British  Colutubia.  w-hile  the 
zone  to  be  known  as  British  Columbia 
Lakes  Section  applies  to  the  navi.gable 
waters  in   that  province. 

For  each  of  these  three  sections  a 
standard  of  maximum  freight  rates  has 
been  set.  What  is  at  present  known  as 
the  Manitoba  standard  has  been  ex- 
tended to  fix  all  rates  in  the  Prairie 
and  British  Columbia  Lakes  Sections, 
abolisbin.g  the  higher  rates  now  charged 
in  Saskatchewan  and  .\lbcrta.  While 
the  Pacific  Section  rates  will  be  some- 
what higher  than  those  of  the  Prairie 
and  British  Cohnnbia  Lakes  Sections, 
they  w-ill  nevertheless  be  lower  than 
the  maximum  now  in  fr)rce  in  Sas- 
katchewan. .Mbcrta  and  British  Colum- 
bia, the  provinces  included  in  this 
section. 


Better  Than  CoaL 


Fuel  nil  consists  essentially  of  carbon 
and  hydrogen,  and  the  proportion  of  the 
latter  is  high  enough  to  add  materially  to 
its  heating  power.  It  contains  little  or  no 
oxygen  to  reduce  the  heat  units  obtain- 
able from  it,  and,  as  appears  from  the 
figures  quoted,  it  gives  out  much  more 
heat,  weight  for  weight,  during  its  com- 
bustion than  cr>al.  Fuel  nil  also  owes 
part  of  its  superiority  nvcr  coal  in  heating 
power  to  its  greater  freedom  from  mois- 


ture, ash,  and  other  agents.  It  is  suffi- 
ciently accurate  to  regard  the  reducing 
effect  of  mineral  matter,  moisture,  etc., 
on  the  heating  power  of  coal  as  due  to 
displacement  of  combustible  matter.  A 
coal  containing  5  per  cent,  of  ash  and  5 
per  cent,  of  moisture  would,  so  far  as 
these  constituents  are  concerned,  contain 
only  9  lbs.  of  combustible  matter  in  each 
10  lbs.  of  coal.  The  ash  and  mineral  mat- 
ter in  coals  vary  greatly.  The  moisture 
may  rise  to  10  per  cent,  and  over,  and 
ashes  of  40  per  cent,  and  over  have  been 
recorded.  Fortunately  these  arc  excessive 
figures,  and  the  proportions  often  run  be- 
low 5  per  cent.  When  the  ash  and  mois- 
ture are  low  (and  in  some  coals  they  may 
be  as  low  as  between  2  and  3  per  cent.) 
the  higher  values  for  the  heating  power 
are  possible.  Fuel  oil,  however,  is  readily 
obtained  free  in  a  high  degree  from  these 
constituents.  The  United  States  Govern- 
ment refuses  consignments  containing 
more  than  2  per  cent,  of  moisture,  and  in- 
sists on  its  being  practically  free  from 
mineral  matter.  The  higher  proportions 
of  carbon  and  hydrogen  in  fuel  oil,  and 
the  practical  absence  of  substances  exert- 
ing a  depressing  effect  on  the  heating 
power,  explain  the  greater  number  of 
heat  units  obtained  during  the  combus- 
tion of  oil. 


The   New   Haven   Electrification. 

For  several  months  past  large  forces  of 
men  have  been  at  work  electrifying  the 
main  line  of  the  New  York,  New  Haven 
and  Hartford  Railroad  between  Stam- 
ford and  New  Haven. 

So  far  as  engineering  and  construction 
experience  can  indicate,  the  overhead 
contact  and  distribution  system  between 
New  York  and  New  Haven,  it  is  be- 
lieved, will  be  completed  by  June  1.  Elec- 
tric freight,  passenger  and  switching 
service  can  then  be  established  between 
New  York  and  New  Haven. 

The  original  electrification  of  the  New 
Haven  road  between  Stamford  and 
Woodlawn,  begun  in  l'X)5  and  completed 
in  1907,  embraced  21';  miles  of  route 
and  110  miles  of  single  track.  As  the 
New  York  Central  had  the  year  previous 
electrified  its  track  from  the  Grand  Cen- 
tral station  to  Woodlawn,  where  the 
junction  with  the  New  Haven  tracks  is 
made,  a  distance  of  12  miles,  this  made 
the  total  route  distance  for  the  New 
Haven's  original  electric  service  between 
the  Grand  Central  station  and  Stamf.ird 
one  of  33  miles. 

.After  considerable  experience  with  the 
electric  service,  the  six  track  Harlem 
river  branch  was  electrified  and  then  work 
began  on  the  line  east  of  Stamfnrd. 

The  power  house  was  enlarged,  but  at 
present  it  will  not  be  large  enough  to 
handle  100  per  cent,  of  the  traffic  at  New 
Haven  and  New  York. 
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Nothing  Against  the  Delaware  & 
Hudson, 
in  the  March  number  of  Railway  and 
Locomotive  Engineering  an  article  headed 
Blind  Punishnienl  seems  to  reflect  un- 
fairly upon  the  Delaware  &  Hudson  Rail- 
road. In  the  beginning  of  the  article 
some  comment  was  made  on  the  Delaware 
&  Hudson  strike  which  could  hardly  be 
regarded  as  being  unfair  and  then  we 
took  up  the  complaint  of  a  correspondent 
belonging  to  another  railroad  who  had 
been  cruelly  punished  for  permitting  the 
water  of  an  engine  he  was  running  to 
become  so  low  that  damage  to  the  crown 
sheet  resulted.  In  our  opinion  there  was 
no  proof  of  low  water  sufficient  to  inflict 
severe  punishniem  and  we  said  so,  but  it 
had  no  reference  whatever  to  the  Dela- 
ware &  Hudson  and  we  are  sorry  that  it 
has  been  so  construed. 


Tests  of  Car  Couplers. 

A  series  of  tests  is  being  conducted  by 
the  University  of  Illinois  for  the  ScuUin- 
Gallagher  Iron  &  Steel  Company,  of  St. 
Louis,  on  a  new  style  of  car  coupler  which 
is  believed  to  be  an  improvement  over  the 
coupler  now  in  use. 

The  weak  point  of-  most  car  couplers 
now  in  use  is  the  face,  this  being  the 
place  where  fracture  generally  occurs. 
The  new  style  of  coupler  eliminates  this 
difficulty  by  having  a  solid  face  and  a 
new  type  of  tail  knuckle.  .\  former  test 
made  by  the  university,  showed  that  when 
failure  of  the  new  style  coupler  occurred, 
it  was  generally  at  the  knuckle.  Ahtr  the 
first  tests,  the  design  was  changed  so  a< 
to  ad<l  alxjut  15  lbs.  of  metal  to  the 
knuckle.  The  new  design  is  now  being 
tested  under  the  super\ision  of  Prof.  J. 
M.  Snodgrass,  of  the  Railwa\  Engineer- 
ing Department. 

Four  sets  of  tests  an-  iii.ide:  The  "strik- 
ing test,"  the  "jerk  tc'it,"  the  "guard-ami 
test,"  and  the  "pulling  test."  In  the  strik- 
ing test  the  coupler  is  |)Iaced  in  the  dr^ip 
testing  machine  and  a  l.(')40-lb.  weight  let 
fall  on   it    from   varyini;   heights. 

The  first  series  of  le.-.ts  was  witnessed 
by  Mr.  I.ogie,  vice-president  of  the  Samp- 
son t"ar  Coupler  Company :  Mr.  Morey. 
niecbaHical  engineer  of  the  company,  and 
Mr.  II  E.  Doerr,  mechanical  engineer  of 
th<-  Scullin-Oailagher  Iron  S:  Steel 
Cninpany 


Government  Officials  Stirring  Up 
Smoke  Abatement. 

In  spite  .if  all  iliat  has  Ip'.-r.  -iaid.  done 
and  written  ali  mm  smok^  prevention, 
th.T'-  ^''cms  to  be  very  little  :i'>atemeiit  of 
the  Mnck  smoke  pouring  om  from  the 
cluuineys  of  nearly  every  ni.iiinfacturing 
coiii''rn  in  the  country.  In  surh  cities  as 
New  York,  where  smoke  prevention  ordi- 
nance-   are    strongly    enforced.    <inoke    i- 


prevented  by  using  smokeless  fuel,  but  in 
nearly  every  other  place  where  furnaces 
are  in  operation  the  smoke  seems  to  be 
as  much  in  evidence  as  it  was  30  years 
ago,  when  smoke  preventing  formulas 
had  not  lieeii  so  glibly  interpreted  as  they 
are   today. 

Meanwhile  it  is  gratifying  to  observe 
that  the  United  States  Government  has 
not  given  up  hope  that  a  remedy  for  it 
cannot  be  worked  out.  This  is  not  en- 
tirely a  new  movement  on  the  part  of 
government  olficials.  It  only  appears  that 
every  new  hatch  of  government  scientists 
take  a  new  hitch  on  the  smoke  preven- 
tion problem,  and  pull  upon  it  altogether 
for  a  few  years,  then  give  up  the  effort 
for  tlieir  successors  to  grapple   with. 

I'.lame  is  put  upon  the  owners  of  plants 
where  hand  tiring  is  done  for  being  the 
most  persistent  smoke  raisers,  and  auto- 
matic stokers  are  recommended  as  a  sure 
remedy.  Much  depends  upon  the  man 
operating  such  a  stoker,  but  he  has  re- 
ceived .  .  credit  from  the  government  of- 
licials. 

The  greatest  improvement  made  in 
smoke  prevention  lias  been  effected  by 
tlie  men  firing  locomotives.  Smoke  is 
>till  in  evidence  from  that  source,  but  it 
is  not  one-tenth  so  great  as  it  was  ten 
years  ago.  This  fact  is  apparent  to  every 
])erNon  whose  memory  carries  liim  back 
to  the  conditidiis  that  existed  in  the  days 
when  tiremeii  operated  to  keep  a  black 
stream  eMiitiiuially  flowing  from  the 
stack. 


Dissolution    of    United    States    Express 
Company. 

Tile  directors  of  the  United  States  Ex- 
press Company  have  decided  to  dissolve 
the  company  because  its  operation  IV) 
Inpger  pavs.  Ibis  act  will  lhr..w  l.\(XX) 
persons  out  of  employment,  many  nf  whom 
have  spent  a  long  working  life  working 
for  the  company.  The  em|ilnyiiient  was 
.ipp.inntlv  iiermanent  ami  tlu-  salaries 
It    the    men    adhered    t.,    ih.-ir    jnbs 


to  supervise  transportation.  The  aim  of 
the  people  in  having  interstate  or  stale 
railroad  commissions  appointed  has  been 
to  see  that  justice  was  done  between 
shippers  and  transportation  concerns,  but 
these  commissions  have  nearly  always 
deemed  it  their  duty  to  persecute  the 
transportation  companies.  The  men  ap- 
pointed have  nearly  always  been  selected 
by  politicians  and  they  have  acted  on  the 
principle  that  it  is  good  to  hit  the  head 
of   the  government. 


1..U. 

with 


of 


pro- 


iii,ikiiig 
tlial    the   end 
i.Ii     MitTering 


little  opportunity 
xisL.ii  t'nr  old  age  and 
has  come  iinexpectedl 
will   result. 

When  news  of  this  Unaiicial  ilisastcr 
was  made  public  assertions  were  made 
that  the  competition  of  the  Parcels  P.ist 
had  brouelit  the  United  St.ati' 
Company  to  the  condition  tli.at 
liquidation,  but  the  truth  of 
denied  by  Duncan  I.  Roberts, 
of  the  company.  lie  asserted  that  new 
rates  fixed  by  the  Interstate  Commerce 
Commission  was  the  chief  cause  of  the 
closing  down  of  the  United  States  Ex- 
press Company,  but  that  the  low  rales 
imposed  by  state  railroad  commissions 
had  helped  to  make  the  expense  of 
operating  greater  than   the  income. 

There    is    something   strange   about   the 
altitude    "f    liodies    elected    <'r    appointed 


s  Express 
compelled 
that  was 
president 


The      Fuel      Consuming      Locomotive 
Boiler. 

The  boiler  used  to  generate  the  volume 
of  steam  passed  through  the  cylinders  of 
a  large  locomotive  has  to  perforin  a  high- 
er steam  making  service  than  any  oth  r 
boiler  in  use.  To  obtain  from  the  average 
locomotive,  said  Mr.  D.  F.  Crawford,  the 
average  power  required,  it  is  necessary 
to  consume  fuel  at  the  rate  of  about  100 
pounds  of  coal  per  square  foot  of  grate 
per  hour,  and  to  obtain  a  maximum  power 
required  it  is  necessary  to  consume  150 
lbs.,  a;'d  at  times  in  excess  of  this  amount, 
per  square  foot  of  grate  per  hour.  That 
is,  to  obtain  the  power  necessary  to  per- 
form the  work  demanded,  a  boiler  which 
from  its  heating  surface  would  be  rated 
at  about  320  H.  P.  is  frequently  forced  to 
develop  over  1,500  boiler  H.  P.,  and  our 
records  show  that  another  boiler  which 
would  on  the  basis  of  heating  surface  be 
rated  at  about  400  H.  P.  has  developed  as 
high  as  1,994  boiler  H.  P.  The  perform- 
ance stated  above  requires  coal  consump- 
tion at  the  rate  of  from  6,000  to  10.000 
lbs.  of  coal  per  hour,  and  this  has  been 
done  on  a  grate  of  55  sq.  feet." 

The  design  of  the  locomotive  boiler  is 
well  known  and  has  not  changed  material- 
ly from  that  of  our  forefathers,  save  in 
size  and  capacity.  True,  the  firebox  has 
risen  up  from  between  the  frames  and 
spread  out  over  them,  and  in  most  cases 
now,  beyond  the  wheels  also.  Flues  have 
been  lengthened  and  shells  enlarged  in 
diameter,  so  that  flue  heating  surface 
could  keep  pace  with  grate  area,  as  well 
as  to  provide  the  room  and  proper  loading 
of  the  wheels,  which  have  also  multiplied 
Not  content  with  one  double  engine  under 
the  boiler,  the  Mallet  type  uses  two,  and 
we  now  hear  of  a  new  development  of 
using  a  third  engine  under  the  tender  and 
utilizing  its  weight  to  secure  additional 
tractive  efTort. 

The  enormous  amount  of  coal  consumed 
by  some  locomotives  ju.stifies  the  efforts 
being  made  to  reduce  the  toil  of  firemen 
by  introducing  mechanical  stokers.  .Xn 
aI)le-bodied  man  shoving  coal  out  of  car? 
is  reputed  to  be  doing  fair  work  when  he 
moves  one  ton  or  2,000  pounds  per  hour, 
but  advance  practice  requires  a  fireman 
to  handle  four  or  five  times  the  quantity 
handled  by  the  laborer  and  that  task  has 
been  successfully  done  in  some  instances. 
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Suit  Against  the   Lackawanna  Dis- 
missed. 

Among  tlie  concerns  that  the  Depart- 
ment of  Justice  of  the  United  States  has 
been  prosecuting  for  alleged  monopoly 
has  been  the  Delaware,  Lackawanna  & 
Western  Railroad  Company  for  alleged 
monopoly.  A  suit  was  brought  against 
both  the  railroad  company  and  the  Dela- 
ware, Lackawanna  &  Western  Coal  Com- 
pany, for  violation  of  the  Sherman  Anti- 
Trust  Law  and  the  commodities  clause 
of  the  Hepburn  Act.  which  prohibits  a 
railroad  company  from  transporting  and 
selling  products  in  which  it  is  interested. 
The  case  was  brought  before  the  United 
State.<!   District   Court   and    dismissed. 

The  action  was  instituted  against  the 
Lackawanna  and  its  allied  coal  company  in 
February.  1913.  and  was  argued  in  Phila- 
delphia under  an  expediting  certificate  on 
January  27,  last.  It  aroused  unusual  at- 
tention from  the  fact  that  it  was  the  fore- 
runner of  similar  suits  against  other  rail- 
roads having  coal  interests,  and  because  it 
was  regarded  by  the  Washington  authori- 
ties as  a  critical  test  of  the  efficacy  of 
exi.sting  statutes  to  carry  out  a  programme 
of  reforms  favored  hv   President  Wil'^cn. 


Recalescence. 

The  writer  has  been  so  long  in  the 
habit  of  visiting  railway  machine  shops, 
and  talking  with  all  lines  of  workmen, 
that  he  very  rarely  hears  a  new  expres- 
sion ;  but  this  novelty  came  to  him  lately 
by  a  tool  dresser  using  the  word  "re- 
calescence." After  a  long  search  we  find 
that  Mr.  George  F.  Hinkens,  a  well  known 
writer  on  blacksmithing,  says:  "The 
point  of  recalescence  is  that  temperature 
varying  for  each  carbon  percentage  at 
which  cooling  pauses  awhile,  gets  hotter 
of  itself,  and  again  goes  on  cooling. 
When  the  steel  gets  hotter  of  itself,  it  is 
at  the  refining  point,  or  the  point  of  re- 
calescence. and  at  the  right  stage  for 
cooling." 

Another  authority  says :  "The  point  of 
recalescence  is  indicated  by  prominent 
waves  playing  over  the  bar.  U'hcn  the 
wave  disappears  it  passes  from  the  center 
of  the  bar,  which  is  an-  indication  that 
the  refining  is  completed,  and  the  tem- 
perature of  the  bar  i.s  uniform  through- 
out, and  if  quenched  under  those  condi- 
tions will  produce  ideal  steel  in  the 
hardened  state." 

Who  will  say  after  reading  these  state- 
ments that  our  workmen  are  not  versed 
in  the  science  of  their  business? 


Tliese  machines  are  manipulated,  in  some 
cases,  by  little  girls,  who  have  long  since 
got  over  the  wonder  ol  them.  Marvelous 
they  are,  however ;  they  disclose  a  super- 
human intelligence.  They  reach  the  con- 
clusion before  the  manipulator  has  got 
his  thoughts  together,  they  anticipate  the 
cerebration  of  the  human  mind. 

The  tabulating  machines,  operated  by 
electricity,  are  positively  uncanny.  They 
are  diabolically  subtle.  The  conclusions 
they  reach  are  appallingly  and  implacably 
accurate.  They  work  out  the  higher 
mathematics  by  pressing  a  button.  They 
tackle  and  solve  the  most  amazing 
arithmetical  problems  without  ever  turn- 
ing a  hair.  They  give  you  the  number 
before  you  have  well  slated  the  proposi- 
tion. They  anticipate  the  sluggish  mind. 
They  are  greater  than  their  inventor. 
They  are  fearsomcly  intelligent.  They 
exert  a  species  of  necromancy  that 
baffles  the  human  mind.  But  they  are, 
of  course,  prodigious  labor  savers.  They 
do  work  like  lightning  which  had  at  one 
time  to  be  done  lalxiriously  and  faultily 
by  hand.  They  do  the  work  of  dozens 
of  men. 


liay  in  the  whole  of  the  State.  This  will 
be  brought  about  by  the  absorption  of  the 
(jcneral  Petroleum  Company,  of  Cali- 
fornia, and  the  Union  Oil  Company,  of 
the  same  Slate,  at  an  expenditure  of  at 
least  $30,000,000. 


Machine  Made  Figures. 

In  the  financial  department  of  the 
Canadian  Pacific  Railroad,  representing 
something  like  $100.(XX),000  per  annum— 
that  is  in  the  value  represented  by  the 
papers  it  handles— that  the  adding  and 
tabulating  machines  tret  in  their  fine  work. 


Diesel  Engines  for  Ship   Propulsion. 

Information  come<  from  Glasgow, 
Scotland,  that  an  influential  British 
money  syndicate  has  been  formed  in  Cal- 
ifornia for  the  purpose  of  building  ships 
for  the  American  coasting  trade,  to  be 
equipped  with  Diesel  engines.  This  is 
one  of  the  first  moves  to  utilize  the  Pan- 
ama   Canal. 

The  case  was  cited  of  the  Danish  motor 
vessel  Siam,  which  loaded  1.000  tons  of 
oil  at  San  Pedro  for  a  European  port, 
and  made  the  run  on  a  fuel  consumption 
of  10  tons  of  oil  per  day,  as  compared 
with  from  55  to  60  tons  of  coal  for  a 
steam  driven  vessel  of  the  same  capacity. 
The  value  of  10  tons  of  oil  at  San  Fran- 
cisco was  about  $65,  as  compared  w'ith 
$420  for  60  tons  of  coal,  and  the  net  pav- 
ing in  fuel  alone  was  thus  $355  per  day — 
with  the  heaviest  oil  produced  in  Cali- 
fornia. On  the  homeward  run  the  Siam 
would  save  nearly  $20,000.  But  the  gain 
in  freight  space  was  about  17  per  cent., 
while  the  stoke-hold  crew  of  20  men  were 
entirely  eliminated. 

Referring  to  this  subject.  Mr.  A.  L. 
Weil,  of  the  General  Petroleum  Com- 
pany, said  that  the  operation  of  such 
motor  vessels  on  the  Pacific  coast  would 
extend  the  radius  of  California  commerce 
to  the  ultimate  verge  of  the  habitable 
world.  He  felt  every  confidence  that  this 
would  result  in  eliminating  the  existing 
surplus  of  the  heavier  oils,  for  a  char- 
acter of  oil  which  could  not  be  consumed 
at  all  in  an  automobile  was  the  best  for 
the   Diesel   marine   motors. 

The  new  British  syndicate  will  control 
100.000  barrels  .  t  California  fuel  oil 
daily  out  of  270ri'ifi  i  .irn  Is  produced  per 


CharcoaL 

Charcoal  in  different  phases  performs 
important  functions  in  domestic  and  in- 
dustrial economy,  yet  the  material  pos- 
sesses characteristics  that  are  unknown 
to  the  world  in  general.  In  the  long 
ago  the  most  useful  purpose  to  which 
charcoal  was  applied  was  in  the  reduc- 
tion of  iron  ore  to  the  condition  of  pig 
iron.  In  the  forges  of  ancient  metal- 
lurgists charcoal  was  employed  to  con- 
vert rich  iron  ores  directly  into  steel, 
what  was  known  as  the  Wootz  process 
having  been  carried  on  in  this  manner. 
Charcoal  pig  iron  was  made  exten- 
sively in  Scotland  at  one  time,  and 
formed  the  beginning  of  the  great  iron 
and  steel  works,  for  which  the  country 
afterwards  became  famous.  The  ex- 
haustion of  the  forests  greatly  curtailed 
ihe  making  of  charcoal  iron,  and  only 
■  ne  furnace  now  continues  in  operation, 
situated  at  Backbarrow  on  the  river 
I-even.  This  furnace  was  erected  in  the 
early  part  of  the  I8th  century,  and  has 
been  little  changed  since  the  time  it 
was  erected.  The  iron  produced  is  the 
most  expensive  iron  sold,  and  most  of  it 
is  used  in  the  United  States  in  the 
process  of  making  malleable  iron  cast- 
ings. 

Carbon  results  from  the  destructive 
distillation  of  wood  and  animal  matter. 
The  composition  of  charcoal  depends 
upon  the  temperature  at  which  it  is  pro- 
duced. .^t  high  temperatures  all  the 
oxygen  and  hydrogen  of  the  materials 
are  expelled,  and  a  black  substance  re- 
mains. It  burns  without  flame  or  smoke, 
and  produces  an  intense  heat  It  is  in- 
fusible, is  not  soluble  in  acids  or  other 
liquids,  is  not  liable  to  decay,  and  is  not 
changed  by  any  degree  of  heat  if  it  be 
not  exposed  to  any  .source  of  oxygen. 
Carbon    has    many    other    useful    proper- 


Railway  Signal  Engineers. 
The  United  States  Civil  Service  Com- 
mission announces  an  open  competitive 
examination  for  junior  railway  signal  en- 
gineers on  May  20.  1914  Applicants 
must  show  in  their  applications  that  they 
have  had  at  least  three  years'  practical 
experience  in  railway  signal  work.  Ex- 
perience with  railway  signal  con>panies 
will  be  considered  as  qualifvinp  Per- 
sons who  meet  the  requirements,  and 
desire  the  examination,  should  at  once 
apply  for  application  Form  2039.  to  the 
\J.  S.  Civil  Service  Commission.  Wash- 
ington.  D.   C. 
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Mallet,  0-8-8-0  Type  Locomotive  for  the  LaKe  Shore 


Gravity  or  hump  yanl  switcliing  is 
constantly  increasing  in  large  and  busy 
yards.  .Xt  present  there  are  95  gravity 
switching  yards  on  30  different  systems. 
These  yards  represent  an  investment  of 
many  millions.  Therefore  as  the  road 
engine  increases  in  size  it  becomes  rela- 
tively important  to  provide  means  at 
these  yards  whereby  the  heavy  trains 
may  be  economically  handled. 

Wlien  big  road  engines  bring  in  their 
large  trains  it  generally  becomes  neces- 
sary to  divide  the  train  before  classifica- 
tion. This  means  more  operating  units 
and  more  congestion.  The  average  yard 
conditions  as  they  exist  today  will  not 
permit  a  long,  rigid  wheel  base.  This  is 
a  severe  limitation  to  the  simi)le  engine, 
and  restricts  the  design  as  to  size  and 
power.  Mallet  engines,  with  their  driv- 
ers arranged  in  two  independent  sets, 
readilv    meet    thee    liinitali<ins,    and    also 


(it  the  Mallet  lor  this  particular  service. 
The  tenwheel  switchers  have  a  rigid 
wheel  liase  of  19  ft.  0  ins.,  the  .Mallets, 
14  ft.  9  ins.  Because  of  the  many  cross- 
overs, this  short  rigid  wheel  base  should 
lie  very  desirable.  The  Mallet,  with  its 
tender,  weighs  622,500  lbs.  The  ten- 
wheel  switcher,  with  its  tenikr,  weighs 
424,000  lbs.  The  Mallet  has  a  tractive 
power  of  100,500  lbs.  working  compound, 
and  120,600  working  simple.  The  ten- 
wheel  switcher  has  a  tractive  power  of 
55,400  lbs.  With  only  47  per  cent,  in- 
crease in  weiglit.  the  Mallet  has  815^2  per 
cent,  greater  tractive  power  working 
compound,  and  117J4  per  cent,  greater 
tractive    power    working   simple. 

I  he  Ijoiler  warrants  special  attention. 
It  is  a  conical  connected  type,  and  is  88 
itis.  in  diameter'  at  the  front  end,  and 
100  ins.  in  diameter  at  tlie  largest  course. 
The    liarrel    is    lifted    witli    255    tubc<    2' a 


handle,  wliicli  in  turn  is  linked  to  the 
main  handle  and  a  crank.  This  crank  is 
keyed  to  a  solid  shaft  which  passes 
through  the  main  hollow  operating  shaft, 
and  is  cranked  and  linked  to  the  latch 
release  handle  on  the  left  band  side. 
Thus  either  handle  locks,  unlocks  and 
operates  the  throttle.  A  similar  method 
is  used  in  connecting  the  power  reverse 
levers.  Each  side  also  has  main  and 
straight  air  brake  valves  with  tlieir 
gauges. 

The  Street  stoker,  radial  buffer.  Ra- 
gonnet  reverse  gear  an<l  a  pyrometer 
were  also  applied 

Additional  strength  with  no  increase  in 
weight  was  secured  through  an  extensive 
use  of  vanadium.  The  parts  constructed 
of  this  material  include  engines,  frames, 
driving  a.xles.  main  and  side  rods,  rod 
straps,  eccentric  cranks,  driving  springs, 
tender  elliptic  springs  and  crosshead  keys. 


I.ocomoliv 


BuiMc 


permit  the  designing  of  a  locouiotive 
l)Owerful  enough  to  Iiamlle  the  mad  train 
in    one    unit. 

.After  carefully  stud\ing  their  condi- 
tions the  officials  of  ihr  Lake  Shore  S.- 
Michigan Southern  Haihvay  iilaced  an 
order  with  the  -\ini  ricm  l.'jcnmotive 
Com|jany  for  three  M.illet  engines  for 
biuni)  service.  Two  of  these  engines  are 
Mnw  in  hump  service  at  Llkltart,  and  one 
at  .Air  Line  Junction.  .Mr.  .\.  R.  .\yers. 
General  Mechanical  luigineer,  advises  as 
follows:  "We  find  that  these  engines  will 
handle  the  -.ime  trains  that  the  (i-5  and 
G-6  engines  bring  into  llie  yard.  It  was 
necessary  to  divide  these  trains  in  unler 
to  liaiulle  same  with  former  power;  this 
work  was  previously  dom-  by  class  M 
engines."  Class  G-5  and  G-O  are  heavy 
Consolidations.  Class  M  i-  .i  'en- wheel 
switcher. 

.\  comparison  of  some  of  tlie  principal 
ditnensi'His  with  the  ten-win  rl  switchers 
sr,|)planled  ^hows  si.me  of  tbr  ailvantages 


ins.  in  diameter,  and  45  Hues  5'j  ins.  in 
ciiarnrler  and  2.i  ft.  long.  The  lirebox  is 
!50'.s  ins.  long  li_\  94'  i  ins.  wide,  having 
a  grate  121;.s  ins.  long.  A  Gaims  com- 
bustion chamber,  coinbine(l  with  a  .Se- 
curity brick  arch,  and  the  railway  com- 
]>aiiy's  arrangement  of  combustion  flues 
are  also  included.  This  lirehcix  has  a 
healing  surface  of  311  sq.  ft.,  with  a 
grate  area  of  only  81   sq.  ft. 

.\  novel  feature  is  the  arrangement  for 
operation  from  either  side.  This  was 
necessitated  by  the  possibility  of  tlie  en- 
gine lieing  headed  either  way.  .\  speci.illy 
designed  bracket,  one  on  each  side  of 
♦he  engine  backhead,  holds  the  operating 
levers  for  the  throttle  and  jiower  re- 
verse gear.  liotli  throttle  levers  are 
clampeil  to  a  hollow  shaft,  wliich  ex- 
tends across  the  backhead.  and  operates 
the  throttle  by  a  series  of  cranks.  The 
tbroitle  IcN'er  on  the  right  hand  side  has 
a  lalch  which  locks  on  a  (|uadrant.  This 
latch     is     linked     with     the    latch     release 


C\linder  castings  were  constructed  cif  cast 
iriin   with   vanadium  content. 

I  he    following   are   the  general    clinun- 
sions  of  this  type  of  loeomotivc  : 
Track   gauge,   4   ft.   8>j    ins. ;    fuel,   bituui. 

coal. 
Cylinder,  type,  li.   p.  pist'm,   If)  ins.;   1,   ii. 

slide,   diani.,  40  ins.;   stroke,  28  ins. 
Tr.icti\e     iKiwer.     simple.     12fi,''f>0;     coiii- 

Iiouml,   105. 8(V). 
Factor    of    adhesion,    simple,    .Vo5 ;    com- 
pound,  4.37. 
Wheel  base  driving,  14  ft.  9  ins..  14  ft.  9 

ins.;  rigi<l,   14  ft.  9  ins.,  14  ft.  9  ins.; 

lot.il,  40  ft.  3'/2  ins.;  total,  engine  and 

tender.    74    ft.   4,'4    ins. 
Weight    in    working   order,    4()6.lKX)    lbs. ; 

on    drivers,    466.000    lbs.;    engine    and 

tender,  622,500  lbs. 
Boiler,  type,  conical  conn.  ().  I),  lirst  ring, 

88'.s  ins. ;  working  pressure,  220  lbs. 
I'irebox,    type,    wide;    length,    150|/^    ins., 

width  96'4   ins.;  combustion  chamljer. 

length,  ,30  ins.;  thickness  of  crown,  ^■i 
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in.,  tube  9/16  in.,  sides  H  in-,  back 
a  in.;  water  space  front,  4yi  ins., 
sides  4^2  ins.,  back  A'/i  ins.;  depth 
(top  of  grate  to  center  of  lowest 
tube),  175^  ins. 

Crown  staying,  radial. 

Tubes,  material — cliarcoal,  iron;  num- 
ber 255;  diani.,  2'4   ins. 

Flues,  material — seamless  steel;  num- 
ber 45;  diam.,  5'/-   ins. 

Thickness  tubes,  Xo.  11  li.  \V.  G.; 
flues,  No.  9  B.  W.  G. 

Tube,  length,  23  ft.  0  in.;  spacing,  <«  in. 

Heating  surface.  tul)es  and  flues,  4,924 
sq.  ft.;  firebo.x.  311  sq.  ft.;  arch 
lubes.   ,54   sq.   ft.;   total,   5.289  sq.   ft.. 


Grate,   style — rocking. 

Piston,  rod  diam.,  4  ins.;  piston  pack- 
ing,  gun    iron    ring. 

Smoke  stack,  diam.,  20  ins.;  top  above 
rail,   14  ft.   11/16   ins. 

Tender  frame,  cast   steel. 

Tank,  style — water  bottom;  capacity, 
8,000  gallons;  capacity  fuel,  14  tons; 
H.    1'.    piston. 

Valves,  type,  L.  I',  .\llcn;  travel,  II.  P. 
6  ins.,  L.  P.  6  ins.;  steam  lap,  11.  & 
L.  P.  15/16  in.;  Richardson  slide; 
e.\.  cl.  II.  P.  'A  in..  L.  P.  7/16  in.; 
setting,  lead,  11.  P.  \i  in.  max.  cut- 
off, 88.2  per  cent.;  L.  P.  3/16  in. 
max.   cutoff.   87.5   per  cent. 


\n-.\v  i.\  I  ,\n  I II 


I   I  \  t'F.  OF  i.ocoMOTni".  WITH  siKicirr  sti^kkr. 


Superheater    surface.    1.235    S(|.    ft. 

Grate  area,  81   sc].   it. 

Wheels,   driving   diam.   outside    tire,   51 

ins.;   center  diam..  44   in.s. 
Wheels,    driving    material — main,    cast 

steel;   others,   c.   .steel;   tender   truck 

diam.,  33   ins.;   forged   steel. 
Axles,   driv.   journal.s,    main,    lOj/j    x    14 

Ins.;     other,     10    x    14    ins.;     tender 

truck  journals,  5'.'j  x  10  ins. 
Bo.xes,   driving — main.   c.   steel;   others, 

c.    steel. 
Brake,    driver — .\mer.    W.    Z.   3;    West. 

E.    T.    6:    tender.     W'est.    E.   T.   6; 

pump,  8H  ins.  t  .   C;   reservoir,   1— 

16  X    138   ins.,    1—16   x   84   ins.,    1— 

20}^   X  66   ins. 
E.xhaust    pipe.    coml)ination.    nozzles   6, 

6'A.   6'A. 


Instructions  to  Embryo  Engineers. 

In  a  recent  issue  of  the  Electric 
Journal  tlicre  is  a  letter  written  by  VV.  V. 
Turner,  chief  engineer  of  the  Westing- 
house  .Air  Brake  Co..  to  a  young  man 
contemplating  an  entry  into  the  engineer- 
ing profession.  It  contains  sonic  advice 
particularly  valuable  to  any  young  man 
starting  out  on  any  career  in  the  business 
world,  as  it  contains  a  i;reat  deal  of  ad- 
vice that  cannot  be  found  in  the  text 
books  of  the  school  room  and  is  not 
generally  recognized  by  the  teachers.  The 
letter  of  about  O.Ott)  words,  appears  in 
the  November  issue  of  the  Electric 
Journal,  and  we  renret  that  it  cannot  be 
printed  verbatim  in  these  columns,  as  the 
extracts  we  do  wish  to  print  are 
rather  difficult  to  ..iilaiii  in  a  manner  that 
will  retain  thf  oriyiiuil  meaning;  however, 


we  will  attempt  to  give  our  readers  a 
general  idea  of  the  trend  of  the  author's 
desires. 

Mr.  Turner  would  first  impress  upon 
the  young  man  that  loyalty  to  the  com- 
pany is  the  first  consideration,  and  second 
the  discovery  and  fulfillment  of  duties 
whether  disagreeable  or  otherwise,  then 
dwells  upon  the  necessity  for  courtesy  and 
tact,  a  pleasant  demeanor,  integrity  both 
in  fact  and  purpose,  and  accuracy. 

The  following  is  quoted  from  portions 
of  the  letter: 

"Cultivate  intuitive  reasoning,  that  is,  if 
your  conclusions  do  not  conform  to  com- 
mon sense  and  physical  law,  obviously,  in 
case  of  doubt,  a  review  of  the  whole  ques- 
tion is  incumbent  upon  you.  For  example, 
if  your  solution  of  a  problem  demon- 
strated that  you  would  get  something  for 
nothing,  you  would  know  prima  facie  that 
there  was  an  error  somewhere  as  this  is 
contrary  to  nature  and  would  involve  a 
miracle. 

"Obey  orders.  Be  a  good  soldier.  The 
reason  for  orders  or  instructions  majr  not, 
in  fact  will  not,  always  be  clear  to  you 
and,  therefore,  you  may  be  apt  to  look 
upon  them  as  unreasonable  or  even 
foolish,  but  remember  as  compared  with 
your  superiors,  you  see  'through  a  glass 
darkly,'  these  instructions  may  be  and 
probably  are,  only  links  in  a  very  long 
chain  and  that  policies  are  much  broader 
and  cover  a  scope  inconceivable  to  you  at 
the  moment.  .\s  you  travel  up  the  hill 
side  the  horizon  will  widen  out  and  many 
things  will  appear  that  were  hidden  while 
you  were  in  the  valley.  In  many  cases 
the  good  and  wise  policies  of  a  concern 
have  been  defeated  of  their  full  attain- 
ment for  lack  of  full-hearted  obedience 
and  co-operation  by  those  who  constitute  it. 

"Co-operation  is  a  duty  you  owe  both 
to  yourself  and  to  your  fellows.  Self- 
seeking  generally  defeats  its  purpose,  for 
few  can  go  it  alone,  and  he  uho  refuses 
to  help  others  will  generally  be  forced 
to  do  this,  as  only  he  who  gives  shall  re- 
ceive. Not  that  you  are  sure  to  receive 
if  you  give,  but  you  are  very  likely  to. 
while  if  you  give  not  you  are  sure  not  to 
receive. 

"Vou  must  expect  to  meet  all  that  is 
good  and  all  that  is  bad  in  human  nature, 
particularly  if  you  forge  ahead,  for  it  is 
only  then  that  you  are  worth  while  as  a 
mark,  for  adulation  or  for  envy.  It  is 
here  that  you  will  meet  your  supreme 
test,  you  may  be  lulled  to  sleep  by  one 
or    rattled    to    destruction    by    the    other. 

"Cultivate  a  cheerful  acceptance  of  the 
disagreeable,  annoying,  irritating  and 
difficult  actions  and  circumstances  neces- 
sarily attendant  upon  any  position  in  life. 

"I  desire  to  call  your  attention  partic- 
ularly to  the  difference  between  accumu- 
lated knowledge  and  the  application 
thereof,  Do  not  think  because  you  have 
attained  to  a  large  degree  of  technical 
knowledge  that  you  have  learned  how  it 
should  be  applied  to  the  practical  details 
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of  a  life's  work,  or  that  theory  can  take 
the  place  of  practical  experience  or  that 
it  is  evidence  of  a  'level  head.'  .  . 
It  is  not  he  who  knows  the  most  hut  the 
man  who  can  meet  the  conditions  best 
who  is  the  best  engineer,  in  other  words, 
it  is  in  the  application  of  knowledge  and 
common  sense  that  the  great  results  lie 
and  from  which  successful  achievement 
results. 

"Avoid  debt  as  you  would  a  pestilence. 
By  debt.  I  mean  assuming  obligations  be- 
yond your  means,  or  that  you  cannot 
with  reasonable  certainty  expect  to  repay. 
"Save  some  money  from  every  dollar 
you  earn,  because  such  a  policy  makes 
for  independence  of  action,  it  makes  for 
power   and   influence,  fliere   is 

a  practical  contentment  and  moral  courage 
in  a  bank  account  that  a  man  can  acquire 
in  no  other  way.  At  the  same  time  do 
not  forget  that  generosity  and  chririty  are 
virtues.  Therefore  be  genenms  and 
charitable  to  all  whose  wants  and  con- 
ditions make  you  to  some  extent  their 
servant  or  keeper.  This  will  at  times 
call  for  sacrifice  on  your  pari,  but  to  be 
a  whole  man  you  must  not  shirk  it. 

■■On  not  forget  in  thinking  of  your  duty 
and  responsibility  to  others  that  Gnd 
holds  you  responsible  for  yourself  and 
expects  developments  in  you  at  least  equal 
to  that   you  would  insure  in  others 

"Do  not  be  too  ready  to  endorse  or 
condemn  anything  from  the  mere  abstract 
supposition  that  it  is  either  right  or  wrong, 
for  this  is  largely  a  question  of  custom, 
environment,  and  the  opinion  of  a  number 
formulated  into  a  law,  and  is  different  in 
different  places  and  at  different  limes. 
.     .  Do  not   condemn   until   you   are 

reasonably  .sure  you  have  a  substitute  thai 
will  change  things  for  the  better,  then 
proceed,  not  to  compel,  but  to  educate 
others  into  the  adoption  of  a  more  pro- 
gressive course. 

"Do  not  be  discouraged  because  others 
do  not  rush  with  embracing  arms  to  ac- 
cept your  convictions,  for,  even  though 
you  may  be  right  it  may  be  necessary  for 
them  to  climb  the  same  paths  to  the  moun- 
tain lop  before  they  reach  your  conclu- 
sion, and  yon  will  find  that  they  can  be 
induced  to  climb  the  path  where  they 
cannot  lie  compelled,  Di'icmragemenl  in 
ibe  demeanor  of  one  wbr,  wmdd  lead  i« 
a  decided  handicap,  and  .      . 

■'Avoid  excess  of  every  kind,  for  there 
i>.  no  avoiding  the  promise  to  pay.  In- 
volved in  any  transaclinn  jiertaining  to 
your  physical  or  mental  nature,  is  a  debt 
which  may  not  be  coUeclable  on  a  sight 
draft,  bul  never  forget  that  a  deferred 
payment  inevitably  matures  and  when  the 
demand  is  made,  payment  can  neither  be 
evaded  nor  postponed.  WheiK  ver  fatigued, 
rest  in  some  form  should  !>(•  welcomed, 
but  do  not  mistake  lazine^'  for  fatigue. 
Remember  that  every  man  i';  :-'  lazy  as  he 
dares  to  be," 

Mr.    Turner    then    urges    a    study    and 


analysis  of  human  nature  and  calls  atten- 
tion to  the  necessity  of  making  distinc- 
tions between  matters  that  are  important 
and  unimportant  to  the  purpose  in  life, 
and  advocates  the  learning  of  the  prin- 
ciples of  logic  which  he  terms  the  art 
and  science  of  reasoning,  giving  concrete 
examples  of  the  applications  of  the  terms 
"why"  and  "what  of  it"  to  a  problem  in 
an  engineering  sense. 

Concluding  this.  Mr.  Turner  stales. 
■■While  the  foregoing  may  seem  to  incul- 
cate upon  you  those  things  which  make 
for  what  we  call  'material  success.'  ihey 
go  much  farther,  for  one  could  hardly 
succeed  by  the  exercise  of  the  qualities  I 
have  laid  down  without  also  attaining 
that  success  which  is  more  than  personal 
—a  success  that  will  give  you  power  and 
influence  which  will  be  used  for  the  well- 
being  and  betterment  of  mankind— a  suc- 
cess that  when  you  come  down  to  the 
River  will  enable  you  to  look  back  and 
feel  the  assurance  of  a  life  that  funda- 
nientallv  has  been  lived  for  the  best." 


in  excessive  speed  is  the  cause  of  the 
numerous  fatal  accidents  that  arc  mak- 
ing automobiles  a  curse  to  the  people. 

The  fatalities  vary  greatly  in  different 
cities,  due  no  doubt  to  the  manner  in 
which  speed  is  regulated  and  the  laws 
concerning  the  same  enforced.  New 
York  City  is  probably  the  worst  ruled 
city  in  the  world,  as  the  number  of  pco- 
j.le  killed  by  recklessly  driven  vehicles  is 
terrible.  During  the  year  1913.  64  peo- 
ple out  of  every  million  of  the  population 
lost  their  lives  by  being  struck  by  auto- 
mobiles in  the  streets;  yet  that  slaughter 
of  human  beings  has  not  excited  any  in- 
dignation   among   ih(    survivors. 


Will  Use  Oil  for  Fuel. 

.\n    inspection    trip    has    liecn    made    by 
tbc  chief  engineer  of  the  Canadian  Pacilic 
railway    to    Vancouver    and    ^'ictoria    for 
the  purpose  of  investigating  the  cost  and 
feasibility  of  using  oil  in  the  locomotives 
im  the  Cascade  subdivision  of  the  British 
Columbia  division,  both  in  passenger  and 
yard   engines.     Oil   tanks   will   be   estab- 
lished  at  Vancouver,   Coiiuillam,   Mission 
Junction   and    North   Rend   to   supply  the 
fuel    for   the   locomotives.     The   work   of 
converting  w^ill  be  done  at  the  local  shops. 
Oil   has  been   used   for  fuel  purposes   for 
some  time  on  the  sections  between  Kam- 
lonps  and  Field,  and  it  is  planned  to  ex- 
tend the  system  to  the  other  portions  of 
the  road.     Engines  on  some  of  the  branch 
lines  of  the  Province  have  also  been  using 
oil    for    fuel.      After   the    engines   on    the 
Cascade  division  have  been   changed   and 
placed    in    commission    it    is    intended    to 
extend    the    plan   to   the   section    between 
North    Bend    and    Kamloops.    completing 
the  change  on  the  entire  British  Columbia 
division. 


Murderous  Automobiles. 

It  used  to  be  that  railway  companies 
uere  held  up  by  the  public  prints  as 
awful  examples  in  the  reckless  manner 
ihey  sacrificed  human  life.  Tin  per- 
sistent cultivation  of  the  idea.  "Safety 
first,"  among  railway  people  is  doing 
much  to  reduce  fatal  accidents  in  irain 
service,  but  a  new  source  of  life  de- 
struction has  in\'aded  our  higbw.iys  and 
streets  in  the  form  of  automobiles.  When 
used  rationally  an  automobile  is  a  source 
of  real  pleasure,  and  frequently  a  great 
ronvenience.  but  most  of  the  people  who 
liandk  Mieh  machines  are  carrieil  away 
with    a    cra/e    for   high    speed.      Indulging 


Railroads  in  Armenia. 

During  tlu-  past  year  there  were  rumors 
of  the  granliiig  of  numerous  concessions 
to  French  and  Russian  firms  for  build- 
ing railroads  from  the  Black  Sea  coast 
to  different  points  in  the  interior.  Work 
has  already  been  started  on  a  line  from 
Samsun,  on  the  Black  Sea.  to  Sivas.  an 
interior  city  north  of  Harput,  It  is  re- 
ported that  work  is  progressing  rapidly 
on  the  Constantinople-Bagdad  road,  and 
that  it  now  extends  from  Aleppo  south- 
w^ard  to  a  point  near  Urfa,  within  some 
six  days  of  Harput.  This  interior  coun- 
try is  gradually  waking  up.  and  if  rail- 
road accommodations  art  ever  installed 
a   prosperous   era   is   insured 


Railway  in  Iceland. 

Plans  are  completed  for  the  construc- 
tion of  the  first  railway  in  Iceland.  It 
will  be  a  narrow  gauge  line  running  from 
Reykjavik  through  the  Thingvalla  dis- 
trict—the most  fertile  part  of  the  island 
■  -to  Rangavallc.  a  distance  of  about  64 
miles,  with  a  branch  line  to  the  port  of 
Eyrarbakki,  an  additional  12  miles.  .-M- 
Ihough  the  track  will  run  through  hilly 
country,  the  boring  of  tunnels  will  be 
avoided;  but  a  great  many  bridges  are 
necessary  to  carry  the  line  across  numer- 
ous streams.  These  bridges  have  to  be 
of  especially  solid  construction,  owing  to 
the  floods  which  come  dovfn  in  raging 
torrents  from  the  mountain  sides  in  the 
brief    Icelandic    summer. 


New   Ocean  Tunnel. 

The  governments  of  Sweden  and  Den- 
mark have  had  plans  made  for  the  con- 
struction of  a  tunnel  under  the  sea  chan- 
nel that  separates  the  two  countries  to 
accommodate  a  railway  that  will  establish 
direct  communication  between  Stockholm 
and  Copenhagen.  The  stibmarine  tunnel 
will  be  about  nine  miles  Some  thirty 
miles  of  railway  will  have  to  be  built  in 
connection  with  the  tunnel.  It  is  esti- 
mated  that   railway  and   tunnel   will   cost 

about  $2.\000.nnn. 
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Elements  of  Physical  Science 


By    JAMES    KENNEDY 


i.\      i.UA'.  nv. 

The  tendency  of  bodies  when  unsup- 
ported is  to  fall  to  the  ground. '  This  is 
called  gravity,  and  this  law  of  attraction 
is  universal.  It  is  not  confined  to  the 
surface  of  the  earth  alone,  but  extends 
through  space  and.  as  has  been  already 
slated,  is  the  agent  by  which  the  stars 
arc  kept  in  their  spheres.  This  law  ol 
gravitation  is  a  constant  principle  and 
acts  instantly,  and  is  not  lessened  by  the 
interposition  of  any  other  substance,  and 
is  also  entirely  independent  of  the  nature 
of  matter  It  has  been  scientifically 
demonstrated  that  tlie  action  of  the  sun 
is  found  to  be  the  same  on  all  of  the 
heavenly  bodies.  It  is  the  force  of  at- 
traction or  gravitation  that  keeps  all 
movable  bodies  on  the  surface  of  the 
earth   from  falling  into  space. 

It  may  be  noted  that  the  force  of 
gravity  increases  as  the  amount  of  matter 
increases,  and  the  force  of  gravity  de- 
creases as  the  square  of  the  distance  in- 
creases. In  regard  to  the  planetary  sys- 
tem of  which  the  earth  forms  a  part,  the 
sun  is  800  times  greater  than  all  the 
planets  put  together.  It  is  on  this  ac- 
count that  its  attraction  is  felt  by  the 
remotest  bodies  of  the  solar  system. 
Weight  of  bodies  is  simply  a  measure  of 
the  force  with  which  bodies  are  drawn 
toward  the  earth,  and  if  the  earth  con- 
tained twice  the  amount  of  matter  that  it 
now  contains  all  bodies  movable  upon  its 
surface  would  be  found  to  have  twice 
their  present  weight  As  gravity  decreases 
as  the  square  of  the  distance  from  the 
earth's  center  increases,  it  follows  that 
bodies  become  lighter  in  proportion  to 
the  distance  that  they  are  removed  from 
the  earth's  surface.  .\  mass  of  iron  weigh- 
ing one  ton  on  the  earth's  surface  would 
be  found  to  weigh  only  a  quarter  of  a  ton 
at  a  distance  of  4,000  miles.  The  varying 
weight  on  the  eaith'S  surface  is  small. 
At  four  miles  above  the  surface  of  the 
earth  a  body  weighing  1,000  pounds  be- 
comes only  two  pounds  lighter. 

X.   FALLING   BODIES. 

.Ml  bodies  acted  on  solely  by  gravity 
fall  to  the  earth  with  the  same  velocity. 
It  is  true  that  a  metal  ball  will  fall  faster 
than  a  feather,  but  this  is  not  owing  to  a 
variation  in  the  fixed  law  of  gravitation, 
but  arises  from  the  effect  of  the  at- 
mosphere hindering  the  flight  of  the  lighter 
body.  The  descent  of  a  parachute  is  a 
good  illustration  of  this  interference  of 
the  atmosphere  with  the  gravitation  of 
expanded  bodies.  The  effect  of  the  ex- 
pansibility of  bodies  on  falling  can  be  ex- 
actly determined,  and,  taking  the  para- 
chute as  an  illustration,  it  will  be  found 


ihal  in  .,idci  lu  dcler  llic  laliiiig  ul  an 
nnlinary  man  to  a  speed  ol  safety,  the 
parachute  would  require  to  be  about  22 
feet  in  diameter. 

Falling  bodies  have  an  accelerating 
\elocity,  or,  in  other  words,  gravity  gives 
a  falling  body  a  certain  velocity  in  the 
lirst  second  of  its  descent.  This  is  in- 
creased in  the  next  second,  and  so  on 
till  the  falling  body  reaches  the  earth. 
There  are  several  methods  whereby  the 
velocity  of  falling  bodies  may  be  readily 
determined,  the  simplest  being  that 
formulated  by  experiments  with  Atwood's 
machine,  a  contrivance  whereby  two 
small  weights  are  balanced  over  running 
pulleys  and  a  slight  addition  being  made 
to  one  of  the  weights  the  pulleys  are  set 
in  motion,  and  are  so  arranged  that  the 
lieavier  of  the  two  weights  is  64  times  as 
long  in  descending  a  measured  distance 
as  it  would  be  if  dropped  freely  in  the  air. 

It  is  found  with  this  machine  that  if 
the  distance  through  which  a  body  falls 
may  be  reckened  as  one  during  the  first 
second  of  time,  that  traversed  in  the 
second  will  be  equal  to  three ;  that  in  the 
third  will  be  equal  to  five ;  that  in  the 
fourth,  equal  to  seven,  and  so  in  the  con- 
tinuing series  of  odd  numbers.  Re- 
peated experiments  have  demonstrated 
that  solid  bodies  of  matter  falling  to  the 
surface  of  the  earth  have  a  velocity  of  a 
little  more  than  16  feet  during  the  first 
second ;  in  the  next  second  the  body  will 
pass  through  48  feet  of  space;  in  the 
third  second  the  distance  traversed  will 
be  80  feet,  and  so  in  an  increasing  ratio 
till  the  surface  of  the  earth  is  reached. 
From  this  formula  the  velocity  of  falling 
bodies  at  any  particular  part  of  their 
flight  can  be  determined,  or  the  total  dis- 
tance traversed  can  be  obtained ;  thus  to 
find  the  velocity  of  a  falling  body  at  the 
termination  of  any  second  of  its  descent 
all  that  is  necessary  is  to  arrange  a  series 
of  odd  numbers,  these  being  1,  3.  5.  7.  9, 
II.  and  so  on.  and  supposing  that  we  de- 
sire to  ascertain  the  distance  traversed 
during  the  fifth  ■second.  The  fifth  figure 
of  the  series  bein.g  9.  wo  multiply  that  by 
16.  which  gives  144.  being  the  distance  in 
feet.  .\gain.  if  we  desire  to  ascertain 
how  far  the  weight  has  traveled  during 
5  seconds,  we  multiply  16  by  the  square 
of  the  given  number  of  seconds :  squaring 
5  gives  25,  which  multiplied  by  16  gives 
400.  the  distance  in  feet  which  the  body 
has  passed  throuah  in  5  seconds.  These 
rules  apply  to  bodies  acted  upon  by 
gravity  alone.  .X  body  thrown  downward 
with  force  equal  '.r^  .SO  feet  per  second 
will  retain  thiv  vl'uitv,  in  addition  to 
the  gradually  increasin.g  velocity  acquired 
from  gravity 


ill  tins  oniricLtiuii  it  sliuuld  be  remem- 
bered that  the  density  of  the  falling  body, 
and  the  atmospheric  resistance  slightly 
aflfect  the  velocity.  Experiments  at  the 
Washington  Monument  and  at  St.  Paul's 
Cathedral,  London,  show  a  slight  varia- 
tion from  Atwood's  formula.  At  the 
former  place  a  ball  dropped  from  a  height 
of  555  feet  took  a  little  over  six  seconds 
in  falling  to  the  ground ;  whereas  the 
calculations  give  576  feet  as  the  distance 
traversed  by   falling  bodies  in  6  seconds. 

.\I.    ASCENDING  BODIES. 

Falling  bodies,  as  has  been  stated,  in- 
crease their  velocity  32  feet  per  second: 
so  ascending  bodies,  being  acted  upon  by 
the  same  force,  lose  a  like  amount  until 
they  are  brought  to  rest.  If  the  initial 
velocity  is  known  and  divided  by  32,  we 
find  the  number  of  seconds  in  which  the 
body  will  continue  in  its  upward  flight. 
On  this  principle  a  bullet  shot  vertically 
upward  should  descend  at  the  same  veloc- 
ity and  with  the  same  force  as  it  had 
when  originally  discharged.  The  resist- 
ance of  the  air,  however,  lessens  its  force 
considerably,  just  as  a  projectile  thrown 
through  the  air  is  borne  some  distance 
in  a  straight  line,  but  as  its  velocity 
diminishes  the  force  of  gravity  which  im- 
pels it  toward  the  earth,  and  the  resist- 
ance of  the  air  which  tends  to  bring  it 
to  rest,  causes  the  projectile  to  move  in 
a  curved  line,  known  as  a  parabola. 


Chinese  Railways. 

i'he  Nankin-Huaii  Railway  is  to  be 
completed,  thus  covering  the  south  bank 
of  the  Yangtse  with  a  British  network. 
It  is  felt  that  the  Franco-Belgian  Trans- 
China  Railway  should  adhere  to  the  first 
alignment.  debouching,  as  originally 
agreed,  at  Hai  Chow,  200  miles  north  of 
Shanghai,  and  at  all  costs  not  at  Hai- 
Mon-Ting.  on  the  Yangtse  estuary.  It  is 
also  considered  that  an  option  should  be 
demanded  for  the  long-planned  light  rail- 
way from  Rurmab.  namely,  the  Bhamo- 
Moulmein-Talifu  alignment,  thus  guaran- 
teeing overland  entry  from  British  terri- 
tory into   S^echuan. 


Parsons  Steam-Turbines. 

The  number  of  British  vessels  with 
geared  turbines — war  and  mercantile — 
built  and  under  construction,  is  89,  with 
a  total  horsepower  of  634.000.  Some  of 
the  installations  in  the  war  vessels  are 
only  part-geared,  but  only  the  power  de- 
%'eloped  by  the  geared  turbines  is  in- 
cluded in  the  al)Ovp  In  all  cases  we  un- 
derstand the  geared  turbines  are  working 
most    satisfactorilv. 
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Catechism  of  Railroad  Operation 


NEW    SERIES. 

Second  Year's  Examination. 

(Coiili)iu,-(l    from    page     134,    April, 
V>U.) 

O,  8.— Wliat  is  tlic  duty  of  the  triple 
vaive? 

A.— To  apply  and  release  the  hraUes, 
and  to  charge  the  auxiliary  reservoir.  Or 
another  explanation  is  that  it  controls  the 
flow  of  air  from  brake  pipe  to  auxiliary 
reservoir,  from  auxiliary  reservoir  to 
lirake  cylinder,  and  from  lirake  cylinder  to 
the  atmosphere. 

O.  9.— Explain  tlie  duty  of  the  triple 
piston,  slide  valve,  graduating  valve, 
emergency  valve  and  check  valve. 

.\. — The  triple  piston  controls  the  feed 
groove  and  the  movements  of  the  gradu- 
ating and  slide  valves.  The  slide  valve 
controls  the  flow  of  air  from  auxiliary 
to  brake  cylinder,  and  from  brake  cyl- 
inder to  exhaust;  it  also  controls  the 
emergency  port.  The  graduating  valve 
controls  the  graduating  port.  The  emer- 
gency valve  controls  the  flow  of  air  from 
train  line  to  brake  cylinder  in  an  emer- 
gency application  of  the  brake.  The  check 
valve  prevents  the  flow  of  air  from  the 
brake  cylinder  to  lirake  pipe  vvlien  brake 
pipe  pressure  is  reduced  below  brake  cyl- 
inder pressure. 

Q.  10.- -How  many  difl'ereut  types  of 
triple  valves  are  used  on  this  road)* 

A. — Four:  Plain;  quick  action,  style  H; 
rpiick  action,  style  K,  and  "L"  triple. 

Q.  11.— What  is  the  duty  of  the  engi- 
neer's brake  valve  ? 

.\. — To  control  the  air  from  main 
reservoir  to  brake  pipe,  and  to  control 
the  flow  of  air  from  brake  pipe  to  at- 
mosphere. 

Q.  12. — Name  the  different  positions  of 
the  brake  valves:   (G-6),  (11-6). 

.A. —  (G-6)  full  release,  running,  lap. 
service  and  emergency.  rH-6)  full  re- 
lease, nmning,  holding,  lap,  service  and 
emergency. 

Q.  13. — Xamc  the  two  different  types 
of  independent  brake  valves  used. 

.\. — (S-6)  independent,  and  the  straight 
air  brake  valve  (S-3-.'\). 

O.  14. — Where  does  the  main  reservoir 
pressure  begin  and  end?  Where  does  tlie 
brake  pipe  pressure  begin  and  end? 

.'\.- — The  main  reservoir  pressure  begins 
at  the  top  side  of  the  discharge  valves  in 
pump  and  ends  at  the  rotary  valve  in 
the  brake  valve.  The  brake  pipe  pressure 
begins  at  the  rotary  valve  in  the  auto- 
matic brake  valve  and  ends  at  the  triple 
piston. 


Q.  15.— What  is  the  duty  of  the  feed 
v.'dvcs? 

.\. — To   control   brake   jiipe   pressure. 

Q.  16. — In  what  positions  of  tlie  lirake 
\alve  is  the  feed  valve  in  operation? 

A. — Tlie  running  and  holding  positions. 

Q.  17.— Descrilie  the  operation  of  the 
feed  valve  ? 

A. — Main  reservoir  air  enters  the  supply 
valve  chambers  and  forces  the  supply 
valve  piston  over,  compressing  the  spring 
and  openin.g  the  supply  port,  so  the  main 
reservoir  air  can  flow  direct  into  the  feed 
valve  pipe  until  the  pressure  in  the  feed 
valve  pipe  compresses  the  diaphragm  and 
regulating  spring,  allowing  the  regulating 
valve  to  seat  and  cut  off  communication 
between  the  chamber,  back  of  the  supply 
valve  piston  and  the  feed  valve  pipe,  so 
that  the  small  volume  of  main  reservoir 
air  flowing  by  the  piston  head  will  soon 
be  equalized  with  main  reservoir  pressure, 
and  the  supply  valve  piston  spring  moves 
the  piston  and  supply  valve  to  the  closed 
position. 

Q.  18.— What  is  the  pinp..s,.  ,,i  the  liand 
wliecl  and  stops  on   (B-6)    feeil  valve? 

A. — So  that  the  brake  pipe  pressiu'c  may 
be  changed  accurately  by  the  engineer, 
through  moving  the  hand  wheel  from  stop 
to   the   other. 

Q.  19.— What  is  tlie  difference  between 
a  feed  ^alve  and  a  signal  reducing  valve? 

.■\. — The  principles  of  operaliiin  are  the 
same,  but,  while  the  feed  valve  controls 
brake  pipe  pressure  and  is  adjusted  for 
that  pressure,  the  rednciue  \alve  is  ad- 
justed inr  ;i  pressure  of  4.^  pounds  gen- 
erally and  controls  the  air  signal  and  in- 
de|iendent  brake  valve  pressures. 

Q.  20. —  For  what  puryiose  and  where 
are  safety  v.alves  used  on  bu-omotives? 

■\. — The  safety  valves  are  used  with  the 
.■^-W-A  and  .S-W-B  brakes  and  are  con- 
nected with  the  brake  cylinder  to  prevent 
the  brake  cylinder  pressure  being  ex- 
cessive; they  are  adjusted  at  S2i  pounds. 
Safety  valves  are  also  used  with  the  E-T 
br.ake  attached  to  the  dislributing  valve 
and  .are  in  communication  with  the  appli- 
cation cylinder  in  all  positions  of  the  brake 
except  the  service  lap.  and  by  keepin.g  the 
application  cylinder  pressure  at  a  safe 
limit  they  prevent  the  brake  cylinder 
pressure  bein.g  excessive:  they  arc  adjust- 
ed at  68  pounds. 

Q.  21.-  When  sh<.ubl  the  i,  ,■,!  valve  be 
cleaned  and  lubricated? 

.\. — On  the   flrst   indication  of  sluggish 
action,  and  at  least  once  in  three  months: 
some  will  not   run  over  one  month. 
Q.  22.— What  is  tlie  purpose  of  auxiliary 


reservoirs    on    l(.>comotives    and    tenders? 

A. — To  carry  a  supply  of  compressed 
air  t(j  be  used  in  the  brake  cylinders  on 
an  engine  in  an  automatic  application  of 
the  brakes. 

0.  22. — Are  engines  with  the  E-T  type 
of   brake   equipped    with   auxiliaries? 

A.— No. 

Q.  24. — Can  the  driver  brakes  and  tend- 
er brakes  be  released  with  the  (S-6)  in- 
dependent brake  valve  after  an  automatic 
application?  with  the  (S-3-.\i  independ- 
ent valve  ? 

.\. — Yes,  the  brake  can  be  released  with 
either  brake  valve,  after  an  automatic 
application  has  been  made. 

Q.  25. — What  pressures  do  the  red  and 
black  hands  of  air  gauges  indicate? 

A. — The  red  hand  on  duplex  gauge  No. 
1  indicates  main  reservoir  pressure,  and 
the  lilack  hand  indicates  the  pressure 
above  the  equalizing  piston,  or,  as  it  is 
termed,  chamber  D  pressure.  The  red 
hand  on  duplex  gauge  No.  2  indicates  the 
brake  cylinder  pressure,  and  the  black 
liaiiil  indicates  brake  pipe  pressure. 

O.  26,--Does  the  black  hand  of  gauge 
indicate  brake  pipe  pressure  at  all  times? 

.\, — Xo,  only  at  the  time  when  brake 
pipe  and  clianiber  D  pressures  are  equal- 
ized. 

O.  27. — What  pressures  are  indicated  on 
the  small  gauge? 

.\.— Brake  cylinder  by  the  red  hand, 
and  brake  pipe  by  the  black  hand. 

Q.  28. — .\t  what  pressures  are  the  safe- 
l>  valves  set  when  used  with  the  standard 
u|uipnieiit  (-\-l)?  with  (E-T)  equip- 
ment .' 

A.-.\t  .y  pe.unds  with  standard  {\-\), 
.uiil  at  68  ])ounds  with  the  (E-T). 

O.  29. — Why  is  a  cut-out  cock  placed 
on  each  engine  in  the  brake  pipe  close  to 
the  brake  valve?  When  is  it  cut  out? 
When   is  it   cut  in? 

.\. —  lo  be  used  in  double  heading  serv- 
ice, on  engine  which  is  second  in  the  train 
or  does  not  have  control  of  the  brakes, 
to  close  communication  between  brake 
pipe  and  the  main  reservoir  or  other  ap- 
paratus on  the  engine.  It  is  cut  in  when 
brakes  on  train  are  being  handled  by  the 
engineer  in  charge  of  the  engine.  It  is 
cut  out  when  the  brakes  on  train  are 
being  handled   from  another  engine. 

O  30. — Explain  the  difTercnce  between 
an  angle  cock  and  a  cut-out  cock,  and 
where  used. 

.■\.--An  angle  cock  has  the  body  turned 
at   an    angle   of   45   degrees   for   the   con- 
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venience  in  making  the  hose  connections; 
the  body  of  the  cut-out  cock  is  straight, 
and  is  used  in  pipe  connections.  The 
angle  cock  is  used  at  the  end  of  the  brake 
pipe  where  the  brake  pipe  hose  connec- 
tions are  attached ;  the  cut-out  cock  is 
used  in  pipe  lines  leading  to  various  parts 
of  the  brake  apparatus  on  c^igines  and 
cars. 

Q.  31. — What  is  the  duty  of  the  pressure 
retaining  valve?  How  many  different 
kinds  in  use? 

.\. — The  pressure  retaining  valve's  duty 
is  to  retain  pressure  in  brake  cylinder  on 
long  grades  while  re-charging  the  auxil- 
iaries. There  are  two  different  kinds  of 
pressure  retaining  valves. 

Q.  32. — Would  the  absence  of  a  retainer 
render  the  brake  on  a  car  inoperative? 

A.— No. 

Q.  33.^What  is  the  proper  piston  travel 
for  driver  brakes? 

A. — About  4  ins.  for  driver  brake,  and 
7  ins.  for  tender  brake. 

Q.  34. — Can  a  plaiti  triple  valve  on 
driver  or  tender  brake  cause  train  brakes 
to  go  into  quick  action  when  a  service 
application  is  being  made?    Why? 

A. — No.  Because  it  cannot  cause  any 
sudden  reduction  of  train  line  pressure. 
and  has  no  quick  action  parts. 

Q.  35.— Trace  the  air  through  the  air 
brake  system. 

A. — Air  enters  the  pump  thro\igli  the 
receiving  ports,  and  it  passes  by  the  re- 
ceiving valves  into  the  air  cylinder.  There 
it  is  compressed  and  forced  out  by  the 
discharge  valves  and  discharge  ports,  and 
through  the  discharge  pipe  into  the  main 
reservoir,  and  passes  from  main  reservoir 
through  the  main  reservoir  pipe  to  the 
feed  valve ;  then  through  the  feed  valve 
pipe  to  the  feed  valve  port  in  rotary  valve 
seat  and  up  into  cavity  in  rotary  valve 
face;  then  down  through  brake  pipe  port 
in  rotary  valve  scat  to  brake  pipe,  and 
through  brake  pipe  and  cross-over  or 
branch  pipe  to  the  triple  valve,  it  enters 
the  triple  piston  cylinder  through  the 
ports  in  cylinder  cap.  then  passes  through 
feed  groove  to  slide  valve  chamber  and 
into  the  auxiliary  reservoir,  charging  it  to 
an  equalization  with  brake  pipe  pressure. 
In  response  to  a  brake  pipe  reduction  the 
au.xiliary  pressure  moves  the  triple  piston  ; 
this  opens  the  graduating  port  and  moves 
the  slide  valve  to  service  position,  so  the 
graduating  port  registers  with  brake  cyl- 
inder port  and  air  flows  from  the  auxil- 
iary reservoir  through  graduating  and 
brake  cylinder  ports  into  the  brake  cyl- 
inder applying  the  brake.  In  response  to 
an  increase  in  brake  pipe  pressure  the 
triple  piston  is  moved  to  the  release  posi- 
tion and  the  exaust  cavity  in  slide  valve 
connects  the  brake  cylinder  port  with  the 
exhaust  port,  allowing  the  air  which  was 
used  in  the  brake  cylinder  to  pass  out  to 
the  atmosphere. 


Movable   Water   Tables. 

"Speaking  about  the  trouble  with  brick 
arches,"  remarked  a  well  known  master 
mechanic,  "why  can't  we  use  a  water  table 
in  place  of  tlie  arch  that  could  be  re- 
moved when  work  had  to  be  done  on  the 
flues?  It  sceius  to  me  that  designing  such 
a  table  would  nut  involve  much  structural 
difficulty." 

These  remarks  illustrate  the  tendency 
of  minds  to  fall  into  the  same  note  of  fal- 
lacy that  others  liave  wandered  into.  To 
substitute  a  movable  water  table  for  a 
brick  arch  which  offers  obstruction  to 
work  on  the  fire-box  sheets  or  tlues  seems 
a  very  obvious  way  to  surmount  a  diffi- 
culty, but  applying  such  a  water  table  is 
not  an  effectual  remedy.  It  has  been  in 
the  writer's  line  of  experience  to  see 
movable  water  tables  applied  by  three  or 
four  different  inventors,  and  the  first  trial 
proved  the  last  in  every  case.  The  steam 
generated  within  the  table  keeps  the 
water  from  filling  the  apex  and  the  sheets 
soon  burn  out.  We  would  advise  people 
wishing  for  information  about  movable 
water  tables  to  apply  to  Mr.  W.  H.  Lewis, 
S.  AI.   P.  on  the  Norfolk  &  Western. 


Said  the  Time  Was  Too  Fast. 

In  the  early  days  of  the  Erie,  which  was 
the  first  railroad  put  in  operation  three 
hundred  miles  in  length,  the  engineers 
and  conductors  took  upon  themselves  the 
entire  management  of  tlic  train  service. 
They  frequently  quarrelled  grievously 
among  themselves,  and  their  disputes 
were  sometimes  highly  inconvenient  to  the 
company,  but  they  would  yield  no  item  of 
the  authority  to  manage  the  train  .serv- 
ice, until  Charles  Minot  was  appointed 
superintendent. 

Mr.  Minot  was  a  Boston  lawyer  with 
strong  natural  affinity  for  mechanics.  He 
learned  to  run  a  locomotive  and  to  oper- 
ate telegraph  instruments.  Railroad  life 
became  so  alluring  to  Mr.  Minot  that  he 
gave  up  a  good  law  business  to  become  a 
railroad  man.  One  of  his  first  acts  on 
becoming  superintendent  of  the  Eric  was 
to  compile  a  complete  set  of  rules  for 
train  operating.  This  had  not  been  done 
before  and  the  rules  arranged  by  Mr. 
Minot  became  the  foundation  on  which 
nearly  all  .-\mcrican  railroad  rules  were 
based. 

These  rules  were  of  a  highly  practical 
character  and  every  one  of  them  was 
made  to  be  obeyed.  They  made  no  pro- 
vision for  the  engineers  and  conductors 
to  interfere  with  the  management,  and  on 
that  account  were  higldy  unpopular.  But 
Minot  was  a  positive  man  and  the  rules 
had  to  be  obeyed. 

One  time  Mr.  Minot  arranged  a  new 
time  schedule,  shortening  the  time  be- 
tween Claremotit.  the  Eastern  terminus, 
and  Dunkirk,  on  Lake  Erie.  The  pas- 
senger engineers  and  conductors,  as  usual, 
proceeded  to  discus?   the  new  time  card 


and  they  made  up  their  minds  that  the 
lime  was  too  fast  and  sent  to  Mr.  Minot 
their  opinion  on  the  matter.  The  morn- 
ing that  the  first  train  was  to  be  run  upon 
the  new  schedule  Mr.  Minot  was  waiting 
when  the  engine  backed  to  the  train  at 
Claremont  and  he  climbed  to  the  cab.  He 
notified  the  engineer  that  his  services 
were  not  required  that  day  and  he  ran 
all  the  engines  on  the  different  divisions 
till  Dunkirk  was  reached  and  went  there 
on  time.  In  each  case  he  kept  the  engi- 
neer behind. 

After  performing  that  feat  he  brought 
all  the  engineers  concerned  to  Claremont 
for  a  talk.  "Now,  boys,''  he  said,  "you 
tell  me  that  this  time  cannot  be  made. 
You  have  seen  what  I  have  done.  If  you 
are  still  of  the  opinion  that  the  time  is 
too  fast  the  freight  men  will  take  your 
places,  and  you  may  go  to  some  road 
where  the  trains  run  slower." 

None  of  them  left  the  Erie. 


Old  Fashioned  Train  Control. 

The  Mohawk  &  Hudson  Railroad  con- 
nected the  two  towns  of  .Mbany  and 
Schenectady,  and  was  17  miles  in  length, 
but  that  portion  which  was  operated  by 
steam  was  only  14  miles  long,  horses  being 
used  on  the  inclined  plane  division  from 
top  of  one  hill  to  the  top  of  another.  In 
those  days,  the  only  brake  used  consisted 
of  a  wooden  v.'cdge  which  was  dropped  in 
between  the  wheels  and  the  end  of  the 
truck  frame  when  the  train  was  about  to 
commence  the  descent  of  a  grade.  When 
the  train  approached  a  station  the  station 
agent  met  it  as  it  neared  the  station  plat- 
ffrm.  placed  the  wedge  in  position,  and 
wlien  the  time  for  starting  arrived  he  re- 
moved the  wedge  and  the  train  sped  on  its 
course. 

This  crude  way  of  controlling  a  train  led 
to  accidents,  and  improvements  were 
called  for.  The  first  improvement  con- 
sisted of  placing  a  strip  of  leather  on  one 
side  of  the  wedge  to  increase  the  wearing 
qualities.  On  one  end  of  the  wedge  was 
a  hole  in  which  a  broom  handle  could  he 
inserted  for  convenience  in  operating  the 
contrivance.  The  next  brake  improve- 
ment introduced  was  the  regular  stage 
coach  brake  operated  by  the  foot.  This 
was  about  1841. 

.^s  business  increased  and  cars  were 
added  to  the  trains  it  was  found  impos- 
sible for  the  engineer  to  see  how  all  the 
cars  of  his  train  were  behaving,  as  a  guard 
was  placed  on  top  of  the  front  car  with 
his  back  to  the  engine,  and  his  duty  was 
to  give  notice  when  any  car  jumped  the 
track.  That  condition  was  made  apparent 
by  the  bobbing  of  the  car  as  it  pounded 
over  the   ties. 


We  who  pray  should  ask  God  to  save 
us  from  any  increased  prosperity ;  we- 
havc  all  we  can  stand. 


RAILWAY    AND    LOCOMOTIVE    ENGINEERING. 


May,  1914. 


Air  BraKe  Department 


Universal   Valve    Disorders. 

Continuing  the  subject  uf  defects  that 
the  universal  valve  is  liable  to  develop  in 
service,  provided  that  it  is  neglected  for 
a  sufficient  length  of  time,  we  would  first 
call  attention  to  the  operation  of  the  serv- 
ice reservoir  charging  valve.  This  is  a 
differential  valve,  the  smaller  portion  be- 
ing exposed  to  emergency  reservoir  pres- 
sure, the  larger  end  to  auxiliary  reservoir 
pressure,  and  it  controls  the  charging  ol 
the  service  reservoir. 

The  service  reservoir  is  charged  from 
the  emergency  reservoir,  but  not  until 
such  time  as  the  auxiliary  pressure  is 
nearly  equal  to  emergency  reservoir  pres- 
sure. When  the  pressures  are  approx- 
imately equal,  the  auxiliary  pressure 
effective  on  the  larger  area  of  the  charg- 
ing valve  is  able  to  lift  it  from  its  seat 
and  open  the  charging  port. 

When  brake  pipe  pressure  is  first  ad- 
mitted to  uncharged  reservoirs  the  com- 
pressed air  flows  as  explained  in  connec- 
tion with  the  operation  of  the  universal 
valve,  and  as  the  auxiliary  charges  faster 
than  the  service  reservoir,  and  both 
charge  approximately  in  one-half  the 
time  required  to  charge  the  emergency 
reservoir,  it  follows  that  the  charging 
valve  cannot  be  held  closed  wlien  the 
system  is  first  charged  up. 

The  charging  valve  tlien  connects  these 
reservoirs  until  any  material  drop  in 
auxiliary  pressure  permits  the  emergency 
pressure  to  close  the  valve.  This  occurs 
as  soon  as  the  valve  moves  to  application 
position  as  auxiliary  pressure  drops  by 
expansion  into  the  brake  cylinder,  and  at 
such  times  service  and  auxiliary  reser- 
voirs are  connected  througli  the  equaliz- 
ing sHdc  valve  seat,  and  the  emergency 
reservoir  is  cut  off  from  the  service  opera- 
tion by  the  closed  charging  valve,  the 
emergency  charging  |)ort  check  valve,  and 
by  the  release  slide  valve,  iliat  is.  tlie 
check  valve  prevents  a  back  How  of 
emergency  pressure  into  the  brake  pipe 
until  the  release  slide  valve  moves  at 
which  time  it  closes  the  emergency  charg- 
ing port  between  the  -beck  valve  and 
reservoir. 

It  will  be  understood  that  with  the 
graduated  release  cap  in  direct  release 
position  the  graduated  release  port  is 
closed,  and  emergency  pressure  cannot 
H'lW  into  the  auxiliary  reservoir  for  re- 
charge therefore  the  auxiliary  charges 
from  the  brake  pipe  during  what  is  termed 
the  transition  period  which  is  the  time 
during  which  the  triple  valves  arc  being 
repl.Tced   with  universal  valves. 


.\>  the  magnet  portii.ni  i>  also  omitted 
during  this  period,  at  least  on  most  of  the 
cars,  it  is  desired  to  deal  only  with 
pneumatic  disorders,  and  the  pneumatic 
features  should  be  thoroughly  understood 
before  the  electric  portion  can  be  con- 
sidered. 

If  we  were  then  to  find  a  car  upon  which 
tlie  brake  would  not  apply  with  a  service 
.•ipplieatiMU.  we  would  first  ascertain 
whether  the  reservoirs  were  fully  charged. 
tlicn  that  the  brake  valve  is  free  in  the 
discliarge  of  brake  pipe  pressure,  then 
that  the  required  rate  of  reduction  is  tak- 
ing place  in  the  brake  pipe.  Assuming 
the  graduated  release  cap  to  be  in  direct 
release  position,  the  auxiliary  could  fail 
to  fully  charge  due  to  a  restricted  feed 
groove  or  due  to  a  leak  which  ta.xed  the 
capacity  of  the  groove.  Such  an  auxiliary 
leak  would  prevent  the  auxiliary  pressure 
from  reaching  the  ma.ximum  and  thus  fail 
to  open  the  service  reservoir  charging 
valve    and    charge    the    service    reservoir. 

The  service  reservoir  could  fail  to 
charge  due  to  restrictions  in  the  ports  or 
due  to  a  stuck  or  inoperative  charging 
valve. 

The  failure  of  the  auxiliary  to  charge 
would  naturally  prevent  a  service  appH- 
e.itiim  of  the  brake  and  the  auxiliary 
leak,  if  of  sufficient  volume  to  reduce 
auxiliary  pressure  in  combination  with 
tb.e  back  flow  through  the  feed  groove,  at 
al)Out  the  same  rate  of  brake  pipe  reduc- 
tion, the  equalizing  piston  would  not  move. 

With  the  auxiliary  fully  charged,  an 
uncharged  service  reservoir  would  pre- 
vent the  service  application  as  the  equaliz- 
ing piston  moving  to  application  position 
connects  the  service  and  auxiliary  reser- 
voirs hence  the  auxiliary  pressure  would 
expand  into  the  service  reservoir  instead 
of  both  reservoirs  expanding  the  com- 
pressed air  into  the  brake  cylinder. 

The  reservoirs  being  fully  charged,  and 
the  brake  valve  exhausting  the  usual 
volume,  the  failure  to  obtain  the  proper 
rate  of  brake  pipe  reduction  might  be  due 
to  a  leaky  emergency  reservir  charging 
valve  wdiich  would  permit  emergency 
reservoir  pressure  to  flow  back  into  the 
brake  pipe  and  thus  tend  to  prevent  the 
service  application.  It  will  be  observed 
that  after  the  release  piston  nunes  to 
application  position  the  check  valve  will 
be  cut  off  and  its  leakage  cannot  there- 
after affect  the  brake. 

The  above  is  more  a  matter  of  obser- 
vation than  test,  and  if  apparently  every- 
thing s.i  far  is  correct,  the  failure  of  the 
ttrake  to  a]iplv   in   service  may  be  due  to 


a  leaky  brake  cylinder  packing  leather  or 
gasket  which  would  be  tested  for  in  the 
usual  manner. 

If  no  pressure  passes  the  leather  or 
rather  if  no  blow  can  be  detected,  it  will 
indicate  that  the  equalizing  piston  has  not 
moved  under  conditions  that  it  should 
have  moved  to  application  position,  and 
it  would  point  to  a  stuck  or  badly  leaking 
packing  on  the  equalizing  piston  or  a 
broken  or  stuck  piston. 

Should  the  failure  to  apply  be  accom- 
panied by  a  heavy  blow  froin  brake 
cylinder  exhaust  port,  it  would  indicate 
that  the  equalizing  piston  has  moved  but 
that  the  release  piston  has  not.  This 
would  be  due  to  excessive  friction  on  the 
release  piston  or  to  an  air  tight  fit  of 
packing  ring  and  a  closed  port  at  the  re- 
lease end  of  the  piston.  In  the  latter 
case  it  is  assumed  that  there  will  be  no 
pressure  at  the  release  end  of  the  release 
piston  and  its  operation  depends  upon  a 
differential  of  pressure,  therefore  under 
the  conditions  cited  there  would  be  no 
difference  in  pressure  wherewith  to  pro- 
duce the  movement. 

It  would  be  possible  for  a  stuck  shut 
service  port  check  valve  to  prevent  the 
service  application  of  the  brake,  but  it  is 
very  improbable.  Under  such  circum- 
stances the  short  exhaust  from  the  equal- 
izing valve  exhaust  port,  and  no  blow  at 
the  brake  cylinder  exhaust  port  will  in- 
dicate that  both  valves  have  moved  to  ap- 
plication position  and  an  examination  of 
the  service  port  would  be  in  order,  as- 
suming, of  course,  that  no  escape  of  brake 
cylinder  pressure  to  the  atmosphere  could 
be  detected. 

Thus  far  it  is  assumed  that  the  brake 
will  not  apply  in  service  but  that  it  will 
apply  in  emergency,  if  the  brake  could 
not  be  applied  either  in  service  or  emer- 
gency, we  would  expect  to  find  the  brake 
cut  out,  either  by  the  brake  pipe  or  brake 
cylinder  stop  cock,  otherwise  the  brake 
pipe  or  brake  cylinder  passages  in  the 
valve  or  bracket  must  necessarily  be 
closed  to  prevent  entirely  any  operation 
of  the  brake. 

While  a  stuck  release  piston  would  pre- 
vent either  operation  of  the  brake,  both 
by  holding  the  brake  cylinder  open  to  the 
atmosphere  and  by  maintaining  emergency 
reservoir  pressure  back  of  the  high  pres- 
sure valve,  it  w^ould  not  prevent  the  move- 
ment of  the  emergency  piston  ,and  con- 
sequently the  transmission  of  quick  action 
would  take  place. 

In  order  for  a  universal  valve  to  be  in 
such    condition    as    to    give    no    response 
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whatever  to  an  emergency  application, 
both  the  equalizing  ami  emergency  pistons 
would  have  to  be  blocked  solid  in  their 
release  positions. 

If  the  brake  applied  with  a  service  ap- 
plication, but  leaked  off  after  a  few- 
seconds  time,  we  would  observe  whether 
it  leaked  brake  cylinder  pressure  to  tlie 
atmosphere  or  whether  it  released  through 
the  brake  cylinder  exhaust  port. 

If  it  merely  leaked  off,  it  might  be  past 
the  brake  cylinder  leather,  through  the 
cylinder  gasket,  the  brake  cylinder  pipe, 
past  the  seal  of  the  safety  valve,  through 
the  emergency  piston  exhaust  or  through 
the  brake  cylinder  exhaust. 

If  the  leak  was  througli  the  emergency 
piston  exhaust,  it  would  be  due  to  a  de- 
fective seat  on  the  cut  off  valve.  If  from 
the  brake  cylinder  exhaust,  it  would  in- 
dicate a  leaky  release  slide  valve. 

It  is  possible  but  not  probable  that  a 
leaky   cap  nut   of   the   service   purl   check 


With  the  release  from  reservoir  leakige, 
it  is  understood  that  the  graduated  re- 
lease cap  is  in  direct  release  position, 
otherwise  the  tnovement  of  the  equalis- 
ing valve  toward  release  position  would 
open  the  graduated  release  port  and 
emergency  reservoir  pressure  would 
immediately  return  the  equalizing  valve 
to  graduated  release  lap  position. 

A  combination  of  disorders  in  one 
valve  might  cause  the  release  of  another 
valve  that  is  in  perfect  condition,  but 
it  would  come  under  the  heading  of  in- 
crease in  brake  pipe  pressure.  If  an 
auxiliary  leak  were  to  cause  a  valve  to 
move  to  release  position,  a  leaky  emer- 
gency reservoir  check  valve  in  the  same 
universal  valve  could  leak  emergency 
reservoir  pressure  into  the  brake  pipe  and 
thus  increase  the  brake  pipe  pressure  and 
force  other  uni\ersal  or  triple  valves  to 
release. 

It    will    be    remembered    that    in    order 


to  release,  we  would  first  note  the  posi- 
tion of  the  graduated  release  cap,  then 
observe  whether  the  failure  to  release  is 
accompanied  by  an  exhaust  from  the  ex- 
haust port  of  the  universal  valve. 

If  the  exhause  occurs,  it  would  be  safe 
to  assume  as  with  the  triple  valve,  that 
either  the  hand  brake  is  set,  the  brake 
rigging  is  fouled  or  that  the  brake  cylin- 
der release  spring  is  broken. 

If  there  is  no  exhaust,  we  would  think 
lirst.  that  the  reservoirs  have  been  over- 
charged, or  that  brake  pipe  pressure  has 
not  been  raised  high  enough  to  warrant 
a  release. 

After  bleeding  off  the  brake,  re-applying 
and  knowing  that  there  has  been  no  over- 
charge, ,10(1  tliat  brake  pipe  pressure  is 
high  enfrugh  to  accomplish  a  release  under 
ordinary  circumstances,  should  the  brake 
again  fail  to  release,  it  would  be  well  to 
notice  whether  there  is  any  movement 
whatever  of  the  equalizing  portion  which 
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valve   -A.iuld   cause   the   brake   to   leak   off. 

If,  however,  the  failure  to  remain  ap- 
plied after  a  service  aiii)lication  is  ac- 
companied by  a  sharp  exhaust  from  the 
brake  cylinder  exhaust  jjort,  it  woulil  in- 
dicate that  the  equalizing  and  release 
|)istons  have  returne<l  to  their  release 
positions,  presumably  through  a  leak  in 
the  auxiliary  reservoir  or  through  an 
increase  in  brake  pipe  pressure. 

If  no  leak  could  be  found  and  brake 
pipe  pressure  did  not  increase,  the  release 
might  be  due  to  a  leaky  equalizing  grad- 
uating valve  or  to  an  equalizing  slide  valve 
leak  into  the  service  port. 

Whether  a  service  reserviir  Irak  would 
release  the  brake  would  depend  somewhat 
upon  the  general  condition  of  the  equal- 
izing piston  and  slide  valve  If  in  good 
condition  it  might  move  tov.ard  release 
position  onlv  far  enough  to  close  the 
service  reservoir  port  in  the  slide  valve 
seat  and  cut  off  the  service  reservoir  and 
prevent  a  leak  in  it  fr'nn  relcrising  the 
brake. 


f<ir  this  b;u'k  leakage  to  release  tlu-  lirake. 
the  brake  unist  be  in  release  on  the  car 
with  the  check  valve  leakage,  otherwise 
the  release  slide  valve  would  lap  the 
charging  port 

Should  it  require  10  or  1-'  pounds  re- 
duction to  apply  the  brake,  it  would  point 
to  excessive  friction  in  the  equalizing 
portion. 

.Should  the  brake  apply  in  full  after  a 
light  br.-ike  i>ii)e  reduction,  there  being  no 
noticeable  drop  in  brake  pipe  pressure, 
it  would  indicate  leakage  from  the  emer- 
gency reservoir  into  the  service  reser- 
voir, probably  past  the  seat  of  the  inter- 
cepting valve. 

If  the  valve  is  in  graduated  release 
position,  a  full  application  after  a  light 
service  reduction  may  be  due  to  a  leak 
from  the  emergency  reservoir  into  the 
auxiliary  past  the  graduated  release  piston 
and  cylinder  cap  gasket,  however,  owing 
to  a  very  close  fit  of  parts  this  is  not  very 
likely  to  occur. 

In  the  event   of  a   failure  of  the  brake 


will  be  indicated  by  exli.msts  of  pressure 
from  the  exhaust  ports  when  the  equaliz- 
ing slide  valve  moves. 

If  there  is  no  escape  of  air  pressure 
from  the  equalizing  slide  valve  exhaust 
port,  it  will  indicate  that  the  equalizing 
valve  has  not  moved  due  to  excessive 
friction.  If  there  is  a  sharp  exhaust  from 
the  release  slide  valve  exhaust  it  will  in- 
dicate that  the  equalizing  slide  valve  has 
at  least  moved  as  far  as  graduated  release 
position.  lender  such  conditions  the 
failure  to  move  would  be  <in  the  part  of 
the  release  piston. 

The  release  piston  could  fail  to  move 
due  to  excessive  friction,  a  stopped-up 
port  between  the  equalizing  slide  valve 
and  the  release  end  of  the  release  piston, 
or  due  to  a  stopped-up  port  in  the  ap- 
plication end  of  the  release  piston  accom- 
panied by  an  air-tight  fit  of  packing  ring 
at  the  same  application  eiul  of  the  release 
piston.  This  latter  disorder  would  pre- 
vent a  difference  of  pressure  necessary 
to  operate  the  release  piston. 
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The  reason  why  a  leaking  cqnalizing 
piston  packing'' ring  is  not  mentioned  in 
connection  with  faiUirc  to  release  is  be- 
cause it  would  tend  to  prevent  the  appli- 
cation rather  than  the  release  of  the  brake. 
Because  of  small  auxiliary  reservoirs,  a 
comparatively  rapid  rise  in  brake  pipe 
pressure  is  possible,  and  the  small  auxil- 
iary volume  depended  upon  to  operate  the 
equalizing  piston,  while  ample  for  the  pur- 
pose, is  still  of  such  proportion  that  the 
leaky  ring  would  likely  affect  the  appli- 
cation rather  than  the  release  of  the  brake. 
It  will  be  understood  that  if  any  move- 
ment toward  release  position  can  be 
aflfected  the  bleed  port  from  the  auxiliary 
to  the  atmosphere  will  be  opened  and 
bleed  off  the  brake  as  positively  as 
though  the  bleed  cock  in  an  auxiliary 
reservoir  were  opened  to  bleed  off  a 
triple  valve. 

L'ndesired  quick-action  cannot  be  caused 
by  the  equalizing  portion,  if  this  disorder 
does  occur  and  is  positively  traced  to  a 


It  will  be  observed  that  quick-action  is 
transmitted  through  a  brake  pipe  discharge 
through  the  quick-action  exhaust  port, 
therefore  failure  to  obtain  this  Tjischarge 
would  indicate  that  quick-action  has  failed. 

Failure  to  release  after  an  emergency 
application,  accompanied  by  a  heavy  dis- 
charge through  the  quick-actiou  exhaust 
port  indicates  that  the  quick-action  pis- 
ton has  stuck  open  or  that  for  some  rea- 
son the  quick-action  valve  has  not  re- 
turned to  its  seat.  A  defective  quick- 
action  valve  spring  would  tend  to  prevent 
the  return  of  the  quick-action  valve  to  its 
seat. 

It  will  be  uiidirstond  that  the  foregoing 
disorders  of  the  universal  valve  are  mostly 
possibilities  as  the  greater  portion  referred 
to  has  not  as  yet  developed,  and  if  the 
iniivcrsal  valve  is  given  the  same  amount 
of  care  as  a  triple  valve  now  receives, 
a  great  many  of  the  disorders  will  never 
develop. 

To   liatc   no   air   brake   equipment   ever 
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universal  valve,  it  would  be  due  to  a 
stopped-up  feed  groove  in  the  emergency 
piston.  In  this  event  quick-action  cham- 
ber pressure  could  not  expand  through 
the  groove  into  the  brake  pipe  at  the  same 
rate  of  service  brake  pipe  reduction,  con- 
sequently the  emergency  piston  would  be 
moved  to  emergency  position.  This  is  on 
the  assumption  that  the  quick-action 
chamber  would  be  charged  through  the 
inevitable  leakage  past  the  packing  ring 
of  the  emergency  piston. 

If  the  universal  valve  fails  to  work  in 
quick-action  in  an  emergency  application 
the  emergency  piston  may,  or  may  not. 
have  moved.  In  this  event  both  the 
emergency  and  quick-action  pistons  should 
be  examined.  As  these  quick-action  and 
quick-action  closing  chambers  are  located 
in  the  universal  valve  bracket,  there  is 
very  little  opportunity  for  any  leakage  to 
affect  the  emergency  action  of  the  brake, 
therefore  it  would  lie  reasonable  to  as- 
sume that  one  of  these  pistons  has  stuck 
in  its  bushings. 


designed  for  steam  r^Lul  service  has  given 
as  good  results  as  the  universal  equip- 
ment and  it  absolutely  does  prevent  stuck 
brakes,  brakes  creeping  on  and  undesired 
quick-action.  .After  nearly  a  year  in 
service  nothing  of  a  serious  kind  has 
developed  and  while  some  instances 
are  known  in  which  pieces  of  foreign 
matter  have  lodged  under  a  valve  seat, 
particularlv  under  the  cut-ofF  valve  and 
release  slide  valve,  the  former  merely 
causing  a  brake  cylinder  leak  and  the  lat- 
ter being  caused  In  an  improper  bleeding 
of  reservoirs,  no  delays  or  air  brake 
troubles  have  been  experienced  in  the 
operation  of  the  brake  under  the  condi- 
tions referred  to. 

A  very  few  cases  of  slid  flat  wheels 
were  encountered  on  cars  so  equipped. 
but  could  not  be  traced  to  any  disorder 
of  the  universal  valve,  however,  some 
slid  flat  wheels  may  reasonably  be  ex- 
pected in  any  mixed  service,  as  the  more 
efficient  the  brake  the  nearer  the  approach 
to  the  point  of  wheel  sliding. 


Signal  Whistle   Disorders. 

The  No.  6  E.  T.  locomotive  brake  has 
new  been  in  general  use  about  eight  years, 
and  while  many  changes  have  been  sug- 
gested, it  is  still  intact  and  admitted  to  be 
a  practically  perfect  engine  brake.  On 
passenger  engines,  the  supply  of  air  for 
the  train  signal  system  is  taken  from  the 
reducing  valve  pipe  to  the  independent 
brake  valve,  and  the  rate  of  feed  is  con- 
trolled by  a  choked  passage  non-return 
check  valve  which  makes  unnecessary  the 
use  of  a  separate  reducing  valve  for  the 
signal  system,  but  because  of  a  lack  of 
correct  maintenance  of  the  signal  api  a- 
ratus,  some  railroads  have  concluded  tliat 
the  E.  T.  signal  equipment  is  inherently 
faulty  and  have  gone  back  to  a  separate 
reducing  valve  for  the  signal  line. 

While  this  may  give  some  relief  from 
an  unnecessary  or  undesired  blowing  of 
tlie  whistle  it  does  not  repair  or  correct 
the  disorder  that  is  causing  the  blast  of 
the  whistle.  In  following  up  signal  sys- 
tem repair  work,  the  repairmen  sometimes 
ajipear  to  lose  sight  of  the  fact  that  an 
undesired  blast  of  the  whistle  means  that 
a  reduction  in  signal  line  pressure  has 
tpken  place  and  that  the  same  reduction 
was  at  a  more  rapid  rate  than  the  volume 
of  compressed  air  under  the  diaphragm 
of  the  signal  valve  could  flow  past  the 
diaphragm  stem  of  the  signal  valve  and 
expand  into  the  signal  pipe. 

The  idea  is  to  then  first  stop  this  re- 
duction in  pressure  before  deciding  the 
F.  T.  system  is  worthless,  then  know  that 
the  reducing  valve  is  in  a  condition  to 
supply  any  leakage  that  might  result  in 
a  blast  of  the  whistle. 

The  former  is  a  matter  of  having  sig- 
nal pipes  and  check  valves  free  from  leak- 
age, and  to  keep  them  tight  is  an  exceed- 
ingly difficult  matter  with  many  of  the 
special  signal  h'ne  couplings  that  are  used 
between  the  engine  and  tender.  In  many 
cases  it  has  been  necessary  to  discard 
these  couplings  and  use  the  W.  A.  B.  Co. 
st.-.ndard  coupling  in  order  to  prevent  this 
leakage  and  consequent  trouble  from  un- 
necessary blowing  of  the  whistle. 

It  is  necessary  to  have  the  reducing 
valve  sensitive  enough  to  promptly  sup- 
ply any  material  drop  in  signal  line  pres- 
sure and  in  the  reducing  valve  pipe  and 
constantly  maintain  this  pressure  if  there 
is  to  be  no  trouble  with  the  whistle 
and  under  average  conditions  this  is  some- 
times difficult  and  frequently  next  to  im- 
possible, because  those  in  charge  will  n^t 
recognize  the  importance  of  absolutely  ac- 
curate repair  work  on  feed  valve  and  re- 
ducing valves,  the  result  is  brakes  stick- 
ing, flat  wheels,  and  signal  troubles. 

What  may  be  said  concerning  the  re- 
ducing valve  also  applies  to  the  brake  pipe 
feed  valve,  as  both  are  of  the  same  con- 
struction and  the  feed  valve  must  be 
eaually  accurate  to  prevent  any  brake  p'-pe 
variation  and  the  consequent  sticking  of 
brakes. 
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It  is  understood  that  the  supply  and 
regulating  valves  must  first  be  free  from 
leakage,  the  ports  and  passages  fully  open, 
and  the  supply  and  regulating  valves  a 
perfect  lit.  The  supply  valve  piston  can- 
not he  a  correct  tit  in  a  worn  bushing. 
because  in  order  to  ol)tain  the  fluctuation 
in  pressure  when  working  against  a  3-M 
opening  to  the  atmosphere  requires  tnii 
niat  a  tit  at  some  point  in  tlie  worn  Inish- 
ing  in  order  to  compensate  for  leakage 
past  the  worn  parts,  and  the  result  will  he 
a  sticky  piston  after  a  short  time  in  serv- 
ice. A  feed  valve  or  reducing  valve  may, 
due  to  a  worn  bushing,  pass  a  rack  test 
and  become  inoperative  as  soon  as  placed 
under  a  much  higher  temperature  in  an 
engine  cab.  L'nder  present  day  condi- 
tions, the  most  critical  point  of  niainte- 
n;,nce  is  the  supply  valve  iiiston  and 
I'l'shing.  and  a  \ery  close  second  is  tlic  lit 
of  tile  regulating  valve.  This  must  be  of 
correct  length,  flush  with  the  diaphragm 
shoulder,  perfectly  straight  and  a  iiciil 
sliiliii'i  fit  ill  the  regiiliiliiig  7iilvc  Z)i(j/ii"i'. 

If  ihe  regulating  valve  has  any  consid- 
erable amount  of  side  play  an  unrelial)Ie 
feed  vidve  will  be  tile  result,  on  account 
of  the  \;ilve  failing  to  seat  sipiarely  after 
each  operation  in  service  which  may  lie 
several  lumdrcd  times  per  minute. 

Il  is  net  desired  to  ileal  with  rep.air  or 
test  work,  lint  in  order  to  eliminate  sig- 
nal whistle  disorders  and  incidentally  a 
considerable  number  of  cases  of  l)rakv> 
slicking,  these  pressure  controllers  niusl 
be  practicall\  jierfect,  and  about  the  only 
way  to  know  when  tliis  is  being  done  is  to 
f.iithfidly  follow  up  the  relitting  of  tin- 
\;;l\es  and  observe  the  actimi  of  the  vahe 
i.ii  the  tt'st  rack. 

The  fluctuatiiin  ag.iiiisi  a  .V(:>4  npening 
t'-  llie  atmosphere  Irmii  a  10  .\  .i3  n-cr- 
voir  volume  ^boubI  nut  be  mure  than 
abnut  one  jiound,  or  merely  enough  tn  lu- 
noticed  on  the  gauge,  should  cmitrol  eillier 
a  Miiall  or  large  volume  at  exactly  the 
s.Miie  pressure  and  not  shnw  an  increase 
in  pre.-sure  when  changing  fruni  the  large 
to  tlie  smaller  volume.  In  addition  to  the 
c;ip:icity  lest,  the  curk  in  the  sujiply  pipe 
siiould  be  thrown  wiik-  open  after  both  a 
.^  and  10  lb.  reduetiini  in  pressure,  and 
not  permit  of  more  lli.ui  ,-i  one  or  two 
pi, mid  iivercharge.  that  is  it  should  cut 
•  lit  promptly  within  two  pounds  of  its  .ad- 
justment.  This  may  a;ipear  somewhat 
difiicult,  but  there  is  miirli  less  trouble 
and  expense  .atl.ached  to  c  riect  or  perfect 
maintenance  of  the  feed  valve  .and  re- 
ducing valves,  tlian  there  i>  in  attempting 
ti,  maint.ain   tliem  in  a  haphazard   fashion. 

When  .-in  engine  is  turned  out  of  the 
simp,  we  kniiw  that  leakage  in  the  br.ike 
jiijie  and  signal  system  is  g-ing  to  develMji, 
otherwise  il  wi.uld  not  be  lucessary  to  in- 
spect and  test  the  pipes  at  the  end  of 
every  trip,  therefore  ihc  reilucing  valve 
.and  feed  valve  must  be  in  a  cimdilion  to 
prevent  the  leakage  from  causing  any 
(Iri.p  in  jiressnre  until  such  time  as  il  is 
<lisC'.vered    and    reme<lied. 


A  New  Rail  Drilling  Machine. 

The  Xcwton  Machine  Tool  Works, 
Philadelphia.  Pa.,  have  perfected  a  new 
type  of  rail-drilling  machine  that  pos- 
sesses several  new  and  interesting  fea- 
tures. .-Ks  shown  in  the  acciinipanyirig 
illustration,     the     machine     i~     e<|uiiipeil 


er.  The  motor  is  so  placed  that  it 
does  not  interfere  with  the  floor  space 
and  is  conveniently  near  the  operator. 
The  materials  are  all  of  the  best,  and 
the  construction  has  the  high  degree  of 
excellence  that  marks  the  product  of 
the    Xewton   .Machine   Tool   Works. 


.\i:w  'r\i'i.  (u    RAM.  i)i;ii,i,rxii   maihim:. 

with    fiiur    spindles,    so    llial    tin-    three  On  the  Lookout. 

bides    fi.r    the    fish-plate    bolls    and    the  Mr.   W     I',   l.echlider.  suiierintendent  of 

hoh>    fi.r   tlic   rail   bond   are   all    drilled    at  the    I'.altim.ire  i!v   Ohio  Railroad  at   Clcve- 

tlie    same    time.      The    three    riuht-hand  l.md.    directs    the    attention    of    his    force 

spindles    are     for    tlie    Ijnll     lndes,    and  to  the  .iction  of    b'.ngineer    1  larrison  Lynch, 

these  are  arrange<l  so  that   the  distance  who    runs    an    engine    into    the    Cleveland 

belween    the   centers   of   the    holes   can  terminal.     The   engineer,   having  heard   a 

be    a<ljusted    from    3t'j    to    ''    iii^.      The  conversation    lietween    officials    as   to    the 

left-hand     spindle    is     for    the     rail-bond  possible  savin,g  in  the  use  of  mislaid  ina- 

hiile.     It  is  kept  at  a  constant  distance  terials.  brought  his  engine  into  Cleveland 

oi'  'i  ins.  from  the  last  bolt  hole,  after  a   recent   run,  with  five  angle  cocks 

-Ml    the    spindles    arc    mounted    on    a  with    air    hose    attached    and    nine    hose 

saddle  and  can   be  moved   vertically   in  chuclies,  wliich  meant  a  saving  of  $1.S.9S 

unison.     The  saddle  is  counler-weight-  to   the   company, 

ed  and  has  two  changes  of  power  feed  Like  economics  will  be  imdcrtaken  in 
in  .addition  to  hand  adjustment,  .\  10-  a  systematic  manner  by  the  railroad  em- 
horsepower  Weslinghouse  electric  di-  ployees  over  all  of  the  lines  of  the  Bal- 
rect-ciirreiit    motor    furnishes    the    pow-  timore    i<:    Ohio    system. 
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Thermostatic  Control  of  Steam  Heating  in  Cars 


The  Gold  Car  Heating  and  Lighting 
Company,  New  York,  has  perfected  an 
automatic  system  of  controlling  the  inside 


FIG.    I.      KLECTKJC  THERMO.ST.\T. 

temperature  of  a  car  by  appliances  about 
800  pounds  lighter  in  weight  than  the 
system  manually  controlled  by  the  open- 
ing and  shutting  of  supply  valves.  The 
item  of  weight  alone  makes  a  difference 
of  about  $300  per  car  per  year.  Not 
only  so  but  the  new  apparatus  gives  an 
automatic  control  which  will  practically 
hold  the  temperature  in  the  car  constant, 
as  for  example,  when  a  car  runs  from  a 
low  altitude  up  into  the  mountains,  or 
by  the  opening  of  doors  or  windows,  will 
cause  the  thermostat  to  open  the  valve, 
and  the  warming  of  the  car  above  this 
point  will  operate  to  close  the  valve. 

The  system  comprises  two  special  de- 
vices— an  electric  thermostat  operating 
contacts  by  the  expansion  and  contraction 
of  a  temperature,  as  shown  in  Fig.  1,  and 
an  electro-magnetic  valve,  Fig.  2.  The 
thermostat    is    usually   placed    in    a    con- 


side  of  the  car  underneath  the  seat  as 
shown  in  Fig.  3,  the  three  being  connected 
by  electric  wires  conveniently  placed. 

The  electric  operating  current  is  so 
small  that  it  is  hardly  perceptible  and  is 
obtained  from  the  electric  lighting  circuit. 
The  valve  is  in  the  normally  open  posi- 
tion and  cannot  leak  as  it  has  no  stuffing 
box.  It  has  been  clearly  proved  that  the 
device,  whether  used  in  connection  with 
straight  steam  or  with  plain  vapor  sys- 
tems, effects  an  enormous  saving  and  the 
carrying  of  a  much  lower  pressure  on  the 
train  line.  Cars  cannot  become  over- 
heated. It  will  work  in  connection  with 
any  Gold  trap  or  vapor  valve. 

It  may  be  stated  that  in  some  cases,  on 
account  of  the  car  construction,  it  may 
be  found  necessary  to  place  the  electro- 
magnetic valves  underneath  the  car  on 
the  cross-over  pipe,  leading  from  the  train 
line  to  riser  pipe.  The  operation  of  the 
\  alves  is  equally  as  efficient  when 
placed  in  this  position.  It  is  also  as 
readily  adaptable  to  old  as  well  as  new 
cars,  whether  heated  by  vapor  or  straight 
steam,  and  the  amount  of  steam  saved 
by  its  use  will  pay  for  its  installation  in 
a  very  short  time. 

As    an    illustration,    a    series    of    tests 


37/ 


thermostat  set  to  open  at  65  degrees  and 
close  at  70  degrees,  and  with  a  train  line 
pressure    varying   from   30   pounds   to   60 


FIG.  3.     APPLICATION  TO   PASSENGER  CM'. 
venient  location  on  the  wall  at  the  middle     were  conducted  o:i  .a  number  of  the  lead- 
of  the  car,  and  the  electro-magnetic  valves     ing  railroads  in  i  variety  of  atmospheric 
are  placed  in  the  cross-over  pipes  on  each     conditions,  it  ma)   lie  stated  that  with  the 


FK;.   2.      EI.F.rTKO   M.NG.NKTIC   VALVE. 

pounds,  and  an  outside  temperature  rang- 
ing from  30  to  33  degrees,  the  inside 
temperature  varied  from  60  to  7-4  degrees, 
whereas,  in  the  cars  not  equipped  with 
the  thermostat  device  the  temperature 
varied  from  60  to  92  degrees.  During  a 
period  of  5  hours  the  car  equipped  with 
the  thermostat  condensed  338  pounds  less 
water  than  the  car  not  so  equipped,  the 
total  amount  of  water  condensed  with  the 
new  appliance  being  224  pounds,  and  in 
the  car  not  using  the  device  562  pounds 
was  used  in  the  same  time,  showing  a 
saving  in  steam  of  about  60  per  cent. 

In  some  tests  the  variations  were  much 
higher,  as  for  example,  during  a  period 
of  5  hours  with  the  outside  temperature 
ranging  from  21  to  29  degrees,  the  tem- 
'  perature  in  the  car  equipped  with  the 
thermostat  the  temperature  inside  the 
car  ranged  from  68  to  75  degrees,  and  in 
the  car  not  so  equipped  the  temperature 
ranged  from  68  to  96  degrees,  with  total 
condensations  of  198  pounds  and  566 
pounds,  respectively,  of  water,  showing 
a  saving  in  steam  of  about  83  per  cent. 
In  every  instance  the  saving  in  steam 
consumption  amounted  to  almost  60  per 
cent.,  and  in  the  large  majority  of  tests 
it  amounted  to  considerably  more  than 
that  figure. 

In  all  cases  the  rear  cars  maintained 
the  same  temperature  as  the  forward 
cars,  and  in  the  automatic  system  it  re- 
quired no  attention  v-hatever  from  the 
trainman,  and  at  the  same  time  insuring 
comfort  to  the  traveling  public. 
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Electrical  Department 


Resuscitation  from  Electric  Shock 

Follow  These  Instructions  Even  If  Victim  Appecirs  Dead 


I.    Immediately  Break  the  Circuit 

Wiih  a  single  quitk  motion,  fret  the  victim  from 
the  currem.  Use  any  dry  non-conductor  (tlotfiing, 
rope,  board)  to  move  either  the  victim  or  the  wire. 
Beware  of  using  metal  or  any  moist  material.  While 
fi^ceing  the  victim  from  the  live  conductor  have  every 
effort  also  made  to  shut  off  the  current  quickly. 

11.    Instantly  Attend  to  the  Victim*s 
Breathing 

1.  As  soon  as  the  victim  is  clear  of  the  conductor, 
rapidly  feci  with  your  finger  in  his  mouth  and  throat 
and  remove  any  foreign  body  (tobacco,  false  teeth, 
etc.).  Then  begin  artificial  respiration  at  once.  Do 
not  stop  to  loosen  the  victim's  clothing  now;  every 
moment  of  delay  is  serious.    Proceed  as  follows: 

(a)  Lay  the  subject  on  his  belly,  with  arms  extended 
as  straight  forward  as  possible  and  with  fate  to  one 
side,  so  that  nose  and  mouth  arc  free  (or  breathing 
(see  Fig.  1).  Let  an  assistant  draw  forward  the  sub- 
ject's tongaie. 

(b)  Kneel  slraddlmg  the  subject's  thighs,  and  f:iclne 
his  head;  rest  the  palms  of  your  hands  on  the  loins 
(on  the  rausJes  of  the  sm^U  of  the  ba.k).  with 
fiQfiers  spread  over  the  lowest  nbs.  as  m  Fig.  I. 


Comimssion  on  Resuscitation  from  Electric  Shock 
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(c)  With  arms  held  straight,  swing  forward  slowly 
so  that  the  weight  of  your  body  is  gradually,  but 
not  1-ialenthy  brought  to  bear  upon  the  subject  (see 
Fig.  2).  This  act  should  take  from  two  to  three 
seconds. 

(d)  Then  immediately  swing  backward  so  as  to 
remove  the  pressure,  thus  returning  to  the  position 
shown  in  Fig.  1. 

(c)  Repeat  deliberately  twelve  to  fifteen  times  a 
minute  the  swinging  forward  and  back—  a  comolete 
respiration  in  four  or  five  seconds. 
(0  As  soon  as  this  artificial  respiration  has  been 
started,  and  while  it  is  being  continued,  an  assistani 
should  loosen  any  tight  clothing  about  the  subject's 
neck,  chest  or  waist. 

2.  Continue  the  artificial  respiration  Of  necessary, 
two  hours  or  longer),  xtnthout  interruption,  until 
natural  breathing  is  restored,  or  until  a  physician 
arrives.  If  natural  breathing  stops  after  being  re- 
stored, use  artificial  respiration  again. 

3.  Do  not  give  any  liquid  by  mouth  until  the  subject 
,s  fully  conscious 

A.    Give  the  subject  fresh  air  but  keep  him  warm. 
III.     As  Soon  as  Accident  is  Discovered 


NOTES 


""  Vh.  sj«rr.  or  "pi. 
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^rti'hmg  ^a>  brrrt  u..ppcd  by  elc«nc  tbo<k  have  been        the  me.hpd  ..n  hfti  mat 
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High    Speed    Passenger    Locomotives. 

(tAKl.ANU,    AnTIi:CI1    X     I'.  SSTKK  X    IvMI.WAY, 

Oakland,  Cal. 

Husiiicss  has  incriasi,(l  so  r.iiiidly  since 
l!ic  opening  of  the  Oalsland,  Antioch  & 
Eastern  Railway  tliat  in  urdcr  to  cope 
witli  tile  heavy  through  passenger  traffic 
between  San  Francisco  and  Sacramento 
it  has  been  necessary  to  jjlace  in  opera- 
tion two  62-ton  electric  locomotives.  The 
use  of  electric  locomotives  for  hauling 
passenger  trail  cars,  instead  of  using  mul- 
tiple-unit cars,  is  a  new  and  noteworthy 
departure  in  tlic  electric  railway  field. 
'I  he  phenomena!  growili  in  traffic  men- 
tioned above  is  largely  due  to  the  oiien- 
ing  up  of  new  territory,  which  has  been 
heretofore  practically  inaccessible  to  the 
Bay  Cities  except  by  long,  round-about 
steam    route 

The  locomotives  are  cf  the  2-4-0  artic- 
ulated truck  type,  and  each  is  equipped 
with  four  Westinghouse  No.  308-D-7, 
250  h.  p.  600-1,200-volt  commutating  pole 


niiiiors,   ami   t\|ie   HLh   iiiiii    switch   con- 
trol. 

liacli  locomotive  wlien  oiierating  at  a 
balancing  speed  of  approximately  56  m. 
p.  h.  is  capable  of  hauling  a  train  of 
live    steel   passenger   trail    cars,    weighing 


Ihe  lociimotive  has  two  articulated 
trucks  each  having  six  wheels,  four  of 
wliich  are  drivers.  These  two  trucks  are 
connected  together  with  an  articulation 
link,  so  that  no  draw  bar  pull  is  trans- 
mitted through  the  cab.     The  cab  is  sup- 


SIUE  AXl)   l-;.\'l)  SECTION   VIICWS  OK    l-:i.I-XTl<K'   I.OIOMOTIVKS   I-UR  Till-".  0.\K1.,\M). 
.WTIOCH   S:   K.'XSTICR.N    RAILWAY. 


57.5  tons  each,  on  a  level  tangent  track 
with  1,100  volts  direct  current  on  the 
trolley.  With  only  three  of  these  cars, 
one  of  these  locomotives  under  the  same 
track  conditions  is  able  to  attain  a  bal- 
ancing speed  of  about  80  m.  p.  h. 


ported  on  the  truck  frames  by  8  spring 
loaded  friction  plates,  no  weight  being 
carried  on  the  king  pins,  which  are  used 
simply  to  maintain  the  position  of  the 
cab. 
The   whole   mechanical  construction  of 
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this  locomotive  is  of  the  highest  type. 
The  two-wheeled  railial  trucks  under  the 
ends  of  the  locomotive  are  of  the  modi- 
fied Rushton  type,  with  radius  bars; 
buffers   are   provided   to   tend   to    restore 


47,500  lbs.  In  addition  to  the  regular 
draw  bar  pull,  the  engine  is  fitted  with 
a  windlass  -rope  and  a  pull  of  25,000  lbs. 
can  be  obtained.  I'our  of  these  engines, 
two  on   each   side,   will  ordinarily   propel 


ELKCTRIC  LOCOMOTI\'ES  FOR  THE  OAKLAND,   AN'IKK  li   .'v   I'.ASTKKN    UMi.W.W. 


alignment  of  the  trucks  after  the  curve 
has  been  transversed ;  the  cab  is  of  steel 
plate  arranged  for  double  end  operation ; 
oil  walking  platforms  outside  the  cab  are 
of  rolled  steel  checker  plate;  air  sanders 
are  provided  for  front  and  back ;  the 
driving  wheels  have  cast  iron  centers 
with  steel  tires,  while  the  truck  wheels 
are  of  rolled  steel.  The  principal  dimen- 
s'ons   arc  as   follows : 

Gauge — 4   ft.   Syi   ins. 

Wheel  Base — Rigid,  7   ft.  4  ins. 

Wheel   Base— Total.   31    ft. 

Driving  Wheels — Diam.  outside,  4_' 
ins. 

Driving   Wheels — Diam.  center,  37   ins. 

Driving  Journals — 5  x  9  ins. 

Truck    Wheels — Diameter.   30   ius. 

Truck  Journals — 4]/,    x  8  ins. 

Width  over  all,  10  ft. 

Height  to  top  of  cab,  12  ft. 

Length  center  to  center  of  coupler 
knuckles,  39  ft. 

Weight  on   drivin.y   wheels,  86,000  lbs. 

Weight— Total   ergiiie,    124,000  lbs. 

Each  locomotive  is  equipped  with  four 
Westinghouse,  250  II.  P.  motors  of  the 
interpole  type,   and   H.   L.  control. 


steamships  through  the  locks,  and  as 
many  as  six  will  be  needed  for  the  extra 
large  vessels.  In  every  case  two  loco- 
motives will  be  used  astern,  acting  as  a 
brake  on  the  ship's  movements. 
The  locomotive,  which  is  built  u[)  of  cast 


of  2  miles  per  hour  is  obtained.  ITie  en- 
gine is  so  arranged  that  the  pinion  can  be 
disengaged  from  the  rack  and  the  loco- 
motive run  in  the  usual  way,  when  a 
speed  of  S  miles  per  hour  is  obtained. 
This  latter  speed  is  only  used  when  the 
engine   is   running  light. 

In  the  center  of  the  locomotive  is 
located  a  vertical  windlass  with  drum,  the 
capacity  of  which  is  800  ft.  of  1  in.  steel 
hawser  cable.  The  windlass  with  its 
driving  motors  and  gearing  is  mounted  on 
a  solid  baseplate  and  is  likewise  inde- 
pendent of  the  movement  of  the  locomo- 
tive frame.  The  cable  drum  extends 
aliove  the  locomotive  cover  and  has  a 
lloating  guard  placed  around  it  to  retain 
the  cable  while  coiling  loose. 

The  windlass  cable  is  handled  by  two 
20  horsepower  motors,  also  totally  en- 
closed and  of  the  mill  type.  One  is 
geared  for  a  rope  speed  of  12  ft.  per 
minute  at  a  pull  up  to  25,000  lbs.  at  2  ft. 
radius,  and  its  function  is  to  adjust  the 
position  of  the  ship  for  anchor  or  while 
being  towed  through  the  locks.  The  other 
motor  is  geared  for  a  rope  speed  of  200 
ft.  per  minute  at  2  ft.  radius,  and  its  duty 
is  to  take  up  slack  or  pay  out  cable  or 
wind  in  any  part  of  the  entire  length  of 
cable  as  may  be  required. 


Preventing  Rust. 

To  preserve  steel   frmn  rust   dissolve   1 

part   caoutchouc   and    16  parts   turpentine 


Electric  Towing  Locomotives  for  the 
Panama  Canal  Locks. 
There  will  be  forty  electric  locomotives 
used  at  the  Panama  canal  to  handle  ves- 
sels through  the  locks.  The  first  lot  of 
these  are  now  being  received  at  the 
Isthmus.  These  "electric  mules"  are  built 
by  the  General  Electric  Company  for  this 
purpose.      They    weigh    82,500    lbs. ;    are 


1.1.1  CTKIC    LOCOMOTIVE    FOR    THE   I'AN.NM A    LOCK.'^. 


steel  side  and  end  frames,  has  two  axles,  with   a  gentle   heat,    then    add    8    parts 

When    towing    it    is    propelled    by    means  1  oiled  oil,  and   mix  by  bringing  them  to 

of  a  rack  rail  and  it  also  uses  this  rack  the  heat  of  boiling  water.     Apply  to  the 

32  ft.  2;^   ins.   over  all;   8  ft.   wide  and     when  going  from  one  level  to  another  at  steel  with  a  brush,  the  same  as  varnish. 

9   ft.   3   ins.   high.     They   are   capable   of     which    place   the   trrridcs   are   very   steep,  h    can    be    removed    again   with   a   cloth 

exerting    a    tractive    efTort    as    high     as      When  using  the  r;u'.-:  a  very  slow  speed  soaked   in   turpentine. 
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Items  of  Personal  Interest 


Mr.  J.  J.  O'Coniior  lias  bet-n  apiiointed 
signal  supervisor  un  the  Erie,  with  office 
at  Salamanca,  N.  Y. 

Mr.  J.  Dickson  has  been  appointed  mas- 
ter mechanic  on  the  Oregon  Electric,  with 
othce  at  Portland,  Ore. 

!\Ir.  A.  F.  King  has  been  appointed 
road  foreman  of  engines  on  the  Wabash, 
with  office  at  Peru,  Ind. 

Mr.  F.  H.  Buchanan  has  been  appointed 
siynal  supervisor  on  the  \'andalia.  witli 
(ifiicc  at  Terre  Haute,  Ind. 

Mr.  F.  Ileins  has  been  apjiointed  master 
mechanic  on  the  Ciulf  &  Sabine  River, 
with  office  at  Fullerton,  La. 

Mr.  G.  II.  Hopkins  has  been  appointed 
master  mechanic  on  the  United  Railway, 
with  office  at  Portland,  Ore. 

Mr.  C.  T.  Tillett  has  Ijcen  appointed 
supervisor  of  signals  on  the  Grand  Trunk, 
wnth  office  at  Montreal,  Que. 

Mr.  H.  B.  Brown  has  been  appointed 
.eeneral  fuel  inspector  on  tlie  Illinois  Cen- 
tral, with  office  at  Chicago,  111. 

Mr.  D.  P.  Phalen  has  been  appointed 
locomotive  foreman  on  the  Great  North- 
ern, with  office  at  Butte,  Mont. 

Mr.  J.  A.  Sheppard  has  been  appointed 
master  mechanic  on  tlic  Missouri  Pacific, 
with  office  at  Coff'eyville,  Kan. 

Mr.  C.  G.  Win.slow  has  been  appointeil 
electrical  engineer  on  the  Michigan  Cen- 
tral, with  office  at  Detroit,  Mich. 

Mr.  F.  A.  Bladorn  has  been  appointed 
locomotive  foreman  on  the  Great  Nortli- 
em,  with  office  at  Billings,  Mont. 

Mr.  W.  P.  Milon  lias  been  appointed 
inconiotive  foreman  on  the  Great  Nortii- 
ern.  with  office  at  Whitcfish,  Mont. 

Mr.  W.  F.  Hudson  lias  been  appointed 
signal  inspector  on  the  Louisville  S:  Nash- 
ville,  with  office  at  Louisville,  Ky. 

Mr.  B.  J.  Peasely  has  been  appointed 
siiiierinlendcnt  of  sliofis  r.n  the  Missouri 
Pacific,  with  office  at  .\ri;enta.  Ark. 

Mr.  F.  M.  Marely  lias  been  appointed 
roundhouse  foreman  on  the  Texas  &■ 
Gulf,  with  office  at  Lomrview,  Tex. 

Mr.  F.  W.  Murphy  has  been  appointed 
master  mechanic  on  the  Chicago.  Ottawa 
S:  Peoria,  with  office  at  Ottawa,  111. 

Mr.  M.  P.  Hobran  h;is  been  appointed 
road  foreman  of  engines  on  the  Baltimore 
8;  Ohio,  with  office  at  Dayton,  Ohio. 

Mr.  C.  E.  Fowler  has  been  appointed 
master  mechanic  on  the  Ji-fferson  Sr  North 
Western,  with  office  at  Jefferson,  Tex. 

Mr.  W.  W.  Bolineau  ha=  been  appointed 
road  foreman  of  engines  on  the  Central 
of  Georgia,  with  office  at  Macon.  Ga. 

Mr.  C.  F.  Barnhill  has  'leen  appointed 
master  mechanic  on  the  Gulf.  Colorado  & 
Santa  Fc,  with  office  at  Silsbcc,  Tex. 


Air.  F.  11.  Baglcy  has  been  appointed 
signal  supervisor  on  the  Louisville  & 
Nashville,  with  office  at  Louisville,  Ky. 

Mr.  J.  B.  Harvard  has  been  appointed 
general  foreman  on  the  Baltimore  &  Ohio 
Southwestern,  with  office  at  Flora,  111. 

Mr.  F.  Fisher  has  been  appointed  gen- 
eral  foreman   on   the   Chicago,   Peoria   & 
St.   Louis,   w'ith   office  at   Springfield,   111. 
Mr.   W.   H.  Keller  has  been  appointed 
general  foreman  on  the  Cincinnati,  Ham- 
ilton &  Dayton,  with  office  at  Lima,  Ohio. 
Mr.   W.   E.   Boland  has  been  appointed 
signal   engineer  on  the   Southern   Pacific, 
with  headquarters  at  San   Francisco,  Cal. 
Mr.  A.  G.  McLellan  has  been  appointed 
foreman  of  locomotive  repairs  on  the  Chi- 
cago &  Alton,  with  office  at  Bloomington, 
111. 

Mr.  W.  .A.  Martin  has  been  appointed 
general  car  foreman  on  the  Bangor  & 
Aroostook,  with  office  at  Milo  Junction, 
Me. 

Mr.  G.  Drolet  has  been  appointed  gen- 
eral engine  foreman  on  the  Bangor  & 
.'\roo5took,  with  office  at  Milo  Junction, 
Me. 

Mr.  C.  M.  Kelly  has  been  appointed 
chief  dispatcher  on  tlie  Fort  Dodge,  Des 
Moines  &  .Southern,  with  office  at  Boone, 
la. 

Mr.  .'\.  C.  .'\dams  has  been  appointed 
superintendent  of  motive  power  on  the 
United  Railway,  with  office  at  Porlland, 
Ore. 

Mr.  Thomas  Long  has  been  ap|iointed 
roundliouse  foreman  on  the  St.  Louis 
&  San  Francisco,  with  office  at  llarwood. 
Ark. 

Mr.  J.  M.  Davis  has  ln-en  appoinlcl 
gciural  uiaiiager  of  the  I  inciunati,  llaiu- 
ilton  &  Da\lon,  with  offices  at  Cinciuii.iti, 
Ohio. 

Mr.  J.  J.  (iray  has  been  appointed  loco- 
motive foreman  in  the  Maritime  Coal 
Kailw.iy  X-  Tower  Company,  at  Mines. 
N.  S. 

Mr.  \V.  Graff  has  been  appointed  road 
foreman  of  engines  on  the  Baltimore  & 
Southwestern,  with  ofiice  at  Chillicotte, 
Ohio. 

Mr.  F.  S.  W>nn  has  been  appointed 
purchasing  agent  on  the  Virginia  Sr 
Southwestern,  with  office  at  Washing- 
ton, D.   C. 

Mr.  F.  Bauer  has  been  appointed  master 
meclianic  of  the  Cleveland.  Cincinnati, 
Chicago  &•  St  Louis,  w-ith  office  at  Indian- 
apolis, Ind. 

Mr.  Oscar  Stevens  has  been  appointed 
road  foreman  of  engines  on  the  Baltimore 
8c  Ohio  Southwestern,  with  office  at  Cin- 
cinnati, Ohio. 


Mr.  A.  E.  McMillan  has  been  appointed 
assistant  master  mechanic  on  the  Balti- 
more &  Ohio  Southwestern,  with  office  at 
Cincinnati,  Ohio. 

Mr.  G.  K.  Stewart,  formerly  master 
mechanic  on  the  Missouri  Pacific,  at 
Coffeyville,  Kan.,  has  been  transferred 
to  De  Soto,  Mo. 

Mr.  H.  C.  Shillings  has  been  appointed 
master  mechanic  and  chief  engineer  on 
the  South  Manchester,  with  office  at 
South   Manchester,   Conn. 

Mr.  C.  A.  Bandt  has  been  appointed  as- 
sistant master  mechanic  on  tlie  Cleveland, 
Cincinnati,  Chicago  &  St.  Louis,  with  of- 
fice at  Indianapolis,  Ind. 

i\Ir.  F.  A.  Hamm  has  been  appointed 
master  mechanic  on  the  Staten  Island 
Rapid  Transit,  with  office  at  Clifton 
(  P.  O.,  Stapleton,  N.  Y.) 

Mr.  W.  H.  Naylor  has  been  appointed 
road  foreman  of  engines  of  the  Chicago 
&  .Alton,  with  office  at  Bloomington,  111., 
succeeding  Mr.  W.  H.  Davis. 

Mr.  Charles  Woodard  has  been  ap- 
pointed master  mechanic  on  the  Kansas 
City,  Mexico  &  Orient  Railway  of  Texas, 
with  office  at  San  Angelo,  Tex. 

Mr.  D.  J.  Mullen  has  been  appointed 
superintendent  of  motive  power  on  the 
Cleveland,  Cincinnati,  Chicago  &  St. 
Louis,  with  offices  at  Indianapolis,  Ind. 

Mr.  John  Allen,  formerly  signal  in- 
spector on  the  New  York,  New  Haven 
\-  Hartford,  at  New  Haven,  Conn.,  has 
been    transferred    to    Bridgeport,    Conn. 

Mr.  V.  T.  Hyndman,  superintendent  of 
motive  power  of  the  Wlieeling  &  Lake 
l>ic,  has  had  his  headquarters  transferred 
from  Cleveland,  Ohio,  to  Brewster,  Ohio. 

Mr.  John  Simmes  has  been  appointed 
I'.eueral  foreman  of  the  Cincinnati,  New 
Orleans  &  Texas  Pacific,  with  office  at 
Ludlow,  Ky.,  succeeding  Mr.  J.  G.  Lewis. 

Mr.  .\.  II.  Binns  has  been  appointed 
uiasti-r  mechanic  of  the  Ontario  division 
of  the  Canadian  Pacific,  with  offices  at 
West   Toronto,    Ont.,    succeeding    Mr.    L. 

F.  Hamilton. 

Mr.  W.  F.  Meyers,  formerly  foreman 
of  bridges,  buildings  and  water  supply 
on  the  Chicago  &  North  Western,  at 
Belle  Plaine,  la.,  has  been  transferred 
to  Boone,  la. 

Mr.  R  D.  Hutchings  has  been  appointed 
roundhouse  foreman  on  the  Southern, 
with  office  at  Selma,  Ala.,  in  place  of  Mr. 

G.  W.  Thomas,  who  has  resigned  on  ac- 
count of  ill  health. 

Mr.  John  Ben/iges,  formerly  superin- 
tendent  of   locomotive   operation   on   the 
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Chicago,  Rock  Island  &  Pacific,  at  Ucs 
Moines,  la.,  has  been  transferred  to 
Valley  Junction,   la. 

Mr.  J.  S.  Shealc,  formerly  engineer  of 
lists  of  the  Illinois  Central  at  Chicago, 
111.,  has  been  appointed  master  mechanic 
on  the  Baltimore  &  Ohio,  with  office  at 
Clifton,  Staten  Island,  N.  Y. 

Mr.  Elbert  J.  Fuller  has  been  appointed 
representative  of  the  liunt-Spiller  Man- 
ufacturing Corporation,  of  Boston.  Mr. 
Fuller  was  formerly  connected  with  the 
Chicago  &  North  Western,  and  resigned 
his  position  on  that  road  to  accept  this 
new  position. 

Mr.  O.  B.  Schoenky  has  been  appointed 
shop  superintendent  on  the  Southern  Pa- 
cific, Mr.  D.  S.  Watkins  has  been  appoint- 
ed assistant  shop  superintendent,  and  Mr. 
J.  P.  Brendel  has  been  appointed  general 
foreman  of  car  shops,  all  with  offices  at 
Sacramento,  Cal. 

Mr.  A.  T.  Breecher  has  been  appointed 
signal  inspector  on  the  Chicago,  Mil- 
waukee &  St.  Paul,  with  office  at  Mar- 
ion, la.,  and  Mr.  P.  A.  Muncey  has  been 
appointed  to  a  similar  position  at  Mill- 
bank,  S.  D.,  and  Mr.  J.  O'Connor  has 
been  appointed  to  a  .similar  position  at 
Spencer,  la.,  and  Mr.  H.  J.  Thomas  has 
been  appointed  to  a  similar  position  at 
Hastings,  Minn.,  all  on  the  same  road. 

Mr.  J.  H.  Ruxton  has  been  appointed 
superintendent  of  motive  power  of  the 
San  .Antonio,  Uvalde  &  Gulf,  with  offices 
at   Pleasanton,  Tex.     Mr.  Harry  Jackson 


pany,  has  established  a  new  company  for 
the  manufacture  and  sale  of  the  Cham- 
bers throttle  valve,  with  offices  at  30 
Church  street,  New  York.  Mr.  Clark 
has  had  a  wide  experience  in  the  railway 
supply  business,  having  been  in  the  cm- 


FR.\NK    II.    CI..\KK. 

was  appointed  general  foreman  of  the 
locomotive  department,  in  place  of  Mr.  H. 
M.  Warden,  resigned,  and  Mr.  A.  F.  Haw- 
kins was  appointed  general  foreman,  car 
department,  in  place  of  Mr.  W.  H.  Pin- 
son,  resigned,  all  with  offices  at  Pleasant- 
ton,  Tex. 

Mr.  Frank  H.  Clark,  formerly  sales 
manager  in  connection  with  the  railroad 
department  of  the  Watson-Stillman  Com- 


J.    .\.    nORDON. 

ploy  of  the  Standard  Coupler  Company, 
r.  N.  Motley  &  Co.  and  others.  Mr. 
Clark  has  been  elected  president  of  the 
new  company,  which  will  be  known  as 
(be  Chambers  Throttle  Valve  Company, 
ll  will  be  remembered  that  the  device  is 
the  invention  of  Mr.  John  Chambers,  of 
the  Atlantic  Coast  Line,  and  its  rapidly 
growing  popularity  justifies  Mr.  Clark's 
establishment  of  a  company  to  further 
advance  the  improved  appliance  in  rail- 
road use. 

Mr.  J.  A.  Gordon  has  been  appointed 
jieneral  manager  of  the  Chicago  Great 
Western,  with  offices  at  Chicago,  111.  Mr 
Cordon  graduated  from  St.  XavicrV 
Cnllege,  Cincinnati,  Ohio,  in  1884,  and 
rntcred  railway  service  in  the  same  year. 
since  when  he  has  served  in  the  tele 
Kraph  department  of  the  Cincinnati. 
Hamilton  &  Dayton,  and  also  in  the 
auditing  department  of  the  same  road, 
and  was  promoted  to  chief  clerk  on  the 
same  road,  and  also  trainmaster  and  su- 
perintendent of  divisions  on  the  same 
road.  Tn  1909  he  was  appointed  general 
superintendent  of  the  same,  with  office  at 
Cincinnati.  From  March,  1910,  to  De- 
cember, 1912.  he  was  division  superin- 
tendent on  the  Chioaco  S:  Great  West- 
ern, and  in  Derembcr.  1912,  he  accepted 
a  position  as  pmcrA  superintendent  of 
the  Pere  Mar^  ictte.  which  position  he 
held  until  his  prc^.  ;it  appointment.  Mr. 
Gordon  has  traveled  extensively  in  Eu- 
rope, and  is  th^ror.trhly  conversant  with 
railway  matters,  and  is  an  acknowledged 
authority  on   railv.ny   transportation. 

^fr.    Walter    Tlc'rloy.    formerly    with 
the    Baldwin    I,oc"motive    Works   and 


Standard  Steel  Works,  has  accepted  a 
position  as  sales  manager  with  the 
Curtain  Supply  Company  of  Chicago. 
Mr.  Bcntley  has  had  a  thorough  train- 
ing in  various  branches  of  railway  serv- 
ice, having  served  in  the  different  de- 
partments of  the  shops,  as  well  as  in 
the  roadniaster's,  general  superintend- 
ent's and  purchasing  agent's  offices. 
.Mr.  Bentlcy's  father,  Mr.  H.  T.  Bcnt- 
ley, is  the  well-known  superintendent 
of  motive  power  of  the  Chicago  & 
Xorthwestern,  and  the  younger  Mr. 
Bcntley  inherits  much  of  his  father's 
thoroughness  in  the  knowledge  of  rail- 
way mechanical  appliances. 

Mr.  George  W.  Kiehm,  who  con- 
ducts the  Air  Brake  Department  in 
Railw.w  and  Loco.motive  Engineering, 
is  also  employed  as  an  air  brake  expert 
by  the  Washington  Terminal  Com- 
pany. He  is  from  Johnsburg,  Pa.,  and 
entered  the  service  of  the  Baltimore 
&  Ohio  in  1895.  Since  then  he  has  had 
a  wide  experience  on  several  of  the 
Eastern  railroads,  particularly  on  the 
Annapolis,  Washington  &  Baltimore, 
the  Pennsylvania,  and  latterly  on  the 
Washington  Terminal.  .-Ks  a  writer  on 
air  brake  subjects  he  is  generally  rec- 
ognized as  in  the  front  rank  of  the 
leading  experts  in  America.  He  has 
been  attached  to  our  staff  since  1909. 
He  modestly  claims  that  his  abilities 
as  a  writer  are  owing  in  a  large  meas- 
ure to  the  kindly  interest  of  Mr.  W.  V. 
Turner,  of  the  Westinghouse  company, 


GEORGE   \V.    KIEHM. 


who  was  among  the  first  to  discover 
the  rare  merits  of  Mr.  Kiehm's  work. 
Many  of  the  leading  air  brake  instruc- 
tors use  Mr.  Kiehm's  monthly  contri- 
butions to  our  pages  as  the  leading 
feature  of  their  instruction  to  the 
young  railway  men  study in.g  the  air 
brake.  His  style  is  marked  by  a  de- 
gree of  clearness  seldom  reached  by 
technical  writers. 
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OBITUARY. 

CY    WAHMAN. 

Mr.  Cyrus  \Vann;ui,  the  well-known 
writer  of  railroad  stories  and  verses,  died 
in  Chicago  on  April  7.  He  was  born  in 
Greenup,  Illinois,  in  1855.  His  early  years 
were  spent  on  a  farm  owned  by  his 
father.  In  1880  he  went  to  Colorado, 
where  lie  worked  as  a  locomotive  fireman 
and  engineer  for  eight  years.  Me  turned 
to  journalism  in  1888,  becoming  editor  of 
U'i'stcrn  Raiki-ay.  In  1892  he  was  editing 
the  Crccdc  Chronicle.  In  1893  he  began 
contributing  to  tlie  magazines.  A  num- 
ber of  his   early   productions   appeared   in 


YKIS    \V.\KM  AN 


the  pages  of  Raii.wav  anu  LoCo.motive 
E.VGIXEERI.NG.  In  1895  his  lirst  book  ap 
pearcd,  being  "Tales  of  an  Engineer." 
This  was  a  collection  of  sliort  stories  and 
was  followed  by  "Tlie  li.xprcss  Messen- 
iivr,"  'i'rontier  Stories,"  "The  Story  of  a 
Railroad,"  "The  White  .Mail,"  "Snow  at 
the  Headlight"  and  "Hie  Last  Spike." 
These  were  all  pirtaiiiiii'^  to  railroad  es- 
periences  and  were  largely  a  rellex  oi 
railroad  life  in  the  West  in  the  early  days 
r.l  railroading.  In  addition  tn  these  -Mr. 
Warman  also  publislied  a  volume  ..f 
verses,  chiefly  on  railroad  subjects.  ni> 
^tyle  was  graphic  and  clirect,  vi\id  in  por- 
traiture, and  of  fine  literary  liber.  In 
his  later  years  he  drifted  back  to  rail- 
r'.ading  in  the  executive  de|>artment  of 
the  Canadian  Pacific.  He  was  a  genial 
and  lovable  character  and  \v;irmly  es- 
teemed by  all  wlio  knew  him. 

GEORGE     K.     HAER. 

George  V.  Baer.  president  of  ilu-  I'liila 
■  lelpbia  X-  Reading  Railway,  died  at  his 
home  in   I'liiladelphia  "u   .Xpril  26. 

George  Frederick  I'acr  wa^  horn,  of 
G(  rman  anecNiry.  in  Somer.'-ei  County, 
Pa.,  on  Seiitemlier  26,  1842.  and  was  edu- 
catcil  at  Eranklin  and  Marsh:.ll  College 
Years  before  entering  thai  institution, 
however,  he  worked  as  a  h'\.  just  in  his 


teens,  in  the  printing  office  of  the  Soin- 
rrsrl  Democrat,  of  which  paper  he  and 
liis  brother  afterward  became  the  own- 
ers and  editors.  In  1862  he  organized  a 
volunteer  company,  of  wdiich  he  was 
made  captain,  and  with  it  he  fouglit  with 
the  .'\rmy  of  the  Potomac,  at  the  second 
hattle  of  Manassas,  at  Cliancellorsville 
and  elsewhere,  rising  to  the  rank  of  ad- 
jutant general  of  brigade. 

In  1864  he  was  admitted  to  tlie  bar 
and  settled  at  Reading,  Pa.,  to  devote 
himself  to  legal  practice,  chiefly  for  the 
railroads.  There  he  became  counsel  for 
the  Reading  Railroad  Company,  and  was 
offered  a  directorship,  but  declined  it  be- 
cause of  disagreement  with  President 
McLeod's  policy. 

Then  he  came  to  the  attention  of  Mor- 
gan, who  wanted  some  work  done.  I'.aer 
nidert'H.k  to  do  it.  and  succeeded,  and 
111  I'lOl  Morgan  made  him  president  of 
ilie  Reading  Railroad.  He  was  also  made 
liresident  of  the  Reading  Coal  and  Ir.'ii 
(  ,..,  .and  of  the  Central  Railroad  of  New 
ler>  y,  thus  giving  him  direct  control 
oi  ilu'  chief  anthracite  coal  producing  and 
^hipiiiny  corporations  of  the  country. 
He  was  also  president  of  the  Temple  Iron 
Co..  which  was  the  mine  owning  corpo- 
ration controlled  by  the  coal  roads. 

In  the  anthracite  coal  strike  of  19,12  be 
was  the  spokesman  for  all  the  coal  roads, 
an.l  was  practically  the  dictator  on  that 
■ide  of  the  controversy.  It  was  then 
that  he  made  the  remark  that  "the  rights 
and  interests  of  the  laboring  men  will  be 
looked  after  and  cared  for,  not  In  au;i- 
tators,  but  by  the  Christian  men  to  whom 
God  in  His  infinite  wisd.im  has  given 
control  of  the  property  interests  of  the 
country." 

Personally  Mr.  I'.aer  w.•l^  intcnvely  re- 
ligious, charit.-ible  and  almost  asreiic  in 
habits.  He  had  a  fine  liiuiie  in  the  out- 
skirts of  Readiig.  where  he  interested 
liimself  in  farming  and  gardening,  11  is 
favorite  e.wrcise  was  walking,  and  his 
|,et  diversion  was  at  the  chess  lio,,rd. 
In  the  winter  he  made  liis  lioi  ue  in 
I'bdadeliilii.i,  where  his  wife  and  live 
laughters    were   popular    niemljers   of   so- 


NOTES. 
Mr.  Alexander  Eraser  Sinclair. 

Mr.  .Me.xander  Eraser  Sinclair,  our 
Glasgow  agent  and  correspondent,  was  a 
surveyor  of  His  Majesty's  Customs  and 
Revenue  until  the  end  of  last  year,  when  he 
reached  the  age  limit  and  was  retired  on 
a  pension.  Mr.  Sinclair  is  not  the  man 
to  hold  his  hands  in  idleness  because  he 
has  been  retired  from  active  service.  He 
h.as  for  years  written  a  long  letter  weekly 
on  automobiling  for  the  Glasgow  Herald. 
Now  he  has  associated  himself  with  sev- 
eral gentlemen  and  established  what  they 
call  the  Northern  College  for  the  training 
of  men  and  women  to  enter  the  Civil 
Service.  Mr.  Sinclair  is  managing  secrc- 
ta.ry  of  this  institution,  and  they  have  com- 
niencc<l  the  work  under  very  promising 
auspices. 


Removal. 

The  Chicago  branch  sales  office  of  The 
L',  S.  Light  and  Heating  Co.,  manufac- 
turers of  I'-S-L  electric  starter  and 
lighter.  U-S-L  storage  batteries,  .and 
U-S-L  axle  electric  car  lighting  equip- 
ments has  been  moved  from  1013  Peoples 
Gas  Building  to  2335  State  street.  This 
cluinge  brings  the  U-S-L  Chicago  sales 
ofticc  and  service  station  into  the  same 
luiibling. 

Tlie  railway  department  of  the  Chicago 
(.fiicc  is  now  under  Mr.  H.  A.  Matthews; 
Mr.  R.  E.  Stuntz  has  charge  of  the  bat- 
U  ry  and  starter  department,  and  the  serv- 
ice department  is  being  looked  after  by 
?ilr.   H.  M.  Emerson. 


Honorable  Retirement. 

Mr.  William  II.  Blair  and  Mr.  John 
arrell,  engineers  on  the  Tyrone  division 
f    the     Pennsylvania,     running    lietween 

vroiie  and  Lock  Haven,  after  long  and 
onorable  service,  and  on  account  of  fail- 
:ig  eyesight,  have  made  application  for 
elirement.  wdiich  will  no  doubt  be 
ranted  in  the  near  future.  Roth  are  ck- 
elleiit  engineers  with  fine  records,  and 
I  is  hoped  that  they  will  long  enjoy 
heir   well   earned   retirement. 


NOTICE 
Air  Brake  Convention 

.\rrangenicnts  are  completed  for  hold- 
ing the  twenty-first  annual  convention  of 
the  Air  Brake  .'Xssociation  in  the  Con- 
vention liall  of  the  Hotel  Ponteliartrain, 
Detroit,  Mich.,  beginning  at  9  ;,^0  a.  m., 
Tuesday,  May  5.  1914.  Mr.  J.  N.  Hatch 
will  presiile,  and  the  meeting  bids  fair  to 
be  largely  attended,  Mr,  George  W. 
Kiehm,  associate  editor  of  Raii  way  anu 
Locomotive  1-".nt,ini;ering  will  prepare  a 
report  of  the  proceedings  which  will  ap- 
[lear  in  our  June  issue.  The  subjects  to 
he  discussed  were  announced  in  our  last 
month's  issue,  and  the  proceedings  prom- 
ise to  be  of  the  most  interesting  kind. 


The   Courteous  Brakeman. 

\s  the  early  morning  Missouri  Pacific 
iraiii  out  of  Kansas  City  drew  up  at  a 
sl.ition  one  morning  a  pleasant-looking 
old  gentleman  stepped  out  on  the  platform, 
and  inhaling  the  fresh  air,  enthusiastically 
observed  to  the  brakeman  : 

"Isn't  this  invigorating?" 

"No,  sir,"  replied  the  conscientious  em- 
liloN-ec,  "it's   Pleasant  Hill." 


Return  Ticket. 

LitlU'  hoy.  at  bfioking  olTice :  "I  want 
a  return  ticket,  please."  Booking  Clerk: 
"Where  to?"  Little  Boy:  "Why,  back 
Iiere,  of  course !'' 
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Says 

Old  Jerry: 

"  I'm  for  oil  on 
troubled  waters, 
but  give  me 

DIXON'S 

Flake 

GRAPHITE 

on  troubled 
beanngs.  'It's 
all  in  the  flakes.' " 

Made  in  Jersey  City.  N.  J.,  by  the 

Joseph   Dixon 

Crucible      Company 

Established  1827 


Gasoline  Locomotive  for  the  Georgia  Coast 
and  Piedmont  Railroad 


Baldwin  gasoline  lucuiuulULb,  IjuiIi  hi 
accordance  with  patents  granted  to  A.  H. 
Ehle,  have  now  been  in  service  for  sev- 
eral years,  and  have  fully  demonstrated 
liieir  efficiency  in  liglit  industrial  and  con- 
tractors' service.  The  success  of  these 
machines  is,  unquestionably,  largely  due 
to  the  fact  that  they  follow  steam  loco- 
motive design  where  practicable,  and  em- 
body features  which  have  proved  success- 
ful in  this  class  of  power. 

The  illustration  shows  a  Baldwin  gaso- 
line locomotive  recently  built  for  the 
Georgia  Coast  &  Piedmont  R.  R.  This 
engine  is  used  in  light  switching  and 
,  road  service,  and  was  designed  for 
handling  a  load  of  30  tons  over  grades 
of  0.5  per  cent,  and  curves  of  300  feet 
radius.  In  preliminary  trials,  it  handled 
approximately  twice  this  tonnage.  The 
track  gauge  is  standard,  and  the  loco- 
motive  has   a    ni.iniinal   speed   of  6   miles 


1  l]i5  1..1  ..luoluc  13  required  to  handle 
trunk  line  rolling  stock,  and  its  equip- 
ment has  received  special  attention.  Elec- 
tric head-lights,  iron  pilots  and  M.  C.  B. 
automatic  couplers  are  provided  at  each 
end.  Air-brake  equipment  is  applied,  air 
being  furnished  by  a  compressor  driven 
from  the  main  engine.  The  air  reservoirs 
are  mounted  over  the  hood.  Another 
important  feature  is  a  self-starter  for  the 
main  engine.  This  is  driven  by  an  elec- 
tric motor,  which  receives  its  current 
from  a  storage  battery.  The  latter  is 
automatically  charged  by  a  generator 
driven  from  the  main  engine.  This  bat- 
tery also  furnishes  current  for  the  head- 
lights   and    cab-lights. 

The  appearance  of  the  locomotive  is 
strongly  suggestive  of  steam  practice. 
The  effect  is  more  pronounced  because 
of  the  position  of  the  muffler,  which 
stands  verticallv  and  looks  like  a  smoke- 


GASOLIXI.   T. 


per  hour  on  low  gear  and  12  miles  per 
hour  on  high  gear.  The  hauling  capacity 
given  above  applies  to  the  latter  speed. 

This  locomotive  is  pro|)elled  by  a  four- 
cylinder,  four-cycle,  water-cooled  engine, 
of  50  horsepower  nominal  capacity.  The 
power  developed  by  the  engine  is  trans- 
mitted to  the  wheels  through  a  system 
of  shafting,  gearing  and  side  rods.  This 
furnishes  a  positive  drive,  with  large 
journals  and  bearings  throughout;  and 
all  the  parts  are  of  ample  strength  for 
severe  service.  The  engine  and  trans- 
mission are  covered  by  a  hood,  on  top  of 
wliich  the  gasoline  lank  is  placed. 

The  frames  are  steel  castings,  of  the 
familiar  bar  type.  The  open  construc- 
tion of  these  frames  facilitates  the  venti- 
lation of  the  engine  and  the  inspection  of 
the  transmissivjn.  Tins  design  of  frame 
is  very  strong,  and  is  also  convenient  for 
the  suspension  of  th?  brake  work,  and 
boxes  and  other  liiur.^i. 


GKORGI.X  CO.VST  &    rii;i>MONT   R.   R. 


Stack.  This  device  renders  the  locomotive 
almost  noiseless  in  operation. 

These  machines  possess  special  advan- 
tages for  light  switching  and  industrial 
service.  They  are  selt-containcd,  like 
a  steam  locomotive;  are  reliable  and  sim- 
ple in  operation,  and  can  be  easily  handled 
by  one  man.  An  advantage  which  is 
most  apparent  in  intermittent  service  is 
that  they  consume  no  power  while  stand- 
ing idle.  Here  the  self-starter  is  par- 
ticularly effective,  as  when  the  locomotive 
is  idle  for  only  short  periods  of  time,  the 
engine  can  be  stopped  and  started  with- 
out labor  on  the  part  of  the  operator. 

The  principal  dimensinn.s  are  as  follows  : 

Wheelbase,  4  ft.  9  in- 

Wheels,  diameter,  30  ins. 

Journals,  3%   ins.   x  4;  ^   irs. 

Width,  6  ft.  6  ins. 

Height  to  top  of  cab.  8  ft.  6  ins. 

Length,  13  ft.  9  in?. 

Weight,  estimated.   14.000  lbs. 
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The   St.   Luui.s   &   San    l-raiicisco   is   n 
tlie    market    for    10   locomotives. 

The   Chicago   &   North    Western,   it    i 
said,  is  in  the  market  for  35  locomotive^ 
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The  Norfolk  &  Western  is  intjuiring  for 
bids  on  heavy  Mallet  freight  locomotives. 

The  Southern   Pacific  is  in  the  market 
for  5.000  box,  stock,  flat  and  gondola  cars. 


The  Central  of  Georgia  has  ordered  500 
l,ux  cars  from  the  Standard  Steel  Car 
Co. 


The  Chicago,  Burlington  &  Quincy  has 
placed  an  order  for  1,000  freight  cars 
with  the  Haskell  &  Barker  Car  Company. 

The  Denver  &  Rio  Grande  contemplates 
extended  yardage  and  eventually  large 
slinps  southwest  of  Salt  Lake  City,  Utah. 

The  Great  Northern  has  ordered  2,000 
automobile  and  box  cars  from  the  1  laskell 
&  Barker  Car  Co.,  according  to  press 
reports. 

Bids  will  shortly  be  taken  for  5.000  tons 
,,f  steel  needed  for  the  Broadway-l-ounh 
avenue  branch  of  the  Greater  New  \uvk 
subwavs. 


r 


The  Pennsylvania  Railroad  has  ordered 
41  all-steel  box  cars  to  be  built  at  its  own 
shcps.  

The  Coal  &  Coke  has  ordered  two  loco- 
motives from  the  Baldwin  Locomotive 
Works. 

The  Bangor  &  Aroostook  ordered  125 
flat  and  box  cars  from  the  Standard  Steel 
Car  Co. 

•Ihe  New  York  Central  Lines  will  buy 
550  automobile  cars  in  the  near  future, 
it  is  said. 

The  Chicago  &  North  Western  has  or- 
dered 2.000  refrigerator  cars  from  the 
I'uHman   Co. 

The  Cincinnati,  New  Orleans  &  Texas 
Pacihc  is  in  the  market  for  five  locomo- 
tives, it  is  reported. 

•Ihe  Atchison,  Topeka  &  Santa  Fe  will 
build  new  .sh..i>s  at  Albuquerque,  N.  M-. 
costing  $200,000. 

The  llHnois  Central  has  ordered  50 
Mikado  locomotives  from  the  Baldwin 
Locomotive  Works. 


The  Louisville  &  Nashville  has  ordered^ 
US  locomotives  built  at  its  Louisville  shops.' 
This    roail    i' 
locomotives. 


als 


the   market   for   10 


The   Delaware  &   Hudson   will  completi 
Ihe    installation    of   Ijlock    signals   betwe— 
I'hittsburg  and  Rouses  Point.  N.  V., 
iiig  llie  jiresent  year. 
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The  Intercolonial  Railway  of  Canada 
has  ordered  10  locomotives  from  tlie 
Canadian  Locomotive  Works  and  10  from 
the  Canadian  Foundry   Co. 

The  Chesapeake  &  Ohio  is  considering 
l)uilding  a  connecting  line  from  South 
Portsmouth,  Ky.,  to  a  point  near  Colum- 
bus, Ohio,  in  the  Hocking  Valley. 

The  Chicago,  Milwaukee  &  St.  Paul  is 
in  the  market  for  ten  coaches,  four  com- 
liination  cars,  eleven  sleeping  cars,  tliree 
observation  cars  and  a  dining  car. 

The  Union  Pacific  has  placed  an  order 
with  the  Lima  Locomotive  Corporation 
for  54  locomotives.  The  order  includes 
25  Pacific  type,  IS  Mikados  an.l  14  six- 
wheelers. 


-I'he  Southern  recently  ordered  1,500  box 
cars  and  500  flat  cars  from  the  American 
Car  &  Foundry  Co. 

The  Korean  Government  Railways  have 
ordered  nine  locomotives  from  the  Ameri- 
can Locomotive  Co. 

The  Minncipolis,  St.  Paul  &  St.  Ste. 
Marie  has  ordered  5,000  tons  of  rails  from 
the  Illinois  Steel  Co. 

The  Lackawanna  &  Wyoming  Valley 
has  placed  an  order  for  15  steel  hopper 
cars  with  the  Pressed  Steel  Car  Co. 


The  West  Virginia  Securities  and  Con 
struction  Company  is  hnancing  a  proposed 
90  mile  railroad  that  is  to  connect  Park- 
ersburg  and  Charleston,  W.  Va.  It  is 
to  be  known  as  the  Charleston, 
burg  &   Northern. 


GOLD 

Car 
Heating 

& 

Lighting 
Company 


Manufacturers  of 

ELECTRIC, 
STEAM  AND 
HOT  WATER 
HEATING 
APPARATUS 

FOR  RAILWAY  CARS 

VENTILATORS 

FOR    PASSENGER 

AND  REFRIGER- 

ATOR     CARS 

ACETYLENE    SYSTEM 
OF    CAR     LIGHTING 


Pari 


The  Central  Canada  has  liled  its  survey 
with  the  Provincial  Department  of  Rail- 
ways for  -Mberta.  A  line  is  proposed  to 
start  from  Round  Lake  on  the  Edmonton. 
Dunvegan  &  British  Columbia  Ry.  to 
Peace    River   Crossing. 

The  Great  Northern  will  expend  ap- 
proximatelv  $500,000  in  preparing  for  the 
double  tracking  of  its  line  between  St. 
Paul  and  Dululh.  Work  to  be  done  this 
summer  is  reported  to  include  rcballasting 
and  widening  of  the  grade. 


Send  for  circular  of  our  combina- 
tion PRESSURE  AND  VAPOR 
SYSTEM  OF  CAR  HEATING, 
which  system  automatically  main- 
tains about  the  same  temperature  m 
the  car  regardless  of  the  outside 
weather  conditions. 

Main     Office,     Whitehall     Building 

17    BATTERY    PLACE 

NEW    YORK 
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LOOK  HERE 
BOYS! 


Send 
To-day 

for  a  copy  of  the 
SPECIAL 
CATALOG  of 
Practical  Books 

Published   by 

SPON  &  CHAMBERLAIN 

I23L  Liberty  Street,  New  York 

Mailed  FREE  on  application 


Books,  Bulletins,  Catalogues,  Etc. 


NOW  IS  THE  TIME  to  install  a 

Rue  Boiler  Washer 
and  Tester, 

For  you  will  nicd  it  wlien  cold 
weather  comes.  It  will  wash  out, 
test  and  fill  your  l)oiier,  all  with 
hot  water,  and  have  it  ■xady  for 
use  in  one  hour. 

THINK    IT    OVER. 
rataloR  on  Bollir  WasUris  A-5. 
Cnlnloe  nn  Injectors  B-.".. 

Rue  Manufacturing  Co., 

228  CHERRY  STREET 

PKiladelpKia.  Pa. 

Mannfncturcrs  of    iiijcetors.    Kjpctors, 
Uniler    Waslier.s   ami    Tislcrs.    Boiler  Checks. 

riicil!     Valves. 


orj 


POP  VALVES  AND  GAGES 

The  Quality  Goods  that  Last 

The  Athton  Valve  Co. 
271   Franklin  Street,  Boston,  Mass. 
No.   174  Market  St.,       Chicaeo.  ill. 


The  Roll  of  Honor. 

.Among  the  numerous  publications  in 
relation  to  railroads  there  is  an  unpre- 
tentious little  sheet  issued  by  the  Penn- 
sylvania Railroad  company  that  deserves 
more  than  common  notice.  It  records  the 
iTionthly  addition  to  the  pension  roll. 
Sometimes  it  is  full  of  brief  sketches  of 
the  lives  of  the  honored  men  who  have 
heroically  done  their  life's  work,  and 
sometimes  there  arc  photographic  repro- 
ductions of  the  honest  faces  that  are  look- 
iiiK  calmly  towards  the  sunset  of  a  life 
well  spent.  There  is  a  real  nobility  about 
the  stories  of  the  earnest  workers  whose 
labors  are  not  forgotten,  and  whose  fail- 
ing vigor  has  called  for  sympathetic  and 
kind-hearted  consideration.  It  is  a  re- 
deeming streak  in  humanity,  and  a  proof 
that  corporations  are  not  altogether  soul- 
less. And  yet  we  can  readily  imagine 
that  there  are  many  who  reluctantly  leave 
tlieir  accustomed  tnil.  Sir  Walter  Scott, 
the  great  novelist,  when  urged  by  his 
friends  to  cease  his  incessant  toil  in  liis 
declining  years,  dcchired  that  there  was 
one  thing  certain,  that  if  lie  ceased  work- 
ing he  would  assuredly  go  mad.  There 
is  more  or  less  of  this  spirit  in  all  of 
us,  and  it  is  well  to  pause  and  think  oc- 
casionally in  what  manner  is  the  evening 
of  our  days  to  be  spent  "when  the  wheel 
is  broken  at  the  cistern  and  the  sound  of 
the  grinders  has  become  low."  This  is  a 
question  which  each  man  must  answer  for 
himself.  Certain  it  is  that  a  pension,  well- 
earned,  will  sweeten  this  period,  if  we 
ever  have  such  a  period. 


British  Year  Book. 

Tlic  Xewcastlc  aiul  Gateshead  Cham- 
ber of  Commerce  has  issued  a  second 
edition  of  the  Year  Book  and  Commer- 
cial Review  which  is  a  model  of  its  kind. 
The  chief  aim  of  the  work  is  to  give 
commercial  men  in  other  parts  of  the 
British  Empire,  as  well  as  in  foreign 
lands,  reliable  data  regarding  the  re- 
sources of  the  important  locality  to  which 
the  book  chiefly  refers,  and  to  emphasi/^e 
the  ability  of  the  manufacturers  of  all 
kinds  to  ineet  almost  any  demands  made 
upon  them.  Tlurc  is  matter  of  much 
historical  interest  regarding  the  district 
and  the  doings  of  the  Chamber  during  an 
existence  of  nearly  100  years,  together 
with  able  articles  on  tlie  business  car- 
ried on  in  coal  mining  and  shipping,  in 
iron  and  steel  matuifacluring.  in  engineer- 
ing and  other  industries.  The  illustra- 
tions are  e.xcellent.  The  hook  is  hand- 
somely printed  and  bound  and  sold  at 
sixty  cents  per  copy  and  may  be  had  from 
the  Locomotive  Publishing  Co.,  3  .Vmen 
Corner,  Paternoster  Row.  London,  Eng- 
land. 


Staybolts. 

Ten  years  ago  the  late  Flexible  Slay- 
bolt  was  introduced  and  every  year  since 
the  increasing  number  of  reports  of  in- 
stallation have  shown  that  the  original 
designers  of  the  improvement  were  cor- 
rect in  their  plan  of  giving  a  degree  of 
flexibility  to  the  fire  box  and  outer  sheets 
of  the  boiler  so  that  the  varying  degrees 
of  expansion  could  accommodate  them- 
selves to  the  incidental  lengthening  and 
shortening  inseparable  from  the  action 
of  intense  heat  on  sheets  of  varied  thick- 
nesses and  distances  from  the  action  of 
the  fire.  It  must  be  remembered  that  the 
bolt,  properly  speaking,  is  not  flexible, 
but  the  formation  of  the  outer  end  of 
the  bolt  and  the  socket  in  which  it  moves 
accommodates  itself  to  the  flexibility  of 
the  sheets,  with  the  result  that  the  tend- 
ency to  breakage  is  reduced  to  a  mini- 
mum with  a  corresponding  lowering  in 
the  price  of  maintenance.  Copies  of  the 
company's  monthly  bulletins,  which  are 
an  interesting  reflex  of  the  work  accom- 
plished, may  be  had  by  spplying  to  the 
Flannery   Bolt   Company,   Pittsburgh.    Pa. 


Consolidated  "Axle  Light"  Equipment. 

riie  Consolidated  Railway  Klectric 
Lighting  &  Equipment  Company  has  is- 
sued Bulletin  No,  11.  which  presents  the 
story  of  "Axle  Light"  in  a  concise  and 
Iiighly  interesting  way.  The  development 
of  the  company's  system  to  its  present 
degree  of  perfection  has  not  been  the 
work  of  a  day.  The  Consolidated  was 
the  first  to  introduce  the  single  battery 
system,  whereby  the  number  of  cells  per 
car  was  cut  in  half.  This,  together  with 
placing  the  dynamo  on  the  truck  end — the 
outside  suspension — instead  of  the  bottom 
of  the  car,  or  inside  the  truck,  completed 
great  steps  toward  the  perfection  of  the 
system,  which  has  more  recently  taken 
such  form  as  to  be  readitv  adapted  to  all 
forms  of  storage  batteries.  The  record 
of  the  company's  achievements  are  clearly 
set  forth  in  the  bulletin,  and  the  accom- 
panying illustrations  furnished  show  the 
complete  details  of  the  ".\xle  Light" 
equipment.  Copies  of  tlie  bulletin  may 
be  had  on  application  to  the  company's 
main  ofiices,  Nassau  and  Pine  streets. 
New   York. 


Hydraulic  Jacks, 

The  Watson-Stillm.iii  Conifany  have 
issued  a  new  catalogue.  X"  91.  descrip- 
tive of  their  hydraulic  jacks  and  lifting 
tools,  superseding,  and  surpassing  their 
older  publications  by  a  variety  >  f  addi- 
tions to  their  products.  There  are  about 
one  hundred  pages  profinely  illustrated, 
and  the  complete  details  of  all  the  small 
parts  of  the  jacks  are  given  accompanied 
with    descriptive    matter    and    price    lists. 
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Of  special  interest  is  the  section  devoted 
to   repair   tools   for   hydraulic   tools,   and 
those   of   us  who   have   wearily   wrestled 
with   leaky   jacks   can    readily    appreciate 
what  a  perfect  set  of  repair  tools  means 
to    the    inechanic    who    has    striven    to 
rend  the  jack  asunder  with  his  bare  hands. 
Complete  directions  are  also  furnished  in 
regard  to  putting  in  leather  packings    so 
that   the   average    mechanic    may   readily 
understand    that    which    was    formerly    a 
mystery.     The  new   forms  and  new   pur- 
poses to  which  tlie  jacks  may  be  applied 
are  numberless,  and  a  perusal  of  the  in_ 
teresting  and  elegant  catalogue  is  as  good 
as  a  course   in   a  correspondence   school, 
and  copies  may  he  had   free  on  apphca^ 
tion    to    the    company's    main    office    ami 
works   at    Aldene,   Union    County,    N.    J. 
or    at   the    New    York    office.    50    Church 
street. 


sheets  of  the  fire  box  are  stiffened  by 
hollow,  rolled  copper  stay  bolts.      1  he 
Schmidt  superheater  which  occupies  i-^ 
tubes,    each    of   4  15/16   ins.-5  3/16   ins., 
diameter    is    arranged     in     four     rows 
The   smoke   tubes  have  been  advanced 
towards    the    center    of    the    tube    plate 
more  than  in  earlier  practice.     Experi- 
ence has  shown  that  this  decreases  the 
ctrain   in   the   tube   plate.     The   engine 
is  also  fitted  with  a  feed  water  heater 
of    a    type    adopted    by    the     Prussian 
State    Railways,    and    which    is    said    to 
..ive    satisfactory    results.      The    engine 
t-eighs  69  tons  9  cwt.,  and  the  tender, 
empty,    20    tons    6    cwt.      The    tractive 
force   is   rated   at  37,000  lbs. 


THE   ASMSTEONG   IMPHOVED 

PACKER  RATCHET  DRILLS! 


Are  ALL  STEEL 

Hardened  All  Over 

Will  outwear  two  ot  the  BOtt  kind. 

We  make  all  kinds— all  sizes. 

Do  you  want  a  catalog? 


i^ISTRONG  BROS.TOOLCO. 


The  "Chicago  Stoper." 

The    bulletins    of    the    Chicago    Pneu- 
matic Tool  Company,  like  the  other  prod- 
ticts  of  the  company,  are  perfect  in  their 
way      Quite  a  number  have  been   issued 
this"  year   already,   and   ..11   of   them   very 
irtteresting.     Taking   Bulletin   No.   154  as 
an     illustration,     the     description     of    the 
"Chicago  Stoper-   is  a  model  of  minute- 
ness.   The  speed  with  which  the   ■Stoper 
drills   in    all   kinds   of    rock    is   described. 
In  examining  the  details  of  the  appliance 
it  can  be  readily  seen  that  its  marvelous 
degree  of  efficiency  is  largely  due  to  the 
valve,   consisting   of   a   hollow    steel   ball. 
It  travels  less  than  one-eighth  of  an  inch 
and  its  light  weight  admits  of  its  making 
a    verv    rapid    motion.      No    matter    how 
high  or  how  low  the  pressure  may  be.  it 
moves   like   a   bee's   wing,   admitting   the 
pressure  to  the  hammer,  consisting  of   a 
four-pound  piece  of  hardene.l  steel,  at  the 
rate     of     1.500     uncushioned    blows    per 
minute.     The  r,xk  crumbles  into  powder 
under    the    action    of    this    whirlwind    of 
Mows,  and  there  is  no  waste  of  air.  or  oi 
lubrication.      The    drills    are    also    illus- 
trated   and    described,    and    a    price     ist 
attached.     Copies   of  any   of   these  bulle- 
tins   mav    be    had    from    the    company  s 
offices,   50  Church    street,   New   York,   or 
Fisher  building.  Chicago 


Graphite. 

The  Joseph   Dixon   Crucible   Company. 
N    J     continue  to  improve  the  quality  of 
ihe    products    for   which   the   company   is 
so  justly  famous,  as  well  as  the  intellectual 
make-up    of    the    monthly    periodical    de- 
voted   to    the    purpose    of    estaVihshing    a 
better  understanding  in  regard  to  the  dif- 
ferent forms  of  Graphite  and  their  respec- 
tive   uses.      In    the    most    recent    number 
several    convincing    reasons    are    lucidly 
presented      showing     the     durability      of 
Dixon's     Silica-Graphite     Paint.      .\mong 
others,  a  gas  holder  for  the  Birmin-^ham 
railway  is  an  excellent  illustration.     It  .^ 
the  largest   structure   of   its   kind   in    the 
South,  and  calculated  to  hold  three  mil- 
lion cubic  feet  of  light,  heat  and  i^^wer. 
and   the    specification   of    Dixon  s    Silica- 
Graphite  Paint  for  this  important  holder 
is    in    accordance    with    the    maintenance 
policy  of  Mr.  T.  H.  R.  Daniels,  the  chief 
on-ineer.  who  is  a  firm  believer  m  using 
onlv    material    of    the    highest     standard 
quality.    Dixon's  graphite  publications  are 
sent   free  on   request 


Nichols  Transfer  Tables 
Turntable  Tractors 


GEO.  P.  NICHOLS  &  BRO 

1090  Old  Colony  Bldg.  CHICAGO 

Correspondence      'nvited 

with    parties   owning    or   controlling 

RAILWAY     DEVICES 

of     Cast    Steel 
Readin*   Soeeialties  Co..     5ale>  A«(s 

Hydraulic 

Riveters   nxed  and  portable 

Punches,  Shears, 
Presses,  Lifts,  Cranes 
and   Accumulators. 

Matthews'  Fire  Hydrants, 

Eddy  Valves 

Valve  Indicator  Posts. 

The  Camden  High-Pressure  Valves. 


Hanomag  Journal. 

The  last  number  of  ibis  interesting 
journal  contains,  among  other  nl■^"^•■• 
an  illustrated  <lcscription  of  the  /.OOOth 
locomotive  built  at  the  Hanover  Loco- 
motive Works.  Hanover-l.inden.  Ger- 
many. It  is  a  ten-wheel,  coupled,  su- 
pcrheate.l.  steam  freight  locomotive, 
built  for  the  Prussian  State  Railways, 
with  a  six-wheeled  tender  having  a 
water  capacity  of  3,650  gallons.  The 
boiler  of  this  engine  consists  of  two 
cylindrical  rings  of  5  ft.  3  ins.  in 
diameter,  its  axis  being  8  ft.  10?^  ms. 
L     ..    .!,„    ,.;i.;        The    front    and    side 


He  Deserved  It. 

The  ynung  man  .was  smoking  in  the 
non-smoking  carriage  despite  the  paine.l 
expression  on  the  face  of  the  old  lady  op- 
positc.  . 

■■Young  man."  she  said,  speaking  be- 
tween violent  fits  of  coughing,  ■'do  you 
know  that  ifs  wrong  to  smoke?" 

"Well,"  replied  the  youth,  who  had 
often  been  asked  the  question  before.  "1 
use  tobacco  for  my  health." 

"Health!"  cjacidated  the  old  lady  in 
spluttering  tones.  •'Rubbish!  Who  ever 
heard  of  anything  being  cured  by  smok- 
ing?' ,  n- 

"Yes,  I  liave."  replied  the  youth,  puffing 
like  a  'traction  engine.  "That's  the  way 
thev  cure  pigs." 

"Then  smoke  away,"  cried  the  other 
bitterly.  "There  may  be  hope  for  vou 
yet." 

Life  possesses  few  things  more  iuterc-st- 
ing  or  more  revealing  than  its  survivals. 

T.     P.RIKRIF.Y. 
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The  Foster  Locomotive  Superheater 


The  important  gain  tliai  lias  licc-n  made 
in  the  use  of  superheated  steam  in  loco- 
motive service  has  attracted  the  atten- 
tion of  many  clever  engineers  and  inven- 
tors to  the  laudable  purpose  of  improving 
the  appliances  used  in  increasing  the 
temperature  of  steam  and  giving  it  a 
greater  degree  of  elasticity.  It  must  be 
admitted  that  in  the  first  introduction  of 
•means  towards  the  desired  purpose  there 
were  constant  complaints  in  regard  to  the 
frequency    of    failures    in    the    appliances 


pipes  nearest  tlie  lire  being  subject  to  the 
greatest  degree  of  heat  were  a  constant 
source  of  trouble  owing  to  the  rapid 
deterioration  of  the  castings  and  their  ac- 
companying joints  to  which  the  tubes 
conveying  the  steam  in  the  process  of 
superheating  were  attached.  The  uneven 
expansion  of  threaded  joints  even  of  the 
most  massive  kind  are  always  more  or 
less  unreliable  when  exposed  to  the  action 
of  fire,  and  hence  the  expense  of  main- 
taining   the    superheating    appliances    was 


failure  from  cracks.  The  superheating 
tubes  are  expanded  into  holes  in  the  cyl- 
indrical steam  header.  Hence  there  is  no 
trouble  with  ground  joints,  and  in  the 
event  of  a  tube  leaking  it  may  be  tight- 
ened in  a  few  minutes  from  the  outside 
by  simply  removing  the  plate  on  the  top 
of  the  smoke  box  shell,  and  without  dis- 
turbing any  of  the  front  end  equipment. 
The  arrangement  of  the  superheating 
elements  is  such  that  they  may  be  removed 
separately  or  by  disturbing  only  one  other 
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used.  This  was  particularly  the  case  with 
the  numerous  joints  in  connection  with 
the  headers  where  tlie  steam  was  led 
from  the  dry-pipe  into  the  series  of  pipes 
reaching  through  the  enlarged  flues  back 
toward  the  firebox,  and  again  when  re- 
turning to  the  header  attached  to  the 
branch  pipes  leading  to  the  cylinders. 
The  nearness  and  number  of  these  joints 
made  it  a  difficult  task  to  keep  them  all 
free  from  leakage.  Xot  only  so,  but  the 
return  joints  at  the  extreme  ends  of  the 
superheater  pipes,  or  that  portion  of  the 


one  of  the  early  and  perhaps  the  most 
important  drawl>ack  to  the  more  rapid 
adoption  of  tlic  use  of  superheated  steam 
in  locomotive  service. 

The  Foster  loccnnoiive  superheater  bids 
fair  to  have  completely  overcome  these 
difficulties.  As  slvwn  in  the  accompany- 
ing illustrations  the  steam  header  is 
cylindrical  in  form,  and  differs  from  other 
types  of  headers  in  material  also,  being 
entirely  constructed  of  open  hearth  boiler 
steel.  .Xs  a  consequence  it  is  far  lighter 
than    the    older    iv;xv'    and    not    liable    to 


element.  The  tubes  forming  a  separate 
element  are  held  togetlier  by  electrically 
welded  spacers  which  present  a  very 
small  area  for  obstruction  to  gases  or 
cinders.  The  return  bends  at  the  extreme 
ends  of  the  tubes  are  welded  by  a  special 
process  instead  of  being  formed  of  a 
casting  into  which  the  lengths  of  tubes 
are  screwed,  as  is  the  case  in  the  older 
types  of  return  lines.  The  second  illustra- 
tion shows  the  detail  of  the  return 
bend  and  also  shows  a  section  of  the  tub- 
ing cut  away  so  that  the  welded  joint  is 
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(listiiunly  siiii.  Ill  tin-  funnalion  ct  this 
joint  it  may  W  ^tat^■a  that  tlie  tulu'  is 
lirst  l)ent  clil,  ami  tht-ii  rut  at  the  proper 
angle  and  tlu-  two  parts  Initletl  to,i;ether 
ami  welded,  making  a  joint  of  great 
strength  and  dnrability.  thereby  completely 
eliminating  an\  possibility  of  the  leaks 
which  so  fretpiently  occur  in  the  case  of 
ca.nings   witli   screweil   joints. 


liandholes  four  incites  in  diameter,  all  of 
which  are  closed  by  -tand.ird  Foster  su- 
perheater plugs.  These  plugs  have  been 
tested  in  many  years'  service  and  admir- 
ably suit  the  purpose  of  closing  the  neces- 
sary openings  in  the  header.  In  the  lower 
half  of  tlie  header  the  holes  for  tlie  super- 
heating elements  are  drilled  and  into 
wliicli  the  element  tubes  are  expanded. 


of  boilers,  and  can  be  made  in  different 
sizes  to  suit  the  available  space  in  the 
smoke  box.  An  extension  header  has  been 
already  developed  especially  for  use  'n 
the  largest  locoinotives.  This,  of  course, 
is  somewliat  more  expensive  than  the 
cylindrical  header,  Imt  the  larger  space 
admits  of  a  greater  degree  of  convenience 
in  construction  and  repair  and  the  weigh; 
is  not  greatly  added  to,  as  no  extra  lirac- 
ing  or  stays  are  required.  In  conclusion 
It  may  be  said  briefly  and  truly  that  tr.e 
design  and  material  used  possess  t!ie  quali- 
ties of  greater  ability  to  with.stand  strains 
due  to  the  sudden  and  severe  variations 
m  temperature;  that  it  is  thsolutelv  proof 
ag.iinst  breakages,  while  th.-  tendency  to 
leakage  is  reduced  to  a  mininiun,  au'i  the 
facilitx  for  repairs,  if  necessarv.  are  sinple 
and  easv. 


liKIAIIS   l>r    IIK.M'KK    AMI    HKVPM'K   JOINT: 


way,  and  ina>  be  drawn  .lut  through  tlie 
header,  which  reni;iins  in  its  position 
riveted  to  the  flue  sheet.  The  header  is 
divided  into  saturated  and  superheated 
sleam  chambers  by  a  circular  partition 
closed  by  a  diaphragm  that  is  readily  re- 
movable. In  the  upper  half  of  the  header 
there    are    mandrel    holes    ami    als.j    two 


welded  suliporting  lugs  attached  to  llie 
flues.  Ihese  have  a  liroad  bearing  sur- 
face and  cannot  cut  into  the  large  flues 
where  the  lugs  rest   securely. 

It  will  thus  be  seen  that  the  design  has 
the  merits  of  durability,  lightness  and 
compactness  in  an  eminent  degree.  It  is 
also  readily  adaptable  to  the  various  .sizes 


Clark  Firebox  Steam  Jets. 

We  notice  tliat  what  was  known  as  the 
Clark  steam  jet  for  locomotive  fireboxes 
li.-is  been  introduced  lately  as  a  new  in- 
Miition.  The  arrangement  was  invented 
in  IS?;  by  1).  Kinnear  Clark,  then  loco- 
motive superintendent  of  the  Great  North 
of  Scotland  as  an  aid  in  the  prevention  of 
smoke.  The  invention  arranged  for  a 
row  of  boles  nnde  through  the  sides  of 
the  firebox,  aliout  12  ..r  l.^^  inches  apart. 
The  bole,-,  were  about  1'..  inch  iliameter, 
e.'ch  one  having  a  small  tu1>e  in  the  cen- 
to through  which  steam  was  injected, 
c.irrving  by  induction  a  current  of  air. 
Most  of  the  railway  men  who  used  the 
Clark  invention  provided  means  for  the 
regulation  of  the  steam  suiiply  and  the 
arrangement  was  consi<lered  a  valuable 
means  of  smoke  prevention,  especially 
when  used  in  connection  with  a  brick 
arcli. 


Increased  Freight  Rates. 
The  Deutsche  T.ank  of  I'.erliu.  one  of 
llie  great  banks  of  F.urope.  it  its  annual 
irporl.  connnenting  on  the  affairs  of  the 
fuancial  and  commercial  wcirld.  speaks 
..f  the  tr.uisportati.iu  situation  in  the 
Cniled  States  and  bits  tile  nail  xpiarely 
on  tlie  bead  thus.  "Tile  .\merican  rail- 
roads need  higher  freight  rates;  their 
present  rates  are  the  lowest  in  tlie  world- 
representing,  for  instance,  but  a  fraction 
,,f  the  luiglish  railway  rates— and  this  in 
face  of  the  fact  that  wages  in  tlic  I'nited 
St.-ites  on  the  average  are  fully  twice  as 
liigh  as  ill  Kuroiie,  ibis  l.itter  (piestion 
i-.  one  <if  paramount  importance  for  the 
economic  welfare  of  the  whole  country, 
l>ecause  tlie  earning  power  of  the  gigantic 
net  of  .American  railroads  is  an  essential 
condition  for  the  possibility  of  their  secur- 
ing the  urgently  needed  additional  capital, 
whereon  in  turn  depends  the  prosperity 
of  important  industries  and  the  opportu 
nities  for  the  employment  of  labor." 


Juno,  1914. 
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Outside  Bearing  Radial  Trailing  TrucK 


The  accompaiiyiiig  illuslrations  repre- 
sents the  American  Locomotive  Com- 
pany's construction  of  a  radial  truck  with 
oii'side    bonrire^       It    Ikk    )>een    found    to 


about  vvliich  it  is  free  in  turn.  The  spring 
seats  fit  freely  in  ceiUral  openings  formed 
ill  cast  steel  floating  yokes  of  I-scction 
giving    a    strong    Imt    lijihl     .-"n-.ir"'-tion. 


OrTSlDF.    F.E.\RI\C    RADI.M.    TR.MT.IXC,    THICK. 


he  particularly  applicalile  to  the  Pacilic, 
Prairie.  Mikado  and  other  types  of  loco- 
motives having  two  trailing  wheels,  and 
more  than  four  coupled  driving  wheels. 
It  can  be  readily  understood  that  in  such 
types  the  long,  rigid  wheel  l)ase  requires 
the  use  of  a  truck  free  to  turn  about  a 
pivot  point,  so  that  when  passing  rouiul 
a  curve  the  wheel  assumes  a  position 
approxiniately  tangent  to  the  curve  ;  other- 
wise the  tiange  friction  against  the  rails 
is  excessive. 

In  short,  it  was  owing  to  this  excessive 
amount  of  flange  w'ear  that  the  outside 
bearing  radial  truck  was  introduced,  and 
it  has  adniiraijl\  met  the  requirements  of 
the  service.  By  giving  a  wide  supporting 
base  at  the  rear  of  the  locomotive,  the 
superior  riding  cpialities  of  the  locomotive 
have  been  secured. 

.As  will  be  observed,  the  journal  l)oxes, 
which  are  of  cast  steel,  form  a  part  of 
the  side  frames  of  the  truck.  The  two 
forward  rails  or  radius  arms  are  inclined 
inwardly,  and  are  connected  together  with 
;<  steel  casting  with  a  hole  for  the  fulcrum 
pin.  Semi-elliptic  springs  transmit  the 
load  to  the  journal  boxes.  At  the  forward 
ends  the  springs  are  connected  to  the 
equalizing  beams  from  the  rear  driving 
springs  in  the  usual  manner  and  at  the 
other  ends  to  cast  steel  brackets  extending 
out  from  the  main  frames  to  which  they 
are  securely  bolted. 

The  truck  springs  rest  on  cast  steel 
spring  seats  formed  of  two  castings.  The 
upper  section  is  bored  out  centrally  to  fit 
a  pivot  on  the  top  of  the  lower  section 


Tlie  floating  yokes  extend  inwardly  in 
front  and  rear  of  the  trailing  wlieels,  and 
are  hinged  to  lugs  secured  to  the  main 
frames.  These  floating  yokes  make  it  iios- 
sible  to  dispense  with  the  outside  supple- 


tlie  older  tyiie  of  this  class  of  truck.  The 
construction  of  the  new  type  is  much 
simpler  and  lighter,  besides  a  considerable 
decrease  in  the  overhanging  portion  of  the 
axle  outside  of  the  wheel. 

To  make  the  flexibility  of  the  spring 
liearing  on  the  boxes  more  readily  under- 
stood it  may  be  added  that  the  spring  sup- 
ports adjust  themselves  to  the  alignment 
(if  the  journal  boxes  in  any  required  posi- 
tion without  any  liability  of  "cocking"  of 
the  .spring  seats  by  an  arrangement  of 
trunnions,  the  trunnion  blocks  passing 
freely  through  longitudinal  openings  in 
the  spring  seats,  and  arc  provided  with 
jiivot  ends  which  are  carried  in  bearings 
bolted  to  the  under  side  of  the  floating 
\oke.  The  trunnion  blocks  are  coupled  to 
the  spring  seats  by  means  of  transverse 
pins  passing  through  the  trunnions  and 
spring  seats,  the  whole  forming  a  right 
an.gled  trunnion  or  what  is  generally 
known  as  a  universal  joint  connection. 

it  will  thus  lie  seen  that  with  this  con- 
struction the  springs  are  retained  in  their 
normal  relation  to  the  main  and  truck 
frame  in  any  movement  of  the  journal 
boxes,  either  lateral  or  vertical,  relatively 
to  the  main  frame ;  and  a  true  bearing  of 
the  spring  seats  on  the  journal  boxes  is 
always  maintained.  .\  lievelled  friction 
plate  bctv.een  the  spring  seats  and  the 
top  of  the  boxes  is  so  designed  as  to 
assist  the  action  of  the  spring  centering 
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mentary    trailing    frames    and    the    heavy  mechani.sm  in  resisting  the  transverse  ac- 

cast  steel  filling  castings   forming  the  at-  tioii  of  the  truck  and  is  particularly  effect- 

tachment    between    them    and    the    main  ive  when  the  locomotive  enters  a  tangent 

frames  of  the  engine,  which  were  used  in  after  passing  through  a  curve. 
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General  Correspondence 


Effect   of   Wetting   Coal. 

KuiTiiR : 

The  writer  was  much  interested  in  the 
article  which  appeared  under  the  above 
heading  on  page  137  Railway  and  Loco- 
motive E.N'ciiXKKRiNG  for  April. 

There  seems  to  be  little  question  ni  the 
practice  of  wetting  coal  liaving  originated 
with  the  blacks':nith  at  the  time  coal  su- 
perseded charcoal  for  smithing  purposes, 
but  there  is  no  evidence  of  the  first  black- 
smiths who  used  coal  having  done  so  to 
intensify   the  heat   of  their   lires. 

When  coal  began  to  be  regularly  used 
for  smithing  purposes,  blacksmiths  soon 
discovered  that  sprinkling  the  outside  of 
the  lire  with  water  not  only  helped  to 
keep  the  tlame  from  breaking  through 
l)ut  confined  the  greater  part  of  the  lieat 
to  tile  center,  where  the  metal  to  lie 
forged   was   heated. 

From  the  original  sprinkling  of  the 
outside  of  the  forge  fire  with  water,  for 
the  purpose  already  mentioned,  the  habit 
of  soaking  coal  in  water,  previous  to  usini; 
it  was  developed  and  like  inan.\  other 
customs  that  have  been  handed  down 
from  iiast  generations,  it  has  been  car- 
ried beyond  all  proportion  to  its  useful- 
ness or  the  pnrjiose  lor  wliicli  it  was 
intended. 

Ci^nmon  sense  and  a  little  study  of  the 
laws  governing  combustion  ought  to  con- 
vince the  most  confirmed  coal  soakers 
that  the  practice  of  wetting  coal  to  inten- 
sify its  burning  and  heating  qualities  is 
absolutely  wrong,  as  water  in  all  cases 
tends  to  retard  instead  of  promoting  com- 
bustion and  simply  amounts  to  a  waste 
of  time  and  coal  energy,  as  coal  that  has 
been  soaked  in  water  and  used  while  still 
wet  to  build  a  fire,  must  lie  dried  o\it  by 
the  heat  of  whatever  dry  material  which 
may  have  been  used  as  kindling,  before 
it  can  begin  to  burn;  not  only  this,  but 
in  drying  out  the  water,  even  after  com- 
bustion is  under  way.  a  vapor  comes 
througli  the  fire,  that  retards  heating  and 
has  an  effect  on  iron  or  steel  very  similar 
to  the  effect  of  cold  air  coming  in  contact 
with  them  while  hot.  the  result  being  ex- 
cessive oxydizalion.  TliUs  it  will  be  seen 
that  wetting  coal  where  ra|iid  combustion 
and  intense  heat  are  desired  is  a  gross 
mistake 

By  this,  till  writer  doe<  wit  coiidetun 
the  use  of  wat<  r  for  the  i'-rin-  fire,  but  it 
(■'Ught  to  be  used  with  a  little  judgment. 
For  example,  in  building  jiacked  fires 
such  as  are  generally  used  for  railroad, 
ship  and  machine  blacksmithing.  it  is  nec- 
essary tf'  moisten  the  coal,  just  eni>ngh  to 
make    it    sulTicientlv   a<lhcsive   to   stick   to- 


gether until  Coking  has  commenced,  but 
lor  light  work  such  as  horse  shoeing,  car- 
riage ironing  or  similar  light  smithing 
coal  can  not  be  too  dry  and  the  only  oc- 
casion for  the  use  of  water  is  wlien  the 
coal  used  is  very  line,  to  moisten  it  just 
enough  to  keep  it  from  finding  its  way  to 
the  center  of  the  fire  before  it  begins  to 
coke  or  to  sprinkle,  when  the  llanie  be- 
gins to  break  through. 

The  wetting  of  coal  to  intensify  the 
beat  of  a  fire,  either  in  a  blacksmith  shop 
or  in  firing  a  locomotive.  ii'a>  be  summed 
up  .as  foolishness  and  can  onl\  be  pr:ic- 
ticed  b\-  those  who  are  eitlier  too  ignorant 
or  too  lazy  to  do  a  little  thinking  on  their 
own   account.  James   Cr.\x. 

Pliinficld.  X.  J. 


Still  on  the   Road. 
Editor  : 

Enclosed  is  a  photograph  of  the  last  of 
the  lump  coal  (anthracite)  burning  loco- 
motives   on     the     Delaware,    Lackawanna 
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L.\(  K.WVAXXA    I.T'MP   COAT.    F.I-RXF.R, 

S:  Western  Railroad.  It  "as  built  at 
Cooke's  Locomotive  Works  ui  I'aterson. 
X.  J.,  in  1894,  and  is  still  domg  good 
service.  There  is  little  or  no  change  in 
the  engine  except  its  number,  which  has 
lieeii  clianged  sever.-d  times,  Originaby  it 
was  known  as  Ko.  159.  The  cylinders  are 
19  inches  by  24  inches.  Weight  lOS.Oa) 
IKHinds.  Driving  wheels,  M  inches  in 
diameter.  It  is  still  an  excellent  engine 
for  tile  lighter  kinds  of  service  and  bids 
fair  to  see  twenty  more  years  on  the  road. 
Stewart  ( ii<  \ii  \m. 
S^'Klli    Ih-tltlrhnii.   Pa. 

Three  Cylinder  Locomotives. 

I'.IPITOR  : 

III  the  editorial  c<ilumiis  of  R.mi.u  w 
,^NU  Locomotive  I-'noineerint.  last  inoiuh 
there  are  extracts  from  a  paper  on 
Three-Cylinder  Locomotives  by  J.  Snow- 
den  Bell,  in  which  several  misstatements 
appear. 

1-irst.  in  regard  lo  Webb's  three  cylinder 


engines.  The  100  odd  passenger  engines 
of  this  type  v.ere  built  from  1880  (not 
1893)  to  1899.  .\s  most  people  know,  two 
high  pressure  cylinders  drove  the  rear 
pair  of  drivers  and  one  low  pressure  the 
forward  dri\ing  wheels  which  were  not 
coupled  to  the  rear  pair.  The  arrange- 
ment therefore  possessed  ncnie  of  the  bal- 
ancing features  or  increased  uniformity 
of  turning  moment  which  are  derived 
when  the  relative  position  of  the  cranks 
is  fixed  and  not  variable.  The  engines 
are  hardly  an  example  of  three-cylinder 
construction,  since  that  was  a  detail  and 
not  the  main  object  of  the  design.  All 
these  engines  were  scrapped  as  they  came 
in  for  heavy  repairs  and  none  were  con- 
\  erled  to  two-cylinder  simples.  In  this 
connection  it  is  fair  to  state  that  these 
eii:-;ines.  with  the  exception  of  the  last 
batch  which  were  utter  failures,  did  good 
work  when  not  overloaded.  But  they 
lacked  flexibility  of  the  simple  engines  of 
the  same  si;^e,  so  that,  with  the  increasing 
train  loads  and  their  unsuitability  to  local 
work,  tbey  were  useless. 

Webb  built  some  0-8-0  freight  engines,, 
v.hh  all  three  cylinders  driving  on  the 
second  coupled  axle — two  high  pressure 
outside  with  cranks  at  90  degrees  and  one 
low  pressure  inside  with  crank  set  at  13.> 
degrees  from  tlie  other  cranks — thus  part- 
i\  balancing  the  high  pressure  reciprocat- 
ing parts  and  producing  a  sli.ghtly  better 
turning  moment  than  a  two-cylinder  sim- 
ple. These  have  all  been  converted  to 
two-cylinder  simples. 

In  the  next  p.aragrapb  this  statement  is 
made — "In  no  case  has  this  form  of  en- 
gine estalilished  itself  as  a  recognized 
class  for  any  company."  The  North  East- 
ern Railway  of  England  received  a  few 
>ears  ago  a  tiatch  of  ten  4-4-2  three-cyl- 
inder simples,  with  cylinders  15'..  ins.  by 
Jo  ins.  .and  cranks,  of  course,  set  at  120 
degrees  Evidently  they  proved  very  suc- 
cessful, for  in  1912  another  ten — similar 
to  the  In-st.  but  e(iui])ped  with  super- 
be.itcrs  ami  c\linders  U)' ..  ins.  by  26  ins. — 
were  built.  These,  if  1  remember  cor- 
rectly, have  been  illustrated  and  described 
in  your  magazine.  Recently  a  number  of 
4-4-4  tliree-cylinder  tank  engines  have 
been  built,  doubtless  .after  Mr,  Bell's 
liaper  was  written. 

The  Midland  Railway  has  a  large  num- 
ber of  three-cylinder  locomotives,  in  this 
case  compounds,  the  arrangement  being 
exactly  the  opposite  of  Webb's  system — 
two  low  pressure  outside  cylinders  with 
cranks  set  at  90  degrees  and  one  high 
pressure  inside  with  crank  set  at  135  de- 
grees   from    the    others,      Xone   of    these 
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liave  been  built  in  the  last  three  or  lour 
years  because,  with  the  advent  of  super- 
heating, it  was  not  thought  possible  to  use 
a  superheater  on  a  compound  on  account 
of  the  continued  high  temperature  in  the 
high  pressure  cylinder,  but  as  this  has 
been  done  elsewhere,  it  was  decided  to 
try  it  also  on  the  Midland.  The  experi- 
ment proved  perfectly  successful,  so  it  is 
probable  that  more  of  these  engines  will 
be  built. 

WlI.LI.\M     G.    L.\Nl)OX. 

Xe:c  ]'ork,  A".   ]\ 


Signal  Whistle   Disorders. 

Editor  : 

In  your  article  on  signal  whistle  dis- 
orders of  the  May  issue  I  appreciate 
the  fact  that  the  air  brake  articles  arc 
the  last  word  and  from  the  best  source. 
I  must  take  exception,  however,  to  the 
statement  that  the  signal  troubles  are 
caused  by  the  apparatus  not  being  cor- 
rectly maintained.  I  realized  that  the 
reducing  valve  must  be  in  perfect  con- 
dition to  get  proper  results  with  the 
communicating  whistle  when  the  E.  T. 
equipment  was  first  adopted,  and  the 
only  trouble  we  have  is  of  whistle 
blowing  when  not  desired.  A  defective 
signal  valve  is  unknown  here.  I  have 
not  seen  a  baggy  diaphragm  for  so  long 
that  I  don't  believe  they  bag  or  bake 
any  more.  That  puts  the  trouble  up  to 
tlie  reducing  valve  in  combination  with 
leaks  in  the  signal  line.  Of  course,  if 
the  whistle  does  not  blow  when  a  leak 
is  made  in  the  line  of  proper  proportion 
tlie  whistle  is  not  working  as  intended. 
Now  to  overcome  trouble  I  have  had 
the  reducing  valves  removed  and  re- 
placed by  reducing  valves  oflf  the  test 
rack  and  we  have  the  latest  improved 
here  every  14  days,  and  we  still  have 
w^histle  failures.  Is  it  not  possible  that 
the  140-pound  main  reservoir  pressure 
used  against  the  choke  in  the  signal  re- 
ducing valve  as  compared  with  only  45 
pounds  driving  pressure  against  the 
choke  in  the  non-return  check  valve  of 
the  K.  T.  equipment  has  a  good  deal  to 
do  with  the  better  results  we  get  from 
the  old-style  valve.  There  has  been  no 
material  change  in  the  signal  apparatus 
lor  20  years,  while  the  air  brake  has 
been  improved  ^o  rapidly  tliat  it  keeps 
a  man  stepping  to  keep  up.  I  remem- 
ber we  thought  the  quick-action  triple 
valve  was  as  near  perfection  as  a  piece 
of  mechanism  could  be  made.  They 
are  almost  obsolete  today.  I  believe  it 
is  up  to  the  manufacturers  to  give  us 
a  better  signal  arrangement.  We  can 
fit  a  signal  valve  so  that  leaks  won't 
bother  us  on  short  car  trains,  but  trains 
are  too  long  for  anything  like  that 
these  days.  I  would  like  to  hear  some 
more  on  this  subject,  and  if  you  want 
to  find  out  what  kind  of  service  you  are 
getting     from     your     signal     apjiaratus 


>larl  an  etficiency  test  or  let  it  be 
known  tliat  one  will  be  started  and  the 
air  l)rake  men  in  ilie  round  house  will 
have  plenty  ol  work  testing  i)ressures 
and  cleaning  check  valves  and  reducing 
valves  that  will  be  reported  by  the 
engineers. 

G.    D.    H.\LEY. 

.■lUoona,   I'd. 

While  our  correspondent  may  have  mis- 
understood the  reference  to  inaccurate 
repair  work  in  signal  apparatus,  we  must 
admit  that  the  present  train  signal  system 
was  not  designed  for  trains  of  from  1200 
to  1500  feet  in  length,  and  would  request 
him  to  note  in  the  Air  Brake  Department 
the  reference  to  Mr.  Armstrong's  paper, 
"The  electro-pneumatic  signal  system." 
which  was  read  before  the  meeting  of  the 
.\ir  P.rake  -Kssociation. — En. 


A    Rack    Rail    Old    Timer. 

EwTiiR : 

The     accciinijan)  ing     illusiratiiMi     is     a 
sample  of  iho   rack   rail   Iocrmiuti\es  that 


s 

1 

U.\('K    RATI,    I.OCO.MOTIVE   ON   THE 
.MOINT   \V.\.sniN"GTOX   R.^ILRO.^D. 

were  first  used  on  Mount  Washington 
railroad  of  Xnrthamptonshire.  There 
were  five  of  these  locomotives  built  by 
.Mr.  Walter  .Aiken,  of  Franklin.  N.  II. 
The  names  of  the  engines  were:  (1) 
Peppersass.  (2)  George  Stephenson,  (3) 
Hercules,  (4)  Atlas,  (5)  Cloud.  The 
angle  at  which  tlie  cab  of  the  locomotive 
is  set  ill  relation  to  the  other  parts  of 
the  locomotive  will  give  one  a  good  idea 
of  the  grade  in  climbing  the  mountain. 
The  road  was  opened  aliout  1870.  .V  story 
is  told  of  Henry  Ward  Beccher,  who 
made  the  ascent  of  the  mountain  in  one 
of  the  trains  in  the  early  seventies.  .V 
nervous  old  lady  enquired  what  would  be- 
come of  the  passengers  if  the  cog  wheels 
should  break  and  the  train  should  be 
allowed  to  slip  down  tlic  hill  as  fast  as  it 
liked.       P.eecher    (|uietly     replied     that     it 


would  depend  upon  the  kind  of  life  that 
the  passengers  had  been  living  I 

No  accident  ever  occurred  on  the  road. 
Herbert  Fisher. 
1  aunlon.  Muss. 


The  New  Haven  Bureau  of  Efficiency. 
Editor  : 

The  school  of  instruction  that  Mr.  Cook 
wrote  about  last  month  is  doing  excellent 
work,  but  the  Bureau  of  Efficiency, 
another  new  feature  on  the  New  Haven, 
is  also  creating  a  wide  interest.  An  un- 
usual feature  of  this  organization  is  the 
interlocking  system.  At  the  top  there  ia 
the  Central  Committee,  composed  of  Gen- 
eral Manager  Hardo  and  his  staff.  Then 
there  are  division  committees  and  a  shop 
committee.  On  these  committees  there 
are  representatives  of  all  classes  of  em- 
plojees.  For  example,  on  a  division  com- 
mittee a  conductor,  a  fireman  and  an  en- 
gineer sit  as  fellow  members  with  the 
division  superintendent,  the  division  en- 
gineer and  the  chief  train  despatcher. 
They  discuss  monthly  every  detail  of  the 
Hlicration  of  the  division  and  every  em- 
ployee is  invited  to  bring  in  suggestions 
as  to  how  the  service  may  be  made  better 
and  defects  corrected.  The  minutes  of 
such  a  meeting  go  to  the  chairman  and 
the  members  of  the  Central  Committee 
and  to  the  members  of  all  the  other 
division  committees  so  that  every  one  is 
kept  in  touch  with  what  is  going  on  all 
over  the  railroad  system.  Every  six 
months  a  railroad  employee  serving  as  a 
member  of  one  of  these  committees  must 
'^he  way  to  another  employee  of  the  same 
class.  Every  employee  thus  ultimately 
may  become  a  member. 

The  Bureau  of  Efficiency  is  nothing 
more  in  effect  than  a  scheme  for  welding 
together  the  railroad  organization,  scat- 
tered, as  it  perforce  must  be.  in  the  in- 
terest of  greater  safety  for  the  public 
and  a  better  service.  It  seeks  to  secure 
the  co-operation  of  every  man  engaged  in 
the  operation  of  the  road,  no  matter  what 
his  job.  in  attaining  these  objects.  It 
does  not  differ  essentially  from  the  Safety 
First  organization,  adopted  now  on  many 
roads  and  in  force  on  the  New  Haven 
since  last  December.  In  the  Bureau  of 
I-'fficiency  questions  of  discipline  are  not 
debated. 

W.   RlCH.\RDS(iN. 

.ViTt'  Haven.  Conn. 


Brakes  "Creeping  on"  While  Running. 

r,V    J.     H.     fI\HN-.    FOR     H.MIX    ^-     BfRCH, 
.S.W.NXNAH.    Cj.\. 

.'MI  air  brake  men  and  locomotive 
engineers  w  ho  have  had  any  experience 
with  the  E.  T.  No.  6  locomotive  brake 
equipment  are  more  or  less  familiar 
with  this  annoying  and  troublesome  de- 
lect of  the  No.  6  distributing  valve. 
.\iid  no  doubt  many  will  be  relieved  by 
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Ton    miles    ninniiiiJ 

tjallons  of  oil  consumed. 


214,243 
1.740 


reading    this    article,    wliicli    is    written,  pendent  brake  valve,  a.s  they  will  creep         Engine    No.   3.401.   eipiipped    with    Von 

alter  many  months  of  study  and  e.\pcri-  on    again.      Move    the    automatic    brake     Borden  Inglis  System  of  oil  burner,  run- 

nienting,    by    two    practical    air    brake  valve    handle    to    release    position     for     ning  112  miles  in  6  hours  45  minutes: 

men.      My   attention   was   lirst   c;illed   to  aliout    two    or    three    seconds,    tliis    will 

this   defect   whenever   I    made   a   shift   in  cau^e    piston    26    and    slide    valve    31    to 

the  train,  and.   if   1    happened  to   be  ofT  move  to  release  position  and  the  brakes     ,.  ,,  , 

of  my  engine  when  the  air  was  coupled  will   stay   off  until   for  a.iy  cause  brake        """""'..      r  "-f ",  .';^''''P°'"^t.'"''   P^'"" 

up  an<l  air  cut  in.  the  dri\er  and  tender  pipe  pressure  drops  below   the  pressure 

brake  would  remain  applied.  «  Iiile  both  chamber. 

automatic       and       independent        brake  Von    will    lind    that    you    have    much 

vahes    were    in    running    position    and  more    trouble    (ui    long    trains    r,f.    say. 

pressure    eipialized.    and    knowing    this  50   to    100  cars   than   you   do   with   short 

would  cause   trouble   sooner  or  later.    I  trains,     also    that    this     gives     a     great 


gallon  of  oil  while  running 
Gallons  of  oil  consumed  per  l.(KX) 

ton     miles     

Tenii)er:itiire   of  oil   at   starting... 
Temperature  of  .lil  at   end  of  trip 


8.1 
104° 
102° 


at  once  began  looking  for  the  cause  of      amount   of  troulilc   in   cold   weather   on      Morden     Lcoiu 


Engine    Xo.    3.401.    equipped    with    Von 


this  trouble. 

By  attaching  a  test  gauge  to  the  pres- 
sure chamber  it  registered  brake  pipe 
pressure,  showing  that  the  air  was  pass- 
ing over  the  equalizing  piston  25  into 
the  pressure  chamber.  I'.y  mea-uring 
equalizing  slide  v.alve  31.  1  f.]und  that 
cavity  K  would  not  register  with  port 
II.  which  leads  to  application  cylinder, 
until  the  e(|uali/-iiig  piston  2b  had 
moved  to  the  left  to  the  full  travel  ..I 
its    stroke. 

When  the  air  was  cut  into  empty 
train  line,  thi.-  caused  the  piston  26  to 
move  to  the  right,  opening  the  graduat- 
ing valve  28,  and  .dlowing  air  to  llow 
through  pons  Z  ami  11  to  aiiplication 
cylinder  frtun  the  pnssure  chamlier,  ,i^ 
the  pressure  built  up  in  brake  pipe  and 
became  greater  than  the  pressure  in  the 
pressure  chamber,  tliis  cause<l  e(|i!ali/- 
ing  pi-ton  26  to  move  back  to  the  left. 
opening  feed  gro,]ve  \'  snpi)lying  the 
pressure  chamber,  but  did  not  move  f.ir 
enough  to  move  equalizing  slide  v.ihe 
31  so  that  cavity  K  w..uld  register  with 
application  cylinder  |]ort  II  and  release 
port  I.  as  the  feed  groove  V  was  ,,pen 
the  |)ressure  was  balanced  ..n  both  sides 
of  the  |>ist..n  26.  and  as  the  pressure 
cannot  escape  from  application  cylinder 
the    brakes    would    stay   applied. 

Much  has  been  s.iid  and  written  ..n 
this  matter,  and  \ari.>iis  causes  are 
gi'.en  l.,r  this  trouble,  and  I  find  that 
it  i-  caused  by  only  one  of  the  \arious 
causes.  Whenever  the  pressure  on 
brake  pi])e  side  of  piston  26  becines 
less  than  that  contained  in  the  pressure 
ch.imbir.  the  piston  26  move-  to  the 
riglu.  cb.sing  feed  groove  V  and  iuon- 
ing  the  slide  \alve  31.  so  ca\ity  K  d.ies 
not  register  with  ports  11  and  I  When 
the  i)ressure  is  returned  slowly  in  brake 


Oil     I'urner,    runnina 


account    of    the    oil    bccomin 
stiff. 

In  actu.d  (iractice  and  under  all  con- 
ditions the  Xo.  6  distributing  vahe 
works  perfect  after  lengthening  cavity 
K  5/^2  of  an  inch.  The  tests  were  made 
at  the  Siiulhover  shops  of  the  .Atlantic 
Coast   Line. 


Id   and      112  miles   in  6  hours  47 


Ton    miles    running 

tiallons   .if   nil   consumed 

(Gallons    of    water    evapm-ated    per 

gallon   of   nil    while   running.... 

Gallons  of  oil  c.insumed  per   I.OIX) 

ton   miles    running 

Tcmiieratnre   of  oil   at   starting... 

There    is    an    excellent    oppnrninity    for      'J'^-'"l>erature  of  oil  at  end  of  trip 
ir   cxjiert   correspondents   to  discuss   the 


!  15,226 
f.572 

9.6 


105° 
95° 


It  will  thus  be  seen  that  with  the  use 
question  as  to  whether  the  lengthening  of  of  the  imjiroved  Economy  Burner  there  is 
the  exhaust  ca\ity  in  the  equalizing  slide  a  clear  saving  of  oil  of  about  11  [ler  cent., 
\alue  is  necessary  to  improve  operation,  and  the  rlevice.  as  is  shown  in  the  ac- 
Is  it  desirable  or  is  it  in  an>  way  objec-  comp,in\iiig  dr.awing.  is  simiile  in  con- 
lii'iiaMc- — 1mi,  sinK-li.in   and   can   be   mannfactured   at   as 
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i.\i  i.M\     I  III.    II 


i;rR.\i  K, 


Economy    Oil   Burner. 

\      G.     W  llirii  E,     \  K  ToKIA.     B,     ( 


litlle  est  .-IS  any  of  the  oilier  burners. 
Its  adnpiiriii  by  other  railwa\  s  using  oil 
biirmng  liic^  iinoti\  es  is  a  mere  ipiestion 
of  time,  unless  some  other  device  can 
show  a  better  record  in  point  of  economv 
f   oil    fuel,    with    ihe      than   the  above  authenticated   facts. 


Inleresting       ex|ierinieiits       have 

J'lpe.    the    piston    26    will    mo\e    back    to  made    here    in    regard    to    securing    i 

the    left    just    far    enough    to    lei    the    air  ecnnom\    in    the 

into    pressure     chamber,     ihroimh     feed  lesull    that    the    ICcononiy   Oil    Burner   has 

groove   \ .  but   <loes   ii,,t   move   the   sb,le  I  een   adopted   by   the    Ks(]uimalt   ^t    .\lana- 

\alve    far  enough   so   p.,rls    II   and    I    will  mo   Railway  of   Xancuver   Island.   B.   C. 

re:;ister   thr.nigh   cavity    K.  In  a  series  .if  tests  made  on  the  Canadian 

By    lengthening   cavity   .V.^2   of   an    inch  I'lcific   Railway   between  the   \'on    B.irden 

■o    ihat    It    will    register    with    application  Inglis    Burner   and    the    X'oii    i:..r.len    Svs- 

cyhnder    port    II    and    release    p., it     I     as  tern    h:c..n..iny    Burner,   an   engine   running      1911.     It  was  at  lirst  intended  to  be  iiurelv 

.so..n  as  the  piston  26  opens  feed  groove  between    Ccpiittan    and     X.,rlh     Beml.    a      local   in   its   sope.  but  it   was  heard  of  at 

\.    tils    trouble    IS    entirely    eliminated,  .listance   of   112   miles,   the   following   are     other  points,  and  the  new  school  was  or- 

When   the   brakes   leak  on,   it   is  ,.f   no  ihe    records    as    reported    by    the    railw.ay      ganize.l  last  Oct.iber.     In  ten  davs  we  had 

use     to     release     then,     with     the     inde-  ..Ihci.als:  -W  members  an,l  there  are  n.,w  l.W   hem.' 


Co-Operative  Education. 

\\\    IvMpii    RrsT.   l)i:iii..iT,   Mini. 
The    Wab.ish      bjiginemen's    .School      of 
lnsinicli..ii  w.is  begun  at  Decatur,   III.,  in 
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practically  every  engineer  and  fireman  on  of  the  lenglli  of  the  lathe.  The  improved 
the  Wahash  system.  All  felt  tliat  we  feature  is  that  the  electric  lamp  travels 
should  have  the  fullest  instruction  on  new  coincidentally  with  the  cutting  tool  and 
equipment  in  order  that  we  might  main-  hence  the  lamp  continues  to  throw  the 
tain  our  positions  as  engineers  and   lire-     light   right   upon   the   point   of  operation. 

If  this  device  has  been  used  before  I  am 
not  aware  of  it.  In  any  event  the  idea 
may  be  illuminating  to  many  of  the 
readers  of  R.mlwav  and  Loojmotive 
Engineering. 


FIG. 


IMPRO\"lSi:n  EMERY  VVIIEEI.. 


men,  and  be  ready  to  defend  ourselves  in 
case  of  being  charged  with  respon.sibility 
for  accidents. 

The  company  furnishes  the  cars  that 
move  from  place  to  place  and  are  fitted 
up  with  all  the  latest  devices  including  all 
kinds  of  valve  models,  brake  equipments, 
electric  and  other  headlights,  and  steam 
heat  appliances.  Our  instructors  are 
among  the  most  accomplished  in  the  coun- 
try, and  the  cost  to  the  members  is,  per- 
haps, the  cheapest.  Each  member  pays 
one  dollar  entrance  fee,  and  fifty  cents  per 
month  thereafter.  This  provides  ample 
moans  for  instructors'  salaries,  and  other 
e.xpenses,  and  a  gradually  increasing  sur- 
plus. 

Each  car  stops  at  a  terminal  from  ten  to 
fifteen  days  and  our  average  attendance  at 
the  lectures  is  tvi-o  or  three  times  as  great 
as  some  of  the  larger  systems  when  the 
instruction  cars  are  operated  wholly  by  the 
company.  Our  system  of  co-operation 
awakens  a  keener  interest  among  the 
members  than  any  plan  hitherto  tried. 


Improvised  Emery  Wheel,  and  Electric 

Lamp  Bracket. 

Bv    J.    G.    KoiTEL.    Electricai.    .Sri'T.    of 

Bridges,  Canadian  Pacific  Ry.,  Saui-T 

St.   M.vrie.  O.vt.vrio,   Canada. 

The  attached  drawings  show,  Fig.  A,  a 
novel  improvised  emery  wheel  connected 
to  a  primitive  steam  or  compressed  air 
turbine,  which  our  steam-fitter  made  from 
scrap  iron  for  use  in  a  small  car  repair 
shanty.  There  was  no  other  energy  avail- 
able than  compressed  air,  but  the  simple 
device  admirably  suits  the  purpose  of 
grinding  tools  and  polishing  such  work 
as  may  require  to  show  a  finished  surface 

Fig.  B  also  shows  a  drawing  of  a  home- 
made device — an  electric  lamp  bracket 
bolted  by  an  adjustable  bolt  and  thumb- 
screw on  the  sliding  tool  holder  of  a 
turning  lathe.  -\n  extension  cord  is  at- 
tached long  enough  to  allow  the  full  travel 


The  Passing  of  the  Dandy. 

liv  J.  Ring.  Leicester,  England. 

k  The  last  horse  drawn  railway  train  in 
1  iigland — tile  "Dandy"  which  ran  reg- 
ularly according  to  schedule  time  between 
Drumburgh  Juiunion.  on  the  Carlisle  and 
Sillolh  branch  of  the  North  British  Rail- 
way, and  Port  Carlisle  on  the  shores  of 
tile  Solway  Firth,  about  2^/4  miles — has 
been  withdrawn,  and  a  steam  locomotive 
and  train  took  its  place  on  .-\pril  6  last. 
The  Dandy  afforded  much  curiosity  to 
tourists  and  others.  It  was  a  tiny  four- 
wheeled  vehicle,  little  more  than  half  the 


FK,.  v..    Ki  E(  ruir  r..\Mi'  i;kackf.t. 

wi(hh  of  an  ordinary  English  railway 
carriage,  and  too  low  for  an  average  per- 
son to  stand  inside  with  comfort.  The 
luggage  was  carried  on  the  roof,  a  relic 
of  stage  coach  days.  Third-class  pas- 
sengers sat  outside,  placing  their  feet  on 
the  lower  foot  board,  and  resting  tluir 
backs  against  the  body  of  the  carria.i;i 
It  was  drawn  by  a  horse  trained  to  skip 
over  sleepers  and  crossings  with  remark- 
able discernment  and  judgment.  The 
old  coach  had  been  in  service  for  51  years, 
and  throughout  its  long  history  never 
met  with  an  accident.  The  North  Britisli 
Railway  have  |ircsentcd  the  quaint  old 
coach  to  the  Port  Carlisle  Bowls  Club 
to  be  kept  as  a  relic. 

Great  things  were  expected  of  Port 
Carlisle  in  the  early  years  of  the  nine- 
teenth century,  being  as  its  name  implies 
the  port  of  the  cathedral  city,  but  it  is 
now  a  mere  village  with  some  pretensions 
as  a  resort,  quite  overshadowed  by  the 
port  of   Sillotb.   which  is  nearer  the  sea. 


Revision  Upwards. 

Bv  G.  P..  Collingwood,  Toledo,  Ohio. 

The  Committee  on  Transportation  of 
the  American  Railway  Association  has 
undertaken  the  revision  of  the  Standard 
Code  of  Train  Rules.  From  the  present 
indications  there  will  be  some  sweeping 
changes  made — too  sweeping,  possibly,  for 
the  good  of  those  who  are  required  to 
operate  under  them,  if  the  numerous  rec- 
ommendations which  have  been  submitted 
to  the  Committee  on  Transportation  are 
a.lopted. 

Tlie  last  revision  took  place  in  1906, 
at  which  time  many  valuable  improve- 
ments were  made  in  the  wording  of  the 
rules  and  train  order  forms,  but  only 
two  or  three  new  subjects  were  taken  up 
and  made  a  part  of  the  rules. 

At  this  time,  when  the  work  of  revision 
is  in  progress,  the  writer  wishes  to  cau- 
tion against  the  error  of  introducing  sub- 
jects into  the  rules  which  properly  belong 
to  tlic  realm  of  special  instructions.  The 
desirable  in  train  rules  and  orders  can 
be  safely  supported  and  can  be  given  suffi- 
cient efTectiveness  under  the  following 
tliree-point  suspension  system:  (1)  Cor- 
icct  theory;   (2)  clearness;   (3)  brevity. 

Up  to  the  present  time  the  Standard 
Code  has  been  kept  reasonal)ly  free  from 
matter  which  is  of  a  more  or  less  local 
nature,  but  there  is  much  .speculation  at 
tlic  present  time  as  to  whether  or  noi 
the  committee,  who  have  the  work  oi 
revision  in  hand,  will  be  able  to  free  itself 
from  the  mass  of  recommendations  suffi- 
ciently to  place  the  revised  rules  firinly 
upon   the   three-point   system. 

It  is  a  matter  of  regret  that  much  which 
has  been  submitted  to  the  committee,  and 
urged  as  a  necessity,  cannot  be  carried 
I'pon  the  three-point  system.  For  ex- 
ample, it  is  proposed  to  add  a  new  rule 
reading  : 

"80.  Clearance  cards  (Form  .V)  will  be 
issued  by  operators  upon  authority  of 
the    dispatcher.      They    must    be    without 


erasure,  alteration  or  interlineation.    They 
may  be  numbered  if  desired. 

".\  train  may  be  authorized  to  use  a 
schedule  at  its  initial  station  on  any  divi- 
sion (or  subdivision)  bv  a  clearance  card 
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(Form  A;,  properly  ad(lri'-.s<.-(l.  upon  per- 
mission  from  the  train  (ii--palelier. 

"A  train,  except  a  detuured  train  as 
provided  in  Knle  )»'3.  must  not  assume  a 
schedule  at  an  intermediate  station  un- 
less directed  to  do  so,  as  prescribed  by 
Forms  F  or  I,  nor  leave  its  initial  statinii, 
or  other  preseriiied  stations,  on  any  divi- 
sion (or  subdivision)  without  a  clearance 
card   (Form  A). 

".\  detoured  train,  returning  to  its  "wn 
rails,  must  secure  a  clearance  card  be- 
fore proceeding. 

".•\  train  taking  siding  at  an  open  train 
order  station  to  be  met  or  passed  by 
another  train,  must  sccuri'  a  clearance 
card  before  proceedin.t;. 

"If  circuit  fails,  the  clearance  can!  Tiiay 
be  issued  by  tlie  operator,  who  will  en- 
<iorse  on  same  'circuit  has  failed.'" 

In  the  writer's  opinion  the  proposed 
rule  should  never  be  made  a  part  of  the 
Standard  Code  for  the  following  reasons : 

1.  The  dispatcIuT  will  be  required  to 
know  the  necessity  of,  and  given  per- 
mission fnr.  each  clearance  card,  whether 
because  of  signal  failure,  condition  of 
traffic,  or  whatsoever  may  make  a  clear- 
ance card  necessary.  This  will  interrn|it 
the  dispatcher  in  the  performance  of  bis 
other  duties  without  adding  one  iota  to 
the  safety  of  operation. 

2.  The  matter  of  autlioriziiit;  a  train  by 
the  issuing  of  a  clearance  card  is  a  purely 
local  contingency.  Many  roads  lind  the 
verbal  clearance  sufticicnt  for  protection 
and  for  the  authorizing  of  ilic  use  of  a 
schedule. 

3.  The  writer  object^  tr,  the  illc.wical 
s;a!emcnt  in  the  rule  tliat  ".\  train,  ex 
tept  a  detoured  train,  must  not  assiune 
a  schedule  at  an  intermediate  stati'ui." 
In  the  case  "f  a  detoured  train,  it  doe- 
V'A  "assume."  but  it  docs  "resume"  it- 
!-ihedule.  .\  train  which  has  assumed  its 
schedule  at  A  has  a  clear  title  to  that 
schedule  to  its  terminal  point  mi  tb.it 
division  or  subdivision,  .'should  siicli  train 
be  run  extra  fri.ni  P.  Vi  C,  and  its  sclu-d- 
rle  annulled  'uetweeu  th..sr  points,  it 
v.ould  have  lull  authorit>-  to  resume  its 
schedule  from  C  to  Z.  as  such  scliecluli- 
woul<l  remain  effective  between  those 
pcints  anil  the  authority  to  use  it  wouM 
|iroperly  Ijeiimg  to  the  train  which  asstun- 
ed  such  ai'.thority  at  .\.  This  practice  is 
as  safe  and  as  clearly  warr;uited  as  in 
the  case  of  a  detoured  train  and  there- 
fore should  not  be  discre<lited  l)y  the 
rule. 

4.  The  requirement  that  a  train  taking 
si<ling  to  be  met  'ir  passed  nuist  secure 
a  clearance  card  hefijrc  it  cm  proceed  is 
sure  to  cause  mucli  delay  which  cannot 
lie  overcome  by  the  additional  "control" 
thus  secured.  When  the  siding  is  located 
lieyond  the  station  ni  the  direction  of 
movement,  it  will  mean  that  the  conductor 
u  dl  lie  required,  in  many  cases,  to  get 
off  at  the  ofiice  and.  after  securing  the 
clearance  card,   walk   to   the  hi-ad   end   of 


'he  train   lo  ileluer   the  clearance  card  to 
tile   engineniaii. 

Tliose  wlio  recommend  this  rule  claim 
that  tiie  present  Standard  Code  does  not 
.give  tile  dispatcher  any  effective  control 
oi  the  (rains  which  he  directs,  and  that 
llie  rule  quoted  above  is  desirable  for  the 
purpose  of  giving  the  dispatcher  full  con- 
trol. It  does  not  occur  to  tlie  writer 
that  the  Standard  Code,  as  it  siaiuls.  is 
defecti\e  in  this  respect.  It  is  admitted 
that  in  a  few   cases  the  rule  would   save 


The  above  sketch  is  descriptive  of  a 
light  simple  truck  which  can  be  easily 
and  cheaply  made.  It  is  hard  to  upset 
and  one  man  can  wheel  and  handle  the 
heaviest  type  of  bar.  The  reason  for 
this  is  that  the  bars  or  most  of  them  will 
lialance  and  the  wheel  base  is  wide  enough 
in  comparison  with  the  width  of  the  bar 
lo  make  it  hard  to  upset  it  on  the  most 
uneven  shop  or  roundhouse  floor. 

The  little  truck  is  extremely  handy  for 
taking  the  bars  from  roundhouse  to  back 
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llie  tr.iiii  dispatcher  tile  trouble  of  arr.ing- 
ing  with  the  operator  to  keep  the  train 
under  his  control  for  orders,  but  iii  many 
more  cases  the  proposed  rule  would  sim- 
ply spell  out  delay  to  trains,  to  secure  a 
"control"  for  which  there  is  no  need. 
Iroiii  a  practical  operating  staiid]ioint  it 
would  seem  to  be  belter  practice  to  per- 
mit the  dispatcher  to  .arrange  lo  bold  such 
trains  as  he  may  desire  to  hold,  as  is 
being  done  at  jiresent.  ;illiiwiii.y  other 
trains  which  are  not  wanted  for  orders, 
to    proceed    with    the    least    p  .ss.ble    delay 


shop  for  closing  and  annealing,  as  the 
bars  are  easily  and  quickly  loaded  and 
unloaded.  One  eye  of  the  bar  drops  over 
the  horn  at  the  end  of  the  truck  and 
the  rest  of  it  is  held  by  the  U  piece  at 
the  back.  As  the  affair  is  made  of  pipe 
and  other  inexpensive  material,  its  man- 
ufacture is  an  easy  matter.  The  writer 
picked  t'lvo  small  pulleys  out  of  the  scrap 
pile  in  one  case  for  wheels. 

For  a  device  that  combines  the  factors 
of  s.itefy  and  convenience  the  above  is 
hard  to  beu. 


sllil-;    Vlt.W    111'    llR.VW  K.\K     INt'cK 


Handy    Draw    Bar   Truck. 

r.v  I-'.  W.  r.i-N  ri  m ,  Jr..  Mii.w  ArKia-;.  Wis, 
Handling  draw  bars  is  something  of  a 
many    places    where   anything 
not  pro- 
bjcct   to 


hoodi 

special   for  transporting  them   i 

vided        riiev    ;ire    an    unwieldy 


handle  on  a  truck  or  any  other  shop  con- 
veyance, and  the  writer  has  seen  a  few 
accidents  as  a  result  of  iiriproper  loading 
of  the  heavy  bars  as  they  are  wheeled 
around   llie  shop  or   roundhouse. 


New    Firebox   Door. 

J.  E.  ( Isriier.  superintendent  of  motive 
power  of  the  .\iin  .\rbor,  is  the  author  of 
a  new  lirebox  door  which  is  closed  by 
gravity.  When  closed  the  door  seals 
against  two  inwardly  projecting  flanges. 
When  open,  the  door  directs  the  cold  air 
downwardly  instead  of  allowing  it  to 
strike  straight  back  against  the  arch  or 
the  flue  sheet.    It  is  said  to  be  very  cffec- 
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Moguls  for  the  Chicago  ®  Western  Indiana 


The  development  of  heavy  switching 
locomotives  is  well  exemplified  in  the 
ten  engines  of  this  type  lately  built  for 
the  Chicago  &  Western  Indiana  Railroad 
Company  by  the  Lima  Locomotive  Cor- 
poration. The  designs  for  these  engines 
were  prepared  by  the  locomotive  builders 
according  to  the  specifications  submitted 
by  the  railway  company,  and,  although 
they  represent  nothing  radical,  they  do 
exemplify  the  modernization  of  the  heavy 
.switching  locomotive. 

Our  illustration  shows  the  2-6-0  type, 
generally  known  as  the  Mogul  type  of 
locomotive.  They  are  quite  similar  to 
those  previously  furnished  to  the  Chi- 
cago &  Western  Indiana  Railroad  Com- 
pany by  other  builders,  but  they  have  been 
improved  along  the  lines  of  service  ex- 
perience with  tlie  earlier  ones.  The 
journals  have  been  made  larger  than  the 
pre\iiius  engines  and  improvements  have 
been  made  to  the  side  rod  and  guide 
yol<e  to   facilitate   taking   down   the   front 


cur\es  and  various  conditions  of  the  track. 

The  tenders  of  these  engines  are  of 
.special  design  arranged  with  the  fuel  col- 
lar set  in  at  the  edge  of  the  water  leg  to 
allow  unobstructed  view  by  the  engine 
man.  This  arrangement  was  suggested 
by  the  railroad  company  in  accordance 
with  their  experience  with  other  tenders 
of  the  same  capacity  which  had  high  coal 
boards,  and  which  were  ill-adapted  for  the 
service  conditions  on  this  account.  The 
suggested  improvement  was  worked  out 
l)y  Lima  Locomotixc  Corporation  and  re- 
sulted in  a  handsome  tender  of  rather 
uni(|ue  appearance. 

The  general  dimensions  of  these  en- 
gines are  as  follows : 

Gauge,  4  ft.  8',/.  ins. 

Cylinders,  23  ins.  by  28  ins. 

Valves  —  Piston,  diameter,  14  ins.; 
ma.ximum  travel,  6Vi  ins. ;  steam  lap,  1  in. ; 
exhaust  clearance,  1/16  in.;  lead,  constant, 
'4   in. :   motion.   Baker. 

P.niler — Straight     ton;     stcniny.     racba]  ; 


Weight — On  drivers,  165,200  pounds  ;  on 
leading  truck,  29,400  pounds ;  total,  194,- 
600.  Total  weight  of  engine  and  tender 
in  working  order,  335,600  pounds. 

Wheel  Base — Driving,  IS  ft.;  total  wheel 
Ijase,  24  ft.  1  in. ;  wheel  base  engine  and 
tender,  56  ft.  10^  ins. 

Service — Mixed. 

Fuel — Bituminous  coal. 

Superheater — Schmidt,  number  of  units, 
32. 

Ratio  of  adhesion,  4.6. 


Level   Crossing   Signals. 

The  Lehigh  Valley  Railroad  is  mak- 
ing strenuous  efforts  to  promote  safety 
by  reducing  the  number  of  accidents  at 
highway  level  crossings.  A  conspicuous 
source  of  danger  at  highway  crossings 
has  been  banks,  brush  and  buildings 
that  obstruct  the  view  of  approaching 
trains.  These  have  been  removed 
everywhere  that  the  change  was  prac- 
ticalile   and   an   excellent   system   of   sig- 
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section  of  these  rods.  Strictly  speaking, 
the  engines  are  for  interchangeable  service 
and  not  for  switching  service  exclusively. 
Tlie  Chicago  &  Western  Indiana  operates 
a  limited  suburlian  schedule,  and  the 
Mogul  engines  are  used  in  passenger 
service  as  well  as  in  freight  traffic  and 
switching  opcratimis.  They  are  equipped 
with  a  peculiar  design  of  stub  pilot, 
whicli  has  been  developed  by  this  railway 
company,  and  which  embodies  the  condi- 
tions necessary  on  a  pilot  for  road  service, 
and  also  the  conditions  necessary  for  a 
switching  step.  They  are  equipped  with 
brick  arch  and  superheaters  and  are 
therefore  fully  modernized  in  fuel  sav- 
ing devices.  The  steam  is  delivered 
tlirough  outside  steam  pipes  and  the  pis- 
ton valves  are  operated  by  Baker  gear. 
Markel  main  rod  ends  are  used.  They 
are  possibly  the  heaviest  Mogul  locomo- 
tives now  in  service  and  represent  an 
ideal  engine  for  short  runs  in  interchange- 
able  service  and    for  operation   on   sharp 


working  pressure.  ISO  pounds:  o;-.tside 
diameter,  first   rin.i.  76^^•4  '">. 

Firebox— Length.  108  ins.:  width.  f..9'4 
ins,;  thickness  of  sheets,  •'»  in.  and  'j  in.; 
water  space.  4'/'  ins.  and  4  ins. 

Tubes — Material,  steel,  Xo.  201  ;  diam- 
eter, outside,  2  ins.  :  thickness  of  tubes. 
\o.  11.  P..  W.  (',.:  large  Hues,  X>.  32. 
outside  diameter,  .^'s  ins.;  thickness  of 
large  flues,  Xo.  9,  P..  W.  G. ;  length  of 
dues,  13  ft.  7  ins. 

Heating  Surface— Firebox.  185  sq.  ft. ; 
tubes  and  flues,  2.02.^  sq.  ft.;  total.  2,213 
sq.  ft.;  superheatinti  surfaee.  540  s(|.  ft.; 
grate  area,  52  .sq.  fi. 

Driving  Wheels — Diameter,  outside,  63 
ins.;  thickness  of  tires.  3H  i"S. ;  journals. 
11  ins.  by  13  ins.:  truck  wheels,  diameter, 
33  ins.;  truck  journals.  6',>  ins.  by  12  ins. 

Tender — Frame.  10  ins.  by  13  ins. 
channels;  wheels.  ili.Tinetcr.  33  ins.;  ma- 
terial, rolled  steel:  ;iiirnals,  5'/.  ins.  by 
10  ins.;  water  capacity,  7.750  gals.;  coal 
capacity,  8  tons. 


raiint;  has  been  introduced  to  give 
warning  of  the  approach  of  trains.  .\s 
soon  as  a  train  comes  within  a  mile  of 
a  cr(  ssing  a  signal  shows  a  red  light 
and  a  loud  sounding  gong  begins  to 
ring.  Both  warnings  are  kept  in  op 
eration  until  the  train  has  passed. 


Coal  Supply. 

.\s  the  consumption  ol  anthracite  coal 
is  greater  in  the  I'nited  Stales  than  in 
any  other  country,  the  belief  is  wide- 
spread that  the  L'nited  Stales  contains 
greater  anthracite  deposits  than  other 
coimtrics.  That  is  a  great  mistake. 
Geologists  estimate  that  the  Cnited  States 
holds  about  19.700  million  tons  of  that 
valuable  fuel.  China  contains  ,^87.500  mi! 
lion  tons.  China  is  al.so  very  rich  in 
bituminous  coal  deposits,  but  not  so  rich 
as  the  United  States.  It  may  come  to 
pass,  however,  that  China  will  provide 
the  source  of  healing  lor  the  rest  of  the 
world. 
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General  Foremen's  Department 


Annual  Convention.  cf  dniiig  work  and  think  lluir  mctlKid  is  but  great  care  must  be  used  in  tliis  metli- 

The    annual    ccnventmn    of    tiic    Inter-  ilie   best.      I    have    .'ccn    both,   the   nietliod  nd.      In    getting   your    square    line,    either 

national      Railway      Cjeneral      Foremen's  described     liy     Mr.     Chamberlin     in     the  methnd    will    answer    the    purpose.      The 

.\ssociation    will     be     held    at    the     Hotel  March    issue    and    the    one    described    by  f;sh    tail    tram    is    much    the    quickest.      I 

Slierman,   Chica.iio.   July    14-17,    Mr.    \\"m.  .\lr.    \e5lal    in   tlie   .■\pril    issue,   used    with  have    worked    in    two    diffircnt    simps    on 


Hall,       secretary-treasurer, 
Droadwaw    Winona,   Minn. 


S2') 


West 


Influence  of  Apprentice  Schools. 

The  writer,  who  has  a  supervision  ol 
llie  ai)prcntice  scliool  connected  with  the 
repair  shops  of  the  Erie  Railroad,  is  con- 
vinced that  the  technical  instruction  to 
the  a!)i)rentices  connected  with  numer- 
ous railroad  reiuiir  sIlop^  and  manufac- 
turing estalilisliments  is  more  useful  for 
promoting  the  life  prospects  of  workmen 
than  any  line  of  education  they  could 
riceive.  Consideralily  less  than  ten  per 
cent,  of  our  i)opulation  secure-,  an  educa- 
tion beyond  that  of  the  elementary 
schools,  other  than  that  whicli  restdts 
from  the  accident  of  their  later  environ- 
ment. 

Tlie  work  of  the  apiireiuice  schools  is 
practically  a  continuation  school  in-  in- 
dustry, endeavoring  through  specialized 
training  to  redeem  the  shortcomings  of 
the  original  i-ducation.  The  technical 
education  wliich  tliey  receive  prepares 
them  to  perform  the  duties  of  mechanic.il 
officials  and  in  that  respect  is  benelicial 
alike  to  the  apprentices  and  to  the  con- 
cerns eniiiloying  them. 

Where  these  schools  liave  Ijeen  in  op- 
eration tlie  results  liave  been  mii  tlie  whole 
eminently  satisfactory,  although  occa- 
sionally an  individual  i^  encountered  who 
fails  to  appreciate  tlie  opiiortmntics  i>tn 
within  liis  reach.  Not  only  is  the  intel- 
lectual average  of  the  eni]iloye  consider- 
alily raised,  me.ming  a  lessened  degree 
of  industrial  unrest,  and  a  higher  degree 
of  individual  and  general  eflicienc>',  but 
tbiosv  coming  under  the  inlbunce  nf  the 
school  training  becane  citizens  of  im- 
proved  social   standing. 

Laying   Out  Shoes  and  Wedges. 

l\\      U.      C.      .McInto>m,      Sllof      FORKM.VN, 
l\'tTI..\Nli    R.Ml.HoMi,    KlTI.VMI,    \'t. 
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FIi;.  1.     WV.nCE  GAUGE. 


1  have  been  greatly  interested  in  the 
ailicles  on  ".Shoes  and  Wedges"  in  the 
.March  and  .\pril  issues  of  your  paper. 
Till  much  care  cannot  be  taken  with  this 
job,  as  it  is  the  foundation  of  the  engine 
and  alter  the  wlici  Is  ;ire  once   in  place   it 

is  hard  to  correct  ;in  error,  and  more  so  good  results.  The  methe.d  described  by  ,he  same  system  using  dilTercnt  methods, 
when  the  engine  li.is  underhung  spring  .Mr.  Chamberlin  is  very  accurate  but  In  using  the  iish  tail  tram,  a  board  can 
rigging.  slow.     The   one   described   by    Mr.   X'estal     be    placed   between   the    frames    and   cen- 

.\s  Mr.  Chamberlin  states  in  the  March      is   quicker   and    \.ou   have   all   your   shoes     tcred.    and    this    center    used    in    place   of 
nuinlier,  most   shops  li.ive  their  own   way     and    wedges    to    be    planed    at    one    lime,     center  of  cylinder  casting. 
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The  tram  shown  in  Fig.  3  of  Mr. 
Vestal's  article  is  a  true  and  convenient 
method  of  transferring  your  points  to 
inside  of  shoe  and  wedge,  but  I  can't  see 
how  it  can  be  used  on  engines  where  fire 
box  rests  directly  on  frame.  I  am  en- 
closing you  sketch  of  a  transfer  gauge 
that  I  think   is  a  good  one,  also   its  ap- 


In  the  method  explained  by  Mr.  Cham- 
bcrlin  the  shoes  are  laid  off  first  and 
planed  and  then  replaced  and  wedge  laid 
off  from  them.  We  have  a  gauge  in 
this  shop  that  I  think  is  the  quickest 
and  most  accurate  of  any  that  I  have 
yet  seen,  it  was  designed  some  years 
ago  I)y  Mr.  J.imes  Hurliv.  of  the  Rutland 


-MTLICVTIOX  OF  C.M'GES. 


plication.  In  using  this  gauge  it  is  nec- 
essary that  tlie  bo.xes  1)c  planed  in  pairs 
and  bored  central;  that  is,  the  right  and 
left  boxes  of  each  pair  of  wheels  must 
be  planed  the  same  size  and  bored  central. 

In  the  sketch.  Fig.  1,  "D"  is  a  straight 
edge  long-  enough  to  reach  across  the 
frames  and  extend  a  few  inches  beyond. 
The  centers  ".\."  "B"  and  "C"  must  be 
equal  distances  from  straight  edge.  The 
block  holding  point  "B''  is  fixed  firmly 
on  the  straight  edge,  while  the  one  hold- 
ing point  "A"  is  adjustable  and  can  be 
moved  along  the  straight  edge  and  can 
be  fixed  at  any  point  by  the  set  screw  a" 
the  top.  Tlu-  lilock  that  holds  point  "C  " 
is  slotted  at  tlie  top,  as  shown,  so  it  can 
be  removed  and  the  center  punch  placed 
so  it  faces  eitlier  "A"  or  "B"  and  tlie 
block  can  be  slipped  along  the  straight 
edge  to  any  position. 

Now,  having  the  shoes  and  wedges 
laid  off  as  shown  in  Mr.  N'estal's  method, 
it  is  desired  to  transfer  a  point  to  the 
inner  side  of  shoe  and  wedge  to  enable 
the  planer  man  to  set  up  the  work.  Using 
the  lettering  in  Fig.  4  of  Mr.  Vestal's 
article,  take  a  point  midway  between 
"X"  and  "Y"  and  center  punch  it.  Now 
do  this  on  opposite  jaw,  being  sure  to 
use  equal  distances  from  top  of  frame. 
Now  place  point  "A"  iti  one  of  these 
center  punch  marks  and  point  "B"  in 
other  and  your  straight  edge  is  set  as 
shown  in  Sketch  2.  Now  you  can  move 
point  "C  up  against  the  shoe  of  either 
right  or  left  jaw  and  hit  the  center 
punch  with  liglit  hammer.  Now  repeat 
on  inside  face  of  other  shoe.  Repeat  this 
operation  on  all  shoes  and  wedges  and 
they  are  ready  for  planer. 


shops,  and  has  Iiecn  used  here  ever  since 
and  1  have  yet  to  see  an  error  made 
while  using  it.  It  can  be  used  the  same 
as  gau.ge  shown  in  I'-ig.  8  of  Mr.  Cham- 
berlin's    article    and    answers    the    same 


the  snap  gauge  distance.  Now,  in  getting 
box  size — box,  of  course,  to  be  bored 
central— place  surface  "A"  against  shoe 
face  of  box  and  extend  "C"  out  until  it 
just  reaches  wedge  face  of  box.  Now 
tighten  your  thumb  screw  and  gauge  is 
set.  This  operation  is  shown  in  Fig.  2 
of  the  sketch  entitled  "Application  of 
Gauges."  Now  place  surface  "B"  against 
face  of  shoe  and  let  point  "C"  rest  on 
«edge.  Now  scribe  a  line  where  point 
"C"  touches  w^edge  and  you  have  your 
box  size  plus  the  witness  mark  or  snap 
gauge  distance,  as  the  distance  from  "A" 
to  "B,"  as  stated  before,  is  your  snap 
gauge  distance. 

.\m  also  enclosing  you  sketches  of  cen- 
iir  gauges  used  in  this  shop.  Fig.  1  of 
tl'.e  sketch  is  to  be  used  on  old  boxes 
that  are  to  be  bored  back  on  the  crown 
brass.  It  is  made  of  a  piece  of  1-in. 
angle  drawn  out  and  turned  over  as 
shown.  The  face  "B"  can  be  moved 
around  the  wearing  surface  of  the  brass 
and  point  "A"  will  scribe  a  circle  on  hub 
face  of  box.  Now  this  line  can  be  tried 
with  shoe  and  wedge  face  of  box.  It  can 
also  be  used  to  check  up  the  work  of 
boring   mill   man. 

Fig.  2  of  this  sketch  is  a  gauge  to  use 
on  1)oxes  that  have  already  been  applied 
to  journals.  Surface  "B"  is  placed  against 
shoe  or  wedge  face  of  bo.x  and  point 
"-V"  is  screwed  in  until  it  touches  journal. 
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5.     CENTER  G.MGES. 


purpose,  but  with  this  gauge  it  is  unnec- 
essary to  use  calipers  or  a  scale.  The 
gauge  is  shown  in  Fig.  3  and  its  applica- 
tion in  Sketches  1  and  2  of  sketch  en- 
titled ".Applii-.uii  n  of  Gauges."  The  dis- 
tance from  "A  '  to  "B"  in  Fig.  3  is  equal 
to  the  distanci-  from  the  face  of  shoe  to 
the    witness    iiiark,    or,    in    other    words. 


Now  try  it  on  other  side  of  box  and  you 
can   tell   if  your  box  is  central. 

Many  times  the  shoe  and  wedge  job 
is  blamed  for  the  wearing  of  sharp  flanges 
on  the  drivers  when  the  lead  truck  is 
to  be  blamed.  Great  care  should  be  taken 
that  the  center  casting  is  directly  be- 
tween   the    frames. 
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NEW    5EKlb>, 

Beginning 
Third    Year's    Examination. 

)iliiiin-J  !r„iii   na-.-  184.  .l/<iv.  1914.) 


n    l._\Vhat   arc   tlic   duties   of   an   en- 
gineer on  being  called,  preparatory  to  at- 
taching to  train?     A.— He   should   report 
at    the   roundlioiise   on   time   required   by 
rules,  or  earlier   if  possible.     Inspect   the 
bulletins    and    sign     for    those    requiring 
acknowledgment.   Compare  his  watch  with 
standard  time  and   register-  result  in   sec- 
onds slow  or  fast,  or  O.  K.     lMn<l  out  tlie 
number     of     engine     he     tal<e^     "ui     and 
register    out.      b'xaiinne    uork    rep<jrt    for 
work    reported    and    work    done    at    that 
p<.iinl  while  engine  was  in.     (io  to  engine, 
inspect  conditii  ti  of  criu\n  slieet  and  nre- 
bo.x   and  flues   and   note   coiiditmn   of  lire. 
Try  gauge  cocks  to  ascertain  water  level 
and    cotnpare    water    glass    with    the    tr\ 
cocks,   blowing   out   the    water   glass   and 
trying    stop    cocks    in    upper    and    lower 
mountings    to    know    that    they    are    free 
and    will    close    proiierly    when    needed, 
tlien    open    eacli    stop    cock    the    same    to 
insure   a   perfect    e(iuaIization   and   a   true 
water   level    indicated   in   the   glass.      Try 
both    injectors    and    know    that    they    are 
O.  K.     See  tliat  you  have  the  necessary 
supplies   of   coal,   water,   sand,   tiring   and 
h.md  loi>Is  and  ..ther  to.ds  and  extras  re- 
quired, signal   hunps  and  flags  and  safety 
devices.      Fill    lubricator,    start    air-pump 
working    slowly    with    drain    cocks    open, 
inspect     engine     and     tender    thoroughly, 
starting  at   a   uiven    point   and   examining 
asli  pans  and  all  parts  underneath  engine 
and    tender   and    connections   lietween    en- 
gine and  tender  as  well  as  all  parts  out- 
side,  noting   e^pecially    that    parts   having 
work  done  on  them  are  properly  replaced, 
adjusted  and  secured  with  split-keys  when 
necessary.      Examine   hea<l-light   and   tail- 
light    to    know    they    are    in    perfect    cn- 
dition.    and    iinish    inspection    at    >tart)ng 
point   where   it   began. 

Climb  up  on  engine  and  increase  speed 
of  air  pump,  take  engine  oiler  and  oil 
around,  furnishing  lubrication  to  all  parts 
requiring  it,  adjust  oil  feeders  in  cups 
liaving  feeders,  open  angle  cocks  to  train 
and  .signal  lines  at  liilot  and  rear  of 
tender  to  free  them  of  cinders,  dirt  and 
moisture.  Separate  h..se  connections  be- 
tween engine  and  tender  for  same 
purpose 

When  proper  air  pressures  are  accumu- 
lated try  automatic  brakes,  noting  piston 
travel  and  whether  they  apply  properly 
and  lioUl  on  at  least  three  minute^,  then 
try  the  independent  or  straight  air  l.r.ike 


in  same  manner  and  note  whetlier  the 
brakes  release  in  proper  manner,  being 
sure  that  brakes  are  operative  on  both 
engine  and  tender  and  piston  travel  prop- 
erl\  adjusted.  Try  the  air  sander  device 
t.i  be  sure  that  sand  flows  freely  on  both 
-ides.  Try  the  other  devices  operated  by 
compressed  air  such  as  bell-ringer,  iire- 
doors,  etc.,  to  know  they  work  right, 
start  CN'linder  feeds  to  lubricate  about  ten 
minutes  before  attaching  engine  to  train. 
X.iif. — It  takes  a  drop  of  oil  about 
seven  minutes  to  reach  steam  chest  after 
it    leaves   sight    feed   glass. 

g.  2.— What  tools  and  supplies  do  you 
require  starting  on  trip?  A.— Name  the 
necessary  hand  and  liring  tools,  classilica- 
tion  lamps,  hand  lamps,  markers,  flags 
and  so  forth,  that  your  rules  prescribe, 
being  sure  to  name  coal,  oil,  water,  sand, 
extra  brasses,  head-light  wick  and  chim- 
lu-v  or  carbons  (depending  on  kind  of 
liuht  in  use),  water  glass  and  gaskets, 
luliricator  glasses  and  gaskets,  coloreil 
plates  for  markers,  replacers,  cable  chain, 
pinch  bar.  sledge  hammer  or  maul  ami 
all  such  necessary  appliances  as  the  rules 
pertaining  to  road  requirements  may  call 
for  as  a  complete  complement  for  service. 
Xote.— The  higher  officials  of  different 
roads  determine  the  necessary  comple- 
ment of  tools  and  safety  devices  required 
to  meet  conditions  obtaining  on  that  sys- 
tem or  part  of  system  and  issue  rules 
relative  to  the  kind  and  number  of  e.ich 
needed  to  promote  safely  .and  facilitate 
movement   ni   trains. 

F.ngincmen  are  responsible  for  having 
the  proper  eciuipment  leaving  terminals. 
Q  3._Shnuld  an  engine  break  down 
while  on  the  road  in  your  care,  what 
are  your  first  duties-  A—lllnsi:,'  out 
the  flag,  and  see  that  llie  train  is  pro- 
tected at  once. 

Q.  4._\\hat  are  your  next  duties? 
A.— Clear  the  main  line  as  soon  as  p..is- 
sible  and  report  exact  conditions  to  the 
proper  otTicials  i  the  master  uuch.uuc 
and  superintendent). 

Xote.— "Clearing  the  main  line"  means 
ascertaining  extent  of  damages  and  mak- 
ing such  temporary  repairs  as  will  enable 
v.->u  to  get  on  siding  out  of  way  of  otlier 
trains,  after  which  more  extensive  repairs 
can  lie  ma<le  as  the  occasion  m.ay  require 
to  en.able  you  to  proceed  safely  to 
terminal. 

O.  .i.— Do  the  gauge  cocks  indicate  the 
iru^e  water  level  in  boiler  as  accurately 
as  the  water  glass'  Why'  A.-No,  the 
gauge  cocks  are  not  as  relialilc  as  a  per- 
fect working  water  glass,  because  boiling 
water  will   rise   the  moment  the  pressure 


is  relieved  e\  en  a  little,  therefore  when 
the  gauge  cock  is  opened  it  relieves  the 
pressure  on  water  below  it  and  the  globes 
of  steam  in  water  begin  to  burst  beneath 
the  surface  i.if  water  and  throw  it  up  to 
opening  in  .s^auge  cock,  many  times  showing 
water  at  a  gauge  cock  an  inch  or  two  above 
the  true  water  level,  while  the  water  glass 
having  the  pressures  perfectly  equalized 
in  it  tile  same  as  they  are  in  boiler  the 
water  in  glass  is  at  exactly  the  same  level 
as  it  is  in  boiler. 

y.  ().—  1  s  the  water  glass  safe  to  depend 
on  for  water  level  in  boiler  if  water  does 
not  move  up  and  down  in  it  when  engine 
is  in  motion?  Why?'  A.— No.  If  the 
water  does  not  oscillate  in  glass  when 
engine  is  in  motion,  one  of  the  stop  cocks 
in  mountings  is  iiartially  closed  or  the 
opening  leading  from  boiler  is  stopped 
11])  with  corrosion  or  piece  of  gasket  so 
the  pressures  are  not  equalized  and  water 
in  glass  does  nof  respond  to  movements 
of  water  in  the  boiler,  consequently  it 
does  not  show  the  true  water  level  and 
is  not   reliable. 

(J.  7.— I  low  should  all  water  and  steam 
vahes  and  cocks  be  handled  at  all  times 
Io  prevent  them  becoming  defective?  A.— 
They  should  be  opened  and  closed  gently, 
using  only  the  pressure  of  the  hand  in 
manipulating    them. 

Xote.— A  wrench  or  any  other  force 
used  causes  serious  damage  to  seats  and 
is  liable  to  break  the  body  of  fitting  ofT 
where  it  enters  boiler,  resulting  in  per- 
sonal injury. 

Q.  ,^.— How  do  you  inspect  an  engine? 
A.— Thoroughly,  beginning  in  the  cab,  in- 
sjiect  all  fittings  and  appliances  there,  ex- 
amining the  firebox  sheets  and  tubes,  then 
yet  down  and  insjiect  connections  and 
parts  between  eii.yine  and  tender;  going 
ahead  examine  all  parts  of  fraanc,  ash 
pan,  wheels,  boxes,  valve  gear,  spring 
rigging,  bolts,  nuts,  rods,  keys,  levers, 
etc. ;  passing  around  front  end  of  engine, 
noting  conditions  there,  work  back  to  rear 
of  tender,  thoroughly  inspecting  every 
liart ;  passing  around  back  of  tender,  finish 
the  insjiection  at  place  where  you  started, 
having  noted   every  defective   part. 

g.  9. -What  work  on  the  engine  should 
be  done  by  the  engineman?  A.— Setting 
up  wedges,  keying  rods,  tightening  nuts 
if  necessary,  adjusting  oil  cup  feeds,  se- 
curing pipe  clamps,  adjusting  brake  shoes 
that  may  have  become  loose  by  wearing, 
tightening  valve  stem  packing  and  any 
other  necessary  work  while  on  the  road 
to  insure  a  successful  trip  and  avoid 
enuine  failures. 
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Elements  of  Physical  Science 


By    JAMES    KENNEDY 


XIL  Ce.ntre  of  Gr.wiii. 

The  centre  of  gravity  is  a  point  in  any 
body  about  which  all  its  parts  are  bal- 
anced. It  is  the  centre  of  weight  and 
must  be  distinguished  from  the  centre  of 
magnitude  or  of  motion.  The  centre  of 
magnitude  is  a  point  equally  distant  irom 
its  opposite  sides.  The  centre  of  motion 
in  a  revolving  body  is  a  point  which  re- 
mains at  rest,  while  all  the  other  points 
of  the  surface  are  in  motion.  The  centre 
of  gravity  may  coincide  with  the  centre 
of  magnitude  and  it  may  not.  If  a  wheel 
is  of  uniform  weight  and  density  the  cen- 
tres of  magnitude  and  of  gravity  will  be 
the  same,  but  if  the  wheel  is  heavier  on 
one  part,  the  centres  will  vary  in  a  cor- 
responding ratio. 

The  point  in  a  body  in  which  the  centre 
of  gravity  is  situated,  may  be  found,  in 
many  cases,  by  balancing  it  on  a  point. 
In  bodies  of  regular  shape  and  density 
lines  drawn  from  opposite  corners  will 
bisect  each  other  at  the  centre  of  gravity. 
Bodies  that  are  irregular  in  shape  and 
that  may  be  suspended  so  that  they  can 
niove  freely,  may  have  the  centre  of  grav- 
ity located  by  dropping  a  plumb  line  from 
the  point  of  suspension,  and  mark  the 
direction  of  the  line  on  the  surface  of  the 
body.  The  body  can  then  be  moved  to 
another  position  and  another  line  drawn 
where  the  plumli  line  is  applied,  as  before. 
The  bisecting  point  will  be  the  centre  of 
gravity. 

XIII.    ST.\BIHTy    OF    BoDIE.-i. 

The  lowest  side  of  any  body  is  called 
the  base.  When  the  line  of  direction  pass- 
ing through  the  centre  of  gravity  falls 
within  the  base,  a  body  stands;  when  the 
line  passes  outside  tlie  base,  the  body 
falls.  Of  different  bodies  of  the  same 
height,  that  which  has  the  broadest  base 
is  the  hardest  to  overturn,  because  its  line 
of  direction  must  be  moved  the  furthest 
to  fall  outside  of  its  base.  The  truth  of 
this  principle  has  its  enduring  proof  in 
the  stability  of  the  pyramids.  No  other 
structures  fastened  by  human  hands  have 
stood  the  blows  of  circumstance  for  so 
long  a  time. 

A  ball  of  uniform  density  has  its  centre 
"f  .stravity  at  its  centre  of  magnitude. 
When  such  a  ball  rests  on  a  level  surface, 
the  line  of  direction  passes  through  the 
point  of  support  and  the  ball  remains 
stationary.  When  a  ball  is  placed  on  a 
sloping  surface,  the  line  of  direction  falls 
out.side  of  the  base,  and  the  ball  begin; 
to  roll.  .\  square  block  placed  on  the  same 
surface  maintains  its  position  because 
the  centre  of  gravity  falls  within  the  base. 
Of   bodies    with    bases    equally   large   the 


lowest  is  the  hardest  to  overturn,  because 
its  line  of  direction  is  least  liable  to  fall 
outside  of  its   base.      Under   these  Condi, 
tions,  the  lower  the  centre  of  gravity,  the 
more  stable  a  body  is.    It  will  be  observed 
that  in  packing  goods  in  wagons  or  cars 
or  vessels,  the  heaviest  are  placed  lowest. 
It  may  be  noted  that  while  there  are  no 
e.Nceptions  to  the  general  law   relating  tc 
liodies    falling,    where    the   line    of    direc- 
tion of  the  centre  of  gravity  falls  outside 
of  the  base,  some  bodies  can  be  so  con- 
structed as  to  resist  the  force  of  gravity. 
The  most  notable  illustration  of  this   re- 
markable fact  is  tliat  of  the  leaning  tower 
of   Pisa  in   Italy,  wliich   with   a   height  of 
183    feet,   and    leaning   to    sucli    a    degree 
that   the   top   of  the   tower  overhangs   its 
base  over  13  feet.     In  spite  of  this  fact  it 
has  stood  for  many  centuries.    The  centre 
of   gravity   however   is    much    nearer    the 
centre  of  the  building  than  might  be  sup- 
posed,   and    there    is    no    reason    to'   sup- 
pose that  the  architects,  Bonano  and  Will- 
iam of  Innsl)ruck,  intended  that  the  tower 
should   be   built   in    this   oblique   position, 
every  indication   being  that  the   structure 
assumed  this  position  while  the  work  was 
still    in   progress.     The   clever   architects 
however   overcame    the    threatenmg   atti- 
tude of  the  buildin.g,  for  while  the  walls 
of  the  base  are  13  feet  thick  of  fine  marble 
and    heavy    volcanic    rock,     the    middle 
stories  are  of  brick,  and  the  upper  stories 
mostly    of    an    exceedingly    light    porous 
stone.     If  the  exact  ratio  of  weight  and 
material    had    been    used    throughout    the 
building  could   not  have   stood.     As  it  is 
the  singular  attitude  of  the   building   de- 
tracts much  from  the  rare  nobility  of  the 
structure,   which  is  generally  admitted  to 
be   the   very   noblest   of   the   Romanesque 
style   of  architecture. 

XIV.  RoT.\Rv  Motion. 

Rotary  motion  has  the  peculiar  quality 
of  keeping  a  body  from  falling,  even  when 
its  line  of  direction  falls  outside  of  its 
base.  This  will  readily  be  observed  in  the 
spinning  of  tops,  which  retain  their  equi- 
librium while  in  motion,  but  which  fall 
immediately  on  becoming  stationary. 
Other  bodies  not  so  evenly  balanced  can 
readily  be  kept  from  falling  even  if  the 
centre  of  gravity  is  still  over  the  point 
of  support,  but  if  tlie  body  is  constantly 
moving  round  the  axis  of  motion,  before 
it  has  time  to  fall  in  consequence  of  being 
on  one  side  of  its  axis,  it  reaches  the 
other  side,  and  thus  counteracting  the 
previous  impulse  retains  its  equilibrium. 
The  higher  speed  has  the  efifect  of  steady- 
ing more  completely  the  moving  body,  by 
the  sheer  force  of  tlie  acquired  momentum 


much  more  than  overcoming  the  tendency 
to  fall  by  the  force  of  gravity,  but  as  the 
velocity  slackens  and  the  force  of  momen- 
tum weakens,  the  moving  body  gradually 
oscillates  more  and  more,  and  finally  falls. 
XV.  Equilibrium. 
The  centre  of  gravity  in  all  bodies 
tends  to  get  to  the  lowest  possible  point. 
Solid  bodies  resting  on  a  surface  in  such 
a  way  that  their  centres  of  gravity  are 
lower  than  they  would  be  in  any  other 
position,  are  said  to  be  in  a  stable  equi- 
librium. If  the  centre  of  gravity  could 
be  brought  lower,  by  placing  them  dif- 
ferently, they  are  said  to  be  in  unstable 
equilibrium.  Thus  an  oval  resting  upon 
its  longest  side  would  be  in  stable  equi- 
librium; while  standing  on  one  end  it 
would  be  said  to  be  in  unstable  equi- 
librium. 


Huge  Locomotives  and  Great  Steam- 
ships. 
The  Erie's  latest  Triplex  compound 
locomotive  indicates  that  increase  in 
the  capacity  of  railroad  motive  power 
has  not  reached  the  end,  and  it  seems 
that  all  vessels  used  for  transportation 
purposes  keep  increasing  in  size. 

The  desire  to  introduce  very  large 
steamships  was  manifested  long  ago  and 
was  brought  to  a  severe  test  as  long  ago 
as  1852,  when  Sir  I.  K.  Brunei  designed 
and  superintended  the  building  of  the 
Great  Eastern,  which  was  long  the  largest 
vessel  afloat  and  the  greatest  failure 
financially.  The  Great  Eastern  steam- 
ship was  680  feet  long;  83  foot  beam; 
mean  draft  25  feet;  indicated  horse  power 
4.000.  The  Great  Eastern  was  one  of  the 
finest  looking  vessels  ever  launched,  but 
the  fatal  mistake  from  a  business  stand- 
point was  made  of  supplying  her  with 
too  little  pow-er. 

The  Vaterland  is  950  feet  long.  The 
newer  boat  will  come  close  to  1.000  feet. 
In  a  little  while,  judging  from  the 
changes  which  have  been  witnessed  in 
recent  years,  there  will  be  .■\tlantic 
steamships  fully  1.000  feet  long,  more 
than  100  feet  wide  and  correspondingly 
deep.  They  will  measure  70.000  or  75.- 
000  tons  and  displace  probablv  80.000 
or  85.000  tons. 

But  they  will  still  roll  and  plunge  in 
great  ocean  storms.  They  will  still 
have  extreme  need  of  caution  in  the 
vicinity  of  icebergs.  The  biggest  of 
them  are  helpless  when  they  go  upon 
the  .ground  and  they  sink  when  they 
strike  a  rock  or  an  iceberg.  What  is 
more  needed  than  size  is  means  to  keep 
the  vessels  afloat  when  accident  tears 
a  hole  in   the  outside  shell. 
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Questions  Answered 


V.\K:.\m.F.   Sl'KEDS  OF  TR.MN.S. 

(i.  A.  Ellis,  San  l'"rancisco,  Cal.,  wrilcs: 
Last  numili  an  examination  was  held  here 
by  the  I'nited  States  Civil  Service  for  the 
Ijo.ition  of  Inspector  of  Safety  Appli- 
ances, and  among  other  questions  ua.s  the 
liillouing:  A  train  leaves  Chica.yo  run 
ning  IS  miles  an  hour,  .\fter  lieing  on 
the  road  9' .  hours,  another  train  leaves 
Chicago  running  45  miles  an  hour,  which 
overtakes  the  first  train  passing  it  at  "P." 
How  far  from  Chicago  is  the  point  "P"? 
Now,  what  We  desire  here  is  to  get  tlie 
ride  liy  wliich  the  prolilcm  can  be  worked 
out  witiiout  going  iiif<i  algebra.  I  have 
been  recpiested  to  ask  K.vii.w.w  .v.Mi  Loco- 
motive E.N'GiNKEiiiNT,  for  tlic  proper  sohi- 
tinii  "f  tills  probh-m  in  cnnimon  iigiires. 
A. — Suppose  that  tlie  first  train  after  run- 
ning 171  miles  in  18  liours.  instead  of  con- 
tinuing the  journey,  stands  still  and  the 
second  train,  instead  of  running  at  4,S 
miles  an  hour,  runs  at  IS  miles  le^s  than 
45.  wdiich  is  27  miles;  then  171  ilivided 
liy  27  would  lie  C'.t  hours,  and  if  the  sec- 
ond train  runs  at  45  miles  an  hour  for 
6'.-,  liours  it  will  haw  run  2X5  miles  the 
distance  when  the  two  trains  will  conie 
to.gether  when  running  al  the  speeds  pro- 
Iiosed.  because  9' _.  hours  .idded  to  6' .s 
hours  is  15  5/')  hours,  wliicli,  at  IS  miles 
an  hour,  amounts  als(.  lo  2S5  miles,  the 
Ijoint  when  the  second  train  overtakes  tlie 
fnst  train,  l  Ir  in  simple  lignrcs  :  45  —  IS 
1=  27,  and  171  ^  27  =  6'.;  y  45  =  2S5 
miles,  and  9',.,  -,-  C'j  =  15  5,,/6  X  18 
■~  285   miles. 


.\1ET.\I-1.IC    r.^CKIXG. 

P..  .\.,  East  Tawas.  .Mich.,  writes:— 
W'liat  is  the  formnla  gener.illy  used  in 
railroad  o|)er;ition  for  metallic  valve  stem 
and  pisti'ii  rod  packing!' — .\.  'fhe  original 
Cnited  Stales  Metallic  Packing  Coui- 
pan>'.s  fonnul.a  was:  1  in  HX)  parts,  co])- 
lier  9.  antimony  (':  total  115  parts.  Tliese 
three  metals  st<iod  in  tlie  [iroiiortiiin  of 
i^?  ]>rv  cent..  7'.i  jH-r  cent,  and  5'  i  jier 
cent.,  respectively.  If  the  alloy  so  ui.idc 
is  too  hard  for  .some  conditions,  a  reduc- 
tiiin  of  ilie  ;iiitiinony  to  ^  parts  instead  of 
(t.  with  the  tin  and  copper  as  specified 
gives  very  good  results.  .\l,niy  ni;ids  use 
special  alloys,  tile  result  of  much  experi 
meiit. 


Win.F-I.    FI.ANT.l;^    .\Ml    SIC.N  \l.    WllISTI.FS. 

.1.  R.  r...  Haltiniore.  Md.,  asks:— (1)  If 
the  drivers  are  not  pro|)crly  lined  up  so 
lli.-il  the  axles  are  not  square  to  a  center 
line  drawn  tliroutjli  the  cylinders,  why  do 
the  drivers  on  llie  side  farthest  .-dic-id  cut 
tlieir  flanges?  (2)  W'liat  other  visible  ef- 
fects result  frniu  this  distortion?  (3) 
1  understand  that  the  present  signal 
valve  as  a()plicd   to  locomotives  is  not   re- 


liable for  long  trains.  Have  any  air  brake 
niamifacturers  made  an  effort  to  construct 
a  \alve  that  will  give  any  number  of 
distinct  blasts  that  will  be  heard  on  any 
length  of  train?— .-K,  (I)  Some  other 
cause  must  be  looked  for  in  the  case  of 
wheel  daiiges  cutting  more  on  the  one 
side  th.in  the  other  besides  the  axles  being 
out  of  square,  in  which  case  the  flanges 
Would  be  both  equally  subject  to  undue 
liressure.  Very  often  the  leading  truck 
is  the  cause  of  flan.ge  cutting.  Occasional 
errors  are  also  found  in  the  dimensions 
of  driving  boxes.  (2)  The  axles  being 
out  of  square  have  an  injurious  effect  on 
the  connecting  rods  and  driving  boxes 
inducing  extra  wear  with  a  liability  to 
fr.-ictnre  in  crank  pins.  The  loss  by  ex- 
cessi\e  friction  in  the  wearing  parts  is 
very  great.  (3)  See  report  ..f  the  .\ir 
P.rake  Convention  in  the  present  issue, 
and  also   Mr.   Haley's  letter  on   |ja.ge  205. 


BK.VKE    CE.\R. 

P.  I-'..,  (opper  Clifif,  Ontario,  writes:— 
Kindly  .luswer  in  your  next  issue  the 
vi:iy  in  which  to  get  the  proper  length  of 
brake  rods  and  floating  Ie\ers  after  re- 
:irr:mging  the  auxiliary  reser\oir  and 
brake  cylinders.  It  is  a  tender  th;it  we 
are  going  to  re-arrange  the  brakes  on. — 
.\.  In  determining  the  pro])er  proportiinis 
of  br.ike  levers,  or  to  determine  the  forces 
operating  uiicui  different  pins,  two  forces 
:.nd  iwo  distances  are  involved:  one  force 
is  tli.it  which  may  be  regarded  as  a|iplied 
at  one  ,,f  three  pins,  and  the  other  force 
as  that  deli\ered  at  another  of  ilie  pins, 
while  the  remaining  pin  becomes  ihe  "ful- 
crum"; the  two  distances  invohed  ;ire 
those  between  the  fulcrum  pin  and  the 
pins  at  which  the  two  forces  are  applied 
and  delivered  respectively.  In  every  c;ise, 
the  prfxhict  of  the  force  aiiiilied  at  one 
pin  :iud  its  distance  from  the  fulcrum  pin 
is  eqn:il  to  the  product  of  tin-  force  cleli\- 
ered  .at  the  oilier  pin  ;ind  its  dist;uici-  from 
the   fulcrum   pin 

'I  be  accompanying  t.ibU'  sbr.ws  Ihe  coui- 
p;ir:itive  dimensions  of  st:ind;ird  boily 
levers  as  established  by  the  Westiughouse 
Tracliiiii  P.rake  Coni]>aiiy,  .uid  from 
which  calcukations  in  reg:n(l  P.  br.akc 
levers  are   usually  b.ased  : 

IiIMKXSInX.^    OI--    ST.\Mi.\kD    BOnv 

f.F.\'t;KS. 

I.cuKth  of  I.. 
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A.  H.  C,  Wilmington,  Del.,  writes:  I 
have  noticed  a  number  of  P.  C.  car  brake 
equipments  that  have  a  blow  from  the 
port  at  the  left  side  of  the  triple  valve 
jiortion,  Wb.at  causes  this?  .\.— Facing 
the  valve  the  port  at  the  left  side  of  the 
equalizing  portion  is  the  reduction  limit- 
ing chamlier  exhaust,  and  a  blow  at  this 
Iioint  nia\'  be  from  the  equalizing  slide  or 
graduating  valve,  the  application  cylinder 
cover  gasket,  the  cap  nut  of  the  applica- 
tion portion,  the  emergency  reservoir 
cluck  valve,  or  from  a  comliination  of 
leakage  from  the  parts  mentioned.  To 
determine  the  source  of  the  blow,  note 
in  which  positions  of  the  control  valve 
the  blow  occurs.  If  it  exists  in  all  posi- 
tions, it  is  due  to  a  leaky  equalizing  slide 
or  graduating  valve:  if  it  occurs  only 
::fter  an  ordinary  service  reduction,  it  in- 
dicates a  leak  past  the  cap  nut  of  the 
application  portion.  If  it  only  occurs  in 
over-reduction  position  of  the  control 
valve,  it  indicates  emergency  reservoir 
check  valve  leaka.ge,  and  if  the  blow  is 
found  to  exist  when  the  valve  is  in  re- 
lease jiosilion  as  well  as  in  apidicaticui 
position,  it  points  to  leakage  from  the 
application  cylinder  cover  .gasket.  If  it 
is  found  only  in  emergency  position,  it 
indicates  ;i  worn  e(iualizing  slide  v,ilve 
seat. 


1!R  \KE    STICKS. 

.\.  II.  C.  Wilmington.  Del,  writes:  I 
lia\e  noticed  tli:il  in  bleeding  off  brakes 
on  cars  that  lia\e  type  L  triple  v:d\es  the 
brake  cylinder  piston  rem:iins  oul  2  or  3 
ins.  We  open  the  angle  cock  and  the 
;:iixili;iry  reservoir  bleeder  cock,  and  why 
i'  it  that  under  those  conditions  the  brake 
d.K-s  not  fully  release?  .V.- The  failure  to 
release  is  generally  caused  b\  either  ,a 
stopped  up  brake  cylinder  leakage  groove, 
a  very  stron.g  triple  valve  slide  valve 
spring,  a  weak  brake  cyliniU'r  release 
spring,  or  excessive  packing  leather  fric- 
tion. In  bleeding  off  the  br.ake  in  this 
maimer,  the  triple  valve  does  not  move 
to  release  position,  as  opening  the  an.gic 
cock  moves  it  to  emergency  iiosition 
where  it  reiiKiins  until  brake  cylinder  and 
:niNiIiary  reservoir  pressure  have  reduced 
below  the  tension  of  the  graduating 
spring.  The  graduating  spring  then  re 
turns  the  piston  and  slide  valve  as  far 
iow:ird  rHe:ise  position  as  the  travel  of 
the  stem  will  permit,  in  which  position  the 
auxiliary  reservoir  and  brake  cylinder 
volumes  .are  separated.  Prake  cylinder 
pressure  to  be  entirely  exhausted,  must 
unseat  (lie  triple  valve  slide  valve  and 
I'scajie  through  the  auxiliar.v.  or  escape 
i\ut.-  to  leakage,  and  if  there  is  no  leakage 
the  slide  valve  will  be  unseated  when 
auxiliary  reservoir  pressure  is  practicallv 
exhan.sted.  and  when  the  slide  valve  S]iring 
again  reseats  the  slide  valve  brake  cyl 
indcr  pressure  will  be  at  a  figure  so  low 
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as  tu  permit  any  ri.iii.iii;ing  pressure  to 
escape  throi:gh  the  leakage  groove  in  tiie 
cylinder.  1  his  will  e,\plain  why  the  strong 
slide  valve  spring,  closed  leakage  groove, 
weak  release  spring  or  packing  leather 
friction  may  prevent  the  complete  re- 
cession of  the  piston  inider  the  conditions 
you  mention. 

This  is  more  liable  to  occur  with  the  L 
triple  valves  than  with  the  type  P,  on 
account. of  the  larger  slide  valves  in  the 
No.  3  valve  and  heavier  springs,  and 
while  it  shows  an  imperfect  condition  of 
some  part  of  the  brake  apparatus,  the 
sticking  can  be  avoided  by  bleeding  off 
the  brake  entirely  with  the  auxiliary  res- 
ervoir cock  wherein  the  triple  valve  re- 
main^ in  release  position. 


The  Southern  Locomotive  Valve  Gear 


DROl'    IN    CVI.l.NDliR    I'RESSURE. 

J.  U.  B.,  Alexandria,  Va..  writes:  After 
a  full  service  reduction  with  the  E.  T. 
brake.  I  notice  tliat,  if  the  independent 
valve  is  then  moved  to  application  posi- 
tion, there  is  a  drop  in  Iirake  cylinder 
pressure.  What  causes  this?  A.— The 
drop  in  brake  cylinder  pressure  is  due 
to  a  How  of  air  from  the  application  cyl- 
inder of  the  distributing  valve  through 
the  independent  valve  to  the  reducing 
valve  pipe  and  signal  line.  Tne  full  service 
reduction  results  in  about  50  lbs.  pressure 
in  tlie  application  cylinder,  consequently 
in  the  brake  cylinders,  and  the  reducing 
valve  being  set  at  4.S  lbs.,  permits  a  back 
How  througli  the  independent  brake  valve. 
To  illustrate  this,  you  may  have  noticed 
that,  when  using  the  signal  whistle  with 
tin-  independent  lirake  applied  there  is 
fre(iuently  a  short  exhaust  from  the  dis- 
tril)uting  valve  when  the  signal  whistle 
sounds,  especially  if  the  application  por- 
tion of  the  valve  is  in  perfect  condition 
and  the  rtdueini;  valve  a  trille  sluggisli. 


Private  and  Public  Honesty. 

Men  have  a  clearer  vision  of  integrity 
as  individuals  than  as  representatives  of 
the  people.  Many  of  the  men  who  have 
acted  most  unprincipled  parts  in  politics 
have  proved  strictly  honest  in  all  their 
personal  transactions.  When  a  man  does 
a  dishonest  act  as  an  individual,  he  must 
accept  the  whole  responsilnlity  and  cannot 
blind  himself  to  the  fact  that  he  reaps 
the  whole  profit,  wliereas  if  he  does  such 
an  act  as  the  representative  of  the  people, 
he  shares  the  responsil>ility  with  other 
men.  often  of  hi.gh  standing  in  the  com- 
munity, and  .gives  the  whole  profit  to  the 
people.  The  absence  of  personal  gain, 
the  sharing  of  responsibility,  above  all 
the  generosity  to  the  public,  all  tend  to 
clarity  of  vision.  Therefore  if  one  de- 
sires to  reach  the  morality  of  a  nation  he 
must  appeal  not  to  the  government,  but 
to  the  citizens. 

I  his  is  why  so  many  infamous  laws  are 
passed  by  legislators  who  are  not  per- 
sonally dishonest. 


The  applicaliou  ,,i  ilie  Southern 
I-ocomtJtive  valve  gear  to  a  large  num- 
ber of  locomotives  liuilt  l)y  the  Baldwin 
Locomotive  Works  for  the  Southern 
Railwav  is  an  indication  that  the  merits 
claimed  for  this  type  of  valve  gearing 
are  liased  on  a  f^jundation  of  fact  and 
the  result  will  lie  watched  with  interest. 
In  the  I'ebruary  issue  of  R.\ii.wav  .wd 
LocoMoTiVK  I-;n(;inkkri.\-g  we  gave  some 
details  in  regard  to  the  construction  ot 
the  gearing  accompanied  with  repro- 
ductions of  drawings  of  the  principal 
parts.  We  are  now  able  to  reproduce 
a  photographic  illustration  of  locomo- 
tive No.  1349,  of  the  Southern  Railway 
equi])ped  with  the  gearing.  It  will  be  oh- 
serve<l  that  the  principal  variation  from 
the  features  it  other  similar  types  on 
valve  gearing  l.s  iliat  llie  links  are  l.n-a;.-d 


counterbalance  springs,  counter-weights 
or  other  balancing  appliances  required. 
There  is  literally  no  stress  or  strain  upon 
the  reverse  lever  and  reach  rod  connec- 
tions. Of  recent  years  the  difficulty  in 
handling  the  reverse  lever  on  the  larger 
locomotives  has  become  such  that  it  is 
positively  dangerous  and  appliances  have 
been  constructed  for  moving  the  reverse 
lever  by  the  use  of  compressed  air.  The 
appliances  although  successful  in  their 
operation  are  of  considerable  cost  and  are 
not  entirely  free  from  the  incidental  dis- 
orders to  which  all  mechanical  appliances 
working  under  high  pressure  arc  liable, 
It  may  be  added  that  the  design  of  the 
valve  gearing,  although  newly  applied  in 
such  form  and  under  such  conditions 
that  it  seems  likely  to  come  into  favor, 
is    nut    exactly    new    in    the    principle    o£ 


in  a  horizontal  position  and  the  links 
being  stationary,  it  entirely  has  the 
effect  of  doing  away  with  any  ])erceptible 
wear  at  this  poim.  as  the  block  only 
moves   when   the  reverse  lever  is  moved 

.As  is  well  known  the  sli])  in  the  link 
is  one  of  the  chief  sources  of  weakness 
in  the  operation  of  the  shifting  link,  and 
the  trouble  is  not  altogether  eradicated 
in  the  oscillating  link  of  the  Walschacrts 
valve  gear.  .\nd  not  only  is  the  rapid 
wear  in  the  link  .ilmnst  entirely  avoided, 
but  the  limited  number  of  joints  in  the 
motion  reduce  the  general  wear  to  much 
less  than  half  the  usual  amount,  as  in 
the  case  of  the  Southern  valve  gear  there 
are  only  eight  possible  points  of  wear  on 
each  side,  making  sixteen  jjoints  on  both 
sides  of  the  locomr.tive. 

In  addition  to  this  advantage  we  have 
previously   pointed  out   that  there   arc  no 
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using  a  link  placed  horizontally  and  act- 
ing by  direct  inovcment  on  straight  lines 
In  the  early  days  of  locomotive  operation 
Innidreds  of  experiments  were  made  with 
endless  varieties  of  valve  gearing.  Some- 
thing similar  to  the  Southern  valve  gear 
now  placed  in  operation  on  the  Southern 
Railway  and  known  as  the  liackworth 
gear,  was  tried,  but  found  little  favor, 
•jwing  to  the  fact  that  the  Stephenson  valve 
gear,  so-called,  from  its  being  introduced 
on  the  early  locomotives  built  by  Robert 
Stephenson,  had  the  field  almost  to  itself 
and  served  the  purpose  fairly  well  until 
the  locomotives  had  grown  to  such 
dimensions  that  there  was  no  longer 
room  to  conveniently  repair  or  readjust 
the  valve  gearing  in  the  limited  space 
possible  on  the  larger  engines. 

The    working    of    the    S<nithern    valve 
gear  will  be  watched  with  interest. 
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Past  and   Future  of  Railroads. 

\Vc  do  n.,t  ctMisidir  ihat  Charles  S. 
-Mclk-n  was  ever  a  railway  man  worthy  nf 
the  naiiic.  tjiit  he  has  siicoecded  in  Iirinu 
ing  a  vast  amount  of  opprobrium  cmi- 
ccrninK  methods  of  railway  manaKcnu-ni 
upon  men  whose  shoes  he  was  unworthy 
to  uidoose.  How  a  railway  .system  tic 
vcloped  that  enahled  a  man  like  Mellen 
to  manipulate  its  affairs  in  the  srandalous 
fashion  he  did  witlioiit  nndink'  himsidf 
I'.ehind  prison  liars  is  a  mystery  worth 
elearing   up. 

An  article  l)y  William  W.  Cook,  a  con- 
servative Wall  Street  criwiration  lawyer, 
contrihuted  to  Harpers  \i\-ckty.  throws 
clear  liKlit  upon  the  m:iiuier  in  vvliich 
railway  prnperty  passed  from  ilie  coiitn.1 
of  tlu'  stockholders  into  the  hands  of  tlie 
siieciilators  who  pave  such  men  as  Mellen 
their  opportunity.  The  most  salient  pari 
of  the  article   read-. : 


"Cuinmoilore  Vandcrbilt  was  the  lirst 
railroad  king.  He  built  railroads,  con- 
-olid.itcd  them,  ruled  them  as  liis  own. 
lie  was  not  a  lianker  nor  a  Wall  Street 
financier,  lie  raised  the  money  by  selling 
lionds  in  Europe  and  America.  The 
liankers  were  his  agents.  Huntington, 
("rocker,  Hopkins  and  Stanford  were  men 
of  the  same  type.  They  built  to  the  Pa- 
cific Coast.  Hill  did  the  same  in  the 
Northwest.  Gould  did  the  same  in  the 
Southwest.  These  men  dotuinated  their 
respective  systems  of  railroads  and  look 
their  profits  in  stock  representing  the  sur- 
plus profits.  They  paid  Wall  Street  only 
a  commission  for  selling  securities.  They 
were  the  dictators  of  their  roads. 

"  1  hen  hard  times  came  and  created  a 
i.rw  dyna.sty  of  railroad  kings.  The  panic 
of  1893  swept  aw-ay  the  watered  stock. 
Great  railroad  systems  were  foreclosed. 
Bankers  were  the  representatives  of  the 
liondliolders.  and  the  bankers  bought  in 
the  railroads  at  foreclosure  sales,  using 
the  bonds  in  payment.  Bankers  then  re- 
organized the  railroads  and  kept  the 
stock,  giving  the  old  bondholders  new 
bonds,  vvith  perhaps  a  sprinkling  of  stock, 
l-'ven  the  old  railroads  which  survived 
had  to  have  \ast  sums  of  money  and  h,-iil 
In  ,c;o  to  the  b.-mkers  to  get  that  moiie\. 
Gradually  the  bankers  acquired  control  of 
iiearly  all  of  the  great  systems  of  r.ail 
roads  in  the  country. 

"The  bankers  dictated  who  sliould  In- 
ihe  railroad  presidents  and  who  shonlil 
be  on  the  railroad  boards  of  directors. 
The  bankers  controlled  the  policy  as  well 
as  the  finances  of  the  railroads.  The 
bankers  sold  the  bonds  and  notes  and 
new  stock  of  the  railroads.  The  bankers 
held  the  cash  deposits  of  the  railroads. 
Wall  .'street  was  the  home  of  the  liankers 
and  hence  Wall  Street  donfinated  the 
railroads. 

"This  sicond  dynasty,  however,  has  be 
come  decidedly  unpopular.  The  bankers 
have  brought  about  great  consolidations 
which  the  public  do  not  a|iprove  The 
bankers  caiis'-d  purchases  of  ratlroaiK. 
trolleys  and  steamship  lines  to  lie  luadi' 
ill  order  that  the  bankers  luight  get  large 
lommissioiis.  The  hankers  were  .guilty  of 
impro\  iiUnce,  waste.  e.Ntr,-iva,L;.ince  and 
^ome  crookedness  in  their  control  of  the 
railroads. 

"We  had  .i  right  to  expecl  prudence 
anil  reasonably  good  rm.aucing  from  the 
bankers,  Init  they  were  guilty  of  lluanci.-ii 
recklessness,  and,  further,  it  is  not  the 
proper  function  of  a  banker  to  coustrmi 
or  purchase  or  operate  a  railroad  or  to 
engage  in  industrial  enterjirises.  and  when 
be  does  so  there  arises  a  confiict  lietweeii 
his  duty  to  the  corporation  and  his  in- 
terest as  a  banker." 

.\  radical  change  in  existing  methods 
of  railroad  control  is  bound  to  come  soon, 
il  the  worst  system  of  management-  gov- 
ernmein  coiurol— is  to  be  a\oided,  and 
Mr.    Wood,    the    writer    of    the    foreyoing 


article  projioses  thai  a  bill  now  pending 
in  Congress  for  an  Interstate  Trade  Com- 
mission should  provide  that  the  commis- 
sion shall  solicit  and  vole  proxies  at  all 
elections  of  railroad  corporations.  The 
stockholders  of  railroads,  scattered  as 
they  are  all  over  creation,  have  no  idea  of 
how  the  property  they  are  interested  in 
should  be  managed,  a  duty  which  the  offi- 
cials of  the  Interstate  Trade  Commission 
could  perform  intelligently. 

"The  Interstate  Commerce  Coiniriission 
tonlrols  railroad  income  by  controlling 
railroad  rates.  Already  the  government 
largely  controls  railroad  expenditures  by 
increasing  railroad  wages  through  arbi- 
trations. The  government  appoints  a  re- 
ceiver upon  corporate  insolvency.  .All 
this  is  power  without  responsibility.  The 
governinent  should  now  assume  the  moral 
responsibility  of  representing  the  stock- 
holders at  corporate  elections,  it  having 
taken   control   of   corporate   linances.'' 


Information  Requested  on  Car  Wheels 

The  Standing  Committee  of  the  Master 
Car  Builders'  -Association  on  Car  Wheels 
of  which  Mr.  W.  C.  A.  Henry,  Superin- 
tendent of  Motive  Power  of  the  Pcnn- 
sxlvania  Lines,  at  Columbus,  O.,  is  chair- 
man, has  sent  out  a  very  exhaustive  cir- 
cular calling  for  infomiation  on  car 
wheels.  The  question  of  the  strength  and 
durability  of  car  wheels  is  progressive, 
for  every  addition  to  the  weight  and  car- 
r.\  ing  capacity  of  cars  brings  a  new  prob- 
Kiii  to  the  front,  and  the  wheel  that  will 
enilure  the  increased  strains  and  shocks 
must  successfully  is  the  wheel  that  will 
come  to  the  top  through  the  process  of 
natural   selection. 

The  Committee  request  that  the  mem- 
bers of  the  -Association  make  for  one 
year,  irionlhly  or  quarterly  reports  i^ixing 
full  information  for  all  cast-iron  and 
forged  or  rolled-steel  wheels  tliat  have 
f.iiled  in  firdinary  usage  due  to  cracks  or 
breakage  involving  flan.ge,  tread  or  plate. 
lull  particulars  concerning  the  weight 
..lid  caiiacity  of  cars  are  also  requested. 
.Ml  wlieel  markings  that  would  tend  to 
identify  the  design  or  specifications  under 
which  the  wheel  was  manufactureil,  as 
M.  C.  B.  I'X)7  or  M.  C.  B.  1909  should 
be  given.  In  the  case  of  cast-iron 
wheels  which  have  failed  on  account  of 
liroken  flanges  or  a  scain  extending 
through  the  tread  resulting  in  the  flange 
breaking  off.  it  is  especially  desirable  that 
the  thickness  of  tlie  flan.ge  measured  •''^ 
inch    abo\e   the   liase   line   be   given. 

(  hher  particulars  .are  reipiested  which  if 
gi\en  will  gi\e  the  Committee  information 
that  will  form  a  most  valtialile  report  on 
car  wheels. 

.Associated  with  Mr.  Henry  on  this 
committee  are  Messrs  .\.  E.  Mancliester, 
K,  W.  Burnett.  K  I.,  Ellcngcr.  O.  C. 
Cromwell.  J.  .\.  I'ilcher  and  C.  B.  Youn.g, 
all  earnest  workers  and  men  likely  to  .se- 
iiire    the    inforiii;ition    voimbt    for. 


Jiitu-,  1914. 


RAILWAY    AND    I.OCOMOTIX  1-:    RXGIXEEKIXG. 


217 


Train  Resistances. 

A  panicularl)  stn.n.v;  committee  ot  the 
American  Railway  .Master  Mechanics  As- 
sociation has  been  appointed  to  report  at 
the  coming  Convention  on  Train  Resist- 
ance and  Tonnage  Rating,  a  most  import- 
ant subject  that  will  stand  much  earnest 
investigation. 

The  practice  of  rating  the  loading  of 
locomotives  according  to  their  theoretical 
power  has  become  so  common,  that  the 
various  resistances  which  have  to  be 
overcome  in  hauling  trains  of  all  kinds 
at  varying  speeds  over  all  kinds  of  tracks, 
ought  to  be  better  understood  than  they 
are  at  present. 

Until  a  few  years  a.i;o  what  was  known 
as  Clark's  formula  was  universally  used 
in  calculating  train  resistances.  Kinnear 
Clark,  the  author  of  that  formula,  was  a 
Scotch  railway  engineer  who  made  many 
experiments  with  British  locomotives  and 
trains,  the  results  having  been  made  pub- 
lic in  his  well  known  book  on  Railway 
Machinery  published  about  1855. 

.\ccording  to  Clark's  formu- 
la, there  is  a  resistance  to  train 
movements  of  eight  pounds  per 
ton.  and  the  resistance  in- 
creases with  the  speed  at  the  ^ 
rate  of  the  square  of  the  veloci- 
ty in  miles  per  hour  divided  by 
171.  .American  engineers  had 
modified  this  to  read  six 
pounds  per  ton  for  the  con- 
stant resistance,  and  accepted 
the  remainder  of  the  rule,  so 
the  common  practice  has  be- 
come to  calculate  the  resistance 
to  trains  on  a  straight  level 
track  to  be 
V 

h6  =  R 

171 

That  is  \'  representing  miles  per  hour 
and  R  resistance  per  ton.  The  rule  stated 
in  words  is :  Square  the  velocity  in  miles 
per  hour  and  divide  the  result  by,  171  add 
6  to  the  quotient,  the  result  being  the 
resistance  at  the  rail  in  pounds  per  ton. 
This  is  the  rule  formed  in  nearly  all  en- 
gineering tc.\t  books  and  they  are  all 
wrong  when  applied  to  .American  trains. 

In  the  early  eighties  .Angus  Sinclair  was 
requested  to  make  tests  of  a  group  of 
locomotives  purchased  by  the  Burlington, 
Cedar  Rapids  &  Xorthern  Railway  which 
were  reported  to  come  shor.  of  their 
guarantee  of  power.  He  made  a  scries  of 
very  carefully  conducted  tests,  with  in- 
dicator diagrams  and  water  and  coal 
consumption,  finding  that  their  power  ex- 
ceeded in  every  instance  the  rule  given  by 
the  Clark  formula  which  was  then  the  on- 
ly rule  in  use.  This  led  to  further  invcsti- 
.gations  concerning  train  resistances,  and 
discussions  of  the  subject  have  been  go- 
ing on  ever  since. 

By  the  courtesy  of  the  Xew  York  Cen- 
tral management,  Mr.  Sinclair  was  per- 
mitted in   1892  to  make  a  series  of  tests 


cil  the  locomotive  pulling  the  Empire 
State  E.xpress.  in  one  of  the  runs  made, 
a  speed  of  -seventy  miles  an  hour  was 
maintained  for  several  miles  and  indicator 
diagrams  were  taken  when  the  engine  was 
doing  the  work  of  maintaining  the  speed 
without  loss  or  gain.  The  power  de- 
veloped showed  that  the  entire  resistance 
111  the  train  and  the  locomotive  at  that 
speed,  was  17.6  pounds  per  ton. 

In  the  discussions  that  arise  periodically 
about  what  the  ultimate  speed  of  trains 
will  be,  arguments  are  advanced  that  after 
a  speed  of  sixty  miles  an  hour  is  passed, 
a  point  is  soon  reached  where  the  loco- 
motive will  absorb  the  whole  power  de- 
veloped in  moving  itself.  Figures  are  al- 
ways given  to  sustain  this  view,  based  on 
text  book  rules  of  train  resistances.  Ac- 
cording to  the  Clark  formula,  so  fre- 
<iuentl>  used,  the  resistance  per  ton  at 
70  miles  an  hour  is  over  34  pounds.  If 
this  were  true,  there  is  not  a  locomotive 
in  the  country  that  could  keep  a  train  of 
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,i()0  tons  moving  at  a  speed  of  70  miles 
an   hour. 

The  fact  is  that  the  square  of  the  veloci- 
ty does  not  in  any  manner  represent  the 
increase  in  train  resistance  due  tf)  accel- 
eration of  speed  This  rule  is  utterly 
worthless  and  has  no  right  to  be  used  to 
deceive  people  who  arc  striving  to  find 
accurate  bases  to  calculate  from.  Its  exist- 
ence was  evidently  due  to  the  desire  of 
mathematicians  to  establish  formul.e  for 
everything.  In  this  cise.  the  formula  was 
established  without  the  necessary  data 
upon  whicJi  to  liuild  correctly. 

.A  number  of  .\nierican  railroad  com- 
panies have  used  dynamometer  cnrs  for 
years,  in  which  excellent  provision  is 
made  for  keeping  an  accurate  record  of 
train  resistance  Those  go  to  prove,  not 
only  that  the  resistance  does  not  increase 
in  prooortion  to  the  square  of  the  sneed : 
but  that  the  resistance  varies  greatly  ac- 
cording to  the  load  pc  axle.  On  the  Chi- 
cago, Burlington  and  Quincv  Railroad,  a 
great  many  record-  were  made,  years  ago, 
to  find  out  the  resistance  of  different  kinds 
of  freight  trains,   with   a  view   to  finding 


out  how  many  cars  certain  locomotives 
ought  to  haul.  .A  train  of  loaded  freight 
cars  weighing  940  tons  gave  an  average 
resistance  of  5'  2  pounds  per  ton  when 
running  20  miles  an  hour  on  the  level.  .A 
train  of  empty  freight  cars  weighing  340 
tons  showed  a  resistance  of  12  pounds  per 
ton  while  running  20  miles  an  hour  on 
level  track.  .A  passenger  train  weighing 
363  tons  gave  7'/2  pounds  per  ton  resist- 
ance at  a  speed  of  30  miles  an  hour.  The 
records  respecting  train  resistance  of  the 
roads  operating  dynamometer  cars  agree 
substantially  with  the  recorded  resistance 
of  the  Empire  State  Express. 

When  the  record  of  the  tests  on  the 
Empire  State  Express  were  published, 
.Arthur  M.  Wellington,  a  well  known  civil 
engineer  and  editor  of  the  Engineering 
Neivs,  who  had  devoted  much  attention 
to  the  investigation  of  train  resistance, 
wrote  in  his  paper : 

"The  observations  are  among  the  most 
important  evidences  on  record  of  the 
actual  resistance  of  trains  at 
high  speeds.  Perhaps  we  might 
even  go  farther  and  say  that 
they  are  the  most  important, 
especially  as  they  are  reason- 
ably consistent  with  the  mean 
of  the  few  other  records  which 
have  been  obtained  for  speeds 
of  50  to  75  miles  per  hour, 
while  presumably  far  more 
trustworthy  and  decisive  than 
any  of  the  prior  records.  .As 
such  they  are  a  real  contribu- 
ti(m  to  technical  knowledge. 
We  trust  that  they  will  attract 
the   attention   they   deserve." 

Mr.  Wellington  then  made 
comparisons  of  the  data,  with 
those  of  a  famous  run  made  by 
Mr,  Wm.  Stroudley  on  the 
London.  Brighton  and  South  Coast  Rail- 
way and  with  figures  of  train  resistance 
foun<l  by  Mr.  P.  H.  Dudley  in  his  tests 
with  dynamometer  car,  with  the  discov- 
eries made  on  air  resistance  alone  by  Mr. 
O,  T.  Crosby  in  experiments  with  a  high 
speed  electrically  driven  car.  He  remark- 
ed: "It  is  demonstrated  by  figures  that 
Mr.  Sinclair's  record  agrees  substantially 
with  the  most  reliable  data  relating  to 
train  resistances,  and  the  annexed  dia- 
gram has  been  plotted  to  give  a  graphic 
illustration  of  the  rate  of  train  resistance 
in  pounds  per  ton. " 

The  element  of  axle  friction  only  in 
train  resistances  is  fairly  determined  at 
about  4  pounds  per  ton  for  passenger  and 
loaded  freight  cars  and  6  pounds  per  ton 
for  empty  freight  cars  at  a  speed  oi  10 
to  30  miles  an  hour.  The  general  law  of 
friction  is  also  well  determined  at  very 
high  journal  speeds,  the  lubricants  are  so 
well  carried  around  between  the  metallic 
surfaces  that  friction  is  generally  reduced. 
It  is  now  an  admitted  fact  that  the  axle 
friction  at  the  instant  of  starting  is  many 
times  greater  than  after  the  vehicle  is  once 
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un.lcr   way.  and  that   the  drop  Ir.nn   this     The  casnaltiu.s  to  employees  show  an  in-  hoard    an.l    for    machinery,    there    was    a 

high    resistance,    while    very    rapid,    is    by  crease    of    about    200    over    the    previous  clear    yearly    jirolk    from 'each    mouse   of 

no    means    instantaneous,    but    requires    a  year.      One    locomotive    driver    in    13.665  6s.      It    was    .Mr.    Hutton's    intention    to 

speed  ot   irnm  .S  to  10  miles  an  hour  be-  and    one    l.reman    in    12.709    were    killed,  apply    for    tlie    loan    of   the    Dunfermline 

lore   the    n..rmal    rate   is    attained.      1  lie     .Many  of  the  accidents  were  preventable-  Cathedral,    which    was    empty,    where    he 

starting  resistance  at  times  rises  consider-  that  is  to  say.  were  due  to  lack  of  caution  planned  to  set  up  10,000  mouse  mills,  and 

ably  above  20  pounds  per  ton  :  i  e.,  a  car  ,,n  the  j.an  of  emi.Ioyees  themselves.    The  still  leave  room  for  the  keepers  and  sev- 

on  a  one  per  cent.  ,ara<le.  which  gives  an     figures    prove,    however,    that    railroading  eral  hundreds  of  spectators,  but  this  won- 

accelerating   lorce  of  20  pounds   per  ton.     i,  ;,  reasonable  safe  calling  if  the  men  are  derful  project  was  never  carried  out  be- 

will  very  rarely  .start  a  car  m  motion.     .\  :dert  and  act  with  ordinary  intelligence.  cause   of   the   invenlor's   sudden   death 

lair  average  is  20  pounds.  |„  t|„.   i-„\x^.,]   States  the  campaign   f,.r 

While  investigating  the  |)nwer  ,,l  I,,co-  safety  is  carried  on  even  to  a  greater 
motives  reciuired  to  pull  certain  heavy  extent  th.in  in  the  L'nited  Kin^-doni  Kail-  James  Watt's  Ideas  of  Locomotives. 
last  express  trains,  Mr.  S.  A.  X'auclain,  of  road  workers  are  organized  <lown  t..  tin-  V.'e  recently  enjoyed  the  privilege  of 
the  Baldwin  Locomotive  Works,  carried  commonest  laborer  through  committees  hstening  in  a  learned  professor  deliver- 
on  a  series  of  independent  experiments,  i,,  seek  some  means  of  preventing  acci-  '"■-'  ^i"  address  on  the  development  of 
and  he  found  the  train  resistance  a  little  dents.  The  nnl  sought  is  to  eliminate  >te;:m  p..wer  in  which  the  statement  was 
less  than  those  formulated  l)y  Wellington  altogether  the  av,.idable  accident.  The  "ui'lc-  thai  .lames  Watt  having  had  his 
frnm  .Mr.  Sinclair's  diagrams;  but  re-  j.voidable  accident  is  almost  invariably  attention  directed  to  the  power  of  steam 
marked  that  the  figures  were  near  enough  ,,ne  f,,r  which  the  employee  himself  is  to  I'.v  watching  the  lid  of  his  mother's  tea 
tor  practical  purposes.  1,]-,„h-.  kettle    vibrated    by    the    vapor    from    the 

l-rom  all   the   facts  which   we  have  ,,b-                            boiling     water     received     the     inspiration 

tamed,  added  to  Sinclair's  and   \-,uiclain's  that     resulted     in     the     inveiiti.m     of     the 

ligurcs.    we   consider   the    subjoined    table               Curious  Measures  of  Power.  steam   engine.     That   is   a    fairy   tale  that 

fairly   represents                                                            j^-,    ,,j^.    ^.„„j„^.^,,.    .,„,|    ,^,    „^^^„^.    ,,^1,^.^  „as  tohl  of  other  experimenters  long  be- 

TKAiN  KKMSTAXCK  I'KK  TON-  III-  2.0<K)  foiNDs  peo|)le   it   is   almost   as   ini]iortain   to   have  ''"■'"   Watt's  time. 

Miles  per  liour.   ic     .'0     SO     4(1      io     6(1     "o  "'  "^'''>*'"'t'  "f  power  as  it  is  to  ha\e  the  I'opular    knowdedge    ought    to     inform 

IKavy  la^seiiger       _               _  ordinary    weights    and    measures    of    do-  I'eople  that  the  attention  of  James  Watt. 

\'.;iicl.iin"."^ .''.".    ."r^   ..'..    ..'!   .'..   u      U      15  '"cstic   operatimis.      .\    measure   of   power  ''"    instrument    maker,    was    first    directed 

.oa^dc.l  friighi     ^        _^     g ->  n  i  1  >  ■  \\hich    is    used    in    a   great    inan>    wax  s    is  te    the   steam    engine   through    the   request 

Kmiity  freiviiit             __       "        "     " the   liorsepower   e(puvalent   to   the    r.iisiiv.;  "f    the    managers    of    the    Cdasgow    L'ni- 

".' '       '  ''  "      '"'      ''      ■■      •■  of  .3.1000  pounds  one   foot  per  minme  or  versity    to    repair    the    model   of    a    New- 

Ihe    induential    C(,mmittee    having    this  ;,^    e(iiuvalent.      Another    method    of    ex  cmeii   engine  that   was   used   for  the   in- 

imporlant  investigation  in  charge  has   Mr,  pressing   power   .greatly   used    in    electrical  struction    of    students.       The     Xewcomcn 

I'.    1-.   Smith,  Jr.,   S.   M.    P.    Pennsyly.-iiiia  measurements    is    the   watt,    wlucli    repre-  engine  was  a  rcmarkalily  crude  ajiparatus 

l.mes.     loledo,    O..   chairman,   assisted    by  scnls    an    electro-current    of    one    amiiere  for  converting   steam   pressure  into   work, 

W.    1-..    Oimham.    C.    X-    X.    W.    Railway,  and  electromotive   force  of  <me  volt,     (")u,  1  ul    it    had    a    c\bn<ler    in    which    a    pist,m 

Winona,    .Mum.;    i:.   J.    Searles.    I'..    &    ().,  borsepowtr   is  equal   to   7-16   watts,  .>|.erated.    being    the    important    elements 

I'ltlsbiirgli,  Pa.:    n.   F..   Manchester.   I).   L           hi  addition  to  these  measures  of  ,.ruver  on     which     all     sul.se<|uent     improvements 

&  W.,  Scranton.  l'a.;C,  !■:,  Chambers,  t'.  of  there    are    numerous     fanciful    estimates,  on  the  steam  en,gine  were  founded. 

.   .  }..  Jeisey   (_  ity.   \.  J,;  J.    II.   .Manning,  ^ueli  as  man  power,  ox  power,  dog  p.iwer.  The    sjieaker    to    whom    we    refer    was 

I).  &  II..  Watervliet.  X    V;   b'rank  Zalery.  g,,al    j.ower.    etc.      It    has    fallen    inln    tlu-  liighly      en,im..red     ,,l      Walt's      inventive 

<-.   1'..  &■  O.  .\urora.   Ill,  ],a„,i^     ,,f     .,     Sclsman     with     loo     much  activity  and  credited   him   with   leading  to 

lusure  on  his  hands  to  work  r.ut  a  mouse  the   iu\enlir>n   of  all   the   high   class   steam 

power.        This     m.-iii     not     only     harnessed  engines    in    use,   including   the   locomotive. 

Safety  First.  ,„j,.,.     ]„u    ,„.,,|^.    ,|,^^.    „ii^eraliU-    .luini.il    :i  Here   u c   must   enter   a   protest.      Xo   man 

Safely     iirst    and    efficiency    afterw.irds  niMney-earning     factor.       lie     was     lla\id  did   more   to   retard   the   introduction   of  a 

has    become   the   ruling    injunction    ;imong  lliillon.     a     ii,-iti\-e     of     Dnnferiidine.     lh<-  I.T..ni,  ,tive   engine   than   James   Watt,   and 

a  great   many  industries  todav       lliis  is  a  birlhplace   of   Andrew   Carnegie,       i  limmh  ii    is    ainai-ing    the    absurd    views    lie    lield 

<iesira;,!e   change   fr'^m   ..hi   careless   meth  he   proved   that   an   ordinary  mouse   would  ab,)UI    the    in\enti..n    of    what    was    afler- 

ods  that  caniL.t   fail  to  prevent   much  loss  average  a  run  .,f  10'  .  miles  a  day.  he  had  w;ir(ls  known  as  a  l..eoniotive  engine, 

of    life    and     suffering,        I  he     manner     in  one  mouse   wliich    r;m   the  remarkable   (lis  In     ihe     lirst     place     Watt     was     blindly 

uhich     .,iir     mechanic     trades     developed  tance   nf    bS   miles    in    that    time,      .\    half-  wedded    t..    the   iis,-   ,,f    steam   as   close    to 

from   occuiiati..ns   free   fr(.m   danger,   neg-  penny's    wcrili    ..f    o:Ltmeal    was    suflicieni  atmospheric     pressure     as     p.issible.      His 

lected  pr.. visions  f(,r  safety  until  numerous  f.,r    its    foo.l    f.,r    .3.S    d;iys,    during    which  |K-I   aiipliance   was   the   c..iideiiser   through 

fatal    accidents    emphasized    the    necessity  time  it   ran   M^2  miles,      lie  kept   tw..  mice  which    he    aimed    to    obtain    most    of    the 

for  a  combined  movement  to  secure  safety  constantly  engaged  in  the  making  .d  sew-  p.iwer   cjf   the   steam    engine.      Wall's   best 

ol    v.orkers,      'Ibis    r)rigiiialed    the    move-  ing   tbretid    for    more   than    a    year.      This  engines    consumed    from    6    to    10    pounds 

nient    f.)r   safety   lirst,  thread    mill    was    so    cimstructed    that    the  of  coal  per  horse  power  per  hour,  and  in 

Ihe    nio\emeiit    for    safety    first    is    not  mouse    was    aide   |o    twist    twine   and    reel  a    letter   to    Mr.    Houlton    written    in    1786 

crmfined   to   any   particular  coniitry.      It    is  fr..m    100  t..   200   threads   a   dav.    Sundays  be    estimated     that     a     locomotive    engine 

w..rld-wide.     The  aiith.)rities  of   the    I'.ril-  not    excepted.       Id    perf.irm    litis    task    it  must  ciiMime  20  pounds  of  coal  .and  Iwo 

ish     Isles    are    particul,-irl\     active    in    this  li;i(l  to  run   10' j  miles  a  day.  which  it   ilid  cubic    feet    of   water   per   horse   ])ower   tier 

mo\emenl.      The    latest    P.oard    of    'Ir.ide  with    |ierfect   ease   every   other   day,  hour     a     rate    which     is    four    limes    the 

returns    •>{    accidents    on    the    railways    in          On  the  halfpenny's  (one  cent)   worth  (d  present   ordinary   consumption    of   railway 

the    I  nited     Kingdom    makes    melancludy  oatmeal,    which   lasted    five   weeks,   one  of  locomotives.     Xot  only  did  Watt   discour- 

readmg     The  number  of  passengers  killed  these   little    mice    made   3.3.S0   threads.   2.S  age    every    improvement    on    the    engine 

during   1912   was  one   in   6X. 100.000  trans-  ins.    long,    and    as   a    penny    was    paid    to  that    invoKed    the    use    of    high  pressure 

porlc'l.     while    the     injured     was     one     in  women    for   i  very   hank   made    in   the   or-  steam,  but  he  did  everything  in  his  power 

L89.-).f)00  transiKirled,     Small  as  this  ratio  dinary  w;iy,  the  mouse  at  that  rate  earned  to   prevent   the   speed   of   the   engine   from 

is.  It  IS  larger  than  that  ..i  previous  years,  ninepence  every  six   weeks,     .Mlowing  for  being    increased. 
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In  spite  of  the  opposition  he  had 
offered  to  others  who  were  inclined  to 
invent  a  locomotive  engine,  Watt  patented 
one  in  1784.  According  to  his  specifica- 
tions the  boiler  was  to  be  of  wood  or  of 
thin  metal  strongly  secured  by  hoops  to 
prevent  its  bursting  from  the  pressure  of 
steam.  There  was  to  he  an  internal  fire- 
box and  a  number  of  tubes  passing 
through  a  cylindrical  boiler  like  the  organ 
pipe  condenser.  A  steam  condenser  was 
to  be  used  and  cold  water  carried  to  do 
the  condensing. 

No  locomotive  was  ever  l)uilt  on  tlie 
lines  proposed  in  Watt's  patent,  and  the 
engineering  world  sutYcred  nothing  fri>m 
the  omission. 


Train    Over   Five   Miles    Long. 

The  theoretical  tractive  power  of  the 
Erie  triplex  locomotive,  wliicli  we  illus- 
trated and  descri1)ed  in  last  month's  R.\ii.- 

W.W      ..\.N'I)      LoCO.MOTlVE      ENGINEERING,      is 

160.000  pounds.  It  is  an  interesting 
problem  to  figure  out  the  length  of  trains 
that  such  an  engine  is  capable  of  handling. 

The  internal  resistance  of  this  huge 
locomotive  is  estimated  to  be  8,000  pounds 
and  10  'per  cent,  is  deducted  for  other 
losses,  leaving  137.000  available  as  tractive 
power  in  train  hauling.  Two  trains  of 
cars  are  given  to  this  engine  to  haul  on 
a  level  as  under : 

First      Second 
Train.      Train. 
Capacity  of  cars,  tons...        50  40 

.Average    total    weight   of 

cars,  tons   70  60 

Total     weight     of     train. 

tons    45.000      41.000 

Number  of  cars  in  train .      640  680 

.\pi)roximate     length     of 

train,  feet   25,000      27.000 

We  publish  particulars  about  these 
trains  for  the  purpose  of  illustrating  the 
amazing  progress  made  of  late  years  in 
loading  locomotives  to  their  fuel  capacity 
and  incidentally  for  indicating  how  the 
cost  of  transportation  is  .under  a  course 
of  reduction.  One  train  is  4.73  miles  long, 
the  other  5.13  miles  long.  Like  Dominie 
Samson  we  are  moved  to  exclaim  "pro- 
digious !" 


Early   Abuse   of  a   Railroad. 

Tile  early  railroad  journals  were  very 
free  in  their  criticism  of  how  our 
pioneer  railroads  were  managed  and 
operated.  One  of  the  first  railroads  put 
in  operation  in  the  United  States  was 
the  Philadelphia  &  Columbia,  which 
was  promoted  by  the  State  of  Pennsyl- 
vania as  a  rival  to  the  Baltimore  & 
Ohio   Railroad. 

The  Raikvay  Times  in  1838.  com- 
menting upon  the  enterprise  of  the 
Pennsylvania  politicians,  said:  The 
Philadelphia  &  Coluinbia  Railroad,  82 
miles  long,  is  worse  graded  and  worse 
operated    than    any    enterprise    of    that 


nature  to  be  found  in  the  world.  One 
inclined  plane  near  Philadelphia  is  2,800 
feet  long  ^nd  another  near  Columbia  is 
1.800  feet  long.  The  regidar  speed  of 
trains  on  the  level  stretches  is  13  miles 
an  hour,  on  the  inclined  planes  the 
speed  is  an  unknown  quantity.  The 
motive  power  is  mostly  English  en- 
gines, but  there  is  a  Xorris  engine,  the 
George  Washington,  that  can  do  more 
train  handling  than  all  the  others  com- 
bined. This  is  a  six-wheel  engine  with 
cylinders  10"4  x  17.>,s  inches,  drivers  48 
niches,  and  in  working  order  weighing 
14.9.^0  pounds. 


Substitutes  for  Gasoline. 

In  a  recent  contribution  to  the  Glasgow 
lli-rald.  .\lr.  .A.  b'.  Sinclair,  our  British 
aKcnl,  writes : 

.\t  the  present  time  various  .schools  of 
Mivestigation  and  experiment  advise  the 
use  of  one  or  other  substitute  for  petrol,- 
each  one  advocating  its  own  pet  hydro- 
carbon. F.enzol,  alcohol,  and  paraffin  are 
the  liquids  mainly  advocated,  but  only 
by  alcohol  is  it  held  that  petrol  must 
ultimately  be  beaten.  The  others  must 
necessarily  be  regarded  as  palliatives,  not 
as  a  main  supply,  and  as  such  they  are 
doing  good  work  in  keeping  down  the 
prices  of  petrol.  Investigation  is  in  prog- 
ress in  Britain  with  respect  to  alcohol, 
and  the  French  Government  have  offered 
valuable  prizes  for  the  discovery  of  a  suc- 
cessful paraffni  carbureter.  Such  a  bit 
of  mechanism  can  scarcely  be  character- 
ized as  a  carbureter  in  the  accepted  sense 
of  the  word.  .As  generally  understood,  a 
carbureter  is  a  device  which  regulates 
the  proportions  of  petrol  spray  and  air 
drawn  into  the  engine  cylinder  by  the  suc- 
tion stroke  of  the  piston.  In  the  case  of 
the  Hellcni  and  Bregeras  machine  the 
paraffin  or  other  heavy  mineral  distillate 
is  pumped  into  the  combustion  chamber 
and  the  suction  stroke  draws  in  a  pre- 
determined (|nantity  of  pure  air.  Tliat  in 
passing  only,  these  paragraphs  being  more 
particularly  concerned  with  the  employ- 
ment of  alcohol  as  fuel.  One  of  the 
strongest  reasons  why  there  is  distrust  re- 
garding the  use  of  alcohol  as  fuel  is  the 
fact  that  in  lioth  France  and  Germany — 
where  agrarian  interests  are  very  power- 
ful —  attempts  to  employ  alcohol  as  fuel 
have  been  unsucessful.  Potatoes  in  Ger- 
many and  beet  in  France  are  largely  em- 
ployed for  alcohol  production,  and  in  Ber- 
lin coercion  of  a  kind  was  used  to  co^mpcl 
the  employment  of  alcohol  as  fuel  in  taxi- 
cab  engines,  yet  it  failed,  and  mineral 
spirit  reigns  sii[)reme  there  as  elsewhere. 
Dr.  Ormandy,  the  high  priest  of  the  al- 
cohol cult,  endeavors  to  explain  away 
the  unfortunate  argument  involved  in  that 
failure,  but  it  cannot  be  said  that  his  ar- 
guments are  a?  powerful  as  usual.  .Alcohol 
is  not  used  as  fuel  simply  because  it  is 
dearer  and  irore  troublesome  than  petrol 
even  at  its  present  price. 


Getting  on  in  Life, 

We  have  recently  come  in  touch  with 
numerous  college  graduates  who  are  look- 
ing to  the  railway  field  for  a  sphere  on 
which  their  life  labors  may  be  hopefully 
devoted.  The  college  atmosjihere  may  be 
to  blame  for  the  prevailing  sentiment 
among  the  graduates  that  they  must  be 
able  to  push  forward  without  the  slow 
labor  involved  in  acquiring  skill  and 
knowledge. 

We  have  all  passed  through  periods  of 
amliitious  aspirations  to  get  ahead  with- 
(.ut  waiting  the  slow  dull  process  of  ac- 
quirement. We  outline  what  we  would 
like  to  be  or  to  do  and  rest  ruminating 
upon  the  goal  of  our  journey,  instead  of 
taking  the  necessary  actual  steps  towards 
it. 

^'et  taking  that  first  step  is  all  that  we 
have  to  do  iiou';  the  steps  following  we 
do  not  have  to  take  till  then.  If  one  has 
to  walk  a  mile  or  less,  he  does  not  sit 
eternally  and  think  of  what  will  occur 
at  the  end  of  his  journey  or  anywhere 
along  the  way;  he  just  sets  out  to  walk. 
He  does  something  now  which  might 
seem  infinitesimal  compared  to  his  dis- 
tance to  be  covered :  he  takes  the  first 
step.  That  is  all  he  has  to  do ;  it  is  all  he 
can  do.  now.  That  step  taken— but  not 
till  then— comes  the  next  step,  and  the 
next,  and  so  on.  The  "left,  right,  left 
right"  business  is  what  brings  him  to  his 
goal,  and  nothing  else  in  the  world  will 
do  it. 

So  in  any  journey,  or  pursuit,  or  ambi- 
tion. Why.  it  is  a  fact  that  the  very 
word  "ambition''  means  a  going!  The 
next  thing  is  all  that  we  have  to  do.  We 
can  always  find  and  take  the  very  next 
step,  though  it  may  be  a  short  one.  Per- 
haps it  is  tightening  a  bolt,  perhaps  it  is 
writing  a  letter,  perhaps  it  is  getting  up 
in  the  morning  with  the  alarm-clock  in- 
stead of  a  couple  of  laps  behind.  Taking 
the  next  step  i.s  concentration :  it  starts 
things :  it  .gives  momentinn  :  it  ojicns  the 
way.  First  thing  one  knows,  one  has  ar- 
rived I 

Four  Good  Habits. 
There  are  four  good  habits — punctual- 
ity, accuracy,  steadiness  and  despatch. 
Without  the  first  of  these  time  is  wasted: 
without  the  second  mistakes  the  most 
hurtful  to  our  own  credit  and  interest, 
and  that  of  others,  may  be  conmiitted : 
without  the  third  nothing  can  be  well 
done :  and  without  the  fourth  opportun- 
ities of  great  advantage  are  lost,  which 
it  is  impossible  to  recall. 


Business. 

Business  is  dull,  but  not  so  hopelessly 
dull.  So  let  howlers  howl,  and  the  growl- 
ers growl,  and  the  prowlers  prowl,  and 
the  gee-gaws  go  it.  For  behind  the  night 
there  is  plenty  of  light,  and  things  are  air 
right,   and   we  know   it. 
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Switchers  for  the   Lehigh  and   New   England   Railroad  and 
the  Central  Railroad  of  New  Jersey 


It  will  be  readily  observed  that  tlie 
greater  part  of  the  regular  switching  work 
in  American  railway  yards  and  terminals 
is  performed  by  six-coupled  locomotives. 
Such  engines,  with  short  wheel-bases  and 
the  entire  weight  available  for  adhesion. 
are  well  fitted  for  railway  yard  work,  and 
can  be  built  of  sufficient  capacity  to  handle 
heavy  tonnage.  For  the  heaviest  class  of 
work,  however,  such  as  occurs  in  hump 
yards,  or  wliere  the  switching  engines 
must  handle  the  full  trains  brouglit  in  by 
the  road  engines,  it  is  sometimes  found 
to  be  necessary  to  have  engines  equipped 
with  more  than  three  pairs  of  driving 
wliecls,  and  in  such  cases  frequently  eiglit- 
coupled,  and  even  ten-coupled  locomotives 
are  l]eing  employed. 

The    accompanying    ilhistratiiins    repre- 


wliicli  i>  Incated  over  the  middle  ol  llie 
liuiler  barrel.  Tliis  arrangement  allows 
a  door  of  full  height  to  be  placed  in  the 
back  of  the  cab,  and  facilitates  access  to 
the  firing  deck. 

The  steam  distribution  is  controlled  by 
balanced  slide  valves,  and  tliese  are  driven 
by  W'alschaerts  valve  gear,  and  the  valves 
are  set  with  a  lead  of  3/16  of  an  inch. 
I  he  reverse  shaft  is  placed  under 
the  cal),  and  the  reverse  lever  is  ahead 
of  it;  the  two  being  connected  by  a  short 
reach  rod.  The  equipment  of  this  loco- 
motive includes  flange  oilers  for  the  trmit 
and  back  driving  wheels. 

Tlie  type  of  locomotive  for  the  Cen- 
tral Railroad  of  Xew  Jersey  is  larger  than 
those  f<ir  the  Lehigh  and  New  England, 
although  similar  to  them  in  many  respects. 
This  type  of  locomotive  e.xerts  a  tractive 


ma\  be  mentioned  the  main  and  side  rods 
which  arc  of  forged  vanadium  steel. 

The  tenders  supplied  with  these  loco- 
motives are  to  be  transferred  to  passen- 
ger engines,  and  are  equipped  with  pneu- 
matically operated  water-scoops.  The 
tender  frames  are  of  cast  steel. 

The  following  are  the  principal  dimen- 
sions of  both  of  these  types  of  locomotives. 

LEHIGH     .\ND    XKW    EN'GI,.\ND     SWITCHERS. 

Gauge — 4-  ft.  S^j  ins. ;  c>linders,  22  ins. 
by  28  ins. ;  valves,  balanced  slide. 

Boiler — Wootten  straiglit ;  diameter,  74 
ins.;  thickness  of  sheets,  13/16  ins.;  work- 
ing pressure,  200  lbs. ;  fuel,  buckwheat  and 
soft  coal  mi.xed ;  staying,  radial. 

Firebox — Material,  steel;  length,  126!^ 
ins.:  width,  108!/4  ins.;  depth,  front,  61->4 
ins.;    depth,    back,    55    ins.;    thickness    of 


sent  two  designs  of  light-coupled  switch- 
ing I'icomotives,  which  have  been  recently 
built  by  the  llalduin  Locomotive  Wnrks. 
These  engines  are  both  in  service  on  rail- 
roacK  using  b.ard  coal,  and  are  lilted  uilli 
boil'Ts  iji  tile  mndilied  WiiMtteii  type.  In 
both   cases,  als'.j.   s.aturated   steam   is   Used. 

The  locomoti\e  ior  the  I.ehigli  and  .\'ew 
England  is  one  "f  three  which  are  de- 
signed to  traverse  20  deijree  curve-.,  and 
exert  a  tractive  force  ..f  4(.,2(TO  \\».  I  he 
ratio  ..I  adhcsi'.n  is  AM},  so  that,  with 
reas.inable  care,  the  full  tractive  force  can 
be  exerted  without  slipping. 

The  boiler  useil  in  this  design  is  of 
the  ^traight  top  type,  and  the  firebox  has 
a  straight  tube-sheet;  no  combustion 
chamber  being  used.  The  grate  is  of  the 
rocking  tyfie.  and  the  fuel  is  a  mixture 
of  bituminous  coal  and  buckwheat  anthra- 
cite. This  is  supplieil  through  two  lo- 
inch  doors.  The  dome  is  pl.icecl  just 
ahead  of  ilie  :irebox.  but  l)ack  of  the  cab 


foree  of  52.400  pounds,  and  with  2,i.()m 
pounds  on  driving  wheels  the  ratio  r.l 
.adhesion  is  4.3S,  or  practically  the  same 
.IS  that  of  the  Lehigh  and  Xew  l-'iiKland 
type  of  engine.  There  are  five  of  these 
locomotives  Iniilt  to  drawings  and  specifi- 
cations furnished  liy  the  railroad  coiiipan>. 

The  boiler  has  a  conical  connection  at 
ihe  rear  end  of  the  barrel,  and  the  fire- 
box is  built  with  a  short  combustion 
ehamber,  or  D-lie.id.  Flexible  bolls  are 
liberally  used  in  the  water  spaces,  ami  the 
front  end  of  the  crown  is  supported  by 
three  rows  of  this  type  of  stay.  The  grate 
is  composed  of  rocking-bars  and  water 
tubes,  and  fine  anthracite  is  used  for  fuel. 

The  steam  distribution  in  these  loco- 
iiKitives  is  Controlled  liy  13-iiuh  pistini 
valves,  which  .ari-  driven  by  W'alschaerts 
valve  motion,  and  are  set  with  a  lead  of 
I  T6  of  an  inch.  This  is  considerably  less 
than  would  be  used  in  a  road  engine. 
.\iiioni;    the    iletails    ,)f    the    druiu'.;     ge.ir 


Iders. 


sheets,  sides,  's  in.;  liack.  's  in.;  crown, 
',s   111.  ;   tube.   '  j   ill. 

Water  space — h'roiu,  5  ins.;  sides,  A'/z 
ins. ;  back,  A'/i  ins. 

Tubes — Material,  steel ;  thickness,  Xo. 
12  W.  G  :  niimber.  M3  :  diameter,  2  ins.; 
leiielli,   14  ft.  0  ins. 

Heating  surface -Firebox.  220  sc|.  ft.; 
lubes.  2.513  sq.  ft.;  total.  2.7i3  .sq.  ft.; 
grate  area,  95  sq.  ft. 

Driving  wheels — Diameter,  outside,  50 
ins. ;  diameter,  center.  44  ins. ;  journals, 
10  ins.  by  12  ins. 

Wheel  base — Driving,  14  ft.  3  ins.  ;  rigid. 
14  ft.  3  ins.;  total  engine,  14  ft.  3  ins.;  to- 
tal engine  and  teniler.  49  ft.  8  ins. 

Weii;hl-()n  driving  wheels,  201,300 
lbs.;  total  engine.  20I..100  lbs.;  total  en- 
gine and  len.ler.  ab..ut.  360.000  lbs. 

Tender — Wheels,  number.  S;  diameter, 
33  ins.;  journals.  S'-j  ins.  by  10  ins.;  tank 
capacity.  8,000  .gals.;  fuel,  14  tons;  serv- 
ice,   switching. 
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SWITCHERS    FOR    THE    CENTRAL    RAILROAD    OF 
NEW    JERSEY. 

Gauge— 4  ft.  8^-  ins. ;  cylinders,  24  ins. 
by  30  ins. ;  valves,  piston,  13  ins.  diam. 

Boiler — Type,  conical  connection;  diam- 
eter, 78  ins. ;  thickness  of  sheets,  ^  in. 
and  13/16  in. ;  working  pressure,  200  lbs. ; 
fuel,  fine  anthracite:   staying,  radial. 

Firebox— Material,  steel;  length,  122 
ins. ;  width,  108^4  ins. ;  depth,  front,  6SJ4 
ins. ;  depth,  back,  SS  ins. ;  thickness  of 
sheets,  sides,  M  in. ;  back,  ^  in. ;  crown, 
%  in. ;  tube,  %  in. 

Water  space — Front,  4  ins. ;  sides,  4 
ins. ;  back,  4  ins. 

Tubes — Material,  iron;  thickness.  Xo. 
11,  VV.  G. ;  number,  401;  diameter,  2  ins.; 
length,  15  ft. 

Heating  surface — Firebo.v.  202  sq.  ft. ; 
combustion  chamber,  18  sq.  ft.;  tubes,  3.- 
132  sq.  ft.;  total.  3,352  .sq.  ft.;  grate  area, 
91.6  sq.  ft. 

Driving    wheels — Diameter,    out.sidc,    56 


deienilant  was  rendered,  under  the  in- 
slruction  of  the  Court,  on  the  ground  of 
llie  invalidity  of  the  patent  sued  on. 

This  suit  is  of  importance  to  railroad 
tc  mpanies  generally,  as  it  was  an  attempt 
to  cover  the  well-known  attachment  of 
the  firebox  to  the  frames  through  the 
mud-ring  instead  of  through  the  side 
sheets,  and  if  it  had  been  decided  adverse- 
ly to  tile  Baltimore  &  Ohio  Railroad, 
other  of  the  numerous  roads  using  this 
arrangement  would  doubtless  have  been 
attacked.  It  was,  however,  shown  that 
such  constructions  had  been  known  and  in 
use  since  1862.  and  the  precise  arrange- 
ment of  the  Tate  patent  was  shown  in 
the  Sharp  Briti.sh  Patent  No.  3558  of. 
1879. 

Messrs.  J.  1..  Levy  and  ().  E.  ICd wards, 
Jr..  of  New  N'ork,  ar.aucd  the  case  for 
the  plaintiff,  .ind  Messrs.  W.  .A.  Redding 
raid  J.  Sn.,u(K'n  liell.  ..t  Xew  York,  f.r 
tl-e  (kfendant. 


because  I  have  not  fully  recovered  from 
the  excitement  caused  by  witnessing  the 
facts  of  the  previous  day  that  made  me 
think  fireinan  No.  2  was  indifferent.  He 
put  in  lots  of  time  at  the  station  before 
leaving  smashing  little  chunks  of  coal  that 
were  already  smaller  than  the  firebox 
door.  Two  minutes  to  leaving  time  and 
no  black  smoke !  I  got  my  delay  blank 
out,  filled  in  date  and  signed  all  ready 
to  hand  in  at  terminal  with  time  lost  and 
cause — no  steam. 

"But  we  are  off  through  the  city,  no 
smoke;  out  into  the  open  country;  fire- 
man acts  as  if  he  did  not  realize  that  we 
were  running  fast,  and  that  I  was  pound- 
ing her.  Occasionally  two.  more  often 
one  shovel  of  coal  passed  quietly  through 
the  fi;rnace  door.  No  smoke  yet,  and 
(he  .gauge  pointed  steady  at  the  190  figure. 
I'urnace  door  ajar,  fireman  watching  a 
dangerous  crossing  half  a  mile  ahead. 
Xo   smol-e.      1   look   at   steam    gauge,   and 


C.    E.    Chamlii- 
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uitcndent  of  Motive  Power. 


ins. ;  diameter,  center,  48  ins. :  journals, 
main,  11  ins.  by  12  ins.;  journals,  others. 
10  ins.  by  12  ins. 

Wheel  base— Driving,  15  ft.  3  ins.;  rigid, 
15  ft.  3  ins.;  total  engine.  15  ft.  3  ins.; 
total   engine  and   tender.  49  ft.   10!/^    ins. 

Weight— On  driving  wheels,  230.000 
lbs.;  total  engine,  230,000  lbs.;  total  en- 
gine and  tender,  about  375,000  lljs. 

Tender — Wheels,  number.  8;  diameter, 
36  ins. ;  journals,  5'  j  ins.  I)y  10  ins. ;  tank 
capacity,  7.500  gals.:  fuel  capacity.  12 
tons;  service,  switching. 


Decision  in   Patent  Suit. 

The  suit  of  John  11.  Tate  vs.  the  Bal- 
timore anrl  Ohio  Railroad  Co..  which  was 
brought  for  alleged  infringement  of  the 
Tate  Patent  No.  643,560.  dated  February 
13.  1900,  for  a  firebox  expansion  pad,  was 
tried  before  Judge  Rose  and  a  jury  in  the 
United  States  District  Court,  Baltimore. 
Md..   on   .\pril  20.  and  a  verdict   for  the 


Smoke-Makers  and   Others. 

A  locomotive  engineer  now  holding  a 
good  position  as  mad  foreman  of  engines 
on  one  of  our  tniiik  lines,  once  wrote  to 
tlie  editor  of  this  paper:  "I  have  had 
some  experience  lately  of  the  methods  fol- 
lowed by  different  liremen.  that  1  think 
notes  of  two  trips  would  be  both  interest- 
ing   and    instructive. 

"The  lirsl  man  cimmcnces  his  work  in 
starting  out  as  if  his  father  owned  (he 
mine  that  supplies  the  coal  without  seem- 
ing to  reason  how  or  why.  Burn  as  much 
coal  as  possible  was  the  idea  that  seemed 
to  regulate  his  lal)or.  With  the  wind  be- 
hind, in  one  hour  and  fifty  minutes  he 
passed  from  the  tender  into  the  firebox 
more  than  8,000  pounds  of  coal.  The 
en.gine  did  not  steam  well  because  the 
fireman  was  too  busy  making  smoke. 

"The  following  da>  I  made  the  same 
run  with  the  same  engine  and  train,  and 
about  the  same  weather  conditions,  but 
with  a  different  fireman     I  suppose  it  was 


be  appears  to  have  the  pointer  nailed  to 
190.  1  feel  the  injector  feed  pipe  by  the 
gai'ge  corks.  He  notices  my  embarrass- 
ment and  blows  out  the  water  glass.  His 
movements  directed  by  his  brain  are  ad- 
justed to  circumstances.  Terminal  on 
lime.  Coal  consumed  aboiU  4..^00  pounds. 
Saving  of  coal  3.500  pounds. 

".My  conclusion,  based  on  llie  two  last 
runs,  is  that  the  employment  of  first-class 
firemen  is  the  most  profitaMe  enterprise 
a  railroad  company  can  undertake.  The 
introduction  of  road  foremen  of  engines 
on  that  road  proved  disastrous  to  the 
No.  1  fireman.  He  would  not  change 
his  methods." 


Graphite. 

The  National  Graphite  Lubricator  Com- 
pany, Scranton,  Pa.,  have  appointed  Flint 
&  Chester.  New  York,  as  the  Company's 
selling  agents  for  the  East,  including  the 
railroads  north  and  cast  of  Buffalo  and 
Baltimore. 


K\l^\\\^    wn  i.ocomotix  i-:  i-vcix'i-KRiNr; 


Air  Brake  Department 


Air  Brake  Convention. 

The  21st  annual  ciinvi-iitimi  nl'  tlu-  Air 
I'.rakc  Associaticin  at  I'etrcii.  Miili.,  was 
addrcssod  by  Mr.  \V.  A.  Carrrtt.  iliitf 
executive  of  the  I'ere  Maniuette  Kail- 
road  oil  the  general  siilijeol  of  railroad 
nianasemenl. 

Inasnnich  as  the  air  hrake  man  is  sel- 
dom, if  ever,  taken  itito  the  contideiu'e  . 
ol  the  railroad  management,  his  remarks 
were  of  particular  interest,  especially 
those  relating  to  railroad  frei.udit  rate 
legislation. 

The  air  hrake  <lepartment  of  a  prac- 
tical mechanical  jmhlication  is  not  un- 
duly interested  in  political  matters,  lint 
ai  the  present  time  the  maintenance  of 
air  brake  efficiency  is  seriuusly  hampered 
by  adverse  railroad  legislation,  ami  t^^ 
such  an  extent  that  railroad  associainins 
are  compelled   to  take  note  of   it. 

We  are  compelled  tn  admit  that  public 
sentiment  is  funned  Largely  b\  newspaper 
leporters,  to  whom  the  science  of  rail 
road  operation  is  ,in  lud^miwii  (pianlit\. 
and  as  this  sentiment  is  sensed  b>  the 
l.eople's  representative,  his  plans  for  re- 
election are  guided  thereb.\.  hence  it  is 
lint  logical  to  conclude  that  relMrm  in 
railroad  legislati'iu  must  begin  with  the 
public,  and  that  newspaper  rejiorters 
should  be  in  possessinn  of  some  of  the 
facts  ami  statistics  that  are  presented 
before  the  railroad  associations,  before 
airing  their  opinions  through  the  colnnms 
of    the    daily    jiapers. 

Mr.  (iarrelt  made  no  reference  wh.it 
e\er  to  the  press.  btU  rather  explained 
the  attitude  rif  the  railroad  tnuard.  am! 
its  dependence  upnu,  public  su|iport.  lie 
stated  t'.iat  r.iilroad  maiuigeiuent  has 
iii.w  resohed  itself  iiUo  sucli  a  simple 
proposition  that  an\one  can  manage  a 
railri>ad.  and  that  but  very  few  people 
besitate  tn  tell   bow   easil.\    it   cm   b<-  done. 

Instead  "f  .a  summing  u]i  of  the  rail- 
load  sitii.ition  in  gener.il.  those  reiuarks 
ivere  cciufuied  to  tlu'  I'ere  .Manptette  sys- 
tem, ami  other  lines  were  mention(<l  only 
for  the  |<urpose  of  c'jmparison.  .Mr. 
(larrett  has  thoroughly  aiialy/erl  the  sit- 
uation, and  explained  very  clearly  why 
the  I'ere  M.aripiette  has  f.iiled  to  ]iay 
dividends.  .Xccording  t<.  the  st.itistics 
presenterl  the  road  is  compelb'd  to  accept 
6  mills  per  ton  tiule  ii>r  hatding  freight, 
and  that  the  earning  capacity  of  each 
eni|ibiyee  :iverag<'d  about  .S  cents  per 
(lay  under  jiresent  conditions.  Ibis  per- 
formance was  compared  with  llu'  I'enn- 
sylvania  Railroad  ;is  to  the  amount  of 
traffic  in  both  freight  .and  passenger 
service,     and     to     [lopnlation    \irr    square 


mile  lU'  territ<iry  in  whicli  both  roads 
operate. 

With  reference  to  scientilic  manage- 
luenl,  an  instance  was  cited  in  wliicli  it 
c.pst  the  I'ere  Marquette  $,M).(IUO  to  pre- 
l^are  and  ]iriin  freight  tariffs,  and  when 
completed  were  ordered  sus|)ended.  but 
at  the  same  time  the  hgislators  were 
advising    scientibc    manage'iieiit 

We  c|o  ni>t  care  to  make  an\  conuuent 
upon  .Mr,  (iarretl's  remark^,  but  tlie> 
are  entitled  to  as  much  Ci  ■iisider.itiou  as 
those  of  any  etbciency  expi-rts  who  tell 
the  iHiblic  how  much  nioiie}  they  could 
■•avi'  for  the  railro,-ids  per  anmim  through 
scienlilic    mana'-iement. 


■|[|K    ( MioosK     \ii<    {;.\(;k    .\mi    roMit  ct.  k  s 

V.M.VK. 

The  llrst  piper  on  teclinic:d  snliiects 
was:  "Tile  Caboose  Air  (,age  and  Cou- 
•■urtor's  \alve,"  by  .Mr.  .Mark  I'urcell. 
I  lii>  p.iper  dweU  U|)on  the  i  iiportance 
of  \h.:  Ci.iidii.  tor's  valve,  and  particu- 
larly tie  air  gige  <n  caboose  cars,  out- 
l.iiing  the  C(.rrect  'methods  to  be  em- 
ployed in  the  installation  and  maiii- 
li  nance-  ot  the  same.  I  he  re.iiiing  .nid 
■-ubsiquer.t  discussion  brought  out  the 
fact  that  the  gages  ;ind  conductors 
\al\es  have  now  become  .a  necessity  to 
insure  the  niaxiinuiii  possible  degree  of 
sifety  under  tile  various  conditions 
that    i-nter    into    freight    train    operation. 

(Jmle  a  number  of  the  members  cited 
numerous  instances  in  which  the  obser- 
vation ol  the  caboose  gage  prevented 
wrecks,  deraihr.ents  and  runaways,  and 
luenlioned  other  instances  in  which 
wrecks.    acconi]i.inied    by    loss    of    life,    oc- 


curred, which  could  htive  been  prevented 
bad  the  cabocise  ccjutained  a  gage,  and 
iiiihcated  to  the  train  crew  the  depletion 
of  lU'essure   in   the  brake  pipe. 

A  new  feature  in  the  way  of  a  inanu- 
facturers'  ex|iloitatioii  meeting  was  ar- 
rangeil  in  tlu  convention  hall  wherein 
the  exhibitors  were  encouraged  to  ex- 
plain the  ad\anta.ges  to  be  derived  from 
ibe    use   of   their   jiroditcts. 

In  this  connection  a  new  form  of  air 
liose  coupling  was  introduced  for  the 
purpose  of  eliminating  the  angle  cocks 
from  brake  pipes.  This  forin  of  coupling 
amomaticall>  closes  itself  when  hose 
are  uncoupled  by  band,  and  lirake  pipe 
ninains  open  wdien  hose  are  pulled  apart 
.,s  ill  the  case  of  break-in-two  of  train. 
Ur.ik'-  pipe  opening  can  be  closed  man- 
uall\  when  iliscoiiilecteil.  but  cannot  be 
lecoiipled  without  o|ieniiig  the  brake 
pi]ie  passage,  and  absolutely  cannot  he 
closed  while  hose  are  united.  The  use 
of  this  hose  coupling  is  designed  to 
eiiminate  the  liability  of  the  closed  angle 
cock    in    air   brake   ojicraticui. 

.\  new  form  of  air  pump  metallic 
piston  ro<l  packing,  known  as  the  "I'lii- 
\ersal  Flexible"  type,  was  shown,  which 
at  a  tirst  impression  ap|iears  to  be  the 
most  iiractical  form  of  metallic  packing 
tor   air   pump   piston   rods  yet    introduced. 

.\t  the  commencement  of  the  second 
day's  session,  the  association  oliicially 
noted  the  passing  awa\  of  the  inventor 
■  ■i  the  air  brake,  and  a  sincere  and  sim- 
ply worded  resolution  expressing  regret 
and  assurance  of  sympatbv'  of  the  entire 
body  was  conveyed  to  Mrs  ( '.eorge  West- 
mgbouse,  and  Mr  I  , eorge  Westiiighouse, 
son  of  .America's,  if  not  the  world's, 
gieatest    benefactor. 

ri.\si-   Ts  ri-    or    rorxuATiox    hk.\ki;    la.vR. 

.\s  the  regular  order  of  business  was 
r.suine.l,  Mr.  T.  I,.  I'.iirl.iu  w.is  calle.l 
upon  to  piesiait  a  paper  on  the  subiect  of 
"f'l.i^p  T\pe  of  l-'oundation  Urake  (icar." 
at  which  time  .Mr.  Burton  stated  that, 
owing  to  a  misunderstanding  upon  his 
part  no  paper  had  been  prepared.  He. 
liowe\er.  demonstrated  tli.it  be  could 
prepare  and  jireseiit  a  technical  paper 
upon    tile    -pur    rif    the    moment. 

His  e.xtensi\e  knowledge  cpf  the  sub- 
ject, and  experience  in  dealing  with  the 
foimdation  hrake  gear  ]iioblem  enabled 
him  to  handle  the  subject  from  memory, 
and  with  as  well  chosen  sentences  as 
could  be  desired  in  any  jirepared  paper, 
.''ilr.  I'.urton  places  particular  einphasis 
upi'ii  the  design  and  installation  of  the 
clasp    type    of    brake    gear    for    passenger 
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cars,  pointing  out  that  the  mere  applica- 
tion of  two  shoes  per  wheel  does  not  in- 
sure the  improvements  sought  in  founda- 
tion   hrake   gear    efficiency. 

It  is  shown  that  there  is  a  possibility 
of  such  an  incorrect  design  of  clasp 
brake  rigging  as  will  render  it  inferior 
to  the  standard  one-shoe  per  wheel  rig- 
ging. The  correctly  designed  clasp  brake 
rigging  is  a  decided  and  necessary  im- 
provement, which  we  will  bring  to  the 
attention  of  our  readers  in  a  future  issue. 

.\1R     Hose     F.Ml.URF.S. 

Mr.  T.  W.  Dow  presented  a  paiior 
containing  a  further  report  of  his  in- 
vestigations along  the  suljject  of  "Air 
Ifose  Failures."  The  method  of  mount- 
ing air  hose  by  machine  versus  by  hand 
received  due  consideration,  during  which 
time  it  became  apparent  to  the  listener 
that  air  hose  can  be  mounted,  one  end  at 
a  time.  by.  machinery,  without  injuring 
the  inner  lining  of  the  hose. 

Other  matters  pertaining  to  air  liosc 
and  hose  gaskets  were  discussed,  and  the 
use  of  the  gage  for  hose  gaskets  was 
strongly  advocated,  and  the  coupling 
groove  cleaning  tool  was  again  recom- 
mended. 

LECTURE    nv     MR.     W.    V.    TURNER. 

In  the  afterni»in  the  entertainnu-nt 
consisted  of  a  lecture  liy  Mr.  W.  \  . 
Turner,  wlio  was  at  his  best,  and  tlie 
memliers  of  the  .\ir  Brake  .\ssociatiiin 
who  were  fortunate  enough  to  be  at  the 
convention  heard  the  greatest  air  brake 
discourse  that  has  ever  been  delivered 
at  any  time  or  place. 

-Mr.  Turner  chose  for  his  subject  tlic 
development  of  brakes  for  passenger 
cars  from  the  plain  triple  valve  to  the 
electro-pneumatic  brake,  and  each  stage 
was  illustrated  with  lantern  slides.  The 
apparatus  used  was  prepared  expressly 
for  the  occasion  at  an  expenditure  of 
several  thousand  dollars,  and  the  mem- 
bers w'ere  unanimous  in  the  expression 
of  their  appreciation  of  the  efforts  of  the 
Westinghouse  .Mr  P>rake  Coiupany  to 
furnish  the  air  brake  information  they 
are   in   search   of. 

The  members  appreciate  the  fact  that 
Mr.  Turner  has  reached  a  position  in 
the  mechanical  world,  and  advanced  the 
air  brake  art  to  a  jioint  where  his  able 
assistant  engineers  can  be  relied  upon  to 
lian<lle  all  the  details  of  design  and 
manufacture,  but  during  convention  time 
he  chooses  to  lay  aside  all  business  no 
matter  how  urgent,  and  become  a  rail- 
road air  brake  man. 

On  this  occasion  Mr.  Turner  spoke 
very  rapidly,  and  concluded  in  a  little 
less  than  four  hours,  and  was  permitted 
to  do  so  principally  because  the  hotel 
management   insisted. 

Comparatively  speaking  this  w'as  fast 
work,  as  the  writer  recalls  instances  when, 
after  a  strenuous  day's  session,  the  dis- 
cussion was  continued  in  the  hotel  lobby 


until  2  a.  m..  and  in  one  instance  until 
4  a.  m.,  Iiefore  -Mr.  Turner  could  make 
his   escape. 

This  is  not  particularly  the  work  of 
air  brake  fanatics,  but  if  a  number  of 
men  arc  interested  in  air  brake  matters 
to  such  an  e.xtent  that  they  will  remain 
in  the  convention  hall  all  day.  and  sit 
up  all  night  for  the  purpose  of  obtaining 
the  information  they  are  seeking,  some 
good  results  are  sure  to  fiiUow. 

When  Mr.  Tinner's  lecture  is  in  print 
i;  will  be  cntilKd  :  "The  Electro-Pneu- 
niMir  Urake, '  and  bis  opening  remarks 
were    as    follows: 

"Such  a  subject  as  thai  which  is  to  be 
presented  to  you  can  obviously  be  di- 
vided and  subdivided  into  many  parts. 
I'dr  example,  we  might  divide  I'U  the 
question  as  to  wlietbcr  or  not  the  de- 
vices we  :'-re  to  c  insider  will  or  will  not 
perform  tile  linc;inim  attributed  to  them. 
This  yo:;r  speaker   will  not  consider,   for 


in  the  lirst  place  it  uo.d.l  be  an  insult  to 
>our  i:;tcll-gence  t"  deliate  it.  since  he 
believes  there  is  imt  a  man  here  but  who 
knows  enough  of  the  laws  of  physics  to, 
in  bis  own  mind  as  slide  after  slide  ap- 
pears, mentally  go  through  a  process  of 
the  resolution  of  liTces.  and  so  conclude 
ihat  the  device  musi  operate  or  a  miracle 
occur  to  prevent  it.  In  the  second  place 
the  devices  have  already  seen  so  much 
service  that  even  the  most  skeptical 
would  not  consider  :i  debate  possible. 

".\gain  we  mig)it  divide  the  matter  into 
two  parts  on  the  grr.nnd  of  necessity, 
some  of  us  holding  that  such  a  device, 
since  it  e.xists,  is  a  lucessity.  because  it 
gives  better  results  th.ui  any  other  de- 
vice, while  others  iiii;^ht  take  the  position 
that  it  is  not  a  necessity  since  up  to 
quite  recently  we  got  along  without  it. 
This  is  generally  the  position  taken  by 
those  who  oppose  progress,  and  ob- 
viously can  be  used  to  block  anything 
new,    and    if    the    words    and    actions    of 


those  opposing  a  new  thing  on  these 
grounds  had  been  followed  we  would 
still  exist  in  the  same  state  of  civilization 
as  did  .'VdaiTi,  and  would  still  be  digging 
roots  with  our  finger  nails  for  a  living. 
While  the  vagaries  of  the  human  mind 
are  given  considerable  latitude  by  our 
creator,  this  particular  one  is  under  the 
ban,  for  few  of  you  have  seen  an  op- 
poser  of  progress  obtain  any  particular 
advantages  in  life,  on  the  one  hand, 
while  the  difference  between  the  present 
slate  of  civilization  and  the  time  when 
Adam  started  the  struggle  between  the 
wise  an<l  the  foolish  is  evidence  that  gen- 
tlemen of  the  let-well-enough-alone  class 
have  had  but  little,  if  any,  influence. 
However,  like  the  insects  of  which  Glad- 
stone once  spoke,  they  are  annoying  at 
times,  but  do  little  real  harm,  .\nything 
is  necessary  that  puts  human  progress 
and  welfare  one  step  ahead. 

"On  the  other  hand,  even  though  some 
might  acctiit  the  stateinent  that  improve- 
ments were  not  necessary  because  of  hav- 
ing got  along  so  far  without  them,  yet 
:i  is  iucuinbent  upon  the  sponsor  of  this 
statement  to  show  that  conditions  are 
still  the  same  as  those  of  the  get-along 
]ieriod  of  which  he  is  speaking.  In  other 
words,  his  statement  really  begs  the 
i|nestion    and   means    nothing. 

".\gain,  we  might  divide  upon  the 
ciuestion  of  whether  the  acceptance  and 
use  of  all  the  new  functions  to  be  sI:own 
lo  you  are  desirable,  and  here  we  may 
properly  divide,  since  your  speaker  him- 
self believes  that  in  some  cases  all  of 
liiem    are    very    desirable   at    once,    while 

p  otl'.er  cases  some  may  be  desirable  of 
■i.corporation    at    once    and    others    not. 

vlso  that  it  may  even  be  that  the  old  is 
uood  enorgh  where  conditions  have  not 
materially  ch;in.ged  since  the  old  was 
lirst  employed.  Thus  in  the  last  analysis 
i'  comes  down  to  an  understanding  of  the 
apparatus,  what  it  is  for,  and  what  arc 
ihe  profits  in  safety  and  revenue  to  be 
derived  from  it,  and  it  is  this  that  those 
concerned  must  decide  for  themselves  fir 
leave  in  the  hands  of  c  mipetent  engi- 
neers to  do  it  for  them.  One  thing  sure 
is  that  ignorance  will  excuse  no  one, 
nor  will  it  t;ive  them  the  profits  to  be 
derived  from  the  use  of  these  devices: 
therefore,  lo  ignore  the  great  possibili- 
ties of  increasing  railroad  capacity,  which 
I  shall  present  to  you.  cannot  be  classed 
as  business  sense,  and  your  speaker  is 
encouraged  to  believe  you  agree  with 
lilm  from  the  fact  that  you  arc  here,  and 
that  you  now,  as  .generously  as  has  been 
the  case  for  many  years  past,  have  the 
saire  desire  to  encourage  him  and  assist 
him  in  bis  endeavor  to  serve  you  and 
those  whom  you  represent.  Vou  see. 
ihen,  that  the  question  resolves  itself 
into  how  much  of  the  device,  and  how- 
many  of  the  functions  you  can  use  for 
the  benefit  of  the  public,  and  conse- 
(juently  to  the  profit  of  the  road." 
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Mr.  Turner  then  proceeded  to  ex- 
plain the  object  of  each  feature  in  turn 
that  was  added  to  the  triple  valve  dur- 
ing its  development  into  the  universal 
valve,  pointing  out  each  shortcoming  ol 
the  triple  valve  in  modern  train  opera- 
tion and  liow  they  were  corrected  in 
the  design  of  the  '-built-up"  equipment. 
Now  we  hope  to  make  it  clear  that  this 
lecture  was  not  staged  lor  the  purpose 
„t  advertising  the  electro-pneumatic 
brake,  because  the  Westinghouse  com- 
pany employs  better  advertising 
nudiums  than  the  Xiv  Brake  Asso- 
ciation. 

There  is  no  doubt  that  it  sometimes 
appears  that  certain  association  papers 
and  articles  in  this  department  tend  to 
advertise  the  products  of  the  air  brake 
manufacturers,  but  such  intention  is 
tar  from  the  desire.  Our  chief  aim  i- 
to  secure  air  brake  information  that 
will  be  a  help  to  the  air  brake  in- 
>pcctors  and  repairmen  and  the  only 
way  reliable  information  can  be  ob- 
tained on  air  brake  matters  is  by  test. 

Air  brake  instruction  must  be  free 
from  opinions;  we  no  longer  care  what 
a  man  thinks  on  any  subject,  it  is  what 
he  knows  from  actual  demonstrations 
that  is  of  practical  value. 

Mr.  Turner  made  it  clear  that  this 
brake  was  designed  expressly  for  the 
IV-nnsvlvania  railroad  and  upon  their  de- 
mand that  certain  features  of  triple  valve 
operation  be  improved  upon  and  others 
eliminated,  and  contrary  to  expecta- 
tions 80  per  cent,  of  the  improvements 
in  the  universal  valve  are  upon  the 
service  brake  operation,  w^hile  so  much 
reference  to  emergency  stopping  dis- 
tances lead  to  the  impression  that  this 
was  in  the  main  the  only  consideration. 

Further  than  this  the  brake  is  not 
lidw  recommended  for  general  pas- 
senger service  on  the  ground  that  it 
cannot  become  a  necessity  until  the 
possibilities  of  present  brake  enuip- 
nients  have  been  exhausted,  which  will 
not  be  as  long  as  brake  rigging  effi- 
ciency in  some  cases  as  low  as  60  per 
cent,  of  the  assumed  total,  lie  further 
pointed  out  the  folly  of  attempting  to 
utilize  the  imprMved  hiyh  prosure 
features  in  connection  with  ;iii  ordinary 
.,r  inefTicient  brake  risging,  as  such 
rigging  would  be  torn  oul  from  under 
the  car.  Mr.  Turner  cncludcd  by  ^ay- 
ins: 

"I  sincerely  hope  that  my  anticii)a- 
ti..iis  have  been  fulfilled  and  that  this 
nuili.Ki  of  treating  the  subject  has  been 
both  interesting  and  profitable.  At 
iirst  it  might  appear  that  my  only  pur- 
p..-i-  has  been  to  explain  the  fuiietioiis 
iK>ssessed  by  the  universal  valve,  but 
a-  a  matter  of  fact  such  is  not  the  case. 

"My  real  inirpose  has  been  to  present 
t"  vmu.  as  clearly  and  as  forcibly  as  T 
miglit.  the  jiresent  state  of  the  art  of 
pa-sriiger  train   braking,  for  this  paper 


covers,  tliough  somewhat  brielly,  it  is  true, 
practically  everything  that  is  known 
about  air  actuated  mechanisms  for  pas- 
senger services  brakes.  A  person  thor- 
oughly conversant  with  tlie  principles 
and  functions  expressed  lierein  can  be 
truthfully  said  to  know  practically 
everything  tliat  lias  been  learned  by 
experiments  and  trial  of  the  oi)eration 
111"  air  actuated  brake  mechanisms. 

"It  is  not  within  my  province  to  ex- 
liatiate  here  upon  the  merits  and  ad- 
\antages  of  the  universal  valve  and 
when  the  question  of  complexity  of 
universal  \alve  inechanisin  arise>.  it  is 
ob\icius  that  tile  i>pi-raticiii  is  in  im  wise 
more  complicated  than  that  I'f  tlit 
triple  valve,  as  in  either  case  the  ap- 
plication and  release  is  controlled  by  a 
differential  in  pressure  created  nii  the 
sides  of  a  single  piston." 

.At     the    cipening    of    the    tliird     day'- 


;ession  tMe  pa])er  on  lou  i  cr  v  rni. 
Klhciency  ..1  Air  llrakes."  hy  Mr,  Vmh 
I'.ergeii,  was  read  by  Mr.  J.  A.  Barry. 
'I'he  i>aper  is  an  unusually  shnrt  "iir 
and  to  the  iiuint,  expressing  the  opinion 
tliat  100  per  cent,  efficiency  can  never 
lie  (.lit.niucl.  The  discussion  following 
de\eloi)s  what  is  meant  by  100  per  cent. 
elViciency,  Avliich  Mr.  Vnn  Bergen 
seems  to  have  mistaken  for  the  ex 
pressidii  perfect.  It  wmild  be  ciMitrar\ 
tc  the  law  n{  transformation  of  energy 
to  ixpect  any  macliine  to  actually  he 
100  iK-r  cent,  efficient,  but  the  rcali/a- 
tion  of  90  per  cent,  braking  power  in 
IKis-senger  service  or  70  per  cent,  in 
freight,  combined  with  an  equipment 
maintained  according  to  recommended 
practice,  may  be  considered  100  ]ier 
cent  efficient.  Tlie  discussion.  Imwever. 
shifted  to  the  consideration  of  brakes 
100  per  cent,  operative  and  means  for 
altaining  tliis  end  were  considered,  and 
scMral    nuinlier^    stated    that    lluir    in- 


structions were  to  have  brakes  on 
freight  trains  100  per  cent  operative 
leaving  terminals.  This  naturally  led 
to  recommendations  for  means  where- 
by this  condition  may  be  maintained. 
The  matter  will  again  be  brought  to 
the  attention  of  the  association  at  the 
next  convention. 

"The  Electro-Pneumatic  Signal  Sys- 
tem for  Passenger  Trains,"  by  L.  N. 
.\riiistroiig.  was  read,  discussed  and  ac- 
ceiited.  It  is  well  known  that  the 
standard  pneumatic  signal  equipment 
when  operated  on  trains  of  from  12  to  ]S 
cars  is  not  absolutely  reliable  under  all 
conditions,  in  fact,  it  was  never  intended 
r.r  devised  to  operate  on  trains  of  such 
length,  consequently  the  requirements  for 
a  signal  have  long  exceeded  the  capacity 
of  the  present  system. 

The  electro-pneumatic  signal  was  de- 
veloped for  electric  service  some  years 
ago.  and  several  systems  were  de- 
scribed  by   Mr.   .Armstrong. 

.As  electric  current  is  now  available 
on  the  maji>rity  of  the  long  passenger 
trains  in  steam  road  service  the  electric 
systems  are  available. 

The  electric  systems  are  simple  and 
absolutely  reliable  and  one  type  was 
in  use  for  several  months  on  the  Penn- 
sylvania railroad  test  train  at  Absecon. 
N.  J.,  in  1913  and  was  found  to  be  en- 
tirely ^atisfactory.  Mr.  Armstrong 
urged  the  association  to  investigate  the 
merits  and  fix  upon  the  most  desirable 
type  for  steam  road  trains  and  recom- 
mend it  for  use  before  a  variety  of 
•ystems  find  their  way  into  use.  The 
systems,  whether  installed  with  low 
voltage  battery  current  or  high  voltage 
line  current,  is  instantaneous  in  its  ac- 
tion, absolutely  reliable  and  can  be  de- 
pended upon  to  transmit  signals  cor- 
rectly and  distinctly,  eliminating  en- 
tirely the  elapsed  time  between  the 
pulling  of  the  cord  and  the  signal 
reaching  the  engineer,  no  matter  how 
fast  the  cord  is  pulled  or  how  short  an 
interval  is  allowed  between  blasts,  it 
is  absolutely  free  from  false  signals, 
and  very  economical  to  maintain,  hav- 
ing no  rubber  diaphragms  or  hose  con- 
necliims  to  deteriorate,  or  any  parts  re- 
quiring expert  repairmen  for  didicate, 
adjuslments. 

The  last  paper  on  the  list  is  entitled 
"Modern  Train  Building,"  in  whicli  the 
author,  Mr.  G.  W.  Nolan,  comments 
n|)on  the  imjiortance  oi  an  improve- 
ment over  the  general  practice  em- 
ployed in  the  make-up  of  present  day 
freight  trains,  lie  has  made  quite  a 
number  of  experiments  to  determine  a 
desiralile  and  convenient  method  in 
making  up  mixed  trains  of  loads  and 
empties  and  wdiile  it  is  not  strictly  an 
air  brake  paper,  the  make-up  of  trains 
is  a  very  important  factor  in  brake 
inaniinilation  to  conform  to  successful 
handling  of  such  trains. 
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At  the  close  of  this  paper  the  rcconi- 
inended  practice  of  the  association  was 
reviewed  and  suggestions  as  to  changes 
considered  and  the  regular  routine  of 
business  was  concluded. 

There  seems  to  be  a  tendency  upon 
the  part  of  a  certain  per  cent,  of  the 
members  to  broaden  out  the  scope  of 
convention  business.  Mr.  Von  Bergen 
in  his  brief  contribution  found  an  op- 
portunity to  contcm])late  astronomy, 
while  a  special  session  tended  more  or 
less  toward  zoology.  Considerable  in- 
terest was  manifested  in  a  species 
known  as  the  Badger,  evidently  a  piece 
of  mechanism  inhabiting  the  State  oi 
Michigan,  and  possibly  other  sections 
of  the  country. 

So  far  as  certain  members  have  been 
able  to  determine,  the  fighting  instinct 
of  the  animal  is  still  an  unknown 
quantity. 

The  following  were  elected  officers  for 
the  ensuing  year:  President,  Mr.  L.  H, 
.•Mbers,  New  York  Central  Lines ;  first 
vice-president,  Mr.  J.  T.  Slattery,  Denver 
&  Rio  Grande;  second  vice-president,  Mr. 
T.  W.  Dow,  Erie  Railroad ;  third  vice- 
president,  Mr.  C.  H.  Weaver,  Lake  Shore 
&  Michigan  Southern ;  secretary,  Mr.  F. 
M.  Nellis,  Westinghouse  Air  Brake  Com- 
pany ;  treasurer,  Otto  Best,  Nathan  Manu- 
facturing Company.  The  new  members 
elected  to  the  E.xecutive  Committee  were : 
Mr.  L.  P.  Strceter,  Illinois  Central,  and 
Mr.  Mark  PurccU,  Northern  Pacific.  The 
Convention  was  one  of  the  largest  since 
the  organization,  about  300  being  present. 


ii  is  of  utmost  value,  i.  e.,  when  the  ap- 
paratus is  first  placed  in  service. 

.\ny  measure  of  success  the  writer  has 
met  with  in  railroad  air  brake  work  has 
been  entirely  due  to  a  constant  desire  to 
learn  everything  possible  al)out  a  new 
air  brake  device  before  the  company  pur- 
chased  and   installed   it. 

The  first  eleeirolype.  showing  a  dia- 
grammatic view  of  the  universal  valve, 
that  we  were  alile  to  secure  was  used  in 
the  January  issue,  and  it  has  served  the 
purpose  for  which  it  was  intended,  name- 
ly, to  enable  the  reader  to  become  fa- 
miliar with  the  construction  and  opera- 
tion and  as  a  reference  to  be  used  when 
tracing  the  source  of  possible  disorders,  as 


also  made  for  charging  the  service  reser- 
voir from  the  emergency  volume  (while 
the  graduated  release  cap  is  in  direct  re- 
lease position)  promptly  upon  an  increase 
of  brake  pipe  pressure. 

This  is  to  insure  a  prompt  response  of 
brakes  in  the  event  of  repeated  applica 
lions  at  short  intervals  of  time  during  the 
transition   period. 

The  feed  groove  has  also  been  eliminat- 
ed from  the  emergency  piston  bushing  and 
instead  a  ball  check  valve  and  seat  is 
placed  in  the  quick-action  chamber  charg- 
ing port  to  prevent  the  addition  of  quick- 
action  chamber  volume  to  the  brake  pipe 
during  applications. 

During  the  service  reduction,  the  cmer- 


Universal  Valve  Improvement. 

Any  new  and  untried  mechanical  device, 
no  matter  how  appparently  perfect  it  may 
operate  dnrin.g  laboratory  tests,  is  very 
likely  to  develop  some  unexpected  or  un- 
desirable feature  after  being  installed  in 
service.  Even  if  it  should  meet  every 
expectation,  there  is  always  the  possibility 
of  improvement  upon  some  feature  when 
actual   results  are  obtained. 

The  universal  valve  for  passenger  cars 
has  been  no  exception  to  the  general  rule ; 
practically  perfect  in  the  rack  tests,  it  has 
been  discovered  that  certain  features  in 
its  operation  cmdd  be  improved  upon. 

The  Westinghouse  Company  anticipated 
this  and  consequently  were  very  reluctant 
to  furnish  any  description  of  this  device 
or  consent  to  assist  in  the  publication  of 
any  matter  concerning  it,  until  such  time 
as  it  had  been  subjected  to  a  service  test 
for  a  sufiicient  length  of  time  to  develop 
any   undesirable   results. 

Actuated  by  a  desire  to  publish  up-to- 
date  matter  in  the  Air  Brake  Depart- 
ment, and  to  furnish  the  readers  with  the 
description  of  tlie  operation  of  the  uni- 
versal valve  and  the  principal  disorders 
that  could  reasonably  be  expected  to  de- 
velop from  wear  or  neglect,  we  have  lost 
no  opportunity  to  secure  everything  pos- 
sible for  publication,  and  at  a  time  when 


R.'C    TRIPLE   VALVE. 


outlined  and  oomniented  ui)on  in  subse- 
quent articles  iliat  have  alrea.ly  appeared 
in   print. 

While  listening  to  Mr.  Turner's  lecture 
and  observing  the  slides  shown,  it  was 
gratifying  to  note  that  but  a  very  few 
clianges  have  been  made  in  tlie  latest 
type  of  valve. 

There  is  no  change  in  operation  or  gen- 
eral construction,  the  changes  being  con- 
fined to  such  as  replacing  the  service  port 
check  valve  and  the  emergency  reservoir 
charging    check    with    ball    check    valves. 

To  prevent  the  possibility  of  an  undc- 
sired  drop  of  auxiliary  reservoir  pressure 
by  expansion  into  the  service  reservoir 
under  certain  conditions,  a  ball  check 
valve  and  seat  have  been  placed  in  the 
port  connecting  service  reservoir  and 
equalizing  slide  valve  seat.     Provision   is 


.uency  piston  and  gradnatmg  valve  move 
to  open  the  quick-action  chamber  to  the 
atmospbere.  permittini;  the  same  rate  of 
drop  in  pressure  on  both  sides  of  the 
emergency  piston  up  to  the  maximum  per- 
missible rate  of  lirake  pipe  reduction  for 
service  operation. 

The  addition  of  the  emergency  gradu- 
ating valve  and  the  im|)ri'vcments  men- 
tioned will  he  explained  in  detail  in  con- 
nection with  cuts  showing  the  universal 
\alvc  in   diftercnt  positions. 

It  will  now  be  possible  to  secure  the 
necessary  electrotypes,  and  they  will  be 
shown  in  future  issues. 

At  the  present  time  we  have  an  electro- 
type that-  illustrates,  in  the  simplest  pos- 
sible manner,  the  application  of  electric 
current  to  the  operation  of  a  pneumati. 
Irakc.   This  is  a  diagrainmatic  view  show 
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iiig  exactly  the  principles  upon  which 
electric  control  operates,  and  anyone  un- 
der,-;tanding  the  operation  of  a  triple  valve 
cannot  tail  to  understand  that  in  running 
ixisition  all  magnet  valves  are  in  their 
normal  position  and  that  llie  service  nia,g- 
net  is  energized  and  operated  only  in 
service  position  of  the  hrake  valve,  and 
tile  emergency  magnet  is  energized  and 
operated  in  emergency  position,  while  the 
lelease  magnet  \alve  is  normally  open 
and  energized  in  release  position  and  also 
in  lap  position  to  retain  brake  cylinder 
pressure.  l'>y  this  combination  it  is  ob- 
vious that  the  brakes  can  be  graduated 
on  or  otf  in  any  manner  desired,  or  rallur 
brake  cylinder  pressure  can  lie  varied  up 
or  down   instantly   and   simuIlanmusK    i,n 


ai)pear.  and  thereafter  the  subject  of  air 
brake  tests,  with  particular  reference  to 
the  Pennsylvania-Westinghouse  demon- 
stratinns.  will  be  dealt  with,  and  at  the 
same  time  the  recent  impro\  einents  in 
ihe  univiTsal  valve  will  be  shown  in  dia- 
grannnatic    views. 


Split   Reductions. 

The  term  split  reduction  is  a  recent  ad- 
ditio?i  to  the  air  brake  nomenclature,  but 
it  is  one  that  must  be  understood  Ijy  en- 
gineers in  passenger  service,  and  nnt 
merely  understood  but  practiced. 

In  cnnnection  with  articles  un  the  sub- 
ject iif  passenger  train  braking  we  have 
piiiiUed    out    whv    reductions    of    not    less 


stop  or  at  a  moderate  rate  of  speed,  this 
split  reduction  is  an  essential  if  the 
smoothest  possible  stop  is  desired.  Where 
a  12-pound  reduction  is  necessary  for  a 
stop  split  up  in  two  6-pound  reductions 
or  if  15,  say  7  and  8  pounds,  allowing 
time  between  reductions  for  the  slack  to 
adjust  itself.  The  amount  of  slack  in  a 
lung  passenger  train  is  sufficient  to  re- 
ipure  consideration,  and  can  under  certain 
conditiniis.  produce  some  very  undesirable 
effects. 

First  Person  to  Operate  a  Sewing  Ma- 
chine  Alive. 

History  has  been  so  rapidly  m  the  mak- 
ing  during  the  last  half  century  that  the 
_\nunger    generations    regard    the    product 
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cver_\  car  in  the  train.  While  this  is  men- 
ly  an  illustralion,  tin-  cut  ,,i  the  \<^2-C 
triple  valve  shows  an  actual  ileclrically 
cntrolled  valve  which  has  been  in  elec- 
tric  road   service   for   snme   \ears. 

While  we  believe  in  iloing  it  first  and 
telling  aboin  it  afterw.ird,  we  are  sure 
ili.it  the  readers  r,t  ihe  .\ir  i'.rake  De- 
I  artnieiu  will  jiardon  us  for  animuncing 
that  f'lr  the  remainder  of  this  year  the 
(le|i;irtm<-nt  uill  contain  the  most  instruc- 
tive matliT  nn  nK)dern  lirake  etpiipinents 
and  brake  de  ign  that  has  ever  appeared 
in  this  <:T  .any  otiier  technical  publicatiMU. 
We  -^ay  this  advisedly.  Inr  there  is  n.>  iiast 
timi-  in  ihe  history  of  the  air  brake  art 
when   ibis   information   culd  lie  obtained. 

Xe.xt  month  some  extracts  from,  and 
comments  upon,  a  paper  re;id  by  .Mr.  Tur- 
ner before  the  Central  Railwav  Club  will 


than  10  or  1.^  pi  iinds  must  be  made  in 
onler  to  secure  a  prompt  and  posili\e 
release  when  h.andling  modern  brake 
ei|ui[imenls  on  long  passenger  trams,  thus 
if  a  six-pcjund  reduction  stops  the  train 
from  low  s|H-ed  a  further  reduction  'if 
.s  nr  6  pomids  must  be  ma<le  after  the 
tr.iin  stoi)s  befoie  attempting  a  release, 
which    is    in    itself   a   split   reduction. 

It  is  generally  understood  that  with 
one  complete  brake  ecpiipment  of  ,iny 
certain  type  a  20  to  2.S  pound  reduction 
at  high  spei'ds  is  a  recoiimiended  practice, 
and  with  triple  valves  a  two  api)lication 
stop  can  lie  luade  and  with  ty|ie  1..  \.. 
or  the  W  C.  equipments  the  higli  brake 
cylinder  pressure  can  be  graduated  out  of 
the  cylinders  wheti  near  the  point  of 
stop;  however,  where  time  and  ilistance 
are   not   the   chief   consideration    during   a 


of  modern  inventors  ,is  something  the 
uorld  has  aKvays  enjoyed.  Take  the  sew- 
ing machine,  for  instance.  .\  newspaper 
Item  reremly  mentioned  that  .Miss  h^liza- 
Itelli  .M.  Kilbonrn,  the  first  woman  to 
liierate  a  sewing  machine,  is  l>ing  ill  in 
.1   Xew    l-'.ngland  hospit.il. 

hi  the  early  fifties  Miss  Kilbourn  was 
teacher  in  a  private  sch.ool  in  Xew  Mart- 
ford  when  I'.li.is  Howe  was  experimenting 
with  his  iineiition  in  a  din.gy  shop  in  a 
basement  on  the  jiresent  site  of  the  Xew 
ll.-irtford  lloitse.  She  becante  interested 
in  his  invention  and  was  finally  permitted 
to  operate   it. 

"There,  you  are  the  first  woman  in  this 
world  who  ever  took  a  stitch  on  a  sewing 
machine,"  Ilowe  said  to  Miss  Kilbourn 
"hen  at  his  invitation  she  tried  the  ma- 
chine. 
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Hay-Budden  American  Made  Anvils 


The  Hay-Budden  Manufatcuring  Com- 
pany, of  Brooklyn,  began  the  manufacture 
of  anvils  in  America  near  the  close  of 
the  last  century,  and  by  the  use  of  the 
best  material  and  the  best  appliances 
available,  together  with  smiths  that  were 
artists  in  their  calling  and  a  reasonable 
protective  tariff,  a  new  industry  was  es- 
tablished, and  several  hundred  American 
workmen  enjoyed  a  high  rate  of  wages 
and  the  works  spread  into  acres  and  the 
foreign  made  anvil  vanished  from  the 
American  market.  The  firm  has 
been  almost  without  a  rival,  and 
their  tine  products  have  found 
new  markets  in  almost  every 
country  in  the  world.  One  would 
marvel  what  comes  of  the  anvils. 
Tlio  are  as  enduring  as  the  pyra- 
mids. But  the  world  widens  and 
when  a  new  railroad  shop  springs 
into  being  a  row  of  anvils  are 
set  in  shining  splendor  along  the 
far-stretching  smithy  and  the 
words  "Hay-Budden"  are  stamped 
upon  them.  Go  to  the  uttermost  ends  of 
the  earth,  to  the  Sandwich  Island  or  the 
Philippines,  and  you  will  hear  their  bell- 
like notes  waking  the  echoes  keeping  time 
with  the  march  of  civilization.  In  new 
battleships,  in  mines,  in  the  glow  of  camp- 
fires,  in  the  train  of  armies— they  are 
there. 

A  big  fire  con.sumed  the  original  build- 
ings in  one  winter  night,  but  it  proved 
to  be  the  furnace  fires  out  of  which  the 
pure  gold  comes.  A  steel  and  I>ri<-k 
structure  rose  on  the  ruins  of  the  early 
buildings,  and  it  defies  the  elements,  and 
so  the  business  went  on  and  with  im- 
proved appliances  the  output  multiplied, 
so  that  the  fire  was  a  blessing  in  disguise. 
This  was  not  all.  The  tariff-tinkers  be- 
gan to  get  their  fine  work  in,  and  the 
.American  workmen,  earning  about  thirty- 
six  dollars  per  week,  had  to  compete 
against  Scandinavians  and  other  Northern 
Europeans  earning  less  than  nine  dollars 
per  week.  Mr.  James  Hay,  president  of 
the  firm  of  the  Hay-Budden  Company, 
personally  presented  a  masterly  statement 
before  the  Ways  and  Means  Committee 
of  the  House  of  Representatives  last  year, 
but  the  political  steam  roller  was  at  work, 
and  Mr.  Hay's  convincing  statement  and 
array  of  facts  and  figures  fell  upon  in- 
attentive cars.  The  tariff  was  lowered  to 
a  mere  fraction,  with  the  result  that  the 
anvil  industry  together  with  all  industries 
in  this  country  that  have  to  compete  with 
cheap  foreign  labor  have  become  almof-. 
demoralized,  and  the  promoters  are  at 
their  wit's  end  to  meet  the  industrial 
situation. 

Structurally  the  Hay-Budden  anvils 
were  originally  steel  faced,  and.  although 
these   served   the   purpose   admirably,   the 


present  method  is  a  combination  of  a 
wrought  iron  base  and  the  upper  part  of 
the  best  quality  of  high  carbon  steel.  The 
change  has  not  been  made  because  the 
anvils  are  thereby  made  more  durable, 
Init  because  the  construction  is  more  ex- 
peditious. The  steel  and  iron  billets  are 
shaped  into  form  as  it  were  with  the 
rapid  closing  of  the  ponderous  presses, 
and  all  that  is  left  to  do  is  the  welding 
at  the  waist  and  some  finishing  work  on 
the  horn   of  the   anvil. 

It  mav  be  added  that  the  methods  and 
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appliances  used  in  the  grinding  and  tem- 
pering of  the  anvils  have  also  reached 
a  degree  of  perfection  that  can  only  come 
from  long  experience,  and  finally  the  test- 
ing involves  processes  that  justify  the 
.i.'uaranlee  that  accompanies  each  particu- 
lar anvil  when  it  reaches  the  hands  of  the 
purchasers.  It  need  hardly  be  stated  that 
the  anvils  are  of  all  varieties  and  sizes, 
the  numerous  dies  used  in  the  hydraulic 
presses  being  constructed   for  every  kind 
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of  anvil  in  use,  so  that  in  meeting  specific 
orders  where  the  complete  dimensions 
are  given  there  are  no  delays  in  filling 
the  order. 

This  firm  has  also  since  they  started 
in  business  made  a  specialty  of  dies  and 
special  tool  steel  I'orgings,  and  steel  rings 
without  a  weld,  which  arc  meeting  with 
much  popular   tavor. 


Welding  Copper. 

N'early  all  ■..  iciitist-  and  metallurgists 
entertain  the  l>clief  that  the  ancients 
had  methods  oi  unrking  and  hardening 
copper  that  have  lieen  lost.  We  notice 
from  a  statemert  in  a  German  publica- 


tion that  a  physicist  in  Germany  has 
succeeded  in  welding  copper.  Two 
pieces  of  copper,  placed  in  position, 
arc  heated  to  the  proper  point  by  the 
oxyhydrogen  blowpipe  until  the  req- 
uisite degree  of  softness  is  attained. 
Complete  reduction  is  then  effected  in 
a  flame  of  specially  purified  hydrogen 
and  the  welding  is  completed  by  ham- 
mering. According  to  the  inventor  of 
this  operation,  the  joint  is  invisible  and 
the  area  of  juncture  is  homogeneous  with 
the  rest  of  the  metal. 


Annual   Meeting   of   the   Joseph 
Dixon  Crucible  Company. 
At    the   annual    meeting   of   the 
stockholders  of  the  Joseph  Dixon 
Crucible    Company,    held    at    the 
company's    main    office    in    Jersey 
City,    N.   J.,    last    month,    the    re- 
tiring board  of  directors,  consist- 
ing of   Mr.   Geo.   T.    Smith,    Mr. 
William   Murray,    Mr.  George   E. 
Long,     Mr.     Edward     L.     Young. 
Mr.     William     G.     Bumsted,     Mr. 
J.  H.  Schermcrhorn  and  Mr.  Harry  Dai- 
ley,  were  unanimously  re-elected. 

The  meeting  was  attended  by  a  large 
number  of  stockholders  who  expressed 
satisfaction  with  the  present  management 
and  recorded  the  largest  vote  ever  repre- 
sented at  an  annual  election,  9.628  out  of 
a  possible  10,000  shares  being  represented. 
The  officers  of  the  company,  consisting 
of  Mr.  Geo.  T.  Smith,  president ;  Mr. 
George  E.  Long,  vice-president;  Mr.  J. 
H.  Schermcrhorn,  treasurer;  Mr.  Harry 
Dailcy.  secretary,  and  Mr.  .Mbert  Norris. 
assistant  treasurer  and  assistant  secretary, 
were  also  re-elected. 


Removal. 

The  general  offices  of  the  United  States 
Light  &  Heating  C  ompany,  formerly  lo- 
cated at  30  Church  street.  New  York 
City,  are  now  located  at  the  company's 
plant  at  Niagara  Falls,  New  York.  This 
transfer  brings  together  the  administra- 
tion, sales,  engineering  and  production 
departments,  and  will  insure  the  most  ef- 
fective conduct  of  all  in  the  interests 
alike  of  patrons  and  stockholders. 


An   Attractive   Government  Job. 

When  the  liiitod  Stales  Government 
officials  desire  to  engage  the  services  of 
a  specialist,  llii-  animmt  of  remuneration 
offered  is  generally  de.-idcdly  meagre  for 
the  requirennnts.  A  recent  announce- 
ment calls  f'^r  tlic  services  of  an  efficient 
stenographer  and  typewriter  who  has  a 
knowledge  of  German  and  one  other 
foreign  lancrti.nge.  F.^r  these  acquire- 
ments of  salary  of  Sl.OOl)  per  annum  will 
be  paid. 
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Electrical  Department 


Arc  Welding. 

.''irc  welding,  at  the  present  time,  is  re- 
ceiving a  great  deal  of  attention  by  rail- 
roads, railways  and  industrial  concerns, 
because  of  the  many  advantages  it  pos- 
sesses  for   certain   kinds   of   work.      It   is 


repairing  with  the  electric  arc.  Sometimes 
mistakes  are  made  which  can  be  corrected 
by  building  the  metal  up  again  with  the 
electric  arc  and  thus  the  job  is  saved. 
Castings  with  blow  holes  and  sand  holes 
cnn  often  be  very  quickly  repaired.     An- 
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particularly  adapted  to  various  uses  in 
machine  shops  and  foundries.  Worn  parts 
of  machines  can  be  built  up  prior  to  ma- 
chining.     Broken    parts    of    sleel    castings 


suKi- \i  i;  I'.rn.i   ry  ox   lufcK  spiukr. 

can  be  welded  together.  It  is  a  conim.iii 
occurrence  to  lind  defects  in  new  castings 
after  considerable  machining  has  been 
done,  which  ordinarily  means  scraping  of 
the  casting  at  liigli  cost  for  material  and 
labor  lost.  The  machining  and  castings, 
in    alir.nsi    e\en     caM-.    can    lie    sived    by 


other  use  to  which  the  arc  welding  outfit 
can  be  put  is  the  foundry  cutting  off  risers 
and    sinkheads. 

The  arc  welding  outfit  is  specially  ad- 
vantageous in  steam  locomotive  shops 
,\here  metal  pencil  ^velding  is  used  ex- 
leiisively  in  fire  box  and  boiler  repairs. 
line  welding,  repairing  steel  locomotive 
irames.  building  up  mud  rings  and  gen- 
eral work  of  this  character.  .\  large 
.mount  of  equipment  that  would  have  to 
l.t  scrapped  can  thus  be  repaired  with 
the  electric  arc.  and  a  large  saving  in 
money,  time  and  labor  effected. 

In  electric  railway  shops  arc  tuelding 
lun  be  used  to  special  advantage  in  re- 
pairing broken  armature  shafts,  axle 
!  racket-  and  motor  frames.  In  track 
.  (luipineiit  tin  repair  of  broken  frogs, 
eross-ovcrs  and  other  similar  work  can  be 
ilone    with   excellent    results. 

As  mentioned  above,  there  are  two  differ 
ent  methods  of  welding,  each  adapted  to  its 
own  particular  line  of  work,  namely,  tnelal 
foicil  iC'f/rfiJi.:,'  ;ind  arc  tvelding. 

In  arc  welding  a  carbon  is  used,  and 
usually  with  heavy  electric  currents  from 
2(10  to  800  amperes.  The  method  used  in 
welding  a  broken  casting  is  to  cut  the 
metal  away  in  the  form  of  a  V  on  one 
side    and    a     little    more    than    half    way 


through  using  the  carbon  and  several  hun- 
dred amperes  of  current.  The  current  is 
then  reduced  to  about  200  amperes  and 
the  V  filled  in.  Sticks  of  Norway  iron 
are  used  and  the  arc  is  moved  around  so 
as  not  to  burn  the  metal  and  also  to 
allow  the  molten  metal  to  harden.  There 
is  more  or  less  slag  according  to  the  grade 
of  the  iron,  but  an  operator  after  a  little 
practice  can  keep  the  weld  clean  from 
slag,  the  slag  being  worked  to  one  side 
and  blown  off  by  the  arc.  After  filling  up 
the  V  the  piece  is  turned  over,  another 
V  cut  out  and  the  process  repeated. 

With  metal  pencil  welding  no  carbon  is 
used,  but  a  metal  rod  with  a  diameter  of 
'  s  to  "4  in.  is  put  in  the  holder.  The 
electric  current  flows  through  this  rod 
.ind  the  small  arc  at  the  end  melts  it  off, 
the  same  being  deposited  on  the  piece  to 
be  welded.  Smaller  currents  are  used, 
usually  not  exceeding  2(X)  amperes. 

There  are  many  places  where  the  weld- 
ing outfits  can  be  used  to  advantage,  and 
the  accompanying  illustrations  are  a  few 
of  the  many  jobs  which  can  be  done. 
In  each  case  a  Westinghouse  arc  welding 
equipment  was  used.  Eight  years  ago  the 
Westinghouse  Electric  &  Manufacturing 
Company  first  commenced  to  use  the  elec- 
tric arc  in  its  own  shops.  Realizing  the 
practical  value  of  arc  welding,  the  com- 
pany within  the  last  two  or  three  years 
lias  developed  a  standard  line  of  electric 
arc  welding  equipments  in  four  sizes :  200, 
.■^nO.    .=;00    and    .'^On    amiKres.      These    sets 
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are  made  simple  in  construction  and  are 
easy  to  operate.  Experience  shows  that 
a  relay  scheme  for  automatically  inserting 
resistance  is  not  of  any  advantage  and 
only  adds  complication  with  a  liability  for 
failure. 

The  eouijilele  out  fits  consist  of  a  75-volt 
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commulating  pole  generator  which  can  be 
either  motor  or  belt  driven,  together  with 
a  switchboard  and  all  necessary  acces- 
sories. The  switchboard  is  composed  of 
two  section.^,  the  upper  section  containing 
the  indicating  instruments  together  with 
the  circuit  breaker  and  fuses,  and  the 
lower  section  the  switches  arranged  for 
regulating  the  welding  current.  The  con- 
nections to  these  switches  are  such  that 
diflferent  values  of  current  are  obtained 
with  the  different  positions  of  the 
switches,  the  current  usually  varying  by 
100  amperes ;  for  instance,  with  a  600- 
ampere  set  it  would  be  possible  to  obtain 
200,  300,  400,  500  and  600  amperes.  When 
metal  pencil  weldint;  is  desired,  a  different 
set  of  switches  with  different  resistance 
is  usually  used,  so  that  smaller  values  of 
currents  are  obtained  usually  from  ISO 
amperes  to  300.  It  is  often  desired  to 
have  several  welding  outfits  working  at 
one  time  and  all  that  is  required  is  a  con- 
trol panel  for  each  circuit,  the  current 
supply  being  taken  from  the  same  gen- 
erator.    Metal    pencil   or   carbon    welding 


ure  in  these  locomotives  is  that  they  do 
not  run  on  the  same  tracks  as  the  cars 
they  handle,  but  on  narrow  gauge  (42- 
inch)  parallel  tracks.  They  are  not  at- 
tached to  the  cars  by  couplings,  but  each 
locomotive  is  I'luipped  with  an  arm  on 
each  side  whicli  can  be  lowered  by  means 
of  compressed  air  controlled  from  the  cab 
and  acts  as  a  pusher.  Single  cars  or  trains 
can  be  easily  handled  and  cars  can  be 
shifted  and  oit  out  from  trains  with  the 
least   time  and  trouble. 

The  locomotives  are  of  Baldwin- West- 
inghouse  make  and  are  25  tons  in  weight. 
They  have  barsteel  frames,  which  give 
great  strength  but  permit  ready  access  to 
the  interior.  The  motors  are  of  the  West- 
inghouse  electric  commutating-pole  type. 
Power  is  obtained  from  two  rails  lying 
inside  the  rails  on  which  the  locomotives 
operate ;  these  rails  are  protected  by  a 
wood  covering. 
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can  be  done  from  any  of  these  panels, 
independent  of  all  others,  and  one  or  more 
can  be  operated  simultaneously. 

There  is  a  peculiar  property  of  the  elec- 
tric arc  which  makes  it  necessary  to  pro- 
tect the  eyes  and  skin.  The  arc  being 
very  bright  would,  of  course,  make  it 
necessary  to  protect  the  eyes,  but  besides 
this  the  rays  will  "sunburn"  any  parts  of 
the  body  even  if  only  exposed  for  short 
periods. 

The  operator,  to  protect  himself,  wears 
gloves  and  a  metal  hood  over  the  head, 
provided  in  the  front  with  a  window  in 
which  is  placed  at  least  three  layers  of 
glass  of  different  colors,  usually  red. 
green  and  purple. 

.After  experien'.-e  the  operator  becomes 
very  skillful  and  can  turn  out  remarkable 


An  Interesting  Electric  Locomotive. 

For    handling    cars    at    their    Cleveland 

.ore  docks,  the   Pennsylvania  Lines  West 

have  recently  had  built  three  locomotives 

of  unusual  design.     The  most  novel  feat- 


Railroad  Switching  Service — The  Adap- 
tability of  the  Electric  Locomotive 

to  this  Class  of  Work. 
The  New  York,  New  Haven  &  Hart- 
ford Railroad  have  in  service  sixteen  elec- 
tric switching  locomotives  which  have 
been  handling  all  of  the  switching  for  the 
past  year  and  a  half  at  the  New  York 
end  of  this  great  railroad.  This  road 
handles  75  per  cent,  of  all  freight  in  and 
out  of  New  England  by  rail. 

There  are  three  main  switching  yards, 
Length. 
Harlem   River  yard... 23. 3     miles 

Oak   Point  yard 37.16      " 

Westchester  yard  ....22.29 
and  the  economies  obtained  by  the  use  of 
the  electric  locomotive  in  these  great 
yards  have  exceeded  all  expectations. 
The  reliability  of  the  switcher  locomotive 
has  proven  to  be  far  superior  to  the  steam 
locomotive.  To  date  not  a  single  feature 
has  developed  in  which  the  electric  loco- 
motive is  not  superior  to  the  steam  loco- 
motive in  switching  service.  The  ease 
with  which  electric  locomotives  are  con- 
trolled, the  elimination  of  stand-by  losses 
and  those  that  are  necessary  where  coal 
and  water  are  used,  elimination  of  liabil- 
ity for  freezing  up  in  cold  weather,  are 
all  features  which  are  to  be  credited  to  the 
electric  locomotive. 

Six  single-phase  electric  locomotives  do 
the  work  of  approximately  twice  the  num- 
ber of  steam  locomotives  formerly  used. 
.\  total  of  eight  of  these  electric  locomo- 
tives arc  sufficient  for  practically  all  of 
the  switching  work  lietwcen  Stamford 
and  Harlem  River  station.  These  are 
kept  in  service  24  hours  a  day.  each  mak- 
ing on  the  average  of  approximately  140 
miles  in  24  hours  with  three  eight-hour 
crew  shifts.  The  electric  locomotives 
handling  the  work  between  Westchester 
yard  and  HaHem  River  for  a  .given  month 
made  38,000  locomotive  miles  and  con- 
sumed    approximately     896.000    kilowatt- 


hours  of  electrical  iiurgy  at  the  loco- 
motive. 

During  this  same  period,  the  six  loco- 
motives handled  approximately  65,000  cars 
which  had  a  total  weight  of  approximately 
one  million  tons.  Practically  all  of  these 
cars  were  transferred  from  floats,  and 
since  the  control  of  the  electric  locomotive 
is  more  sensitive  than  the  control  of  the 
steam  locomotive,  this  is  a  feature  that 
appeals  strongly  to  the  operators. 

All  of  the  heavy  freight  tonnage  men- 
tioned above  is  handled  within  the  cor- 
porate limits  of  New  York  City,  and  the 
elimination  of  smoke  by  the  use  of  the 
electric  locomotive  is  another  advantage 
which  has  appealed  to  all  parties. 

The  Automatic  Flagman. 

The  automniic  tiagman  is  a  device  to 
protect  railway  grade  crossings  by  giving 
effective  warnings  of  the  approach  of 
trains.  With  the  rapid  increase  of  auto- 
mobiles running  at  high  speeds,  some- 
thing more  than  the  old  "Stop.  Look  and 
Listen"  sign  is  necessary,  which  is  too 
unobtrusive  to  attract  the  attention  of  the 
motorist  and  which  at  night  is  practically 
worthless. 

These  olijeciions  cannot  l)e  applied  to 
the  automatic  flagman  At  the  approach 
of  a  train  a  loud  gong  rings  and  a  bright 
red  disc  by  day  and  a  red  lamp  by  night 
is  waved,  giving  a  warning  that  can 
hardly  escape  notice.  Energy  is  supplied 
by  a  small  Westinghouse  motor  which 
rings  the  gong  and  moves  the  disc. 

The  motor  receives  its  energy  from 
storage  batteries  lighting  circuits,  or  trol- 
ley circuits,  depending  on  the  character 
of  the  installation.  On  steam  roads,  the 
track  is  insulated  and  bonded  for  the  de- 
sired distance  away  from  the  signal  and 
is  charged  with  current  from  a  small 
battery.  The  train  on  entering  this  block 
completes  the  circuit  and  operates  a  relay, 
which  connects  the  motor  with  the  power 
circuit.  When  the  train  leaves  the  block 
the  circuit  is  opened  and  the  motor  dis- 
connected. 

The  device  is  manufactured  by  the 
Automatic  Flagman  Company,  Los  An- 
geles, and  the  illustrations  show  an  in- 
stallation on  the  Pacific  Railway  Com- 
pany, of  Los  Angeles,  where  the  Beach 
Line  crosses  a  road  entering  Rosedale 
Cemetery. 

This  machine,  which  is  one  of  several 
hundred  ".Automatic  Flagmen"  on  the 
lines  of  the  Pacific  Electric  Company, 
operates  about  300  times  a  day  with  an 
average  duration  of  about  I'j  minutes 
each. 


The  Electric  Short  Line  Railway  Com- 
pany, Minneapolis.  Minn.,  will  place  in 
operation  two  additional  70-ft.  gas-electric 
motor  cars  recently  ordered  from  the 
General  Electric  Company 
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Items  of  Personal  Interest 


Mr.  J.  A.  Baker  has  been  appointed 
foreman  on  tlie  Santa  I'e,  with  office  at 
Helen,  X.   M. 

Mr.  .A.  E.  Fischer  has  been  appointed 
master  mechanic  on  the  Interstate,  with 
office  at  Stonega,  Va. 

Mr.  Leon  Sloss  has  been  elected  presi- 
dent of  the  Northern  Electric,  with  office 
at   San   Francisco.  Cal. 

Mr.  .A.  L.  Tetus  has  been  appointed  car 
foreman  on  the  Great  Northern,  with  of- 
fice at  Cass  Lake,  Minn. 

Mr.  C.  L.  Sykes  has  befn  appointed 
master  mechanic  of  the  Orangeburg,  witii 
office  at  Orangeburg.  S.  C. 

Mr.  .\.  B,  Newell  has  been  appointed 
general  manager  of  the  Toledo  terminal. 
with  office  at  Toledo,  Ohio. 

Mr.  F.  C.  Comstock  has  been  appointed 
road  foreman  of  engines  on  the  Santa  Fe. 
with  office  at  Clovis.  X.  M. 

Mr.  L.  R.  Fccles  has  been  appointed 
president  of  the  Mount  Hood  Railroad, 
with  office  at  Ogdcn,  Utah. 

Mr.  7..  Ramsdell  has  lieen  appointed 
car  foreman  on  the  Great  Xorthern,  with 
office  at  New  Rockford,  N.   I). 

Mr.  F.  Heim  has  been  appointed  master 
car  builder  on  the  Midland  Continental, 
witli  ofiicc  at  Jamestown,  N.  D. 

Mr.  n.  C.  Fleitmann  has  been  elected 
])resident  of  the  I'nion  &  Glen  Springs, 
with  offices  at  New  ^ork,   X.   V. 

Mr.  A.  Guild  has  been  appointed  master 
mechanic  on  the  Hawaii  Railway,  with  of- 
fice at  Makukona,  Hawaii,  H.  I. 

Mr.  F.  Stone  has  been  app^iintcd  road 
foreman  of  engines  on  the  Chicago  & 
.\lton.   with   office  at   Slater.   .\Io. 

Mr  F.  O.  Holland  has  l>een  appointed 
master  car  builder  on  the  .Snowl)ird  Val- 
ley,  with   office  at   .Andrews.    X.   C 

Mr.  H.  D.  Richardson  has  been  ap|ioint- 
ed  master  mechanic  on  the  Midland  \'al- 
ky,  with  tjffice  at   Muskogee,  Okla. 

Mr;  H.  W.  Ensign  has  been  appointed 
master  meilianic  on  the  Chicago-Great 
\V(  stern,  with  office  at   Claris  rn.   la. 

Mr  M  ,\.  Moiiahan  has  been  app^iinted 
locomotive  foreman  on  tile  Chicago-Great 
\\>-tirii.  with  .riTice  at  Cliicago.  111. 

Mr.  P.  \V.  Helwi™  has  been  appointed 
master  car  buihler  on  the  Chicago  S:  \\- 
ton.   witli   office   at    Bloominirton.    Ill 

.Mr  I".  McLean  ha-  been  appointed  lo- 
ci iinotive  i..rrmaii  "ii  tlu-  Chicago-C,re;it 
^VesterIl.   with   oltice  at   (^lelwein.   la. 

.Mr.  F,  .\.  Phillips  has  been  appointdl 
I'lComolivo  I'oretiian  on  tin-  Great  Xorth- 
ern.  ■.'.  ilh  oJlire  at   Great    I'alls.   Mont. 

Mr.  W.  I'.  Gallup  has  been  appointed 
general  ffireniaii  "ii  tlie  ."^aiita  Fe.  West- 
ern Lines,  with  office  al   Raton,   X    M 


Mr.  J.  Bleasdale  has  been  appointed 
master  mechanic  on  the  Baltimore  & 
Ohio,  with  office  at  Benwood,  W.  Va. 

Mr.  A.  D.  McCharles  has  been  appoint- 
ed locomotive  foreman  on  the  Great 
X'orthern,  with  office  at  Havre,  Mont. 

Mr.  J.  M.  O,  IloUman  has  been  appoint- 
ed master  mechanic  on  the  North  Loui- 
siana &  Gulf,  with  office  at  Hodge,  La. 

Mr.  C.  H.  R.  Howe  has  been  appointed 
master  carpenter  on  the  Baltimore  & 
Ohio,  with  office  at  Chillicothe.  Ohio. 

Mr.  T.  McClain  has  been  appointed 
master  mechanic  on  the  Arkansas,  Louisi- 
ana &  Gulf,  with  office  at  Monroe,  La. 

-Mr.  !•".  Kulieck  has  been  appointed  fore- 
man of  shops  on  the  Chicago  &  North- 
Western,  with  office  at  Green   Bay.   Wis. 

.Mr.  .\.  L.  Firnhaber  has  been  appointed 
master  mechanic  on  the  New  Iberia  & 
Xorthern.   with  office  at  New    Iberia.   La. 

.Mr.  .\.  L.  Fllis  has  been  appointed 
master  mechanic  on  the  Charles  City 
\\  estern.  with  office  at   Charles  City,   la. 

Mr.  G.  X.  Gage  has  been  appointed 
road  foreman  of  engines  on  the  Balti- 
more S:  Ohin.  with  office  at  Connellsville. 
Pa. 

Mr.  J.  II.  Schmidt  has  been  appointed 
foreman  of  locumotive  repairs  on  the  Clii- 
ca.go  S:  .-\ltoii.  with  office  at  Bloomington. 
111. 

.Mr.  H.  K.  Lowry  has  lieen  ap|)ointed 
signal  engineer  on  the  Chicago.  Rock 
Island  &  Pacific,  with  office  at  Chicago. 
111. 

Mr.  William  Eastman  has  been  appoint- 
ed foreman  on  the  Xevada  County  Nar- 
row Gauge,  with  office  at  San  Francisco, 
Cal. 

Mr.  J.  D.  C.i-.tello  has  been  appointed 
liener.il  foreman  on  the  Denver.  Laramie 
X-  Xorthwe>terii.  with  office  at  Denver, 
Colo, 

Mr.  .\.  .\.  Pednead  has  been  .ai)pointed 
master  mecli.inic  on  the  Pascagoula,  Moss 
p. lint  Xi.rtliern.  with  office  at  Moss  Point, 
Miss. 

Mr,  X.  G.  Scott  has  been  appointed 
<.;eneral  manager  of  the  Spokane  &  In- 
land Empire,  with  office  at  Spokane. 
Wash. 

Mr.  L.  L.  McGowan  has  been  .iijpoinled 
master  mechanic  on  the  Pacific  S:  Idaho 
.Xorthern,  with  office  at  New  Meadows. 
Idaho. 

Mr.  J.  D.  Gaboury  has  been  ap[)ointed 
master  mechanic  of  the  Woodward  Iron 
Corn|iany's  railroad,  with  office  .it  Wood- 
w.ird.  .\la. 

Mr.  T  Kerlin  has  lieen  .ippointed  su- 
pervisor  of   locomotive   operation   on   the 


Baltimore  &  Ohio,  with  office  at  Cum- 
berland.  Fa. 

Mr.  J.  B.  Gough  has  been  appointed 
road  foreman  of  engines  on  the  Balti- 
more &  Ohio,  with  office  at  Wheeling, 
W.  \-a. 

Mr.  J.  McComack  has  been  appointed 
iTiaster  mechanic  of  the  Nevada  County 
.Narrow  (iauge,  with  office  at  Glass  Val 
ley,   Cal. 

Mr.  R.  H.  Gaddus  has  been  appointed 
foreman  of  the  tin  and  pipe  fitting  shops 
on  the  Intercolonial,  with  office  at  Monc- 
ton.  H.  B. 

Mr.  .\.  F.  Herrold  has  been  appointed 
master  car  builder  on  the  Monongahela 
connecting  railway,  with  office  at  Pitts- 
liurgh.  Pa. 

Mr.  R.  A.  Logan  has  been  appointed 
master  mechanic  on  the  Denver,  Laramie 
&  Northwestern,  with  office  at  Utah  June 
tion,   Colo. 

Mr.  W.  E.  Cavey  has  been  appointed 
supervisor  of  locomotive  operation  on  the 
Baltimore  &  Ohio,  with  office  at  Balti- 
more,  Md. 

Mr.  B.  F.  Crolley  has  been  appointed 
supervisor  of  locomotive  operation  on  the 
Baltimore  &  Ohio,  with  office  at  Wheel- 
ing. W".   \a. 

Mr.  J.  E.  Sentman  has  been  appointed 
road  foreman  of  engines  on  the  Baltimore 
&  Ohio,  with  office  at  Riverside.  Balti- 
more.  Oliio. 

Mr.  X.  J.  Westermark'  has  been  ap- 
|)i>inted  signal  supervisor  on  the  Chicago. 
.Milwaukee  &  St,  Paul,  with  office  at  Ta- 
coma.  Wash. 

Mr.  J.  C .  Basford  has  been  appointed 
assistant  road  foreman  of  engines  on  the 
Baltimore  &  Ohio,  with  office  at  Phila- 
-lelphia.    Pa. 

Mr.  J.  It.  Sims  has  lieen  ajipointed  gen- 
eral foreman  on  the  Cincinnati,  .Xew 
Orleans  S:  Texas-Pacific,  with  office  at 
Ludlow.   Ky. 

.Mr  W.  .\.  Deems  has  been  appointed 
assistant  master  mechanic  on  the  Balti- 
more &  (3hio.  with  office  at  Glenwood, 
Pittslnirgh.   Pa. 

.  Mr.  J.  Desmond  has  lieen  appointed 
road  foreman  of  engines  on  the  Delaware 
&  Hudson,  v.ith  office  at  Colonic  (P.  O. 
WatcrvlietV  N.  Y. 

Mr.  B.  I".  Orr  has  Iieen  appointed  divi- 
sion car  foreman  on  the  Cleveland.  Cin- 
cinnati. Chicago  &  St.  Louis,  with  office 
at  Indianapolis,  Ind. 

Mr.  W.  J.  Nehr  has  been  appointed 
general  foreman  of  the  locomotive  depart- 
ment on  the  Baltimore  &-  Ohio,  with  office 
at    Ben.vood,  W.   \'a. 
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Mr.  J.  G.  Lewis  has  been  appointed 
road  foreman  of  engines  on  the  Cincin- 
nati, New  Orleans  &  Texas- Paci fie,  with 
ortice  at  Ludlow,  Ky. 

Mr.  H.  P.  Rlake  has  been  appointed 
superintendent  of  water  supply  and  heat- 
ing on  the  Canadian-Northern,  with  of- 
liee  at  Winnipeg,  Man. 

Mr.  J.  T.  Luscombe  has  been  appointed 
master  mechanic  on  the  Baltimore  &  Ohio, 
with  office  at  Parkcrsburg.  W.  Va.,  suc- 
ceeding Mr.  J.  B.  Elliott. 

Mr.  C.  W.  Robertson  has  been  appoint- 
ed general  foreman  of  locomotive  repairs 
on  the  Chicago.  P>urlington  &  Quincy. 
with  office  at  Aurora.   111. 

.\lr  ('.  D.  Summers  has  been  appointed 
general  foreman  of  the  locomotive  de- 
partment on  the  Baltimore  &  Oliin.  with 
office  at  Fairmont,  W.  Va. 

Mr.  J.  B.  Dougherty  has  been  appoint- 
ed road  foreman  of  engines  on  the  Balti 
more  &•  Ohio,  with  office  at  Newcastle 
(P.  O.  Mahonington),  Pa. 

Mr.  A.  J.  Barrett  has  been  appointeil 
assistant  master  mechanic  on  the  Cleve- 
land, Cincinnati,  Chicago  &  St.  Louis,  wiili 
office  at  Bellcfontaine,  Ohio. 

Mr.  W.  F.  Heinbach  has  been  appointed 
engine  house  foreman  on  the  Philadelphia 
&  Reading,  with  office  at  East  Penn  Junc- 
tion (P.  O.  Allentown),  Pa. 

Mr.  E.  B.  Horner  has  been  appointed 
general  foreman  of  the  locomotive  de- 
partment on  the  Baltimore  &  Ohio,  with 
office  at  Clarksburg.  W!  Va. 

Mr.  C.  T.  Mandlcr  has  been  appointed 
general  foreman  of  the  locomotive  de- 
partment on  the  Bahimore  &  Ohio,  with 
office  at  Barleys,  Baltimore,  Md. 

That  veteran  master  car  builder  John 
Kirby  was  ninety  years  old  in  October 
last  and  he  looks  about  the  same  as  most 
veterans  do  at  sixty.  Wishing  you  many 
returns  of  your  birthdav,  mv  good  friend, 
John. 

Mr.  W.  F.  Heiser,  master  mechanic 
iin  the  Chicago  &  East  Indiana,  has 
been  transferred  from  Villa  Grove,  III.. 
to  Evansville,  Indiana  shops,  and  Mr.  I". 
Studer.  formerly  master  mechanic  on  the 
same  road  at  Evansville.  has  been  trans- 
ferred to  Villa  Grove,  and  Mr.  F.  R. 
Ruggles.  formerly  general  foreman  at 
Evansville,  has  been  transferred  to  Villa 
Grove,  and  Mr.  Charles  H.  Lutz  has 
been  appointed  general  foreman  at  Evans- 
ville. Mr.  Lutz  has  been  acting  as  local 
agent  for  Railway  and  Locomotive  Fnc;i- 
NEERINC  for  a  number  of  years,  and  claims 
that  those  who  peruse  its  pages  cannot 
fail  to  obtain  promotion. 

Mr.  Donald  R.  MacBain.  president  of 
the  American  Railway  Master  Mechanics' 
.Association,  the  well-know-n  and  accom- 
plished superintendent  of  motive  power 
of  the  Lake  Shore  &  Michigan  Southern, 
has  liad  an  interesting  and  stirring  career 
as  a  railway  man.  and  is  still  in  the  prime 


of  life.  He  is  from  Quccnston  Heights, 
Ontario,  Canada,  and  was  educated  in 
ihc  common  schools  there.  He  entered 
railway  service  in  1876  as  machinist  ap- 
lirentice  on  the  Canadian  Southern,  since 
which  he  has  been  consecutively,  from 
1878   to    I8,'<2,    locomotive    fireman;    1882 
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to  1890,  locomotive  engineer  on  the  same 
road;  1890  to  1893,  traveling  engineer 
Canada  division  Michigan  Central;  May, 
1893,  to  July,  190O,  traveling  engineer 
(iistrict  west  of  the  Detroit  river  on  the 
same  road  ;  1900  to  1901  master  mechanic 


at  Michigan  City,  Ind. ;  1902,  master  me- 
chanic at  St.  Thomas,  Ont. ;  1902  to  1906. 
master  mechanic  at  Jackson,  Mich.:  1906 
to  1908.  assistant  superintendent  of  mo- 
tive power  on  the  same  road  at  Detroit. 
Mich.;  1908  to  1910,  assistant  superin- 
tendent of  motive  power.  New  York  Cen- 


tral &  Hudson  River  at  Albany,  N.  Y. ; 
May,  1910,  to  the  present,  superintendent 
id  motive  power  on  the  Lake  Shore,  Lake 
I'.rie  &  Western ;  Lake  Erie,  Alliance  & 
Wheeling;  Dunkirk,  Allegheny  Valley  & 
Pittsburgh;  Cleveland  Short  Line;  Chi- 
cago. Indiana  &  Southern,  and  Indiana 
Harbor  Belt  Road. 

.Mr.  Morgan  K.  Barnum,  president  of 
tlic  Master  Car  Builders'  Association,  has 
had  a  notable  career  as  a  railway  man. 
He  is  a  graduate  of  Syracuse  University 
with  the  degree  of  Master  of  Arts.  He 
entered  railway  service  as  a  special  ap- 
|ircnticc  in  the  shops  of  the  New  York, 
Lake  Eric  &  Western  at  Susquehanna, 
la.,  1887  to  1889;  general  foreman  on 
tlic  same  road  at  Salamanca,  N.  Y.  In 
1889  he  was  general  foreman  on  the 
Louisville  &  Nashville  at  New  Decatur, 
Ala.  In  1890  he  was  appointed  su- 
perintendent of  shops  on  the  Union  Pa- 
lific  a  Cheyenne,  Wyo. ;  1891  to  1898  he 
was  district  foreman  on  the  same  road 
;ii  North  Platte,  Neb.;  1898  to  1902  mas- 
ter mechanic  on  the  same  road  at  Omaha, 
\el). ;  1903.  assistant  mechanical  superin- 
leiident  on  the  Southern,  In  1904  he  was 
superintendent  of  motive  power  on  the 
Rock  Island,  and  from  1904  to  1910  mc- 
( hanical  expert  on  the  Chicago,  Burling- 
ton &  Quincy,  and  from  1910  to  1913 
general  superintendent  of  motive  power 
on  the  Illinois  Central  and  Yazoo  & 
-Mississippi  Valley,  and  at  the  present 
time  is  employed  as  general  mechanical 
engineer  on  the  Baltimore  &  Ohio  with 
offices  at  Baltimore,  Md. 

Mr.  W.  D.  Cantillon,  formerly  general 
manager  of  the  lines  east  of  the  Missouri 
river  of  the  Chicago  &  North  Western, 
retired  after  forty  years  continuous  serv- 
ice witli  the  company.  He  began  his 
lailway  career  with  the  company  as  a 
fi  eight  brakeman  in  1875.  In  1891  he 
was  appointed  trainmaster  at  Milwaukee, 
Wis.,  and  from  1893  to  1897  he  was  as- 
sistant superintendent  at  Milwaukee.  In 
1897  he  was  apiiointed  superintendent  at 
Winona  and  in  1901  he  became  assistant 
i,encral  superintendent.  In  July.  1902. 
lie  was  appointed  general  superintendent. 
.111(1  in  January,  1906,  he  was  promoted 
!•■  ihe  position  of  assistant  general  man- 
iger  and  in  November,  1910.  he  was 
.  eneral  mnna.ger  of  the  company's  lines 
<  :ist  of  the  Missouri  river.  Mr.  Can- 
iiilon  leaves  the  service  of  the  company 
.it  his  own  request  by  reason  of  failing 
Health,  and  it  is  earnestly  hoped  that  a 
ecmplete  rest  for  a  period  will  restore 
bis   usually  excellent  health. 

Mr.  Samuel  G.  Strickland  has  been  ap- 
pointed general  manager  of  the  Chicago 
&  North  Western  lines  east  of  the  Mis- 
souri river.  Mr.  Strickland  is  a  grad- 
uate of  the  Collegiate  Institute  at  Port 
Hope.  Ontario.  Canada.  He  entered 
railway  service  in  1877  as  a  telegraph 
"perator  on  the  Canadian  Pacific.  I'rom 
1878  to   1880  he   was  operator  and   clerk 
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with  the  St.  Paul.  Muuieapohs  &  Mani- 
lolia,  now  the  Great  Northern,  and  from 
ll^SO  to  1892  he  served  as  telegrapher, 
ck-rk,  agent  and  general  agent  willi  the 
Chicago,  St.  Paul,  Minneapolis  &  Omaha. 
He  was  agent  and  superintendent  of  ter- 
minals for  the  same  road  at  Minneapolis, 
Minn.,  for  two  years,  and  afterwards 
chief  clerk  to  the  general  superintendent 
of  that  road.  l-"rom  1S90  to  1900  he  was 
trainmaster  and  assistant  superintendent; 
I'XX)  to  1905  superintendent  at  Omaha, 
Xeb..  and  from  1905  to  1908  general  su- 
perintendent at  St.  Paul,  Minn.  He  was 
appointed  assistant  general  superintend- 
ent of  the  Chicago  &  North  Western  at 
Chicagr)  in  1908,  and  general  superintend- 
ent, Xoveinber,  1910,  and  .since  .April, 
1912,  has  been  assistant  general  manager 
of  the  road.  Mr.  Strickland  has  thus 
reached  his  present  position  by  a  thor- 
ough long  service  experience,  and  has 
siiown  himself  a  thoroughly  capable  and 
efficient  officer  in  every  place  that  he  has 
been  called  upon  to  occupy. 

Mr.  W.  J.  Towne.  whose  ap|)ointment 
as  assistant  general  manager  oi  the  Chi- 
cago &  North  Western  Ry.  is  announced, 
was  born  at  Leavenworth,  Kan.,  Novem- 
ber 28,  1867.  He  was  graduated  from 
Rensselaer  Polytechnic  Institute,  Troy, 
X.  \  .  in  1895.  He  had  been  with  the 
Atchison,  Topeka  &  -Santa  Fe  Ry.,  from 
1K86  to  1891  as  rodman.  instrumentman 
and  assistant  engineer.  He  was  assist- 
ant engineer.  New  York  State  Canals 
frr.m  1896  to  1899;  1899  to  1902,  assistant 
engineer  of  construction  of  the  Chicago 
S;  North  Western  Ry.,  at  Boone,  Iowa, 
at  Kaukauna,  Wis.,  and  at  Escanaba, 
Mich.  Mr.  Towne  was  made  division  en- 
gineer at  Baral)".).  Wis  .  in  1902.  division 
engineer  at  Escanaba.  Mub..  \n  1904  and 
from  October,  1904,  to  l'XV>.  was  division 
enyineer  at  Chicago.  From  March,  1906, 
t"  July.  1906.  he  was  engineer  of  per- 
manent improvements  and  from  July, 
1906,  to  April,  1912,  engineer  maintenance 
of  way.  .Mr  Towne  has  been  general 
siiperintendent   since  April   1,  1912. 


Traveling  Engineers'  Convention. 

Secretary  Thoimpson.  nt  the  Traveling 
Fngineers'  Association,  has  sent  out  a 
very  comprehensive  circular  giving  par- 
ticulars about  the  next  convention  which 
will  be  held  in  Hotel  Sherman.  Chicago, 
beginning  on  Tuesday.  September  15. 
The  circular  coiu.iiu^  valuable  particulars 
al)0ut  the  rooms  in  the  hotel  which  every 
one  expecting  to  be  present  ought  to  be 
(..miliar  with  If  any  person  interested 
has  failed  to  receive  this  circular,  we  ad- 
vise !iim  to  apply  to  Mr  Thompson  to 
furni-h  one  witlMul  delay.  We  also  ad- 
\  -•■  all  the  iKople  needing  rooms  to  ap- 
|)ly  for  them  before  tlie  matter  escapes 
tbrir  memory 

The    address    of    Secretary    Thompson 


i>  New  York  Central  Car  Shops,  East 
Huffalo,  N.  Y. 

The  subjects  to  be  discussed  this  year 
are  as  follows  : 

"Dilliculties  accompanying  prevention 
of  dense  black  smoke  and  its  relation  to 
cost  of  fuel  and  locomotive  repairs"; 
.Martin   Whalen,  chairman. 

"Operation  of  all  locomotives  witli  a 
view  of  obtaining  maximum  efficiency  at 
lowest  cost"  ;  J.  R.   Scott,  chairman. 

"Advantage  to  be  derived  from  the  use 
of  mechanical  stokers,  considering  (lirst) 
increased  efficiency  of  the  locomotive ; 
(second)  to  increase  the  possibility  of 
securing  a  higher  type  of  candidates  for 
the  position  of  firemen;  (third)  the  util- 
ization of  cheaper  grades  of  fuel":  J.  H. 
DeSalis.   chairman. 

"The  care  of  locomotive  brake  equip- 
ment on  line  of  road  and  at  terminals; 
also,  method  of  locating  and  reporting 
defects" ;  Geo.  H.  Wood,  chairman. 

"Advantage  derived  from  the  use  of 
speed  recorders  and  the  influence  of  same 
on  operating  expense" ;  Fred  Kerby, 
chairman. 

"Practical  chemistry  of  combustion"; 
.•\.  G.  Kinyon. 

"Scientific  traui  loading;  tonnage  rat- 
ing. The  best  method  to  obtain  maxi- 
mum tonnage  haul  for  the  engine  over 
the  entire  division,  taking  into  considera- 
tion the  grades  at  different  points  on  the 
division";  0.  S.  Beyer,  Jr. 

A  number  of  the  committee  reports  are 
now  in,  which  bear  evidence  of  unusual 
I)ains  having  been  taken  in  preparing 
ihem,  assuring  you  of  one  of  the  best 
conventions  in  the  history  of  the  asso- 
ciation, and  our  friends  the  supplymen 
are  very  much  in  evidence,  assuring  you 
of  an  exhibit  of  the  liighest  educational 
order   and   tlii-   usual   grjod   time. 


How  Erie's  Triple  E  Locomotive  Was 
Designed. 

.\  conversation  which  the  writer  had 
recently  with  that  prince  of  locomotive 
designers,  Mr.  Samuel  M.  Vauclain,  leads 
us  to  believe  that  there  is  considerable 
romance  associated  with  the  dcsignmg  ■•: 
a  new  type  of  locomotive.  In  the  course 
of  the  conversation  Mr.  Vauclain  re- 
marked : 

"The  Erie  Railroad  made  inquiry  for 
a  Mallet  freight  locomotive  capable  of 
developing  a  tractive  effort  of  160.000 
pounds.  Naturally  such  a  locomotive  of 
tlie  Mallet  type  would  have  had  low- 
pressure  cylinilers  of  such  great  size  that 
it  wonbl  have  been  impossible  to  have 
shipped  this  locomotive  over  any  line  to 
reach  the  l-.rie  Railroad  without  remov- 
ing the  low  pressure  cylinders.  There 
would  als..  b.ive  Ir)  l)e  a  very  imusual 
construction  and  a  very  unusual  weight 
per    pair   of   driving   wheels   employed. 


"It  was  suggested  by  Mr.  Vauclain  to 
Mr.  Schlafge,  the  general  superintendent 
of  motive  power,  that  a  locomotive  of  the 
Triple  E  type  would  be  most  satisfac- 
tory and  while  the  idea  was  novel  to  him, 
the  design  had  previously  been  worked 
out  to  the  satisfaction  of  the  Baldwin 
Locomotive  Works  people,  and  had  been 
patented.  With  Mr.  Schlafge's  permis- 
sion to  bring  the  matter  before  Mr.  Un- 
derwood, the  president,  an  interview  was 
obtained  and  a  lead  pencil  sketch  of  the 
locomotive  submitted  to  him  and  before 
it  was  quite  complete  Mr.  Underwood 
had  placed  an  order  for  one  locomotive. 
L'pon  the  completion  of  the  sketch  and 
the  conversation,  Mr.  Underwood  kindly 
made  the   order  three  locomotives. 

"It  was  represented  to  Mr.  Underwood 
that  this  locomotive  would  carry  in  its 
desi.gn  practically  all  the  working  parts 
and  details  of  construction  employed  in 
his  Mikado  locomotives  and  which  were 
giving  such  general  satisfaction  on  his 
line.  Therefore,  all  parts  such  as  frames, 
driving  wheels,  driving  boxes,  connect- 
ing rods,  cross  heads,  valve  motion  and 
things  too  numerous  to  mention  are  exact 
duplicates  of  his  Mikado  locomotives. 
This  type  of  locomotive  would  never 
have  been  suggested,  however,  were  it 
not  for  the  fact  that  we  are  now  able  to 
feed  a  locomotive  boiler  any  amount  of 
coal  up  to  its  capacity  to  burn  it  by  the 
use  of  tl'e  Street  stoker,  which  works 
admirabl\-  and  with  very  little  attention 
'ir  repair.  Thus  the  huinan  equation 
heretofore  preventing  the  use  of  large 
power  units  has  been  overcome  and  it  is 
the  belief  of  Mr.  Vauclain  that  we  are 
iust  begining  to  enter  the  field  of  large 
power  units  for  freight  service  of  the 
trunk  lines  of  this  country.  If  it  can  be 
proven  that  we  can  operate  locomotives 
of  150.000  pounds  tractive  efTort.  with 
the  s.ime  engine  crew  as  heretofore  and 
with  less  physical  exertion  on  the  part 
of  the  fireman  than  with  the  locomotive 
of  oidy  .SO.OOO  pounds  tractive  effort,  it 
would  ,'ippfar  reasonable  that  such  units 
nf  power  will  be  in  demand,  not  only  by 
the  railroad  companies  but  by  the  em- 
ployes as  well.  You,  of  course,  are  aware 
that  the  larger  the  unit  the  less  the  power 
unit  costs  per  thousand  pounds  of  trac- 
tive  effort." 


One   of   Sir   William   Whyte's   Jokes. 

A  M.iuitoba  Fn-c  I'n-ss  reporter  dis- 
cussed one  ilay  with  the  late  Sir  William 
Whyte  the  great  number  of  claims  pre- 
ferred against  the  railway  by  reason  of 
horses  and  cattle  killed  by  trains.  He 
remarked  the  peculiar  fact  that  practical- 
ly every  animal  killed  figured  in  the 
claims  as  thoroughbred  stock.  "Do  you 
know."  said  Sir  William,  "I  have  reached 
the  conclusion  that  nothing  in  tliis  coun- 
try so  improves  live  stock  as  crossing 
it  with  a  C.  P.  R.  locomotive." 
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M.  C.  B.  &  M.  M.  Conventions. 

The  Forty-eighth  annual  convention  of 
the  Master  Car  Builders'  Association  will 
be  held  at  Atlantic  City,  N.  J.,  June  10-12, 
and  the  forty-seventh  annual  convention 
of  the  American  Railway  Master  Me- 
chanics' Association  will  be  held  at  At- 
lantic City,  June  15-17.  Mr.  J.  W.  Taylor. 
Joint  Secretary,  Karpen  Building, 
Chicago,  111. 


Atlantic  City  Gets  1914  Convention. 

The  1914  convention  coniniittee  of  the 
-American  Electric  Railway  .\ssociation. 
acting  with  the  committee  of  the  Ameri- 
can Electric  Railway  Manufacturers'  As- 
sociation, has  decided  upon  Atlantic  City 
as  the  location  for  the  1914  convention  of 
the  association  The  dates  are  October 
12  to  16. 


Removal. 
The  Prince-Groff  Company,  with  plant 
at  Camden,  N.  J.,  have  moved  their  gen- 
eral offices  to  the  Hudson  Terminal.  SO 
Church  street,  New  York.  With  the 
election  of  new  officers  a  very  active 
manufacturing  and  sales  campaign  will 
be  carried  forward  on  their  railroad  spe- 
cialties :  "Pressurlokd"  water  gauge  sys- 
tems. "Wedglok"  track  drilling  system 
and  "Kwikgrip"  pipe  wrenches.  The 
officers  are  Sherman  W.  Prince,  presi- 
dent; George  N.  Steinmetz,  treasurer, 
and  Clarence  B.  GrofT,  vice-president. 
Charles  H.  Spotts  has  been  appointed 
sales  manager  of  the  company. 


Brownhoist  Tools. 

It  seems  to  have  been  a  very  short  time 
ago  that  the  most  ingenious  and  skillful 
mechanics  in  railroad  repair  shops  were 
kept  1)usy  inventing  and  repairing  appli- 
ances used  for  handling  material  between 
the  tools  and  the  loading  cars  Of  lat.e 
this  arduous  duty  has  been  performed  by 
tools  supplied  by  the  Brownhoist  Com- 
pany, of  Cleveland,  Ohio.  Like  all  spe- 
cialties these  Brownhoist  tools  are  in 
every  way  superior  to  the  old  shop-made 
product  and  can  easily-  be  obtained  on 
order.  We  advise  every  shop  foreman 
who  reads  this  notice  to  send  for  illustrat- 
ed catalogue  J  from  the  Brownhoist  Com- 
pany. Cleveland,  Ohio. 


Some  good  influence  appears  to  be 
stirring  the  people  connected  with  the 
operation  of  New  York.  New  Haven  & 
Hartford  trains  to  endeavor  to  have  their 
trains  on  time.  On  .'Vpril  30  passenger 
service  of  that  road  made  a  new  low 
record  in  trains  late.  Out  of  2,021  trains 
only  97  or  4.8  per  cent,  were  late  This 
is  the  lowest  percentage  of  trains  late 
since  November  1.  1913.  Out  of  the  97 
trains  late  four  were  through  trains. 


Rivalry  of  Automobiles. 

The  automobile  is  becoming  a  serious 
competitor  of  railways  in  some  parts 
of  the  world.  .Xuto  trucks  that  carry 
from  ten  to  twenty  tons  of  merchandise 
are  to  be  seen  carrying  loads  into 
nearly  all  large  cities,  their  loads  being 
the  farm  produce  that  was  formerly 
carried  by  railroad  trains.  Every 
morning  whole  crowds  of  auto  trucks 
are  to  be  seen  winding  their  way  along 
the  Long  Island  roads  that  lead  to  New 
York,  a  line  of  transportation  which 
must  seriously  reduce  the  Long  Island 
Railroad  earnings. 

This  movement  is  not  confined  to  the 
United  States,  all  countries  in  Europe 
giving  opportunities  for  developing 
automobile        transportation.  Italy, 

which  has  greatly  increased  its  railway 
mileage  of  late  years,  is  developing 
automobile  public  services  to  such  a 
great  extent  that  up  to  the  end  of  last 
year  in  the  sixty-nine  provinces  of  the 
kingdom  about  6.000.000  miles  of  roads 
were  used  by  regular  automobile  lines 
subventioned  by  the  State. 

The  province  of  Perugia  came  first, 
with  over  4.^0.000  miles  of  automobile 
lines,  and  that  of  Girgenti  in  Sicily  last, 
with  only  two  miles.  Out  of  the  sixty- 
nine  provinces,  eleven  in  northern  and 
central  Italy  had  no  automobile  lines  at 
all.  As  a  rule  one  can  travel  quite  as 
fast  and  as  cheaply  by  motor  buses  as 
by  rail  in  Italy,  and  the  motor  services 
have  a  great  advantage  over  railroads, 
that  namely  of  reaching  heretofore  in- 
accessible towns  and  villages  out  of  the 
beaten   track. 


Everything  in  Its  Place. 

Keep  your  tools  handy  and  in  good 
condition.  This  wise  advice  applies  every- 
where and  in  every  place,  from  the  small- 
est shop  to  the  greatest  mechanical  estab- 
lishment in  the  world.  Every  tool  should 
have  its  exact  place  and  should  always 
be  kept  there  when  not  in  use. 

Having  a  chest  or  receptacle  with  a 
lot  of  tools  thrown  in  promiscuously  is 
just  as  bad  as  putting  the  notes  in  an 
organ  without  regard  to  their  proper 
place.  If  a  man  wants  a  wrench,  chisel 
or  hammer,  it's  somewhere  in  the  box  or 
chest,  or  somewhere  else,  and  the  search 
I)egins.  Sometimes  it  is  found,  perhaps 
sharp,  perhaps  dull,  perhaps  broken,  and 
by  the  time  the  workman  finds  the  tool 
time  enough  to  pay  for  several  tools  has 
been  wasted. 

The  habit  of  throwing  every  tool  down 
anywhere,  and  in  any  way  or  place,  is  one 
of  the  most  detestable  habits  a  young 
mechanic  can  possibly  get  into.  It  is  only 
a  matter  of  habit  to  correct  this.  Make 
an  inflexible  rule  of  your  life  to  have 
"a  place  for  everything  and  everything  in 
its  place." 


Moses  Hesitated. 

Solomon  and  Moses,  while  walking  by 
the  canal,  saw  a  notice-board  which  stated 
that  five  shillings  would  be  paid  to  who- 
ever rescued  another  man  from  drowning. 
It  didn't  take  more  than  a  minute  to  ar- 
range that  one  should  fall  in  and  be  saved, 
by  the  other,  and  the  "stakes"  divided. 
In  went  Sol,  and  found  it  rather  deeper 
than  he  expected.  However,  he  splashed 
about,  crying :  "Come  on.  Moses !  Save 
me!"  Moses  hesitated.  ".Sol,"  he  said, 
"I've  been  reading  that  notice-board 
again,  and  it  says,  'Ten  shillings  for  a 
dead  body.'     Now,  do  be  reasonable  ' 


Effective  Remedy. 

A  prominent  physician  was  recently 
called  to  his  telephone  by  a  colored 
woman  formerly  in  the  service  of  his 
wife.  In  great  agitation  the  woman  told 
the  physician  that  her  youngest  child  was 
in  a  bad  way.  "What  seems  to  be  the 
trouble?"  asked  the  doctor.  "Doc.  she 
swallowed  a  bottle  of  ink!"  "I'll  be  over 
there  in  a  short  while  to  see  her."  said 
the  doctor.  "Have  you  done  anything  for 
her?"  "I  gave  her  three  pieces  o'  blottin' 
paper,  Doc."  said  the  colored  woman 
doubtfuUv. 


He  Blazed  Away. 

-\n  Irishman  who  wasn't  much  of  a 
hunter  went  out  to  hunt  one  day,  and  the 
first  thing  he  saw  to  shoot  at  was  a  bird 
sitting  saucily  on  the  top  of  a  fence.  He 
blazed  away,  and  then  walked  over  to 
pick  up  the  victim.  What  he  happened 
to  find  there  was  a  dead  frog,  which  he 
raised  carefully  at  arm's  length,  looking 
at  it  with  a  puzzled  air.  Finally  he  re- 
marked :  "Well,  but  ye  was  a  deuce  of 
a  fine-looking  burd  befur  Oi  blew  the 
lithers  off  o'  ve !" 


A  Prudent  Scot. 
.\  friend  caps  the  story  with  another 
of  the  prudent  Scot,  or  rather  of  the 
prudent  Scot's  wife.  They  were  at  sea 
together — in  the  liberal  .sense — and  had 
just  left  the  dinner  table.  There  was 
sufficient  roll  to  produce  internal  uneasi- 
ness, and  the  husband  was  seen  to  be 
making  progress  to  the  side  of  the  vessel, 
when  his  wife  intervened.  "Remember. 
John."  she  said,  "you've  just  had  your 
denner.  and  it's  paid  for."  It  was  not 
lost. 


Not  Conscious  of  the  Loss. 
.\n  old  negro,  taken  ill.  called  in  a 
physician  of  bis  own  race.  There  being 
no  signs  of  improvement  he  at  last  asked 
for  a  white  doctor.  The  doctor  came, 
felt  the  old  man's  pulse  and  examined 
his  tongue.  "Did  your  other  doctor  take 
your  temperature?"  he  asked.  "I  don't 
know,  sab."  replied  the  negro;  "I  ain't 
nv's<cd  ainthing  but  mv  watch  so  far." 
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President  Mohler  Dwells  on  his  Forte. 

Nearly  every  .■iuceessful  Imsiness  man 
has  peculiar  to  himself  what  Artemu.s 
Ward  called  his  forte.  Long  acquaintance 
with  Mr.  A.  L.  Mohler,  president  of  the 
I'nion  Pacific  Railroad,  convinces  the 
writer  that  Mr.  Mohler's  forte  is  the  ca- 
liacity  for  securing  business.  He  rose 
."-teadily  from  clerk  to  general  freight 
agent  because  he  could  secure  business 
when  others  failed.  The  same  power  has 
lifted  him  to  be  president  of  one  of  our 
most  important  railroads. 

Mr.  Mohler  thinks  that  the  views  and 
l.'usiness  fallacies  entertained  by  the  peo- 
)ile  of  Nebraska  has  been  proving  ruinous 
lo  the  State,  and  he  has  told  them  some 
vlain  truths  that  will  do  the  community 
a  world  of  good  if  properly  digested. 

"The  railroads  have  created  the  facili- 
ties which  represent  part  of  your  prosper- 
ity."  said  Mr.  Mohler.  "and  are  one  of 
ibc  developing  influences  in  Western  civ- 
ilization: their  property,  their  men  and 
their  officers  are  entitled  to  the  same  fair 
iicatment  that  you  extend  to  other  re- 
^pectable  citizens  and  luisinesses  of  the 
city,  county  and  State. 

"Why  are  there  not  more  peo|)le  in 
Xebraska.  which  is  so  sparsely  settled? 
The  platform  has  been  occupied  by  our 
traducers  for  the  last  ten  years,  until  they 
have  succeeded  in  discouraging  invest- 
ment in  enterprises  of  our  character. 

"The  tremendous  increase  in  taxes, 
with  the  regulations  which  are  covered 
by  numerous  State  and  Federal  laws,  all 
of  which  carry  expense,  and  the  discredit- 
ing of  the  sincerity  of  men  in  our  pro- 
fession, has  resulteil  in  a  lack  of  con- 
fidence in  what  should  be.  aside  from 
f.Dvcrnment  bonds,  one  of  the  most  ac- 
ceptable investments  in  this  coimtry. 

"So  long  as  these  conditions  exist  and 
ue  are  continually  attacked  by  irrespon- 
>inle  people — I  mean  men.  tisitally.  wbn 
have  no  investment  to  imperil  except  tlieir 
personal  position — it  cannot  result  in  any 
other  manner  except  to  discourage  de- 
velopment in  the  territory  west  of  the 
Mississipi)i  River.  This  territory  could, 
•.•n<ler  the  right  conditions,  sustain  .iO.OOO 
miles  more  of  track  at  an  investment  of 
S2.000.000.  offering  em|iIoynunt  to  ni.'iiiy 
people,  adding  to  the  value  of  the  lands 
and  the  creation  of  taxes,  and  supportiim 
many  million-,  more  people  " 

Defects  Excluding  Locomotives  from 
Service. 

The  Canadian  Board  of  Railway  (om- 
missioncrs  issued  a  circidar  recently  stat- 
ing that  at  a  meeting  of  represenlaiives 
of  the  principal  railway  ^  the  following 
memorandinn  in  regard  to  defects  in 
locomotives  was  agreed  u|/on  : 

Locomotives  must  not  lie  allowed  to 
leave  terminals,  or  be  used  .it  terminals,  in 
traffic  service,  on  which  any  defects  ex- 
ist, as  prescribed  In  the  f^^llowing  list: 


.Steam  leaks  friini  any  part  of  a  loco- 
motive which  render  it  impossible  for  en- 
gmeer  to  see  signals  in  sufficient  time  to 
enable  him  to  bring  his  train  to  a  stop 
within   the   required  distance. 

.\ir  brakes  on  locomotives  or  tenders 
not  in  serviceable  condition. 

Wheel  defects.  Locomotives  with  steel 
or  steel  tired  leading  engine  truck  wlieels, 
leading  or  trailing  driving  wheels,  or 
ttnder  wheels  with  flanges  worn  1-16  be- 
low M.  C.  B.  wheel  defect  gauge  for  cars 
of  less  than  80,000  lbs.  capacity  or  over. 

Locomotives  with  cast  iron  engine 
truck  wheels  and  cast  iron  wheels  under 
tender  weighing  over  130,000  lbs.  with 
flanges  worn  1-16  below  M.  C.  B.  defect 
gauge  for  cars  of  80,000  lbs.  capacity  or 
over. 

Locomotives  with  cast  iron  wheels  un- 
der tender  weighing  130,000  lbs.  or  less 
with  flanges  worn  1-16  below  M.  C.  B. 
defect  gauge  for  cars  of  less  than  80,(XX) 
lbs.  capacity. 

Locomotives  with  truck  or  tender 
wheels  having  shelled  out  or  flat  spots 
over  2J/i  ins.  long  or  so  numerous  as  to 
endanger  the  safety  of  the  wheel. 

Steel  tires  on  locomotives  worn  hollow 
fi  in.  in  depth,  or  which  are  worn  below 
safe  limit  of  thickness.  Railway  com- 
panies to  file  with  the  commission  their 
standard  limit  of  thickness  of  tire,  on  all 
classes  of  locomotives,  for  approval. 

Flat  or  shelled  out  spots  on  locomo- 
ti\e  driving  wheels  3  ins.  long. 

Springs.  Locomotives  with  defective 
springs  on  any  part  of  locomotive  or 
tender  which  are  unable  to  carry  their 
respective  weight  when  locomotive  is 
standing. 

The  circular  also  asked  railway  com- 
panies to  make  by  February  23,  what,  if 
any,  objections  they  might  have  to  the 
addition  to  the  memorandum  of  the  fol- 
lowing clause : 

"Railway  companies  are  reipiired  to 
equip  their  locomotives  with  double  win- 
(Imvs  in  the  front  of  the  cabs  during  the 
winter  season,  November  1  lo  -\pril  30, 
the  same  to  be  made  air  tight." 


One  Triumph  of  Observing  Habits. 

We  are  everywhere  receiving  new 
proofs  that  the  faculty  of  observing 
things  and  making  practical  use  of  the 
knowledge  gained  from  oliservation.  is  the 
most  valuable  attribute  any  person  c:in 
possess.  Nearly  all  great  inventions  liave 
come  from  suggestions  given  to  ol)servnig 
minds.  This  line  of  thought  has  been 
suggested  by  learning  of  the  death  of 
Augustus  Stanwood,  an  event  which  has 
excited  very  little  public  notice,  although 
an  invention  carried  out  by  that  man 
revolutionized  the  art  of  paper  making. 

Sixty  years  ago,  in  the  woods  of  Maine, 
.Augustus  Stanwood  followed  his  father's 
flocks  and  in  doing  so  made  intimate  ac- 
(luainlaiuo   with    ibe   tiery   hornet    and   fell 


into  the  habit  of  tearing  down  all  the 
nests  he  could  find  of  that  venomous 
insect.  In  following  this  line  of  boyhood 
industry,  he  came  to  observe  that  the 
material  forming  the  nests  had  a  strong 
resemblance  to  paper.  This  suggested 
closer  observation.  He  stopped  destroy- 
nig  the  nests  and  proceeded  to  watch 
closely  the  method  of  construction  fol- 
lowed by  the  insects.  He  found  that  the 
paper-like  material  forming  the  nests  was 
made  from  wood  pulp.  To  reproduce 
similar  material  became  the  ardent  quest 
of  the  young  man  and  after  many  failures 
he  succeeded  in  making  pulp  paper. 

L'p  to  the  discovery  made  by  Stan- 
wood. all  the  paper  used  was  made  of 
rags.  In  1862  Stanwood  built  a  pulp  fac- 
tory in  Gardiner,  Mass.,  and  the  place  is 
still  in  operation. 

The  huge  rolls  of  wood-pulp  paper 
whose  manufacture  is  one  of  the  great 
industries  of  the  country,  the  tons  of 
paper  whose  purchase  forms  so  large  a 
share  of  the  expenses  of  every  printing 
establishment,  that  paper,  which  has  for 
many  years  been  a  leading  feature  of  tariff 
debate,  which  has  occupied  the  attention 
of  statesmen,  and  which,  in  newspaper, 
magazine  and  book  production  is  the  in- 
strumentality of  nearly  all  the  information 
civilization  possesses,  dates  from  the  date 
when  Augustus  Stanwood  watched  the 
hornets  at  their  work — and  pondered — 
tried  to  draw  from  the  sight  he  saw  its 
inner  rueaning  and  its  possibilities. 


New   Branches   of   the   U-S-L. 

A  new  branch  of  the  L'nited  States 
Light  and  Heating  Company  has  been 
established  in  Washington.  D.  C,  in  the 
F.\:uis  Building.  1420  New  York  avenue, 
with  Mr.  W.  ("..  Davis  in  charge.  Mr. 
Davis,  who  was  formerly  connected  with 
the  I'-S-L  sales  department  at  New  Y'ork 
t'ity.  will  have  under  his  direction  the  sale 
of  LT-S-L  storage  batteries,  electric  starter 
:ind  liglitcr.  and  axle  electric  car  lighting 
tquipnicnt  in  this  territory,  which  includes 
the  States  of  ITorida,  Georgia,  South 
C:irolina.  North  Carolina,  Virginia,  Mary- 
bmd,  Delaware  and  part  of  Pennsylvania. 

It  m.iy  be  added  that  the  New  Y'ork 
sales  ofiice  and  service  station  of  the 
L'.  S.  Light  &  Heating  Company,  for- 
merly located  at  210  West  Fiftieth  street, 
has  licen  transferred  to  the  Locomobile 
Building,  at  16-24  West  Si-xty- first  street. 
New   York. 


New  Preserving  Plant. 

.\  tie  preserving  plant  has  been  built 
at  Reed  City.  Mich.,  to  treat  tics  for  the 
Grand  Rapids  &■  Indiana  Railway.  The 
capacity  is  200.000  ties  treated  annually. 
Beech,  birch  and  maple  ties  will  be  treat- 
ed with  zinc  chloride  and  substituted  for 
cedar  and  oak  ties,  which  have  largely 
been  u>sed  in  the  past  but  are  now  becom- 
ing scarce  or  high  in  price. 
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Dixon's  Graphite 
Air  Brake 

AND 

Triple  Valve  Grease 


.  DIXOPTS, 

V^itc  At  Brake on<".^ 
;    ''^rloXalvoOrease   -j 


This  special  mixture 
of  the  finest  natural 
flake  graphite  with 
a  high-grade  min- 
eral grease  is  the 
key  to  the  proper 
lubrication  of  the 
brake  system. 

It  is  not  afifected  by 
heat  or  cold — can't 
dry  up,  or  gum  up, 
or  harden  —  never 
gets  sticky  so  as  to 
cause  sluggish  ac- 
tion. It  can't  run 
out  and  leave  a  dry 
bearing.  for  the 
graphite  identifies 
itself  with  the  bear- 
ing surfaces  in  a  fric- 
tion-reducing, wear- 
resisting,  lubricat- 
ing film. 

Send  for  "Graphite 
Products  For  The 
Railroad,"  No.  69. 
the  guide  to  lower 
maintenance  costs. 

Made  in  JERSEY  CITY.  N.  J. 
by  the 

JOSEPH  DIXON 
CRUCIBLE  CO. 

Estahlished  1827 


RAILROAD    NOTES. 

Tlic  Union  I'acilic  i.s  in  llic  markt-t   for 
100  passenger  cars. 


The  Illinois  Central  is  reported  in  the 
market  for  3,000  cars. 


The  Norfolk  &  Western  has  taken  l)ids 
on  steel  for  shop  extensions  at  Roanoke. 
\a. 


Tlie  .\tlantic  Coast  Line  will  huild  a 
4(1  stall  brick  roundhouse  at  Florence, 
,S    C. 


The  Boston  &  Albany  is  said  to  be 
taking  bids  on   1,200  tons  of  steel  for  18 

I  ridges. 

The  Seaboard  .Vir  Line  is  in  the  mar- 
ket for  IS  freight  and  10  passenger  loco- 
motives. 

The  Cliicj-go  &  North  Western  is  still 
negotiating  for  thirty-five  to  forty  loco- 
motives. 

The  Denver  &  Rio  Grande  has  ordered 
500  gondolas  from  the  Pressed  Steel  Car 
Company. 

The  Cuban  Central  is  in  the  market 
for  45  box  cars,  2.i5  flat  cars  and  40 
caboose  cars. 


The  Lehigh  &•  New  England  has  or- 
dered 9  cabooses  from  the  .American  Car 
&   Foundry  Co. 

Tlie  Ocean  .Shore  has  ordered  two 
mogul  locomotives  from  the  Baldwin 
Locomotive   Works. 


The  Mobile  &■  Ohio  has  ordered  seven 
consolidation  locomotives  from  the  Amer- 
ican  Locomotive  Co. 

The  Missouri,  Kansas  &  Texas  has  or- 
dered five  mikado  locomotives  from  the 
.\merican  Locomotive  Co. 


The  Cuban  Central  is  said  to  be  in  the 
market  for  13  ten- wheel  locomotives  and 
one  consolidation   locomotive. 

The  Chicago  &  .Vortluvestern  has  or- 
dered 3.000  40-ton  box  cars  from  the 
\nierican   Car  &•   Foundry  Co. 

The  Pekin-Mukden  is  said  to  have  or- 
dered two  consolidation  locomotives  from 
the   Baldwin   Locomotive  Works. 

i'lic  Maryland  &  Pennsylvania  has  or- 
ilirid  two  consolidation  locomotives 
fiiiin  the  Baldwin  Locomotive  Works. 

The  Erie  has  ordered  four  passenger 
cars  from  the  Standard  Steel  Car  Co., 
and  eight  from  the  Pressed  Steel  Car  Co. 


The  Erie  has  ordered  14,(XX)  tons  of 
rails,  12,000  tons  going  to  the  Carnegie 
Steel    Co.    and   2,000   tons   to   the    Illinois 

Steel  Co. 

The  Chicago.  Milwaukee  &  St.  Paul 
has  placed  an  order  for  2,000  tons  of 
standard  section  rails  with  the  Illinois 
Steel  Co. 


Delaware,  Lackawanna  &  Western  has 
placed  orders  for  500  steel  hopper  cars, 
but  is  still  in  the  market  for  200  automo- 
bile cars. 


A  turntable  to  cost  $20,000  is  under 
cons'ideration  by  the  New  York  Central 
for  the  ColTeen  street  roundhouse  at 
Watcrtown,  N.  Y. 


The  St.  Louis,  Brownsville  &  Mexico 
Railway  has  placed  an  order  for  15  con- 
solidation locomotives  from  the  Bahlwin 
Locomotive  Works. 


The  Delaware  &  Hudson  has  placed 
an  order  with  the  .\merican  Locomotive 
Co.  for  ten  Pacific  and  fifteen  consolida- 
tion locomotives,  it  is  reported. 

The  Rutland,  which  was  reported  as 
having  ordered  eight  passenger  coaches 
from  the  American  Car  &  Foundry  Co.. 
has  increased  its  order  to  25  cars. 

The  Delaware.  Lackawanna  &  West- 
ern is  in  the  market  for  two  hundred 
60,000-lb.  capacity  automobile  cars  and 
five  hundred  50-ton  steel  hopper  cars. 


The  Butte,  Anaconda  &  Pacific  has 
placed  an  order  with  the  General  Elec- 
tric Co.  for  four  eighty-ton  electric  loco- 
motives, in  addition  to  seventeen  previ- 
ously ordered. 


Work  on  the  new  roundhouse  of  the 
Illinois  Central,  at  Jackson,  Miss.,  has 
been  commenced.  This  road  will  con- 
struct three  plate-girder  bridges  on  its 
line  between  Fulton.  Ky..  and  Memphis, 
Tenn. 

The  Great  Northern  plans  the  expen- 
diture of  about  $2,000,000  on  the  line  from' 
Williston,  N.  D..  to  Cutbank,  Mont.,  it  is 
said.  Eight  new  stations  will  be  built 
besides  extension  of  industrial  track.s  and 
construction  of  water  softening  plants. 


The  Louisville  &•  Nashville  has  ordered 
700  steel  underframes  from  the  Mt. 
Vernon  Car  Mfg.  Co.  and  700  steel 
underframes  from  the  Pressed  Steel  Car 
Co.  This  road  will  build  at  its  South 
Louisville  shops  700  box  cars,  100  40-ton 
stock.  100  40-ton  flat  and  500  SO-ton  gon- 
dola cars. 
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Safety  Suction  Devices  for  Punch 
Presses. 

lor  sonic  time  llic  W  cstinghouse  Elec- 
tric &  Manufacturing  Company  at  east 
Pittsburgh  tried  meclianical  safety  de- 
vices of  various  kinds  for  the  punch 
shop,  but  with  unsatisfactory  results. 
The  operators  fomid  them  unsuited  be- 
cause of  the  fact  that  tliey  tended  to  re- 
tard the  production,  and  consequently 
their  earnings,  while  the  mnnagemciit 
also  objected  to  tliem  because  they  af- 
forded only  partial  protection,  as  the 
operator  had  to  place  his  hand  under 
the  press  in  every  instance,  in  order  to 
remove   the    scrap. 

The  suction  device  illustrated  herewith 
was  developed  with  the  idea  of  prevent- 
ing the  necessity  of  the  operator  ap- 
proaching the  danger  point  at  any  time 
during  the  operation,  as  he  feeds  and 
clears  the  press  with  the  same  tool. 

Another  advantageous  point  is  that  the 
operator  does  not  take  hold  of  the  ma- 
terial   with    liis    h:\niU    (this    applies    jiriii- 


received  the  grand  prize  at  the  recent 
International  Exposition  of  Safety  and 
Sanitation  in  New  York  City,  and  is  now 
on  e.xhibition  in  the  American  Museum 
of  Safety  in   New  Y'ork  City. 

The  Westinghouse  Electric  &  Manu- 
f.icturing  Company  also  employs  a  num- 
ber of  oilier  safety  devices,  such  as  mag- 
netic lifters,  sliding  devices,  etc..  ada|)ted 
for  the  different  kinds  of  punchings 
made. 


Making    Markets. 

When  the  Standard  Oil  Company  tirsi 
«ent  to  China  it  found  its  sales  limited 
by  the  fact  that  most  persons  had  ii.' 
suitable  lamps,  says  the  Value  World.  S, 
the  company  had  a  lamp  made  for  tin 
burning  of  kerosene  which  it  sold  to  tin 
Chinese  for  seven  and  a  half  cents  apio  e 
In  the  first  year  875,000  lamps  were  sold, 
.-nd  in  the  year  following  2,000,000  Witli 
lamps  to  burn  the  oil  and  give  gnml  light 
tile  company's  kerosene  sales  cliiiilie<l  like 
ilie  flight  of  a  balloon.  This  lamp  has  en- 
.diled  the  toiling  Chinese  to  add  several 
hours  to  his  work  day,  has  promoted  the 
business  of  the  company,  and  has  carried 
light  in  a  very  real  sense  into  the  dark 
places  of  the  earth.  Here  we  have  an  e.x- 
cellent  example  of  the  working  of  modern 
itidustry.  It  goes  into  the  wnrlil  Ii.nkiiig 
for  markets,  and  if  it  can  not  find  tliem 
it  makes  tliem.  Our  railroads  build  m{<< 
unpeopled  territory,  then  bring  in  settlers, 
then  carr\  mit  their  produce.  Factories 
prnihice  a  new  fi.r.d.  then  create  a  desire 
tiif  it  in  di\ers  alluring  ways.  You  have 
no  need  for  what  we  offer.  sa.\s  the  up-to- 
date  mantifacturer.  Very  well,  we'll 
furnish  you  with  a  need,  and  straightwa\ 


SUCTIliN     !'i.\  K   I.     II  'l;     I'lN'   II     I'I'i  sS. 

cipally  to  the  smaller  sizes),  and  thereby 
escapes  the  numerous  small  cuts  to  which 
he  was  subjected  when  inserting  the 
blanks   with   his   lingers. 

The  double  handle  device  used  on  large 
work,  and  shown  in  illustr.'ition,  is  abso- 
lutely safe,  the  operator  being  compelled 
to  use  the  device  owing  to  the  size  of 
the  sheets  handled,  it  being  impossible  to 
get   hold   of  the   sheets  any  oilier   way. 

Before  adopting  this  method  a  man 
was  placed  at  the  back  of  the  press  to 
feed  in  the  sheets,  and  he  was  the  man 
who  most  frequently  wa^  injured  1)C- 
cause  bis  fingers  were  eniirely  at  the 
mercy    of    the    operator. 

Since  the  adoption  of  ibe  suction  de- 
vice there  has  not  been  an  amputation 
on  the  large  presses,  and  up  to  the  pres- 
ent time  no  finger  has  been  amputated  in 
the  punch  shop  This  freedom  has  been 
due  to  the  operation  of  the  devices,  and 
the  rigid  enf<prcement  of  the  rules  by 
the    manageiiKnl    of   the    shop 

The    siirtion    device    was    exbi'.iietl    and 


proceeds  to  do  so. 
of    modern    s.ilesin 
suading    people    tf 
they    don't    need 
want. 


About  ninety  per  cent, 
mship   consists    in    |ier 

buy  what  they  think 
nd    are    not    sure    tbev 


The    Alaska    Railway. 

Now  that  tin-  Cio\ernnient  has  decided 
to  build  the  .\laska  Railway,  one  of  the 
lirst  questions  to  be  determined  will  be 
that  of  the  selection  of  the  engineer  to 
lay  out  the  best  location  for  the  road. 
'I  he  locating  of  a  new  line  is  the  most 
important  work  that  the  engineering  staff 
of  a  new  railroad  have  to  do.  The  lo- 
cating engineer  is  a  specialist.  I'ponbis 
good  judgment  depends  the  (piestion  as 
to  whether  the  completed  road  is  to  cost 
so  many  million  dollars  more  or  less: 
and  in  the  selection  of  the  man  for  this 
work,  political  considerations  should  have 
no  weight  whatever.  If  the  Government 
wishes  to  show  how  well  it  can  lay  out. 
construct  and  equip  a  railroad,  it  should 
select  its  staff  entirely  upon  their  merits, 
that  is  to  say.  upon  the  work  which  they 
have  done  under  conditions  approaching 
tlir.se   ubuh   will   be  met  with  in   ."Maska. 


GOLD 

Car 
Heating 

Lighting 
Company 


Manufacturers  of 

ELECTRIC, 
STEAM  AND 
HOT  WATER 
HEATING 
APPARATUS 

FOR  RAILWAY  CARS 

VENTILATORS 

FOR    PASSENGER 

AND   REFRIGER- 

ATOR     CARS 

ACETYLENE  SYSTEM 
OF    CAR     LIGHTING 


Send  for  circular  of  our  combina- 
tion PRESSURE  AND  VAPOR 
SYSTEM  OF  CAR  HEATING, 
which  system  automatically  main- 
tains about  the  same  temperature  in 
the  car  regardless  of  the  outside 
weather  conditions. 

Main     Office,     Whitehall     Building 

17    BATTERY    PLACE 

NEW    YORK 


June,  1914. 
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Nichols  Transfer  Tables 
Turntable  Tractors 

GEO.  P.  NICHOLS  &  BRO. 

1090  Old  Colony  Bldg.  CHICAGO 


Correspondence     Invited 

with    parties   owning   or   controlling 

RAILWAY     DEVICES 

of     Cast     Steel 

Reading    Specialties   Co..     Sales  Alls 

Reading    Bayonne    Steel    Cmating   Oo., 

BEADING,    PA. 


Hydraulic 

Riveters    Pixedarm  Portable 

Punches,  Shears, 
Presses,  Lifts,  Cranes 
and   Accumulators. 

Matthews'  Fire  Hydrants, 

Eddy  Valves 

Valve  Indicator  Posts, 

The  Camden  High-Pressure  Valves. 


Cast  Iron  Pipe 


R.  D.  Wood  &  Company 

Engineers,  Iron 
Founders,  Machinists. 

100  Chestnut  St.,  Philadelphia,  Pa. 


BORING  TOOL 

Ilk.-    this    Is   AT-WAYS    ready    for 
It  ni'ods  no  forginf:  or  teni- 
pcrins  atnl   s:iv.'s  70  por  cent,  of  Grindinp  and 
90  por  cent,  of  Tool  Steel  used  in  Forged  Tools. 
Patented  March  12.    1895. 


Chicago.   U.   S.   A. 


CONGER'S 
AIR  BRAKE  CATECHISM 
ANDINSTRUCTIONBOOK 

{24th  Edition     270  page.t 

▼or    I.*teit    Ml    Ooutraction    and    Op«ra- 
tlon  of  WoitinghouM  ud  N.   Y.   Bnka*. 

OoBtaioa     Examioatioii     QooatioB     for     b* 
filMmon   and   Trainman. 

PRICE    ONE    DOLJ.AR 

ANGUS  SmClAIR  tO.,  114likrtySL,NewYort 


Improvement  in   Car-Couplers. 

Mr.  RiilKit  L.  L.  Jannty  has  secured 
a  patent  on  an  improvement  in  car- 
ii.uplcrs,  which  is  particularly  ap- 
plicable to  couplers  of  the  Janney  type, 
having  a  coupler  head,  a  pivoted 
knuckle  and  a  locking  nieniber.  The 
iincntion  consists  ol  a  change  in  the 
head  of  the  pin,  as  shc.vn  in  the  ac- 
companying illustrations,  and  prevents 
the  pin  from  turning  round  with  the 
knuckle  when  the  latter  is  swung  to 
open  and  closed  positions.  There  are 
a  number  of  reasons  that  experience 
readily  demonstrates  that  the  turning 
of  the  pin  should  be  avoided,  and 
various  devices  have  been  used  with 
success  as  long  as  the  specially  de- 
signed pin  was  used  for  the  particular 
ciiupler,  but  as  pins  often  become 
broken  or  lost,  unless  a  similar  pin  was 
at  hand  the  coupler  and  car  were  con- 
■.(■(puntly  iilaciii  ..lit  ..f  service. 


DET.MLS  111'    IMI'ROVKD  C.\RCOUPLER. 

It  will  lu-  ni.ted  that  Mr.  Janney's  de- 
vice take-,  the  form  of  a  D-head  pin, 
for  the  reception  of  which  the  coupler 
is  furnished  with  an  upstanding  flange 
i.r  rib  which  i>  adapted  to  co-operate 
with  the  head  of  the  pin  to  completely 
prevent  the  pin  from  turning,  and  at 
the  same  time  the  flange  or  rib  is  far 
em. ugh  removed  from  the  longitudinal 
axi<  of  the  pin  to  permit  the  insertion 
of  an  ordinary  round-headed  pin  such 
as  are  generally  carried  in  the  equip- 
ment of  trains.  A  round-headed  pin 
of  course  will  not  be  prevented  from 
turning,  but  will  temporarily  suit  the 
purpose  until  the  proper  type  of  pin 
can   be   procured. 

It  may  be  added  that  it  has  been  the 
custom  heretofore  to  provide  a  D-head 
pin  by  tangentially  shearing  off  a  por- 
tion of  the  head  of  the  ordinary  round- 
headed  pin,  so  that  the  straight  portion 
of  the  head  was  parallel  with  the  outer 
edge  of  the  pin,  and  any  projection  on 


the  knuckle  to  keep  the  pin  in  place 
precluded  the  possibility  of  the  tem- 
porary use  of  the  ordinary  round- 
headed  pin.  The  main  feature  in  the 
improved  device,  therefore,  is  the  fur- 
nishing of  a  pin  with  means  preventing 
it  from  turning  and  at  the  same  time 
leaving  the  knuckle  in  such  condition 
that  the  common  round-headed  pin 
could  be  used  if  occasion  required. 


Wearing  of  Lampblack. 

Lampblack  is  one  of  the  most  perma- 
nent pigments.  It  is  composed  princi- 
pally of  carbon,  with  usually  a  small  per- 
centage of  mineral  matter  and  moisture 
present.  It  has  fairly  remarkable  cover- 
ing and  coloring  properties,  and  it  wears 
like  the  eternal  truth.  While  it  is  not 
exactly  jet  black,  having  a  gray,  and.  in 
some  samples,  a  sooty  appearance,  it  is, 
nevertheless,  a  color  of  strong  individual- 
ity, and  its  use  in  connection  with  other 
pigments  is  considerable,  and  always  to 
the  benefit  of  the  wearing  properties  of 
the  mi.xture.  .\o  paint  shop  stock  of 
supplies  is  complete  witht.iit  at  least  a 
small  quantity  of  refimd  lampblack.  The 
remarkable  wearing  properties  of  this 
black  is  attested  in  ancient  burial  places 
where  grave  markers,  made  of  wood, 
and  lettered  with  lampblack,  show  thft 
wood  actually  worn  away  while  the  black 
letters,  standing  out  as  though  carved 
from  the  timber,  reinain  firm,  distinct, 
and   intact. 


Cementing  a  Steam  Chest. 

The  Chesapeake  and  Ohio  Railroad 
Company  have  successfully  used  Portland 
cement  for  the  temporary'  repair  of  a 
fissure,  three  inches  long,  in  the  steam 
chest  of  a  locomotive  engine.  Cement 
was  employed  because  the  part  affected 
was  inaccessible  for  the  customarj'  treat- 
ment. It  is  stated  that  after  having  been 
in  service  for  eight  months,  the  locomo- 
tive was  sent  to  the  shops  for  general 
overhauling,  when  the  cement  lining  was 
found  to  be  so  perfect  that  it  was  left 
in  place. 


Removing  a  Stubborn  Nut. 
Heat  an  open-end  wrench  that  fits  the 
nut,  and  while  hot  place  it  on  the  nut  and 
allow  it  to  remain  for  two  or  three  inin- 
utes,  says  the  Amcncan  .\facltiuisl.  The 
heat  will  cause  the  nut  to  expand  and  it 
can  be  taken  off  with  ease  .^  heated 
wrench  gives  much  better  results  than  a 
blow  torch,  as  the  torch  will  heat  the 
nut  and  bolt  at  the  same  time,  where  the 
hot  wrench  only  heats  the  nut.  .^ny  nut 
which  resists  the  hot  wrench  will  prob- 
ably have  to  be  split  to  fake  it  off 


The  Southern  Pacific  has  erected  new 
shops  at  Houston,  Tex.  The  erecting 
shop  is  127  by  310  feet,  built  of  rein- 
forced concrete,  equipped  with  one  150- 
ton   traveling  crane. 
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BooKs,  Bulletins,  Catalogues,  Etc. 


Standard  Train  Rule   Examination. 

The  nimh  udnuMi  ul  .Standard  Train 
Rult  F..\aminali(>n.  by  G.  E.  CollinguDnd. 
auth'ir  and  pul)iisluT,  -407  Crittenden  ave- 
nue. Tuledd.  Olii.i,  has  just  been  issued 
in  a  snl>stantiall>  li..tnid.  handy  vi)luine  ot 
nearly  200  pai^es.  Price,  postpaid.  ^iW. 
Mr.  CoUinKunod  has  long  enjoyed  the 
reputation  of  bein.sj  the  standard  anthurity 
on  train  rules  in  .\nierica,  and  the  present 
edition  t>l  his  e.scellent  work  will  be  found 
to  sustain,  in  an  eminent  degree,  the  posi- 
tion that  he  lias  earned.  Tlie  book  is 
specially  adapted  for  the  use  of  exainin- 
in,«  oflicials.  and  also  for  the  use  of  train- 
men, train  dispatchers,  telegrajih  operators 
and  others  who  rec|uire  to  lie  thoroughly 
familiar  with  train  rules,  it  lirings  out 
very  clearly  the  vital  ptpints  in  each  rtile 
and  imparts  a  full  knowledge  of  tlie  oli- 
ject  to  be  olitained  in  practice.  Tlie  (lues- 
tions  are  based  upon  tlie  .Standard  Code 
in  universal  practice  iii  .\merica.  and 
pains  have  been  taken  to  make  the  mean- 
ing of  each  rule  so  plain  tliat  tlurc  can 
l)e  no  mistaking  the  meaning.  The  pop- 
ular favor  with  which  the  bo(ik  lias  licm 
receixed  is  the  liest  proof  of  its  nieetiii--; 
the    requirements   of     he   situation. 


MacRae's   Blue    Book. 

The  1',-1-t  issue  of  MacRae's  lUue  Hook 
appears  in  enlarged  form  on  account  of 
iiaving  consolidated  with  Tlie  Railway 
Supply  Index-Catalogue.  The  two  books 
covered  practically  the  same  lield.  and  it 
is  a  commendable  piece  of  business  enter- 
prise on  the  part  of  MacRae's  Blue  Book 
Company  to  absorb  the  other  pulilication 
and  issue  a  consolidated  book.  It  con- 
tains an  alphabetical  address  section  of 
IS.OOO  concerns  doing  business  with  the 
railroad-;  a  classilied  material  section 
showing  under  S.(XK)  headings  the  names 
anil  aildresses  oj  \arious  manufacturers 
of  material  used  in  the  construction  and 
maintenance  of  v.  railroad.  There  is  also 
a  trade  name  section  indexing  the  trade 
names  of  all  articles  used  by  railro.ids. 
so  a.-  to  show  the  manufacturer's  name 
and  address,  and  a  miscellaneous  data  sec- 
tion giving  odds  and  emls  of  information 
extremely  useful  to  railroad  ollicials. 
There  is  also  UiO  pages  devr.ted  to  tlie  list 
price-  of  railroad  material,  and  this  sec- 
tion Is  kepi  up  to  date  by  sending  ont 
revised  list  prices  as  occasion  warrants 
The  publication  is  distributed  free  to  all 
who  are  concerned  with  the  purchasing 
or  specifying  of  railway  material  .md  sup- 
jdies       lo  others  the  price  is  ten   ilollars. 


The  Diesel  Engine. 

Thi-  P.usch-Sul/er  Hr..s  I  )iesel  i;.-:;iiu 
Comiiany.  St  Louis,  Mo.,  has  issued  an 
illustrated  catalogue  of  112  pages,  lli.ii    is 


of  particular  interest  to  the  engineering 
world.  It  may  not  be ,  generally  known 
that  tlie  tirst  Diesel  engine  built  in  .\meri- 
ca  was  completed  in  St.  Louis  in  Sep- 
temlier  189S.  It  developed  sixty  horse 
power  in  two  cylinders,  and  from  that 
lime  to  the  luesent  the  growth  of  the  in- 
dustry has  been  rapid  with  the  result  that 
the  St.  Louis  plant  to-day  represents  an 
investment  of  over  one  million  dollars, 
and  is  eipiilil'cd  with  every  ilevice  and 
convenience  for  the  jiroper  handling  of 
Diesel  manufacture,  according  to  the  niost 
approved  modern  practice.  The  catalogue 
presents  forty  installations  in  twent> - 
three  States  and  the  views  of  Diesel 
power  plants  and  specilic  information  con- 
cerning these  installations  are  of  real 
value  to  prospective  purchasers.  I  he 
adaptability  of  this  remarkable  t\pe  of 
engine  is  clearly  shown  from  the  fact 
that  it  is  already  in  successful  operation 
in  lifty-eight  different  lines  of  industry  in 
.\merica.  Copies  of  tlie  catalogue  may  l«' 
had  on  apiilication  to  the  main  ofiice  ;r, 
St.   Louis,  Mo. 


Electric  Heaters. 

The  (iold  Car  Heating  and  1. mining 
Company,  New  York,  have  issued  a  new 
catalogue  descriptive  of  the  company's 
standard  ventilated  core  electric  heaters 
and  thermostatic  contn>l.  In  the  appliances 
for  heating  and  aut.iiuatically  controlling 
the  temperature  of  all  types  of  railway 
cars,  ticket  offices,  stations,  automatic 
sprinkler  valve  shelters,  ventilators  and 
other  devices  relating  to  heating  and  ven- 
tilating the  company  has  shown  an  intel- 
ligent enterprise  that  has  met  with  a  large 
measure  of  popular  approval.  'I  he  cata- 
logue furnishes  a  brief  but  com|ilele  de- 
scription of  many  of  these  products.  The 
illustrations  furnish  jiroof  of  the  ama/ing 
variety  of  designs  on  their  appliances  that 
are  adapted  to  every  conceivable  location 
so  that  their  presence  may  be  said  to  be 
imperceptible  to  the  common  observers. 
The  perforated  metal  casings  are  the  iier- 
fection  of  mechanical  elegance,  while  the 
temperatures  tested  in  a  hundred  experi- 
ments are  unvarying.  The  catalogue  fur- 
nishes an  amount  of  information  on  the 
various  devices  that  renders  it  complete 
in  its  kind.  Copies  may  be  had  on  a|)pli- 
calion  at  the  Company's  main  office. 
Whitehall   Huilding.  New  York. 

Locomotive  Appliances. 

.\  variety  of  locomotive  appliances  are 
described  in  bulletin  No.  97.  issued  by 
Harry  X'issering  &  Company,  Chicago 
Among  the  appliances  are  the  "N'iloeo" 
.md  "leach  Type"  locomotive  sanders . 
the  "V'iloco"  and  "Improved  Gollman" 
bell  ringer,  and  an  interesting  varietv  of 
.ither   "\'iloco"  products. 
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No.    174  Market  St..       Lhicaso.  111. 
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New  Locomotive  Terminal 


By  reason  of  demand  for  increased 
facilities  for  rapidly  and  economically 
handling  locomotives.  The  Central  Rail- 
road of  New  Jersey  have  had  constructed 
for  them  at  Communipaw.  X.  J.,  a  modern 
Locomotive  Terminal  which  for  its  size, 
convenience^  and  up-to-date  construction 
is  not  excelled  by  any  other  plant  in  the 
country.  The  work  was  designed  and 
executed  by  Westinghouse  Church  Kerr 
&  Company.   Engineers  and   C<ini;truotors. 


north  side  of  the  main  tracks,  and 
through  which  were  handled  30,823  loco- 
motives during  the  first  four  months  of 
the  present  year,  or  an  average  of  255 
locomotives  per  day.  During  the  sum- 
mer months  the  number  of  engines  han- 
dled per  day  is  about  300  which  includes 
all  the  usual  performances  of  cleaning 
fires,  dumping  ashes,  coaling,  supplying 
sand  and  water,  washing  boilers,  and 
aho    in>n<c'i!vj:.    tosjether    with    anv    I'k'i* 


station,  sand  storage,  roundhouse  office 
and  toilet  building,  engineers'  locker  build- 
ing and  telephone  tower  with  all  equip- 
ment and  service  inside  of  building  and 
in  yard. 

The  power  house  is  135  ft.  long  and 
92  ft.  wide  w'ith  concrete  boiler  and  ma- 
chine foundations.  The  building  proper 
is  of  brick  with  a  structural  steel  frame 
for  supporting  boilers,  stack,  and  coal 
Innikers :   stocl   sasb  and  doors. 


.MMIXII'AW.    N.    .1..    I-I>U    TIIK   CF.NTK.\L   RAII.KnAD   OF   NEW    IKRSKV 


Xew  York  City,  in  co-operation  with  and 
under  the  direction  of  Mr.  Joseph  O.  Os- 
good, Chief  Engineer,  and  Mr.  A.  E. 
Owen,  Prin.  Asst.  Engineer,  of  The  Cen- 
tral Railroad  Co,  of  Xew  Jersey. 

It  has  been  possible  to  provide  a  layout 
of  tracks,  leading  up  and  into  the  ter- 
minal, especially  designed  for  the  quick 
handling  of  passenger  power,  formerly 
cared  for  in  the  two  old  engine  houses  at 
Fiddlers  and  Communipaw,  located  on  the 


running  repairs  that  may  be  necessary. 
These  completed  improvements  consist 
of  a  power  house  to  serve  not  only  the 
engine  terminal,  but  also  to  take  care  of 
all  electrical  requirements  of  the  railroad 
from  the  Jersey  City  water  front  to  Xew- 
ark  Bay.  Two  roundliouscs,  one  34-stall. 
lOO-ft,  and  one  32-stall,  W-ft.,  two  100-ft. 
turntables,  machine  shop,  blacksmith 
shop,  storehouse  and  office,  material 
platform,    oil    liouse.   cinder   pits,    coaling 


Six  250  h.  p.  B.  &  \V.  water  tube  boil- 
ers arranged  in  three  batteries  of  two 
each  are  installed  and  space  is  provided 
for  an  additional  battery.  Boilers  are  fed 
by  two  reciprocating,  duplex,  outside  end 
packed,  plunger  type  pumps,  either  of 
which  is  capable  of  furnishing  the  maxi- 
mum amount  of  water  needed  for  the 
boiler  plant.  Stokers  are  installed.  A 
lined  steel  stack  W  6"  in  diameter  and 
75  ft.  in  licight  above  the  root   furnishes 
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natural  draft  aidtd  by  autiiuiatically  con- 
tri)llcd  turbine  type  blowers,  b'eed  water 
and  steam  piping  are  nf  tlie  loop  type.  .\ 
Cochrane  feed  water  heater  provider  feed 
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water  at  a  temperature  of  about  200  (legs. 

Hopper  bottom  cars  deliver  coal  into  a 
track  hopper.  1  he  coal  is  then  elevated 
by  bucket  elevator,  discharging  into  a 
flight  conveyor  wdiich  distributes  the 
coal  into  the  bunkers,  located  over  the 
boiler  room.  The  coal  is  fed  l)y  gravity 
to  the  stokers  through  chutes  with  gates 
operated  from  the  boiler  room  floor. 

Ashes  are  dumped  from  the  stoker  into 
a  hopper  directly  underneath.  Tlie  hop- 
per terminates  in  a  gate.  .\  Imcket  on  a 
car  traveling  on  an  industrial  track  is 
manually  ])ushed  underneath  tlie  h'.p|ier. 
loaded  by  gravity  with  ashes  and  then 
manually  shoved  to  a  point  below  an 
electrically  driven  hoist  which  elevates 
the  l)ucket  and  automatically  duiups  it 
into  a  hopper  above  lite  railroad  siding. 
Ash  and  coal  handling  arrangeiuent  is 
such  that  the  railroad  car  is  used  to 
bring  in  coal  and  load  with  ashes  with 
out   changing   its  position. 

Three  600  kw.  2,200  volt  a.  c.  fieneral 
Electric  turbo-generators  are  installed 
witli  space  i)rovided  ior  a  fourth  unit 
(^tiie  steam  driven  e.xciter  and  liiie  motor 
driven  exciter  arc  iustalleil.  Two  2..i00  i-\\ 
ft.  compound  steam  two  stage  air  cin 
pressors  furnish  air  f<ir  the  engine  ter 
minal,  also  for  operation  of  switches  and 
signals  in  terminal  yard  betwieu  Com 
muuipaw  and  Jersey  City  and  lo  bdi/.i- 
bethport  and  Newark  on  the  main  line 
and  on   Newark  brancli. 

The  roundhf>iises  .are  construciid  nf 
reinforced  cr.ncrele  columns.  pi<Ts.  .md 
ro.if    girders    with    h'.llow    tile    and    r..n- 


arrangement  permits  a  niaxmiuiu  window- 
space  both  for  lighting  and  ventilation. 
The  roof  line  is  broken  at  the  first  row 
of  Columns  at   the  front  "f  the  building  so 


windows  and  in  the  locomotive  door  lin- 
tels. There  are  also  ventilating  openings 
above  the  sash  in  the  roundhouse  moni- 
tors. This  arrangement  follows  The  C. 
R.  R.  of  N.  J.  standard  practice  and  pro- 
vides and  outlet  for  any  gases  that  may 
collect  under  the  ceiling  wdiich  is  a  flat 
arch  giving  an  unobstructed  path  for 
gases  to  pass  out  through  the  ventilator 
openings.  Both  houses  are  heated  by  in- 
direct system.  The  fans  a.nd  heaters  are 
located  in  the  fan  houses  of  which  there 
are  two  in  each  house.  The  hot  air  is 
delivered  through  underground  ducts  and 
is  discharged  through  outlets  located  in 
the  pits  and  around  the  rear  walls.  The 
lloor  wearing  surfaces  are  concrete 
throughout  and  are  reinforced  along  the 
sides  of  the  pits  to  provide  bearing  for 
lacking.  Each  house  is  provided  with 
steam,  air.  and  water  service  on  columns. 

In  additiiin  a  boiler  washing  plant  has 
been  installed  in  connection  with  the  90 
ft.  house  which  serves  32  stalls.  The  pip- 
ing is  of  such  size  as  to  permit  of  the 
system  being  extended  to  the  100  ft.  house 
should  it  be  desired  at  a  later  date. 

.Asliestos  smoke  jacks  are  at  present 
installed,  but  the  roofs  of  the  houses  are 
so  designed  and  constructed  that  they 
could  sustain  the  weight  of  cast  iron 
iacks  shmild  it  be  found  desirable  to  in- 
stall them  in  place  of  the  asbestos  jacks. 

lloth  houses  are  lighted  by  Tungsten 
lamps,  wires  carried  in  conduits  under 
doors  and  in  columns.  There  is  installed 
in    tile   90   ft,    roiiTidlionsc   one   driver   and 


llllj 

''  liJ 

1 

■  ir^  • 

J?,  f^  ■  jja:  B^_ 

1^ 

:r^^k 

\\\\\  III-    IXTKIUOK  111-    KOL-XLHIOUSK, 


as  to  give  a  row  of  hinged  sasli  over  each 
stall,  .\dilitional  ventilation  is  provided 
for  by  means  of  three-chauiber  four-inch 
hollow   tile  set   in  the  rear  wall  above  the 


truck  drop  pit  and  in  the  100  ft.  house  two 
driver  ruul  one  truck  dro])  pit.  each  ex- 
tending o\er  three  stalls  which  have  pneu- 
matic   j.-icks    for    wheels    and    a    one-half 
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ton  crane  for  handling  driver  boxes,  etc. 

Kacli  roundhouse  is  served  with  100  ft. 
deck  turntable  of  heavy  construction  oper- 
ated  by   electric  tractors. 

Adjoining  and  directly  connected  to  the 
100  ft.  roundhouse  is  a  machine  and 
blacksmith  shop  building.  The  total 
length  is  200  ft.  and  the  total  widtli  XO  ft. 
and  the  height  is  28  ft.  ovtr  all 


shop  building.  Its  construction  is  fire- 
proof throughout.  Steel  bins  and  count- 
ers are  used  for  storing  material,  so  that 
except  for  any  combustible  contents  the 
lire  hazard  is  reduced  to  a  minimum.  The 
easterly  end  of  the  building  is  divided  by 
fireproof  partitions  into  olTices  for  the 
general  foreman  and  the  storekeeper  and 
iIk-  toilet  and  wash   room.     The  material 


VIEW  OF  CO.\LIXG  ST.XTION. 


A  monitor  13  ft.  wide  extends  over  the 
entire  length  of  the  building  and  is  pro- 
vided with  continuous  top  hung  steel 
sash  operated  from  the  machine  shop 
floor.  The  machine  shop  space  is  140  ft. 
long  by  80  ft.  wide  and  has  a  concrete 
floor  throughout.  The  equipment  con- 
sists of  small  lathes,  crank  planers,  and 
other  similar  machines  as  may  be  re- 
<iuired  for  hght  running  repairs.  Two 
motor  driven  line  shafts  near  the  north 
wall  furnish  power  for  the  small  ma- 
chines. A  motor  driven  wheel  lathe  for 
driving  and  truck  wheel  work  is  located 
near  the  center  of  the  building  and  is 
served  by  4  ton  over  head  trolley.  One 
of  the  roundhouse  tracks  is  extended 
through  the  machine  shop  into  the  black- 
smith shop.  In  the  southeast  corner  of 
the  machine  shop  space  is  provided  for 
pipe.  Besides  two  pipe  forges  this  space 
contains  an  8  in.  pipe  machine,  pipe 
racks,  benches,  etc. 

The  blacksmith  and  boiler  shop  is 
located  at  the  east  end  of  the  building  and 
is  separated  from  the  main  or  machine 
shop  by  a  fireproof  wall.  This  space  is 
40  ft.  wide  and  80  ft.  long  and  the  south 
half  is  occupied  by  the  blacksmith  shop 
which  is  equipped  with  five  down  draft 
forges,  each  served  by  a  half  ton  gib 
crane.  A  2,000  lb.  steam  hammer  served 
by  a  3  tun  a'h  crane  is  located  in  the 
center  of  tlic  blacksmith  shop  space.  Tlie 
equipment  of  the  boiler  shop  consists  of 
motor  driven  punch  and  shears,  hand 
bending  rolls,  flange  fire  and  screw 
flanger. 

The  storebou.=e  is  100  ft.  l^ne  and  60  ft. 
wide  and  directly  adjoins  the  blacksmith 


platform  is  48  ft.  wide  and  80  ft.  long 
and  extends  12  ft.  in  width  along  the 
north  side  of  the  storehouse.  This  struc- 
ture is  built  of  reinforced  concrete  and 
hollow  tile  with  concrete  wearing  sur- 
face. 

For  the  storage  of  various  kinds  of  oil 
used  at  the  engine  terminal  an  nj!  Iv.''*':' 


ditional  track  at  each  end.  The  struc- 
ture is  168  ft.  long,  34  ft.  wide,  and  55  ft. 
high  and  is  of  reinforced  concrete 
throughout.  The  bunkers  rest  on  special 
steel  I  beams,  girders  encased  in  con- 
crete and  the  hopper  bottoms  are  built 
of  reinforced  concrete  with  hollow  tile. 
The  sides  of  the  bunkers  are  heavily  re- 
inforced to  withstand  the  side  pressure 
of  the  coal  when  the  bunkers  are  filled. 
.\  monitor  extending  the  full  length  of 
the  structure  is  of  steel  trusses  with  2 
inch  plastered  concrete  sides  and  is  pro- 
vided with  an  asbestos  roof.  The  coal 
is  received  from  the  cars  by  two  receiv- 
ing hoppers  from  which  it  is  discharged 
liy  means  of  reciprocating  feeders  into 
bucket  conveying  elevators.  These  con- 
veying elevators  carry  the  coal  to  the 
to])  of  the  hopper  house  where  it  is  dis- 
rliarged  on  two  30  inch  belt  conveyors 
nmning  up  the  conveyor  bridge  over  the 
I  lip  of  the  bunkers.  Traveling  trippers 
running  on  rails  above  the  hunkers  dis- 
cliarge  the  coal  into  various  compart- 
ments. 

There  are  three  longitudinal  bunkers 
iiaving  a  capacity  respectively  of  430  tons 
of  bituminous,  813  tons  of  broken,  and 
430  tons  of  buckwheat  coal.  These  bunk- 
ers are  each  divided  into  four  compart- 
ments by  transverse  concrete  partitions. 
Each  track  is  served  by  three  coal  chutes 
so  that  an  engine  on  any  one  of  the  ten 
tracks  may  be  coaled  with  either  bitu- 
minous, broken,  or  buckwheat  coal.  The 
conveying  machinery  is  divided  into  two 
separate  and  distinct  units  from  the 
"nek    hni>!''T     '"    'I'c     tn>i"(T    ovr     the 


is  localtd  at  the  extreme  east  end  of  the 
material  platform.  This  building  is  20  ft. 
wide,  4."^  ft.  lon.g  and  one  story  in  height 
and  is  provide<l  with  a  basement  10  ft. 
liigli  ill  which  the  various  oil  storage 
tanks  are  located. 

The  most  interesting  structure  of  the 
group  on  account  "i  its  size  and  construc- 
tion is  the  coaling  station.  The  main 
building  spans  8  tracks  and  serves  an  ad- 


bunker.  Each  unit  having  a  conveying 
capacity  of  100  tons  per  hour. 

West  of  the  coaling  station  and  south 
of  the  machine  shop  and  storehouse  are 
the  coal  storage  tracks  having  a  capacity 
of  40  cars.  Provisions  are  made  for 
thawing  out  frozen  coal  in  the  cars  on 
these  tracks  by  means  of  live  steam. 

Provisions  for  the  storing  and  drying 
of   sand  are  made   in  a  building  west  of 


242 


RAILWAY   AND   LOCOMOTIVE   ENGINEERING. 


July.   19U. 


the  coaling  plant.  Tlii.s  li.iild.ng  is  of 
reinforced  concrete  thrcniyliout  and  is  103 
ft.  long,  16  ft.  wide,  and  i4  fi.  high.  The 
green  sand  is  dried  by  means  of  two  coal 
stoves  of  standard  Central  R.  R.  Co.  of 
N.  J.  design  located  in  a  separate  room 
in  the  east  end  of  the  building.  The 
dried  sand  is  then  screened  and  elevated 
by  means  of  compressed  air  to  two  stor- 
age tanks  of  15  cu.  yds.  capacity,  each 
located  on  top  of  the  coaling  station. 
From  these  tanks  the  sand  is  delivered 
to  the  locomotive  through  castiron  deliv- 
ery pipes  and  wrought  iron  telescoping 
spouts  serving  each  of  the  ten  tracks. 

The  cinder  pits  are  located  about  60  ft. 
east  of  the  coaling  plant  and  are  of  the 
submerged  type.  They  are  each  200  ft. 
long,  30  ft.  wide  and  12  ft.  deep  and  are 
heavy  reinforced  concrete  throughout. 
Each  pit  serves  two  tracks  which  are  26 
ft.  center  to  center,  the  pits  are  parallel 
and  are  about  58  ft.  center  to  center  witli 
a  track  for  cinder  cars  between.  The 
cinders  are  cleaned  out  of  the  pits  by  a 
four  ton  electric  traveling  crane  operating  a 
one  and  live-eighths  yard  clam  shell  bucket. 
This  crane  is  located  on  a  .steel  runway 
240  ft.  long.  99  ft.  6  in.  span  and  26  ft. 
above  the  rail.  Aside  from  the  economy 
and  speed  in  handling  engines  over  the 
pit  this  arrangement  permits  of  the  coal- 
ing of  engines  from  cars  by  means  of 
the  clam  shell  bucket,  should  occasion 
arise. 

The  water  piping  is  divided  into  two 
systems.  The  supply  is  taken  from  a  16 
inch  water  main  of  the  Jersey  City  water 
service  and  is  discharged  by  city  pres 
sure  through  altitude  valves  into  tw.i 
100,000  gal.  steel  elevated  tanks  and  llien 
through  the  low  or  service  system  of  pip- 
ping to  eight  water  columns  in  the  yard 
for  filling  engine  tanks  and  also  into  the 
buildings   for  general   use. 


Panama-Pacific    International    Exposi- 
sition. 

Great  difficulty  in  handling  the  transpor- 
tation of  exhibits  experienced  at  almost 
every  exposition  held  in  the  past  and  for 
a  time  manufacturers  and  intending  ex- 
hibitors were  inclined  to  believe  that  a 
similar  state  of  affairs  would  exist  to  a 
greater  degree  at  the  Panama- Pacific  In- 
ternational Exposition,  owing  to  the  fact 
that  the  great  celebration  will  be  held  in 
San  Francisco,  the  metrr.pnlis  of  the  Pa- 
cific coast  and  far  removed  from  the  cen- 
ter fif  .Nmerica's  greatest  industrial  ac- 
tivities. To  the  contrary,  Ix.wevcr,  the 
facilities  for  handling  tlic  millions  of 
pounds  of  exhibits  are  far  better  at  the 
Panama-Pacific  exposition  ib.-m  has  ever 
been  the  case  before.  This  will  be  true 
because  of  the  fact  that  fully  three  years 
before  the  opening  the  mr.^t  noted  au- 
thorities on  transportation  rntered  into 
cnsultation  on  the  subject  an<l  devised  .-i 
system    by    which    the    exhibit'-    niiglil    lie 


h;uidled    ])erfcctly    without    any    derange- 
ment of  the  ordinary  traffic. 

It  is  expected  that  thousands  of  freight 
trains  will  be  despatched  to  San  Fran- 
cisco loaded  with  exhibits,  and  each  of 
these  will  be  shunted  off  onto  the  ex- 
position's own  private  line  of  railways  at 
the  terminal.  The  exhibition  has  con- 
structed its  own  system  of  railways  which 
covers  every  part  of  the  635  acres  of  the 
site  and  upon  tlie  arrival  of  a  train 
lo.-ided  with  exhibits  will  be  "sided"  onto 
this  system  and  the  freight  cars  hauled 
directly  into  the  exhibit  palaces  for  which 
the  display  is  intended.  Rails  have  been 
laid  inside  the  building  so  that  it  will  be 
possible  to  have  the  car  unloaded  on  the 
very  spot  which  the  exhibit  will  occupy. 


American  Locomotives  Win. 

The  commonwealth  government  of 
.\ustralia  has  recently  placed  an  order  for 
four  P.aldwin  locoinotives  for  the  Trans- 
continental Railway.  This  action  caused 
serious  debate  in  the  Federal  Parliament, 
and  brought  forth  the  following  statement 
from  the  Assistant  Minister  of  Home  Af- 
fairs : 

"F.very  manufacturer  of  engines  in  Aus- 
tralia was  approached,  to  ascertain  if  they 
could  be  supplied  in  Australia.  Without 
exception,  the  firms  replied  that  they 
could  not  give  speedy  delivery.  He  then 
decided  to  invite  quotations  for  quick  sup- 
ply from  over-sea  firms.  The  Baldwin 
Co.,  of  America,  made  the  most  satis- 
factory   otTer. 

"The  price  of  the  Clyde  Engineering 
Co,  for  engines  of  this  type  w'as  $30,148. 
blU  these  American  engines  were  costing 
$23,573  at  Port  Augusta,  or  $25,305  at 
Kal.goorlie ;  the  question  of  price,  how- 
ever, did  not  enter  into  the  case.  The 
need  for  speedy  delivery  is  that  for  every 
50  miles  of  track  laid  an  engine  is  re- 
quired, anil  the  tracklayers  are  putting 
down  I'/j  miles  a  day,  so  that  a  locomo- 
tive is  required  at  each  end  of  the  rail- 
way every  2'/  months.  Inquiries  were 
made  of  over-sea  firms  doing  business  in 
.Australia,  and  the  representatives  of 
P.aldwin's  offered  to  ship  the  engines  from 
the  United  States  in  15  weeks.  British 
and  Scottish  firms  wanted  II  or  12 
months. 


Canadian    Railway    Accidents. 

The  I'.oard  of  Railroad  Commissioners 
lor  Canada  report  that  last  year  there 
were  on  all  the  Canadian  railways  2,547 
accidents  reported  to  the  Board,  involv- 
ing the  death  of  643  persons  and  injury 
to  2,231.  There  were  21  passengers  killed 
and  410  injured,  303  employees  killed  and 
1.603  injured,  and  319  "other  persons" 
killed  and  218  injured.  Three  passengers 
were  killed  and  218  injured,  and  16  em- 
ployees killed  and  96  injured  by  derail- 
ments, and  3  passengers  were  killed  and 
117  injured   and  46  employees  killed  ai.d 


130  injured  in  collisions.  The  Board  held 
enquiries  into  621  accidents  involving  the 
death  of  277  persons  and  injury  to  865. 
The  report  says:  "Inquiries  into  derail- 
ments have  brought  out  the  fact  that 
track  conditions  are  largely  responsible 
for  such  accidents.  This  is  mostly  ac- 
counted for  by  the  fact  that  railway  com- 
panies have  not,  on  the  whole,  increased 
the  efficiency  of  their  road  beds  propor- 
ticiuately  with  the  increases  in  the  W'eight 
(it  tiieir  rolling  stock."  As  to  collisions 
it  is  said:  "At  first  thought  it  would  seem 
almost  imperative  that  railway  companies 
should  be  required  to  adopt,  without  un- 
due delay,  some  form  of  positive  block 
system  on  all  lines.  But  we  must  not  lose 
sight  of  the  very  important  fact  that  the 
great  majority  of  such  accidents  result 
from  the  non-observance  of  operating 
rules," 


A  Flying  Train. 

Much  interest  is  being  manifested  by 
engineers  and  government  ofificials  in  a 
"levitated"  railway,  a  working  model  of 
which  was  recently  exhibited  in  London, 
England.  The  motive  power  is  electricity, 
though  the  application,  in  a  commercial 
sense  at  least,  is  quite  new.  It  has  been 
known  for  years  that  certain  kinds  of 
currents  have  a  repelling  force  upon  cer- 
tain metals,  and  it  is  this  force  which 
Emile  Bachelct.  the  inventor,  has  made 
use  of. 

The  model  consists  of  a  miniature  car 
weighing  some  40  pounds,  constructed  of 
steel  with  an  aluminum  base,  resting  upon 
abciut  .30  feet  of  special  track.  Beneath 
the  rails  are  electric  coils  which,  it  is 
explained,  when  energized  by  an  alternat- 
ing current,  exercise  a  repelling  effect 
upon  the  car  sufficient  to  raise  it  a  frac- 
tion of  an  inch  above  the  rails.  When 
thus  suspended  in  the  air,  the  car  is  drawn 
along  by  electromagnets,  or  solenoids, 
which  span  the  track  in  the  form  of 
arches,  through  which  the  car  passes.  Al- 
though the  model  is  raised  above  the 
track,  four  brushes  attached  to  the  car 
remain  in  contact  with  the  rails  and  two 
other  brushes  make  contact  w'ith  an  over- 
head grooved  rail. 

The  system  is  operated  liy  an  ordinary 
switchboard,  through  wdiich  the  currents 
are  directed  at  the  will  of  the  operator. 
The  secret  of  the  invention  appears  to  lie 
in  tile  ability  of  the  operator  to  cut  off 
or  bre:d<  the  wave  of  electrical  energy 
at  precisely  the  poiiu  :it  which  it  has 
greatest   force. 


Another  Idea  on   the  Alton. 

,\ni<.iiL;  President  Bierd's  new  ideas  on 
the  .'Mton  is  a  closer  grading  for  box 
cars,  to  the  end  that  only  those  entirely 
fit  for  grain  loading  shall  be  given  that 
duty.  This  change,  plus  a  careful  over- 
hauling, is  expecte<l  to  cut  down  tlie  heavy 
expense  of  grain  losses. 
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Mikado  2-8-2  Type  Locomotive  for  the  Illinois  Central 


One  ui  the  niiisi  iiuiablc  iirdci>  un 
locomotives  tims  far  placed  this  year  has 
recently  been  filled  by  the  Baldwin  Loco- 
motive Works  for  the  Illinois  Central 
R.  R.  Company.  This  order  called  for 
fifty  freight  locomotives  of  the  Mikado 
type,  increasing  the  total  number  of 
Baldwin  engines  of  this  pattern,  in  service 
on  the  Illinois  Central,  to  200.  These 
locomotives  have  replaced  Consolidation 
type  engines  using  saturated  steam,  and 
under  the  efficient  management  of  Mr.  R. 
W.  Bell,  general  superintendent  of  motive 
power,  arc  hauling  30  per  cent,  more  ton- 
nage per  train  with  no  increase  in  actual 
coal  consumption  per  trip. 

There  has  thus  been  developed,  by  co- 
operation on  the  part  of  the  railway  com- 
pany and  builder,  a  most  satisfactory  de- 
sign of  heavy  freight  locomotive,  which 
represents  advanced  practice,  but  docs  not 
incorporate  any   radically   new   or   untried 


-U  lu^.  in  lieitihi.  1  lie  Iii<-1>...\  ha.^,  a  ilecli 
throat,  the  distance  from  the  underside 
of  the  shell  to  the  bottom  of  the  mud 
ring  being  27  ins.  The  equipment  includes 
a  security  arch  supported  on  four  water 
tubes,  also  four  smoke-burner  jets  on 
each  side  of  the  firebo.x.  These  arc  ar- 
ranged to  draw  air  through  2-in.  tubes 
which  are  placed  in  the  side  water  legs. 
The  superheater  is  of  the  Schmidt  type, 
with  36  elements,  and  it  is  arranged  w'ith 
outside  steam  pipes. 

Tlie  main  frames  are  open  hearth  an- 
nealed steel  castings,  4^1  ins.  wide.  They 
are  braced  by  the  guide  yoke  and  valve 
nioti.in  liearer.  and  also  by  a  broad  tie 
which  spans  tlic  upper  rails  between  the 
third  and  fourth  pairs  of  driving  wheels, 
and  supports  a  boiler  waist  sheet.  The 
main  and  rear  pedestals  are  also  braced 
by  tics  which  extend  the  full  de|)th  of 
the    pedestal    legs.      The    fmnt    rails    are 


UnilLr  .iiiil  tr.jnl  engine  truck  wheels  arc 
of  forged  and  rolled  steel,  manufactured 
by  the  Standard  Steel  Works  Company. 

The  following  are  the  principal  dimen- 
sions of  these  locomotives : 

Gauge,  4  ft.  85/2  ins. ;  cylinders,  27  ins. 
X  30  ins.;  valves,  piston,  15  ins.  diameter. 

Hoiler— Type,  straight ;  diameter,  82 
ins. ;  thickness  of  sheet,  54  •"• '.  working 
pressure,  175  lbs.;  fuel,  soft  coal;  staying, 
radial. 

i'irebox.— Material,  steel;  length,  120H 
ins.;  width,  84  ins.;  depth,  front,  87;4 
ins.;  depth,  back,  74  ins.;  thickness  of 
sheets,  sides,  H  i"  ;  hack,  ^  in.;  crown, 
'•g  in. ;  tube,  'A  in. 

Water  Space.— Front,  5  ins. ;  sides,  5 
ins. ;  back,  5  ins. 

Tubes. — Material,  steel ;  diameter,  Sii 
ins.  X  2  ins. ;  thickness,  5>g  ins.,  Xo.  9 
W.  G. ;  2  ins.,  0.125  in.;  number,  SVi  ins., 
.%:  2  ins..  262:  length.  20  ft.  6  ins. 


Mil-,  \li 
k.    VV.    Heil.   .-luiieniitcndciu   oi   Motive   I'owei. 

features.  At  the  same  time  all  these  en- 
gines have  a  large  number  of  interchange- 
able parts,  an  important  factor  in  reduc- 
ing the  cost  of  maintenance. 

These  locomotives  exert  a  tractive 
force  of  51.700  lbs.,  and  with  218,300  ll)s. 
on  driving  wheels  the  ratio  of  adhesion 
is  4.22.  Full  advantage  has  been  taken 
of  the  opportunity  afforded  by  the  Mikado 
type  to  provide  liberal  steaming  capacity ; 
and  the  boiler  is  of  sufficient  size  to  fur- 
nish all  the  steam  needed  for  heavy  duty. 

The  boiler  has  a  straight  top,  and  its 
center  is  placed  9  ft.  IIV2  ins,  above  the 
rail.  It  is  designed  for  a  pressure  of  200 
lbs.  per  s(|.  ir...  but  in  service  the  safety 
valves  arc  set  at  175  lbs.  The  longitudinal 
seams  have  diamond  welt  strips.  Both 
the  main  and  auxiliary  domes  arc  on  the 
third  rin.g.  Here  the  seam  is  on  the  top 
center  line,  and  it  is  welded  and  further 
reinforced  by  a  large  inside  liner.  The 
main  dome  is  of  pressed  steel,  in  one 
piece,   measuring  33  ins.   in  diameter  and 
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double,  and  tlicy  are  bolted  and  keyed 
to  the  main  frames;  while  the  rear  frames 
are  spliced  to  the  main  sections  by  a  slab 
lit,  immediately  back  of  the  rear  driving 
pedestals.  The  rear  truck  is  of  the 
Hodges  pattern,  which  has  been  used  on 
all  the  Illinois  Central  Mikado  type  loco- 
motives. 

The  steam  distribution  is  controlled  by 
15-in.  piston  valves,  set  with  a  lead  of 
'i  in.  The  valve  motion  is  of  the 
Walschacrts  type,  controlled  by  the  Rag- 
onnct  power  reverse  mechanism.  .All  the 
\alvc  motion  pins  work  in  bushings  oE 
hard  brass.  Hunt-Spiller  metal  is  used 
for  cylinder  and  steam  chest  bushings. 
pistons,  piston  and  valve  packing  rings, 
;in(\  cross-head  shoes.  The  cross-head 
keys  are  of  chrome-vanadium  steel. 

The  tender  has  capacity  for  9,000  .gal- 
!<ms  of  water  and  15  tons  of  coal.  The 
tender  frame  and  truck  side  frames  are 
of  cast  steel.  The  truck  springs  are 
double  elliptic,  of  vanadium  steel,  and  the 
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P..ikhvin    I..comot.vc   Works,    liuil.iirs. 

Heating  Surface. — Firebox,  240  sq.  ft.; 
tubes,  3,834  sq.  ft. ;  firebrick  tubes,  32  sq. 
ft. ;  total,  4,106  sq.  ft. ;  grate  area,  70.4 
sq.  ft. 

Driving  Wheels.-  Diameter,  outside,  63 
ins.;  center,  56  ins.;  journals,  11  ins.  x 
12  ins. 

I^nginc  Truck  Wheels. — Diameter,  front. 
30' 2  ins.;  journals.  6  ins.  x  12  ins.;  di- 
ameter, back,  45  ins. ;  journals.  8  ins.  x 
14  ins. 

Wheel  Base. — Driving.  16  ft.  6  ins. : 
rigid,  16  ft,  6  ins.;  total  engine.  35  ft.  2 
ins. :  total  engine  and  tender.  65  ft.  6'4  ins. 

Weight.— On  driving  wheels,  218,300 
lbs. :  on  truck,  front.  26,300  lbs. ;  back, 
38,100  lbs.;  total  engine,  282,700  lbs.;  total 
engine  and  tender.  al>out  455,000  lbs. 

Tender. — Wheels,  number,  8;  diameter. 
33  ins.;  journals.  6  ins.  x  11  ins.;  tank 
capacity.  9.000  gallons;  fuel.  15  tons; 
service,   freight. 

Engine  equipped  with  Schmidt  5"upcr- 
hcatcr.     Superheating  surface,  887  sq.   ft. 
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General  Correspondence 


Three  Cylinder  Locomotives. 
Editor  : 

Your  correspondent,  whose  comnunii- 
cation  entitled  "Three  Cylinder  Loco- 
motives." appears  on  page  204  and  205 
of  your  June  issue,  is  inaccunitr  in  stat- 
ing that  "several  misstatements"  appear 
in  extracts,  made  in  your  editorial  article 
in  your  May  issue,  from  my  paper  on  the 
same  suhject  which  was  read  before  the 
1913  convention  of  tlic  Master  Mechanics' 
Association.  Tlie  Standard  Dictionary 
defines  a  "misstatement,"  as  "a  wrong  or 
false  statement."  and  "several,"  as  "an  in- 
definite number,  more  than  one  or  two, 
yet  not  large."  Your  correspondent  does 
not  point  out,  nor  am  I  able  to  find,  even 
one  statement  in  your  extracts  from  my 
paper  which  is  either  "wrong"  or  "false." 

The  charges  of  "nnsstatement"  arc,  as 
I  understand  the  communication,  your  edi- 
torial statements,  first,  tliat  "100  odd  pas- 
senger engines  of  tliis  [Wcbl)]  type  were 
built  from  1880  (not  1893)  to  1899,"  and, 
second,  that  "In  no  case  has  this  form  ol 
engine  [three  cylinder]  established  itself 
as  a  recognized  class  for  any  company." 
Neither  of  these  statements  was  ma<le  in 
my  paper,  and  your  editorial  does  not  con- 
tain any  "extract"  therefrom  in  which 
either  of  them  appears.  My  paper  stated 
(paragraph  17,  page  257,  Proceedings  of 
1913 1  that  "lietween  1893  and  1899,  Mr. 
Webb  built  upwards  of  100  three  cylin- 
der locomotives  of  the  0-8-0  type."  and 
previously  mentioned  over  one  hundred 
passenger  engines  of  the  Webb  type.  Tlie 
statement  of  your  editorial  (which,  liow- 
cvcr,  was  not  an  "extract"  from  my  pa- 
per), that  "between  1893  and  1899"  Webb 
built  over  100  three-cylinder  comijound 
locomotives,"  is  neitlier  "wrong"  H'jr 
"false,"  and  does  n^it  tlierefore  constitute 
a  "misstatement,"  eitlier  iph  your  part  i<v 
mine. 

My  paper  stated  (par;igra|)h  25)  tliat 
60  three-cylini'er  locomotives  had  been 
constructed  for  the  Jura  Simplon  Railway, 
and  fiiaraeraph  27),  tliat  "in  1901  and 
tlicreafter.  a  number  of  three  cylinder 
locomotives  of  the  4-4-0  type  were  imt  in 
service  on  the  Midland  Railway.  Eng- 
land." and  there  is  no  statement  whatever 
in  the  p.i()er.  or  in  any  extract  made  from 
it  in  your  editorial  article  of  May  last, 
to  the  effect  that  the  type  has  not  "estab- 
lished itself  as  a  recognizer!  class  for  any 
company."  It  manifestly  has  done  so  in 
Europe,  and  in  \\v\v  of  the  un(|uestionable 
advantages  of  ilie  type.  I  am  unable  to 
vmderstand  why  it  has  not  been  generally 
;:<loptcd  in  the   L'nitetl   States. 

J    Snowdkn  Bki.i,. 

A'<-Ti'  y>„i;.  X.  y. 


Effect   of   Lengthening   Exhaust  Cavity 
of  Equalizing  Slide  Valve. 

Eiinou : 

Referring  to  Mr.  Halin's  article  on 
"Brake  Creeping  On"  in  your  June  issue, 
1  would  say  that  in  my  opinion  it  would 
be  a  mistake  to  lengthen  port  "K,"  be- 
cause by  doing  so  would  be  a  roundabout 
way  of  overcoming  what  might  be  ac- 
complished more  easily  in  another  way. 

First  of  all,  as  the  accompanying  illus- 
trations will  show,  that  application  cyl- 
inder port  "H"  is  Vi  of  an  inch  in  width, 
and  that  portion  of  cavity  "V"  between 
the  edge  of  the  ring  and  the  end  of  the 


ber  to  cliarge  while  ilie  release  ports  re- 
mained closed. 

The  result  of  a  test  of  two  No.  6 
valves  on  the  Boston  &  Maine  R.  R. 
showed  this  :  Valve  No.  1 — After  making 
a  ten-pound  reduction  the  valve  handle 
was  returned  to  a  point  between  "lap" 
and  "running"  so  as  to  produce  a  rise  in 
brake  i)ipe  pressure  of  about  five  pounds 
per  minute.  The  equalizing  piston  and 
valve  remained  in  the  same  position  ("lap 
after  service"),  and  the  pressure  chamber 
charged  through  the  opening  in  the  ring, 
leaving  the  ports  "H"  and  "W"  covered 
and  the  brake  applied. 
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liToove  is  only  7-64  inch  in  length,  leav- 
ing 1-64  of  an  incli  in  fa\or  of  ports  "H" 
;,iul  "W,"  which  must  open  before  the 
edge  of  the  rin.g  passes  tlie  end  of  the 
cavity    ("V"). 

The  above  measurements  were  obtained 
by  smearing  tlie  valve,  seat  and  bushing 
with  a  light  coat  of  lam|)bl;ick  grease,  and 
tluii  l.aking  the  impression  of  the  ports 
on  painr.  carefully  meastn'ing  them  by 
the  aid  of  scale  and  dividers. 

ProI)ably  Mr.  llahn's  biisliing  grriove 
(port  "\'")  was  lengthened  by  faulty 
cleaning  methods  at  some  previous  time, 
or  perhaps  the  opening  in  his  packing 
ring  came  directly  in  line  witli  the  feed 
yrr.ove,  thus  allowing  the  pressure  cham- 


1  he  movement  of  the  piston  was  ob- 
tained by  the  Use  of  a  special  apparatus, 
consistin:^  of  a  piston  '  .s  inch  in  diameter 
la^ieiicd  to  the  knob  of  the  slide  valve 
pist.)ii.  tin-  end  |iroiruding  through  a  ca]) 
nut.  suitably  packed  to  prevent  loss  of 
air.  ilie  leakage  past  llie  piston  ring  was 
obtained  by  drawing  tlie  air  entirely  out 
of  the  Iirake  pipe  and  pressure  chamber, 
blocking  the  piston  about  half  way  in  the 
cylinders,  tlien  making  a  light  application 
with  the  independent  valve.  A  lighted 
torch  then  showed  the  amount  of  leakage 
past  the  piston. 

Test  of  Valve  No.  2— With  the  above 
mentioned  plunger  applied  to  the  jiiston 
end  a  ten  pound   reduction  was  made  as 
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in  the  former  case,  but  this  time  the 
brake  valve  handle  was  brought  back  far 
enough  to  produce  a  2j4  pound  per  min- 
ute rise  in  brake  pipe  pressure.  When 
fully  charged  by  the  cab  gauge  the  valve 
was  moved  to  "running"  position,  and  the 
brake  released.  Five  similar  trials  failed 
to  hold  the  ecjualizing  slide  valve  covering 
the  ports  in  order  to  keep  the  brake  ap- 
plied. Examination  of  the  ring  in  the 
before-mentioned  manner  showed  a  very 
slight  leakage,  the  ring  ends  together, 
and  producing  an  almost  perfect  fit  of  the 
ring. 

Comparison  of  these  two  tests  show 
that  with  a  valve  in  good  condition,  ring 
well  fitted,  bushing  lubricated  with  a  few 
drops  of  valve  oil,  slide  valve  perfectly 
dry  or  lubricated  with  dry  graphite,  that 
it  will  not  l)e  necessary  to  tamper  with 
cavity  "K"  as  the  release  is  positive  once 
the  valve  commences  to  move. 

Another  point  is  this :  Lengthening  port 
K  5-32  or  even  5-64  of  an  inch  would 
leave  the  space  between  ports  "K"  and 
"Z"  so  close  together  that  it  would  be 
possible  with  a  poor  working  valve  like 
No.  1  to  have  ports  "K"  and  "Z"  in  com- 
munication with  port  "H"  at  the  same 
time,  and  with  port  "K"  slightly  open, 
and  port  "Z"  with  a  larger  opening,  "the 
valve  being  stopped  in  this  position,"  a 
light  fluctuation  in  brake  pipe  pressure 
would  set  the  brake  simply  by  moving  the 
piston  and  graduating  valve.  This  could 
not  happen  if  the  piston  and  valve  had 
traveled  to  their  proper  position  (as  in 
valve  No.  2)  because  port  "Z"  would  not 
be  in  communication  with  port  "H."  A 
slight  blow  at  the  preliminary  exhaust 
port  in  the  automatic  brake  valve  would 
occur  at  this  time,  also  because  air  from 
port  "Z"  would  flow  through  release 
port  "I," 

Mr,  Hahn  also  states  that  after  the 
brake  leaks  on  that  it  is  no  use  to  release 
them  with  the  independent  valve  because 
they  will  creep  on  again,  but  fails  to 
state  where  the  air  comes  from  that 
causes  this.  .As  the  application  cylinder 
is  entirely  drained  by  placing  the  inde- 
pendent valve  in  full  release,  the  air  that 
leaks  back  into  the  cylinder  must  come 
from  a  defective  slide  valve,  rotary  seat 
or  gasket,  or  from  the  pressure  chamber 
itself  caused  by  a  brake  pipe  leak  moving 
the  piston  and  slide  valves.  This  last 
disorder  is  generally  caused  by  a  sluggish 
feed  valve. 

Thus,  summing  up  these  points,  will 
show  that  with  a  well  kept  equalizing 
slide  valve  and  piston,  properly  lubricated, 
with  a  feed  valve  in  good  condition,  and 
by  proper  handling  the  necessity  of 
lengthening  cavity  "K"  will  be  eliminated. 
The  illustration  will  show  that  in  releas- 
ing after  an  automatic  reduction  it  is  im- 
possible to  open  the  feed  groove  "V" 
without  opening  the  part  "H."  "I"  and 
"W,"  thus  releasing.  If  the  piston  should 
stop  here  with  port  "K"  lengthened,  port 


"li"  (application  cylinder  air)  only  would 
be  relieved,  holding  air  in  ports  "W"  and 
"1"  to  safety  valve   (not  shown)   trapped. 
John  S,  Quinn, 
Maiden,  Mass. 


Old-Fashioned   Pop  Valve. 

ICdituk  ; 

It  is  always  interesting  to  look  back  at 
the  relics  of  other  years  when  the  locomo- 
tives were  perhaps  not  one  third  of  their 
present  proportions,  but  in  their  own  way 
and  in  their  work  were  probably  as  effec- 


on  the  locomotives  of  the  Cumberland  and 
Pennsylvania  railroad  in  Alleghany  coun- 
ty, Maryland,  On  the  valve  casing  the 
dates  arc  cast  showing  that  patents  were 
secured  on  the  contrivance  in  1867,  and 
also  in  June  and  November,  1869, 

Wm  B,  Rainsford. 
Indian  Head,  Md. 


C)l.l)-F.\SIUONED    I'CJP    VALVE. 

tive  as  they  are  in  regard  to  the  work 
which  they  are  expected  to  do  to-day.  In 
regard  to  the  smaller  details  it  will  be 
found  tliat  many  of  the  modern  improve- 
ments arc  not  so  radical  after  all,  but  rath- 
er an  adaptation  of  old  ideas  to  new  con- 
ditions. 

The  accompanying  drawing  shows  the 
details  of  what  was  known  as  the  Taylor 
and  Cole  pop  valve,  which  may  be  of 
interest  to  your  readers.  The  drawing  is 
made  from  an  actual  valve.  It  was  one  of 
a  large  number  that  had  seen  long  service 


Ignorance   Concerning  Air   Brakes. 
Editor  : 
I  have  been  a  constant  reader  of  Raii.- 

WAV     AND     L0C0M0TI\'E     ENGINEERING     and 

liave  always  had  a  keen  interest  in  the 
-\ir  Brake  Department  that  you  publish 
eacli  month.  By  its  aid  I  have  been  able 
to  keep  abreast  with  the  constant  changes 
and  improvements  that  are  being  made  in 
tlie  air  brake  apparatus.  To  my  mind 
many  of  the  roads  in  the  southeast  do 
not  keep  up  with  the  improvements  in 
air  brakes,  nor  are  the  employees  prop- 
erly posted  in  the  handling  of  the  air 
brake.  The  Federal  law  requires  that 
the  freight  train  must  not  leave  a  termi- 
nal with  less  than  85%  of  the  brakes  in 
working  order.  But  it  is  not  uncommon 
to  see  a  brake  in  which  the  piston  will 
travel  the  full  stroke  and  not  press  the 
shoes  against  the  wheels.  Piston  travel  is 
one  of  the  most  important  things  in  train 
braking.  How  many  car  inspectors  pay 
any  attention  to  this  important  matter? 
.Another  defect  that  is  very  common  is 
leaky  train  lines.  A  tight  train  line  is  a 
lost  art  since  the  cross-compound  or  two 
^Yi-'m.  pumps  have  been  placed  on  en- 
gines. It  is  said  that  with  a  tight  train 
line  the  pumps  will  have  nothing  to  do. 
I  also  notice  that  we  have  a  good  deal  of 
trouble  of  late  on  account  of  leaks  caused 
by  long  couplings  pulling  the  hose  loose 
enough  to  leak  and  stick  brakes.  It  is 
rare  to  see  a  freight  train  with  a  tight 
train  line  these  days,  and  a  good  stop 
with  a  leaky  train  line  is  an  accident. 

Train  men  as  a  general  rule  are  not 
posted  and  in  some  cases  do  not  even 
understand  the  principle  of  a  brake  and 
are  sometimes  very  indifferent  in  regard 
to  leaks  and  other  defects,  often  cutting 
out  a  good  brake  because  a  cross-over 
pipe  union  was  leaky  when  the  union 
could  be  tightened ;  but,  who  ever  saw  a 
brakeman  carry  a  monkey-wrench?  I 
have  seen  many  triples  cut  out  because 
they  would  not  release  as  soon  as  other 
brakes  on  the  head  end  of  the  train  and 
would  not  bleed  off.  I  have  noticed  on 
long,  heavy  steel  passenger  trains  that  the 
brakes  are  very  rough  at  times  and  be- 
yond the  power  of  the  engineer,  but  he 
gets  criticised  by  the  public  who  know 
little  and  care  less  as  to  the  reason  for 
the  rough  stop.  I  happened  to  be  on  one 
of  the  cars  of  a  twelve-car  all-steel  train, 
made  up  of  several  different  kinds  of  cars 
and  brake  equipment  and  was  in  the 
eighth  car.  When  the  train  stopped, 
everybody  stood  up.     One  passenger  was 
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very  loud  in  his  praise  of  the  engineer 
and  the  railroad  company  tor  allowing 
him  to  run  an  engine,  and  it  was  a  good 
thing  for  the  engnieer  that  he  was  eight 
cars  ahead.  I  looked  under  the  car  and 
saw  that  the  troul)le  was  caused  hy  a 
quick-aclion  triple  on  that  car  and  a  slack 
adjuster  that  would  nut  work  and  about 
a  12-in.  piston  travel  on  that  car.  The 
car  ahead  had  a  P.  C.  valve  in  good 
shape,  and  also  the  one  behind,  and  when 
the  brakes  were  applied  there  was  some 
cutting  up  by  that  car,  but  the  engineer 
got  the  blame.  The  railway  company 
should  see  that  more  attention  is  paid  to 
the  remedy  of  the  defects  mentioned  and 
should  encoura,ue  employees  that  come  in 
<;ontact  with  the  air  brake  equipment  to 
learn   the   principle   of   the    same. 

J.    V.    llEVSER. 
Macon,  Cii. 


between  the  engine  and  tile  tank  in  the 
course  of  year,  and  as  this  device  prac- 
tically eliminates  this  waste,  and  also 
keeps  the  tloor  clear  where  the  fireman 
must  necessarily  stand,  and  being  easily 
and  cheaiily  ccjiisiructed  it  i)ays  for  itself 
in  a  very  short  time. 

R.  S.  Booth. 
llUhory,  N.  C. 


The  device  referred  to  was  designed 
by  me  for  holding  triple  valves  while 
cleaning  with  the  advantage  of  keeping 
the  slide  valve  seat  in  view  during  oper- 
ation. W.   S.   Eyerly, 

F.  A.  B.  Shops,  B.  &  O.  R.  R. 

Ml.   Clare,  Baltimore,  Md. 


A  Coal  Saver. 

Editor  : 

Attached  is  a  drawing  of  a  coal  board 
that  we  have  successfully  tried  on  some 
locomotives  here,  and  are  now  gradually 
introducing  into  general  service,  which 
prevents  the  coal  from  falling  ofT  on  each 
side.  Our  lirst  boiler-maker.  Mr.  T.  S. 
Bridges,    a    very    accomplished    workman 


I-K;.    1.      SIDE    ELEVATION'    WITH   TKIPl-E 
\-.\l.VE    1\    POSITION. 

Triple   Valve   Cleaning   Stand. 

EiilTOR  : 

Having   received   a   number   of   reciuests 
from    readers    of    R.\ii.w,\Y    .\ND    LocoMo- 


Wanted — An  Air  Brake   Story. 

Tile  W'estinghouse  Air  Brake  Co.  is 
desirous  of  obtaining  a  record  of  air 
brake  performance  in  the  form  of  true 
stciries  tliat  tend  to  illustrate  the  value 
of  tlie  Westinghouse  air  brake  in  terms 
(if  performance  and  capacity. 

The  stories  may  constitute  spectacular 
esca]ie  from  wreck  or  disaster  or  demon- 
strate the  larger  earning  power  through 
ability  to  safely  control  heavy  tonnage, 
longer  trains,  liigher  speeds  or  increase 
in   traffic. 

Each  instance  must  be  written  from 
practical  experience,  personal  oliservation 


CASTIRONy 


m  first  hand  information  obtained 
ailroad  men  wlio  actually  know  the 

W.  .\.  B.  Co.  offers  $2,000  in  prizes 
•  l)est  6  stories,  $1,000  for  first  prize, 
ly    railroad    employees    wishing    to 

a  story  should  apply  to  the  com- 
for  the  conditions  governing  the 
lition.     Mories  must  be  in  the  hands 

judges  before   .-Xug.   1.   1914. 


A  DENITE  Tll.\r  SAVES  CO.NE 


with  an  inventive  turn  of  mind,  brouglit 
the  idea  here  with  liini  ;ind  plac,  d  the  first 
one  in  operation. 

The  device  consists  of  a  piece  of  sheet 
iron  24  inches  in  height  bolted  tiii  the  reg- 
ular grooves  for  coal  board  with  wooden 
boards  on  top  of  this  to  any  desired 
height.  There  are  two  sheet  iron  wings 
fastened  in  the  center,  as  shown  m  the 
drawing,  to  form  a  scoop  entrance 

As  is  well  known  tliere  is  a  very  con- 
siderable amount  of  coal  wasted  in  falling 


TivE  E.NT.iNi-EKi.\(;  for  further  ijarticiil.irs 
in  regard  to  the  triple  valve  cleaning 
stand,  a  description  of  which  you  pub- 
lished on  ])age  127  of  your  April  issue, 
would  recpiest  that  you  publish  the  at- 
tached diagram  giving  full  dimensions 
and  other  information  wanted  by  your 
readers. 

I'igurc  I  is  a  side  elevation  of  the  de- 
vice, with  the  triple  valve  shown  in  posi- 
tion. Figure  2  a  front  elevation  without 
the  valve. 


Ignition  Temperature. 

I'tiel  will  not  burn  until  it  has  reached 
what  i>  known  as  the  igniting  temperature. 
That  temperature  varies  with  dilTerent 
kinds  of  fuel.  Coal  gas  does  not  burn 
below  a  red  heat  of  iron,  and  carbon  such 
as  charcoal  has  a  still  higher  igniting 
point.  .\  piece  of  iron  heated  dim  red 
will  not  ignite  a  gas  jet.  but  if  the  iron 
is  healed  till  it  approaches  orange  color 
it  will  light  the  gas.  The  igniting  tcm- 
Iierature  of  coal  burned  in  locomotive 
fireboNcs  is  about  1,500  degs.  Fahr.  Firc- 
l)ox  temperature  is  about  3,000  degs.  Fahr. 
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Annual  Convention  of  the  American  Railway 
Master  Mechanics'  Association 


The  forty-seventh  annual  convention  of 
the  American  Railway  Master  Mechanics' 
Association  was  held  at  Atlantic  City, 
N.  J.,  beginning  June  IS  and  continued 
during  the  following  two  days.  The  pres- 
ident, Mr.  D.  R.  MacBain,  presided  and 
made  an  excellent  opening  address,  point- 
ing out  the  growing  importance  that  was 
being  attached  to  the  meetings  of  the 
association.  I  lis  suggestions  were  pointed 
and  of  much  value  coming  as  they  did 
from  a  man  of  wide  and  varied  experi- 
ence. Mr.  J.  W.  Taylor,  the  secretary, 
presented  the  various  reports,  which  were 
models  of  clearness,  and  all  showed  that 
the  association  was  continuing  in  its 
growth  in  spite  of  the  continued  business 
depression  which  from  various  causes 
affect  the  American  railroads. 

As  formerly  the  Railway  Supply  Men's 
Association  had  provided  an  excellent  ex- 
hibition of  railway  appliances,  which  ex- 
tended through  the  entire  length  of  the 
pier.  The  decorations  set  off  the  fine 
machinery  to  much  advantage,  and  it  is 
doubtful  if  anything  of  the  same  kind 
could  be  found  in  the  annals  of  mechan- 
ical exhibits  that  could  rival  the  elaborate 
setting  in  which  the  display  is  made.  The 
uniform  courtesy  of  those  in  charge  of 
the  complex  exhibits  and  the  interesting 
descriptions  of  the  minute  details  of  the 
mechanism  was  in  itself  of  the  highest 
educational  value,  not  only  to  the  younger 
members,  but  even  to  those  who  have 
become  more  or  less  familiar  with  the 
finest  exhibitions. 

The  sessions  of  the  convention  were  as 
usual  from  9:30  a.  m.  until  1:30  p.  m., 
and  the  close  attention  given  to  the  vari- 
ous reports  and  the  ready  and  fluent  de- 
bates showed  a  growing  keenness  in  the 
proceedings  that  is  a  reflex  of  the  thought- 
ful study  on  the  part  of  the  members  in 
the  important  department  of  railroad 
work  in  which  they  are  engaged.  There 
never  was  any  necessity  on  the  part  of 
the  presiding  officer  or  chairmen  of  com- 
mittees  to  push  the  business. 

Our  space  available  precludes  the  pos- 
sibility of  presenting  the  reports  of  the 
committees  with  that  degree  of  fidness 
that  we  would  wish,  but  the  following 
condensed  reports  give  a  fair  reflex  of 
the  variety  of  the  subjects  and  the  marked 
ability  with  which  they  were  handled. 


Locomotive    Headlights. 

The    special    committee     on    locomotive 

headlights  of  which  Mr.  D.  F.  Crawford, 

General     Superintendent    Motive     Power, 


Pennsylvania  Lines  West  of  Pittsburgh, 
is  chairman,  presented  a  report,  the  long- 
est perhaps  ever  presented  before  any 
mechanical  association.  It  embraces  330 
pages,  profusely  illustrated  with  reproduc- 
tions of  photographs  and  diagrams  and 
presents  a  mass  of  evidence  on  this  im- 
portant subject.  It  will  be  remembered 
that  the  committee  made  a  report  at  the 
1913  Convention.  The  committee  were 
continueil  with  some  additional  members 
and  instructed  to  report  to  the  members 
prior  to  the  Convention  of  1914. 

That  the  work  has  been  done  with  a 
degree  of  thoroughness  that  could  not  be 
surpassed  is  evident  from  the  fact  that  the 
various  types  of  headlights  now  on  the 
market  were  procured,  from  the  minimum 
oil  headlight  to  the  maximum  electric  arc 
lieadlight.  Twenty  men  devoted  their  en- 
tire time  to  the  investigation  under  every 
imaginable  condition  during  a  period  of 
five  months.  .After  going  over  these  tests 
in  detail  and  after  thorough  discussion, 
the  committee  recommends  that  in  order 
tliat  a  headlight  shall  be  of  such  intensity 
as  not  to  cause  misreading  of  signals, 
obscuring  of  hand  signals,  fusees,  red 
lanterns  and  classification  lamps  by  oppos- 
ing headlights,  and  be  of  such  intensity  as 
not  to  temporarily  blind  the  engineman 
looking  into  the  same,  a  headlight  must 
have  an  apparent  beam  candle-power,  not 
greater  than  3,000,  referred  to  the  center 
of  the  reference  plane,  from  500  to  1,000 
feet  ahead  of  the  locomotive. 

In  order  that  the  engineman  shall  have 
sufficient  illumination  ahead  of  the  en- 
gine to  allow  him  to  readily  perform  his 
duties  while  operating  in  and  out  of  pas- 
senger terminals  and  industrial  sidings, 
while  switching  m  yard,  and  to  readily 
locate  whistle  posts,  yard  limit  and  cross- 
ing signs  and  such  other  landmarks  en 
route,  a  headlight,  due  to  depreciation  or 
to  variations  in  the  intensity  of  the  source, 
nnist  not  at  any  time  during  service  have 
apparent  beam  candle-power  less  than  the 
foUowin.g ;  the  readings  to  be  made  in  a 
vertical  plane  25  ft.  ahead  of  the  focal 
center  and  referred  to  points  at  the  vari- 
ous stations  in  the  reference  plane. 

RK.XPI.NT.S    .XT    CENTER    OF    REFERENXE    ri..\NE. 

Keadin.s;  jioint 

aliead  of  focal  .Apparent  beam 

center.  candle-power. 

500  ft Not  less  than  4.iO  c-p. 

600  ft Not  less  than  490  c-p. 

700  ft Not  less  than  500  c-p. 

800  ft Not  less  than  500  c-p. 

900  ft Not  less  than  .500  c-p. 

1.000  ft Not  less  than  500  c-p. 


.WERAGE    SIDE   READINGS    (AVERAGE   OF   READ- 
INGS   TAKEN    AT    EACH     STATION    20    FT. 
EACH    SIDE   OF   THE   CENTER). 

Reading  points 

ahead  of  focal  Apparent  beam 

center.  candle-power. 

50  ft Not  less  than    30  c-p. 

100  ft Not  less  than  110  c-p. 

200  ft Not  less  than  225  c-p. 

300  ft Not  less  than  315  c-p. 

400  ft Not  less  than  350  c-p. 

Revision  of  Train  Brake  and  Signal 
Information. 

The  committee  dealing  with  the  revi- 
sion of  train  rules  and  signal  information, 
of  which  Mr.  R.  B.  Kendig,  of  the  New 
York  Central  Lines,  was  chairman,  pre- 
sented an  important  report  containing 
thirty-nine  specific  instructions  to  engine- 
men,  trainmen,  engine  house  foremen  and 
in.spectors.  As  soon  as  possible  the  com- 
mittee's revised  instructions  will  be  cir- 
culated among  the  railway  men  affected. 
It  need  hardly  be  .stated  that  the  "Safety 
First"  movement  has  guided  the  com- 
mittee in  tlieir  careful  consideration  of  the 
report,  and  while  the  instructions  do  not 
differ  radically  from  the  regulations  pre- 
viously in  u.se  they  embrace  fuller  details 
of  the  work  of  railway  employees  in  re- 
gard to  brake  and  signal  matters. 

The  committee  closed  their  report  by 
referring  to  the  necessity  of  a  new  train 
signal — this  with  a  view  of  accelerating 
the  development  of  a  signal  device  which 
shall  be  entirely  satisfactory  in  its  opera- 
tion, such  signal  to  permit  of  easy  and 
prompt  communication  both  between  the 
train  crew  and  enginemen.  and  the  engine- 
men  and  train  crew,  under  all  conditions 
lit    service. 


Locomotive  Stokers. 

The  report  of  the  Committee  on  Loco- 
motive Stokers,  of  which  Mr.  A.  Kearney, 
assistant  superintendent  of  motive  power, 
Norfolk  &  Western  railway,  was  chair- 
man, presented  a  complete  review  of  the 
development  of  the  stoker  and  the  lines 
along  which  the  inventors  have  been 
working.  The  committee  refrained  from 
expressing  an  opinion  as  to  the  com- 
parative merits  of  the  underfeed  and  the 
.scatter  or  overfeed  types,  as  both  kinds 
have  their  strong  points.  Referring  to 
the  different  types  of  stokers  and  the 
number  in  use.  it  appears  that  there  are 
now  of  the  class  known  as  the  .Street 
Stoker  418  and  82  on  order.  This  stoker 
is  of  the  scatter  type  and  handles  crushed 
<ir  slack  coal,  and  is  performing  the 
work   expected   of  it.     Of  the   Crawford 
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stoker  there  are  301  in  service  on  the 
Pennsylvania  Lines  West  of  Pittsburgli. 
The  machine  which  is  of  the  underfeed 
type  handles  run  of  mine  coal,  producing 
its  best  results  using  the  higher  volatile 
products. 

Of  the  Ilanna  stoker  which  is  of  tlie 
scatter  type  there  are  3  in  operation  and 
21  in  course  of  construction.  The  re- 
ports show  that  the  machine  does  its 
work  satisfactorily  using  run  of  mine 
coal.  The  Standard  stoker  has  been  in- 
troduced since  last  year  and  tests  made 
on  heavy  freight  service  on  the  New 
York  Central,  and  the  reports  are  full  of 
promise.  In  this  type  of  machine  tin- 
coal  is  reduced  to  the  required  size  liy  an 
arrangement  of  the  feeding  screw.  .\ 
number  of  stokers  of  this  type  are  already 
ordered,  and  it  bids  fair  to  come  into 
popular   favor. 

Of  the  dozen  or  more  other  types  of 
stokers  the  majority  are  in  the  experi- 
mental stage,  and  it  is  a  notable  fact  that 
a  large  number  of  the  leading  mechanical 
inventors  of  our  time  are  busily  engaged 
working  out  the  stoker  problem  along 
varying  lines  and  the  outcome  cannot  be 
other  than  the  eventual  complete  success 
of  this  important  appliance  to  the  modern 
locomotive. 


each  article  will  be  used.  This  is  prob- 
ably as  near  as  may  ever  be  expected  to 
come  to  a  standard  on  tinware. 

As  an  illustration,  it  is  well  known  that 
a  tank  bucket  has  to  withstand  very  se- 
vere usage.  For  this  reason  the  commit- 
tees recommended  a  tank  bucket  with  a 
bottom  of  very  small  diameter,  designed 
with  a  specially  formed  wire  guard  fasten- 
ing the  bottom  in  place.  The  bottom  of 
the  bucket  is  also  depressed  so  that  it 
can  set  over  a  projection  without  injury. 


Standardization  of  Tinware. 
Mr.  M.  D.  Franey.  master  mechanic  on 
the  Lake  Shore  &  Michigan  Southern,  at 
Elkhart.  Ind..  chairman  of  the  Commit- 
tee on  the  Standardization  of  Tinware, 
presented  an  interesting  report  on  the  sub- 
ject, accompanied  by  about  twenty  illus- 
trations of  various  articles,  and  it  appears 
that  during  the  year  I'^'ll,  a  very  com- 
plete paper  on  the  standardization  of  tin- 
ware was  presented  to  the  Ivailway  Store- 
keepers' Association.  Tho  committee 
which  compiled  the  report  coUecteil  tlie 
data  from  practically  all  of  the  leading 
railroads,  giving  the  dinnnsions  of  the 
various  tinware  used  in  their  respective 
departments,  this  including  articles  manu- 
factured from  galvanized  iron.  The  Mas- 
ter Mechanics'  Committee,  in  preparing 
their  report,  received  some  very  valuable 
suggestions  from  the  Storekeepers'  Com- 
mittee, although  confining  themselves  to 
the  ccinsideration  of  tinware  which  would 
naturally  be  included  in  the  locomotive 
department. 

Tho  conmiittecs  were  of  opinion  that 
they  could  not  hope  to  present  dimensions 
that  will  be  adopted  by  each  of  the  rail- 
roads. Many  of  the  roads  now  have 
their  standards,  and  for  various  reasons 
they  do  not  wish  to  depart  from  the  same. 
There  are  many  railroads,  however,  that 
have  not  adopte<l  a  standard,  and  while 
the  committee  has  studied  princiiially 
the  method  of  construction  and  the  ma- 
terial to  be  used,  they  also  selecteil  the 
dimensions  that  in  their  judgment  will 
be  most  suitable  for  the  service  for  which 
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This  form  of  construction  will  very  suc- 
cessfully withstand  the  ser\  ice,  and  the 
force  of  a  blow  to  which  the  tank  bucket 
may  be  subjected. 


The  committee  were  of  opinion  that  the 
manufacture  of  plain  carbon  and  alloy 
steel  to  be  quenched  and  tempered  will 
eventually  be  developed  to  the  point 
where  such  material  can  be  used  in  de- 
signs involving  much  higher  unit  working 
stresses  than  are  possible  with  untreated 
or  annealed  plain  carbon  steel,  with  a 
conseiiuent  reduction  in  the  weight  of 
parts.  In  the  case  of  rapidly  moving 
parts,  tliis  reduction  of  weight  may  also 
be  expected  to  result  in  reduction  of 
wear.  For  these  reasons  the  committee 
believes  that  there  is  a  wide  and  important 
field  for  the  use  of  quenched  and  tem- 
pered carbon  steel  and  alloy  steel  in 
locomotive  construction,  and  wishes  to 
emphasize  the  importance  of  making  con- 
tinued and  extensive  service  tests  with 
tliese  materials,  to  encourage  and  assist 
in  tlieir  development. 

The  toughness  of  properly  quenched 
and  tempered  carbon  steel  is  demonstrated 
by  the  accompanying  illustration  of  a 
hollow-bored  crankpin.  The  hole  was 
liadly  bent  and  partly  closed  without  any 
evidence  of  cracking  of  the  material. 


Special  Alloys. 

The  report  of  the  committee  on  the 
use  of  special  alloys  and  heat-treated 
steel  in  locomotive  construction  of  which 
Mr.  A.  R.  .Ayers,  general  mechanical  en- 
gineer of  the  New  York  Central  Lines, 
was  chairman,  was  an  excellent  illustra- 
tion of  how  thoroughly  a  well  selected 
committee  under  accomplished  chairman- 
ship can  do  the  work  expected  of  it.  A 
circular  of  enquiry  was  issued  by  the 
committee  ami  replies  were  received  from 
thirtv-seven  railroad■^  and  two  Inrn-v  .*■,.,. 


liuilders,  covering  an  owiuT>hip  of  31.000 
locomotives. 

I'our  roads  are  using  heat-treated  car- 
bon steel  frames  and  steel  castings. 

Two  roads  are  using  heat-treated  car- 
bon steel  for  main  and  i).ir;dlil  rods,  nine 
for  piston  roils,  and  Iwehc  for  axles  and 
crank  pins. 

Two  roads  are  using  it  for  tires  and 
wheels,  compared  witli  live,  one  year  ago. 

One  road  has  discontinued  its  use  al- 
together, on  account  of  unsatisfactory 
service  obtained. 

The  use  of  heat-treated  carbon  steel  is 
still  experimental,  and  does  not  appear  to 
have  been   ai>|>reciably  extendid. 


Revision    of   Standard    Efficiency   Tests 
of   Locomotives, 

Mr.  C.  L).  Young,  chairman  of  the 
committee  on  the  above  subject,  reported 
at  considerable  length,  the  report  cover- 
ing over  forty  pages  and  presenting  in 
detail  a  code  for  the  testing  of  locomo- 
tives, both  upon  the  road  and  in  the 
laboratory,  which  embraced  not  only  the 
method  of  conducting  the  tests,  but  the 
manner  in  which  the  results  should  be 
tabulated  and  proper  formula  for  comput- 
ing all  of  the  items  required  for  the  com- 
plete test.  This  included  the  laboratory 
I  Nts,  description,  dimensions  and  propor- 
i  ns  of  all  of  the  parts,  with  analysis  of 
•  '  m1  and  dynamometer  tests,  with  a  com- 
I'lcte  summary  of  average  results,  road 
l>■^ts,  with  an  appendix.  As  an  example 
of  the  methods  it  may  be  interesting  to 
note  the  method  used  to  determine  dis- 
charge from  locomotive  safety  valves  on 
road  tests  and  which  was  first  established 
by  the  Norfolk  &  Western  Railway  Com- 
pany. The  following  extract  from  the 
re]iort   illustrates   the   nu-thod: 

The  outer  side  of  one  of  the  safety 
valves  is  drilled  and  tapped  near  the  top 
of  the  mufller  for  the  insertion  of  a  plug 
(Hush  with  the  inside  wall  of  the  valve 
mufller).  threaded  at  each  end  with  a 
<s-inch  pipe  thread.  The  plug  forms  a 
conic.il  convergent  nozzle  having  a  mini- 
nnim  orifice  of  3/32  inch  in  diameter.  A 
' 4-inch  wrought-iron  pipe  is  run  from  the 
plug  connection  down  to  the  rear  of  the 
locomotive  cab  roof,  where  a  flexible 
connection,  such  as  a  rubber  steam  hose, 
is  made  of  sufficient  length  to  reach  the 
bulkhead  of  the  tender.  From  here  a 
't-inch  pipe  is  run  down  along  the  side 
of    the    tender    to    a     point    where    it    is 
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directed  into  the  water  compartment  and 
connected  to  a  1-inch  coiled  pipe,  or  con- 
denser, extending  down  to  the  bottom  of 
the  tank  and  connecting  with  a  small 
reservoir  located  on  the  outside  of  the 
tender  frame.  Steam,  which  is  admitted 
to  this  line  when  the  safety  valves  lift,  is 
condensed  in  the  coil  and  collected  in 
the  reservoir.  A  drain  cock  located  at  the 
bottom  of  the  reservoir  is  used  to  draw 
off  the  condensed  steam  at  the  end  of  each 
test  for  the  purpose  of  making  the  desired 
calibration. 

The  accuracy  of  the  determination  re- 
quired previously  demands  a  very  careful 
calibration  of  the  safety  valve  and  the 
orifice,  so  as  to  ascertain  the  exact  ratio 
of  steam  discharge  through  the  orifice  to 
the  total  amount  of  steam  discharged 
through  the  safety  valves.  This  ratio 
determined,  and  the  amount  of  condensed 
steam  passing  through  the  orifice  ascer- 
tained at  the  end  of  the  test,  the  discharge 
at  the  safety  valves  may  be  calculated  for 
the  test  period. 


Fuel  Economy. 
.'\  number  of  questions  were  sent  out 
to  the  mechanical  department  heads  of 
the  railroads  by  the  Committee  on  Fuel 
Economy.  Mr.  Wm.  Schlafge,  general 
mechanical  superintendent  of  the  Erie, 
was  chairman  and  much  valuable  data 
was  presented  by  the  committee.  Scale 
prevention  was  strongly  urged,  the  re- 
port showing  that  for  every  1/16  inch  of 
scale  15  per  cent,  more  fuel  was  required. 
Twenty-five  per  cent,  of  a  saving  in  fuel 
was  .claimed  by  the  use  of  superheating 
the  steam.  Feed-water  heaters  were  not 
recommended.  The  use  of  the  brick  arch 
was  strongly  urged.  Much  saving  was 
also  claimed  from  the  use  of  the  brick 
arch.  Doubt  was  expressed  in  regard  to 
fuel  economy  by  the  use  of  mechanical 
stokers,  the  chief  merit  of  the  device 
being  its  capacity  for  firing  larger  quan- 
tities of  coal  than  can  be  handled  by  a 
fireman.  Interesting  data  was  also  pre- 
sented in  regard  to  a  device  in  use  on  the 
Erie  railroad  attached  to  the  safety  valve 
showing  how  long  the  valve  has  been 
open  during  any  stated  period.  The 
record  made  by  the  instrument  is  very  im- 
pressive and  admits  of  no  argument.  It 
enables  the  enginemen  to  be  accurately 
informed  of  the  amount  of  waste  caused 
by  unnecessary  popping,  and  it  goes  a  long 
way  to  assist  in  making  instructions  along 
this  line  efifective.  A  3-inch  safety  valve 
on  a  boiler  carrying  200  pounds  pressure 
will  waste  146.7  lbs.  of  steam  and  about 
20  lbs.  of  coal  every  minute  during  which 
it  is  open.  When  it  is  considered  that 
from  7.000  to  20,000  lbs.  of  coal  are  wasted 
each  month  on  a  single  locomotive,  it  is 
evident  that  the  matter  of  loss  through 
safety  valves  is  something  worthy  of  close 
attention  and  offers  an  opportunity  to 
effect  a  considerable  saving. 


Smoke  Prevention. 

It  will  be  recalled  that  at  the  conven- 
tion last  year  the  Committee  on  Smoke 
Prevention  submitted  a  report  embodying 
a  description  and  the  results  of  certain 
tests  carried  on  by  the  Pennsylvania  rail- 
road at  the  Altoona  testing  plant.  As  a 
result  of  these  tests  certain  conclusions 
were  drawn  and  recommendations  made. 
The  committee  was  continued  and  under 
the  cliairmanship  of  Mr.  E.  W.  Pratt,  as- 
sistant superintendent  of  motive  power 
on  the  Chicago  &  North  Western,  a  set 
of  five  questions  were  drawn  up,  to  be 
submitted  to  the  mechanical  officials  of 
the  various  railways  confronted  by  the 
smoke  problem  with  the  intention  of 
bringing  out  the  results  of  the  recom- 
mendations. Twenty-five  railroads  replied 
w-ith  a  total  of  32.000  locomotives.    Favor- 


placed  on  the  top  of  the  stack.  The  pipe 
ie  pierced  with  }4  inch  holes  3  inches 
apart.  The  pipe  is  suitably  connected  to 
a  valve  in  tlie  cab. 


SMOKK     I.Il-Tl.NG     BLOWKK. 

able  reports  uere  received  from  a  large 
number  of  roads  in  regard  to  quick- 
opening  blower  valves,  and  the  appliance 
is  being  rapidly  adopted.  Fifteen  roads 
have  installed  jets  largely  in  the  form 
of  side  installations  with  some  degree  of 
success.  Various  devices  were  favorably 
reported  upon,  among  others  the  Heflfron 
draft  regulator  which  has  obtained  some 
success.  The  device  consists  of  an  ad- 
justable baffle  plate  partially  closing  the 
furnace  door  when  opened,  and  folding 
back  when  the  door  is  shut.  Considerable 
success  is  also  claimed  for  a  ring  blower 
at  the  top  of  the  stack.  This  device  cost 
about  eiijht  dollars,  and  claims  are  made 
that  by  its  use  there  is  almost  complete 
elimination  of  the  smoke  on  the  road  and 
the  prevention  of  smoke  trailing  into  the 
cab.  The  accompanying  illustration  shows 
the  device,  consisting  of  a  pipe  one  inch 
in  diameter  bent  in  a  circular  form  and 


Revision     of     Standards     and     Recom- 
mended  Practice. 

The  care  with  which  the  committees 
of  the  association  perform  the  duties  as- 
signed to  them  was  finely  illustrated  by 
the  Committee  on  the  Revision  of  Stand- 
ards and  Recommended  Practice.  Mr. 
W.  E.  Dunham,  superintendent  motive 
power  and  machinery  on  the  Chicago  & 
North  Western,  was  chairman.  A  cir- 
cular of  enquiry  had  been  sent  to  the 
mechanical  departments  of  railways  and 
a  variety  of  suggestions  was  laid  before 
the  committee,  some  of  which  were  con- 
curred in  and  others  rejected.  A  large 
number  of  corrections  of  drawings  and 
additional  descriptive  matter  was  added 
to  a  number  of  published  plates. 

-At  the  request  of  the  chairman,  labora- 
tory tests  were  made  in  more  or  less  de- 
tail of  steel  castle  nuts  made  in  full 
proportions  to  agree  with  the  present 
standards  excepting  in  the  height  of  the 
nut,  which  was  made  the  same  as  the 
U.  S.  Standard  rough  nuts.  Also  the 
threading  for  the  bolts  was  extended  to 
the  top  of  the  castellation.  These  tests 
were  made  by  the  New  York  Central 
Lines,  the  Pennsylvania  Railroad,  the 
.Atchison,  Topeka  &  Santa  Fe  Railway, 
and  the  Chicago  &  North  Western 
Raihvay. 


Locomotive  Road  Tests  of  Schmidt 
Superheater  and  Brick  Arch. 

Mr.  H.  W.  Coddington.  engineer  of  tests 
on  the  Norfolk  &  Western  Railway,  pre- 
sented a  very  interesting  individual 
paper  on  a  series  of  tests  made  on  two 
locomotives  of  equal  dimensions  with  a 
view  to  test  the  efiiciency  of  the  use  of 
superheated  steam  as  compared  w-ith 
saturated  steam,  and  also  a  comparison 
with  or  without  the  brick  arch  in  con- 
nection w-ith  the  use  of  the  superheater. 

From  the  report  it  appears  that  by  a 
review  of  the  advantages  incident  to  the 
use  of  the  superheater  the  locomotive 
hauled  13.3  per  cent,  more  cars  and  16.1 
per  cent,  more  tonna,ge  at  an  increase  of 
30  per  cent,  higher  speed,  an  increased 
boiler  pressure  of  3.3  per  cent.,  with  a 
decreased  coal  consumption  of  26.8  per 
cent.  .An  increase  on  the  indicated  horse- 
power amounting  to  36.1  per  cent,  was 
observed  in  the  performance  of  the  super- 
heated locomotive. 

In  regard  to  the  use  of  the  brick  arch 
it  was  observed  that  there  was  an  in- 
dication of  a  S  per  cent,  saving  in  coal  in 
the  performance  of  the  superheated  loco- 
motive with  a  brick  arch  as  compared 
w-ith  the  same  superheated  locomotive 
without  the  brick  arch.     Apart  from  the 
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coal  consumption  there  are  other  features 
favorable  to  the  arch  installation,  such  as 
the  protection  of  the  tlues  from  sudden 
changes  of  temperature,  and  also  from 
stopping  up.  The  paper  very  strongly 
pointed  out  the  marked  advantages  which 
may  be  attributed  to  the  use  of  super- 
heated steam. 


more  elTiciently  and  a  great  deal  of  danger 
is  eliminated.  In  this  day  of  "Safety 
l-'irst"  the  elimination  of  line  shaft  and 
belt  drive  is  something  that  we  all  should 
strive  for,  and  in  the  revamping  and  ex- 
tending of  our  shops  the  question  of 
abandoning  line  shafts  and  belts  should 
receive  very  serious  consideration. 


Electric  Motors  in  Railway  Shops. 

Of  the  individual  papers  presented  it 
might  be  sai<l  that  they  were  all  timely 
and  interesting,  the  use  of  electric  motors 
in  railway  sboi)s  was  handled  by  Mr.  B.  F. 
Kuhn,  master  mechanic  on  the  Lake 
Shore.  After  discussing  the  various  types 
of  motors  and  the  two  great  divisions  in 
the  application  of  electricity  by  the  alter- 
nating current  and  the  direct  current  sys- 


Couplings  for  Injectors. 

Mr.  O.  M.  I''ostcr,  master  mechanic  on 
the  Lake  Sliore  at  CoUinwood,  Ohio,  pre- 
sented a  paper  relating  to  the  dimensions 
for  flange  and  screw'  couplings  for  in- 
jectors. In  developing  the  subject  matter 
for  the  paper.  Mr.  Foster  had  sent  out 
inquiries  to  a  large  numljer  of  railroads 
requesting  data  covering  designs  and  pro- 
I'nrtions   of   lira?ing    rings,   coupling   nuts. 
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terns,  and  pointing  out  llie  fact  tliat  lie- 
f(jre  adojiting  either  the  actual  cycle  of 
operation  of  each  individual  m.-ichine 
should  be  carefully  considereil.  Mr. 
Kuhn  closed  by  alluding  to  the  fact  that 
with  sho])  equipped  with  tools  for  motor 
drive  the  whole  shop  layont  can  be  re- 
arranged from  time  to  time  to  suit  the 
various  conditions  which  may  arise  in  the 
method  of  haixlling  the  different  work 
and  also  the  installing  of  additional  new 
tools,  and  it  is  also  possible  to  take  a<l- 
vantage  of  floor  sjiace,  which  in  the  case 
of  a  shop  with  lim-  shafting  it  would  lie 
imp>issible  to  utilize. 

A  very  distinct  advantage  that  ibe  shop 
equi|iped  with  motor-operated  lo^ds  has 
over  the  shop  operated  with  line  shafts  is 
that  the  belts  .-ind  r.verhcad  work  are  done 
away  with.     Such  shops  are  lighted  much 


I'ipe  unions,  tic,  in  use,  tlie  replies  indi- 
cating that  in  most  cases  manufacturers' 
standards  for  these  parts  were  being  fol- 
lowed. Upon  request,  each  of  the  injector 
manufacturers  furnished  a  very  complete 
set  of  detail  drawings  covering  the  parts 
entering  into  the  makeui)  of  the  pipe  con- 
nections used  with  his  various  types  and 
sizes  of  injectors. 

I-'rom  these  it  w.is  g;ithered  the  threaded 
iliameter  of  many  ot  the  parts  varied  in 
such  a  maimer  as  to  present  a  serious 
olijection  in  the  matter  of  |)roper  inter- 
ch.-ingeability.  .\  variety  rif  tests  also 
showed  that,  while  tliere  are  a  numlier 
of  methods  in  brazing,  all  showed  an 
ample  factor  of  safety  in  a  carefully 
brazed  joint.  With  the  idea  of  overcom- 
\\\\i  the  element  of  uncertainty  appertain- 
ing   to   the   strength    of   a   brazed   connec- 


tion, there  has  been  developed  during  the 
past  year  a  so-called  "Mechanical  Joint" 
for  copper  pipe.  This  connection  consists 
merely  of  a  beading  ring  or  sleeve 
through  whicli  the  copper  pipe  is  extend- 
ed and  beaded  over  on  the  ball  collar 
to  form  the  ball  joint  seat. 

When  there  is  not  sufficient  work  of 
this  kind  to  justify  the  installation  of  a 
mechanical  pipe-beading  machine  as  may 
be  desired,  the  work  can  be  done  with 
a  set  of  hand  tools  similar  to  those  shown 
in  the  accompanying  illustration.  The 
sequence  of  operations  is  as  indicated  in 
tools  1,  2  and  3,  after  which  the  expand- 
ing tool  is  used,  provided  the  application 
is  being  made  to  groove  rings.  There  is, 
however,  some  reason  to  question  the  real 
necessity  for  grooving  the  rings,  and  one  of 
the  large  locomotive  companies  is  making 
the  ap|>Iication  by  merely  rolling  the  pipe 
with  a  plain  beading  ring  and  beading 
the  copper  pipe  over  to  form  the  ball 
joint   seat. 

'Hie  chief  merit  of  Mr.  Foster's  paper 
lay  ni  the  fact  that,  while  refraining  from 
making  any  recommendations  covering  di- 
mensions for  injector  connections,  it  was 
made  apparent  that  there  is  need  of  defi- 
nite recommendations  covering  design 
and  sizes  for  brazing  and  beading  rings, 
iron-pipe  unions,  coupling  nuts  and 
tlanges,  and  no  doubt  improvements  in 
these  devices  will  come  at  an  early  date. 


Safety  Appliances. 

.\n  oral  report  on  safety  appliances 
was  presented  by  D.  R.  MacBain,  chair- 
m.iii  of  the  committee.  According  to  his 
information  the  work  is  practically  com- 
pleti'd,  and  progress  in  equipping  the  lo- 
ioiiioti\es  has  been  very  satisfactory. 


Review    of    'Work   of    Other    Organiza- 
tions. 

An  individual  paper  was  presented  by 
Or.  .\ngus  Sinclair  on  the  Review  of 
W.irk  Done  liy  Other  Mechanical  Or- 
ganizations. .\mong  the  associations  re- 
ferred to  and  whose  work  was  commend- 
ed were:  The  Traveling  Engineers'  As- 
sociation, the  Air  Brake  Association,  the 
International  Railway  General  Foremen's 
.Association,  and  the  Railway  Fuel  Asso- 
ciation. The  report  was  accepted  with 
the   tb.iiiks   of   tlie  convention. 


Other  Reports. 

Reports  were  also  presented  on  Super- 
heater Locoinotives  and  on  Train  Resist- 
ances and  Tonnage  Rating.  The  reports 
covering  these  subjects  are  so  extensive 
that  lack  of  space  will  not  permit  a  refer- 
ence  to  tliem   in  this  issue. 

We  expect  to  take  up  these  subjects 
and  also  the  discussions  attending  the 
other  reports  that  were  submitted  in  fu- 
ture issues  of  R.Mi.w.w  and  Locomotive 
I-'ncinkkrint.. 
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Annual  Convention  of  the  Master 
Car  Builders'  Association 


The  forty-eighth  annual  convention  of 
the  Master  Car  Builders'  .\ssociation  was 
called  to  order  by  -Mr.  M.  K.  Barnum, 
chief  mechanical  engineer  of  the  Balti- 
more &  Ohio,  on  Thursday,  June  11,  in 
the  Greek  Temple,  on  the  million  dollar 
pier  at  Atlantic  City.  The  attendance 
was  unusually  large  and  the  proceedings 
of  the  most  interesting  kind.  The  num- 
ber and  variety  of  subjects  to  be  discussed 
seems  to  grow  with  the  growing  years, 
and  the  method  of  continuing  some  of  the 
more  important  committees  is  an  excellent 
one,  and  it  has  unquestionably  brought 
out  a  mass  of  information  that  otherwise 
might  have  remained  in  the  possession  of 
single  individuals,  but  is  now  rapidly  be- 
coming common  property.  A  notable 
feature  of  the  work  of  the  association  has 
been  the  gradual  but  now  almost  com- 
plete standardization  of  material  and  the 
abandonment  of  haphazard  means  and 
measures  that  characterized  much  of  the 
earlier  car  builders'  work.  Mr.  Barnum 
made  an  excellent  presiding  officer,  and 
while  he  has  the  happy  faculty  of  bringing 
out  that  which  is  brightest  and  best  in 
the  members,  he  is  also  the  finished  par- 
liamentarian and  knows  the  method  of 
bringing  debates  that  are  promising  to 
run  dry  to  a  speedy  vote.  Mr.  Jos.  W. 
Taylor  presented  the  reports,  and  his  ex- 
cellent delivery  gives  dry  details  a  relish. 
The  entire  board  of  officers  showed  them- 
selves to  be  the  right  men  on  the  right 
places,  and  as  long  as  the  members  of 
the  association  continue  to  show  good 
sense  in  their  choice  of  officers  just  so 
long  will  the  association  maintain  its  high 
place  among  the  mechanical  associations 
in  America : 

Subjoined  are  condensed  reviews  of  the 
leading  reports  presented  to  the  associa- 
tion : 

Arbitration  Committee. 

The  secretary  submitted  the  report  of 
the  Arbitration  Committee  involving  a 
large  number  of  cases  arbitrated  during 
the  year,  and  made  recommendations  of 
certain  reviews  of  the  rules  of  inter- 
change, nearly  all  of  which  were  adopted. 
All  of  the  questions  raised  were  not  such 
as  have  been  actual  cases  for  arbitration, 
but  have  risen  in  different  iiarts  of  the 
country  in  the  ordinary  interchange  ol 
traffic,  and  the  general  opinion  was  that 
this  method  <>f  procedure  has  been  ben- 
eficial to  all  concerned  and  has  resulted 
in  lessening  the  work  of  the  inspector. 
the  bill  clerk  and  others.  Considerable 
stress  was  laid  on  the  importance  of  hav- 


ing the  air   brake  equipment   in  all  cases 
up  to  the  standard  requirements. 


Train   Brake   and   Signal   Equipment. 

.Mr.  U.  1!.  Kendig.  chairman  of  the 
above  committee,  presented  a  report  em- 
bracing details  of  the  construction  and 
proper  attachment  of  brake  and  signal 
pipe  clamps  for  ends  of  passenger  cars, 
and  urged  the  selection  of  a  particular 
type  of  conductor's  valve,  known  as  the 
B-3-.-\  and  shown  in  the  accompanying 
illustration,  and  that  such  valve  be  corded 
the  entire  length.  Where  this  cannot  be 
done,  as  is  generally  the  case  in  dining, 
buffet  and  certain  classes  of  load  carrying 
cars,    the    committee    recommended    that 


II.  Benjamin,  of  the  Purdue  University, 
Lafayette,  Ind.,  and  the  committee  had 
considered  two  sets  of  problems,  those 
relating  to  the  behavior  of  brake  shoes 
and  those  afTecting  the  design  of  brake 
beams.  From  the  numerous  reports  of 
tests  submitted  by  the  committee  it  ap- 
pears that  the  coefficient  of  friction  of 
most  of  the  shoes  decreased  as  the  pres- 
sure increased,  the  two  exceptions  to  this 
being  the  plain  cast  iron  and  the  national. 
The  plain  cast  iron  shoe  gave  almost  the 
same  coefficient  at  all  pressures,  while 
the  national  gave  almost  the  same  coeffi- 
cient at  the  three  lower  pressures  and 
then  made  a  sudden  drop  at  18,000  pounds 
pressure. 

The  committee  recommended  the  de- 
sirability of  having  a  complete  review  and 
digest  of  tests  so  far  made,  with  suitable 
conclusions,  to  be  made  a  part  of  the  next 
year's  proceedings,  as  there  had  not  been 
time  to  prepare  such  a  digest  this  year. 


CONDUCTOR'S    VALVE.      WESTI.VGIIOCSK 
..\IR  BRAKE  COMPANY. 

two  conductor's  valves  be  installed,  one 
at  each  end  of  the  car.  and  that  each  be 
corded  with  the  car  a  distance  if  nec- 
essary, including  platforms,  to  permit  of 
easy  access.  The  cord  should  also  be 
Colored  red,  while  the  signal  valve  cord 
should  be  of  gray  color;  also  that  the 
cords  be  made  of  metallic  material,  either 
wire  or  chain,  the  committee  preferring 
chain  for  the  conductor's  valve,  and  hemp 
or  cott'in  covered  wire  for  the  signal 
valve. 

.\  code  of  air  brake  and  signal  instruc- 
tions were  added  and  approved. 

Brake    Shoe    and    Brake    Beam    Equip- 
ment. 
The    report    of    the    committee    on    the 
above  subject  was  presented  by   Prof.  C. 


Revision  of  Standards  and  Recom- 
mended Practice. 
Mr.  T.  H.  Goodnow  reported  on  be- 
half of  the  above  committee,  and  called 
attention  to  a  number  of  minor  details 
in  connection  with  journal  boxes,  wheel- 
flange  thickness  gages,  wheel-defect  and 
worn  coupler-limit  gauge,  and  limit  gauge 
for  remounting  cast  iron  wheels.  Safety 
appliances  were  discussed  at  considerable 
length  and  several  valuable  recommenda- 
tions were  adopted  in  regard  to  box-car 
side-door  fixtures.  In  regard  to  journal 
box  and  details,  it  was  recommended  that 
a  3/16  in.  radius  should  be  shown  at  the 
extreme  top  edge  of  the  hinge-pin  lug. 
The  distance  from  the  center  of  the  hinge- 
pin  hole  to  the  top  arch-bar  seat  should 
be  shown  as  1  in.  Distance  between  cen- 
ters of  >s-in.  radii,  forming  fillets  be- 
tween hinge-pin  lug  and  top  of  box, 
should  be  shown  as  %  '"•  The  distance 
from  the  inside  top  surface  of  bo.x  to 
the  bottom  edge  of  front  stop  lugs  should 
be  shown  as  Yz  in.  The  straight  distance 
on  side  of  box  from  center  line  of  bolt 
hole  to  where  the  sloping  portion  of  box 
starts  at  the  front  end  should  be  shown 
as  6  in.  in  the  plan  view.  One-eighth  in. 
fillets  should  be  shown  at  bottom  and 
sides  of  dust-guard  opening  instead  of 
the  sharp  corners,  and  this  should  also  be 
specified  on  the  side  edges  of  the  center 
stop  lu.gs.  Center  line  for  the  hinge-pin 
hole  to  be  added  to  the  plan  view,  as  well 
as  a  dotted  line  for  the  undercut  in  front 
of  the  hinge-pin  lug.    .A  dotted  line  should 
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be  added  to  the  elevation  running  through 
the  hinge-pin  lug  and  representing  the 
top  surface  of  the  Iick  at  the  sides  of  the 
hinge-pin  lug.  The  undercut  on  the  hinge- 
pin  lug  at  the  top  of  llie  hd  lit  should  be 
shown  as  ;4  in.  The  full  vertical  line 
representing  the  juncture  of  the  front  sur- 
face for  the  lid  spring  luaring  and  the 
hinge-pin  lug  proper  should  be  changed 
to  show  dotted  below  the  horizontal  full 
line  representing  tlie  top  edge  of  >inder- 
cut. 


thermore.  with  the  present  lack  of  inter- 
changeability  and  the  uniformity  of  design 
of  brake  beams  and  trucks,  it  would  be 
impracticable  to  design  a  standard  safety 
hanger  wliich  would  l)c  generally  appli- 
cable. Vmir  committee  finds  little  cause 
for  the  emplciyment  of  brake  beam  safety 
hangers  where  the  brake  beam  hangers 
and  connections  are  designed  and  manu- 
factured witli  proper  care  and  believe  that 
the  remedy  lies  along  these  lines  rather 
tiian  in  the  adoption  of  the  au.xiliary 
device  of  brake  beam  safety  hangers. 


Coupler  and  Draft  Equipment. 

Mr.  K.  L.  Klcine,  chairman  of  the  above 
committee,  which  had  been  continued  from 
last  year,  reported  that  the  comparisons 
and  sunmiarics  in  all  of  the  tests  sliowed 
conclusively  that  the  experimental  couplers 
were  much  stronger  throughout  than  pres- 
ent types  of  cou|)lers,  and  that  the  com- 
mittee were  working  along  the  right  lines. 
The  work  had  been  conducted  jointly  with 
the  coupler  manufacturers  who  submitted 
to  the  various  meetings  one  or  more  de- 
signs of  couplers  embodying  the  specifica- 
tions as  laid  down  by  the  joint  committee, 
the  manufacturers  having  designed  the 
working  parts  according  to  their  ideas 
to  meet  the  specifications.  These  designs 
were  exhibited  last  year  and  several  were 
selected  to  be  tried  in  service  during  the 
present  year  to  best  determine  the  best 
contour  lines,  efficiency  of  operation  and 
strength  of  the  various  parts,  with  a  view 
of  correcting  any  details  that  may  prove 
unsatisfactory,  to  the  end  of  establisluug 
the  standard  coupler. 


present   standard   defect  gauge,  as   shown 
in  the  acccmipanying  drawing. 


Car  Wheels. 

Tlic  rtport  i^f  the  standing  committee 
on  car  wlicels,  of  which  Mr.  A.  Kearney 
is  chairman,  set  forth  that  a  number  of 
rcconimcndalions  had  been  received  from 
wliccl   manufacturers   in   the   direction   of 


Car   Construction. 

Mr.  W.  F.  Keisel,  chairman  of  the 
Committee  on  Car  Construction,  present- 
ed a  report  wherein  it  appears  that  the  re- 
port of  1913,  covering  minimum  strengtli 
of  center  sills  of  existing  steel  and  steel 
imderframe  cars,  was  submitted  to  letter 
ballot,  but  should  have  been  referred  to 
the  Arbitration  Committee.  A  number  of 
interesting  details  in  regard  to  car  con- 
struction was  presented,  from  which  we 
may  quote  a  section :  "The  length  of 
center  or  draft  sill  between  adjacent  tie 
plates  or  braces,  or  the  length  of  any 
part  of  any  center  sill  or  draft  sill  be- 
tween adjacent  supports  or  braces,  must 
not  be  more  than  20  times  the  measure- 


Car   Trucks. 

The  Comiuittee  on  Car  Trucks,  of 
which  Mr.  J.  T.  Wallis  was  chairman,  re- 
ported a  number  of  details  in  regard  to 
tlie  better  construction  of  car  trucks,  but 
considered  it  impractical  to  recommend 
definite  designs  on  account  of  cast  steel 
trucks  being  generally  covered  by  letters 
patent.  The  committee,  however,  talai- 
lated  drawings  of  the  dilTerenl  truck  si<les 
manufactured,  which  were  submittal  to 
them  with  a  view  at  arriving  at  the  limit- 
ing dimensions  for  truck  sides.  '1  hcse 
tabulations  show  a  lack  of  uniformity  in 
construction,  not  only  for  different  roads, 
but  of  trucks  of  the  same  expected  ca- 
pacity on  the  same  road.  In  regard  to 
safety  hangers  for  lirake  beam  and  the 
fre(piency  of  brake  beams  falling  on  the 
track,  the  report  staled  that  the  commit- 
tee has  given  this  subject  careful  thought 
and  their  experience  with  the  majority 
of  brake  beam  safely  hangers  has  been 
that  these  devices  liavc  been  inefficient 
and  a  source  of  cNiiense  from  a  main- 
tenance stan<lpoinl.  Unless  they  arc  de- 
signed with  a  strength  at  least  ecpial  to 
the  loads  imposed  ujion  the  brake  beam 
hangers  and  to  pnvmt  wear,  they  will 
not  be  efficient  when  the  emergency  arises 
for  them  to  perl.>rin  their  ftmcli<in.     b'nr- 


WIIEEL  DEFF.I  T  G.M'CK. 


heavier  fianges.  To  increase  the  width 
of  flange,  however,  would  in  all  probabil- 
ity involve  changes  in  the  track  in  the 
way  of  providing  more  clearance  through 
frogs,  guard  rails  and  railroad  crossings. 
I'~or  the  information  of  the  members  it 
was  stated  that  the  Bureau  of  Standards 
of  the  Department  of  Commerce  is  pre- 
paring to  make  an  experimental  study  of 
chilled  car  wheels,  which  will  include 
foundry  practice,  investigation  into  the 
chemistry,  metallurgy  and  mechanics  of 
wheels,  etc..  and  it  is  the  intention  of  the 
Bureau  of  Standards  to  ask  the  co-opera- 
tion of  the  wheel  manufacturers  and  the 
wheel  users  in  making  the  investigation. 
In  order  to  provide  lueans  for  tneasur- 
ing  flat  spots  of  1  in.  and  2  ins.  in  length 
on  passenger  and  freight  car  wheels  re- 
spectively, it  is  recommended  that  two 
additional    notches    be    pr(>vi<led     in     the 


nienl  across  the  section  of  member  under 
consideration.  The  measurement  across 
the  section  referred  to  must  be  taken 
whichever  way  the  member  is  weaker, 
wdiich,  of  course,  will  be  the  direction  in 
which  the  member  will  buckle  if  over- 
strained. As  an  example:  Center  sills 
consisting  of  channels  tied  only  at  the 
top  by  fioor  plates,  and  having  flanges 
2K>  ins.  wide,  may  have  the  bottom  flanges 
braced  only  at  intervals  of  8  ft.  Accord- 
ing to  the  rule  given  above,  these  bottom 
flanges  should  have  braces  at  intervals  of 
not  more  than  20  times  2'/.  ins.,  or  50  ins. 
Such  car  will,  therefore,  require  an  addi- 
tional brace  for  anchorage  about  half 
way  between  the  existing  anchorages,  and 
further  that  the  minimum  center-sill 
areas,  between  points  of  impact,  on  exist- 
ing cars,  may  vary  up  to  55  sq.  ins.  Serv- 
ice experience  demonstrates  that  the  cars 
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having  minimum  center-sill  strength  are 
crippled  in  acting  as  cushions  for  the 
stronger  cars.  This  makes  it  desirable  to 
aim  at  uniformity  of  center-sill  strength 
for  all  cars  in  the  train.  Designs  of  cars 
which  do  not  go  into  general  service  in 
interchange  may  be  considered  only  from 
their  own  load-carrying  standpoint,  with- 
out regard  to  train  strains ;  but  those  used 
in  interchange  must  be  considered  from 
both  standpoints.  For  the  latter,  your 
committee  recommends  the  following  as 
minimum  design  requirements  to  produce 
cars  giving  maximum  returns  for  money 
expended : 

''Area  of  center  sills:  24  sq.  ins.,  mini- 
mum. 

"Ratio  of  stress  to  end  load :  0.06, 
maximum. 

"Length  of  center  or  draft  sill  mem- 
bers between  braces:  20  d,  maximum  ('d' 
is  the  depth  of  the  member,  measured  in 
the  direction  in  which  buckling  might 
take  place")." 


Specifications   and   Tests   for   Material. 

The  committee  on  the  above  subjects 
was  instructed  to  revise  certain  specifica- 
tions of  the  association  and  prepare  new 
ones  covering  certain  other  classes  of 
material  covered  in  the  recommendations 
of  last  year's  committee  on  form.  Ac- 
cordingly specifications  covering  sixteen 
different  classes  of  material  were  sent  out 
for  criticism  by  the  members,  and,  as  a 
result  of  these  criticisms  and  subsequent 
nu-etings.   it    \va-   ;i.^rce<l   that    the    tollow- 


F.    I-.    G.MiVES. 
President.    M.    M.    .Association. 

ing-named  materials  only  could  be 
handled  this  year:  Air  brake  hose,  heat- 
treated  knuckle  pivot  pins,  steel  axles, 
refined  wrought  iron  bars,  welded  pipe, 
helical  springs,  chain  and  journal  box 
brasses  and  that  the  specifications  cover- 
ing the  following  materials  could  be  fur- 
ther investigated  and  specifications  of- 
fered  at   the   next   annual   meeting :    Re- 


frigerator car  heat  insulation  materials, 
mild-steel  bars  for  miscellaneous  parts, 
steel  castings,  rivet  steel  and  rivets,  struc- 
tural steel  and  steel  plates  galvanized 
sheets,  malleable  iron  castings  and  elliptic 
springs. 


Safety  Appliances. 

On  behalf  of  the  Committee  on   Safety 
Appliances   an   nral   icpcul   i.ii   tin-   siiljject 


.1.   WILL  JOILNSON, 
President,   R.   S.    M.    .Association. 

was  submitted  by  Mr.  M.  K.  Barnum, 
chairman.  He  explained  that  there  ap- 
peared to  be  a  serious  lack  of  understand- 
ing as  to  the  exact  requirements  of  the 
law.  Penalties  for  non-conformity  be- 
come operative  in  July,  1916.  Mr.  Barnum 
made  a  strong  appeal  for  a  campaign  of 
instruction  so  that  car-men  may  come  to 
understand  just  how  and  where  these  ap- 
pliances sliiiuld  be  placed  on   the  cars. 


Train  Lighting  and  Equipment. 
The  Committee  on  Train  Lighting  and 
E(iuipnient,  Mr.  T.  R.  Cook,  chairman. 
sul)mittcd  a  report  dealing  principally 
with  the  matter  of  pulley  fits  on  the  axles 
of  dynamo  carrying  trucks. 

Reporls  were  also  submitted  covering 
the  Prices  for  Labor  and  Material  in  the 
liUerchangc  of  Car  Repairs.  Specifica- 
tions and  Tests  of  Tank  Cars,  the  .Advis- 
ability of  Retirement  from  Interchange 
Service  cars  of  40,000  and  50,000  pounds 
capacity.  Damage  to  Freight  Car  Equip- 
ment by  I'nloading  Machines,  Rules  for 
Loading  Materials,  and  the  Interline  Load- 
ing of  Connnodities. 

At  the  recent  meeting  of  the  Railway 
Master  Car  Builders'  .Association  Mr.  D. 
F.  Crawford.  Gen.  S.  M.  P.  of  the  Penn- 
sylvania Lines  West,  was  elected  presi- 
dent of  the  association ;  Mr.  D.  R.  Mc- 
Bain.   S.    M.    P.   of  the    Lake    Shore    & 


Michigan  Southern,  first  vice-president; 
Mr.  R.  W.  Burnett,  Gen.  M.  C.  B.  of  the 
Canadian  Pacific,  second  vice-president; 
Mr.  C.  E.  Chambers,  S.  M.  P.  of  the 
Central  of  Xew  Jersey,  third  vice-presi- 
dent, and  Mr.  John  Lentz,  M.  C.  B.  of 
the  Lehigh  Valley,  treasurer.  Messrs.  R. 
E.  Smith,  Atlantic  Coast  Line ;  J.  C. 
Fritts,  of  the  Lackawanna,  and  H.  T. 
Bentley.  of  the  Chicago  &  North  Western, 
were  elected  members  of  the  Executive 
Coinmittce. 


In  the  election  of  officers  of  the  Ameri- 
can Railway  Master  Mechanics'  Associa- 
tion for  the  ensuing  year  Mr.  F.  F. 
Gaines,  S.  M.  P.,  Central  of  Georgia,  was 
elected  president  of  the  association ;  Mr. 
E.  W.  Pratt,  A.  S.  M.  P.,  Chicago  & 
North  Western,  first  vice-president;  Mr. 
Wm.  Schlafge,  Gen.  M.  S.  of  the  Erie, 
second  vice-president;  Mr.  F.  H.  Clark, 
G.  S.  M.  P.  of  the  Baltimore  &  Ohio, 
third  vice-president ;  Treasurer,  Dr.  Angus 
Sinclair.  Messrs.  C.  F.  Giles,  S.  M., 
Louisville  &  Nashville,  and  M.  K.  Barnum, 
Gen.  M.  I.,  Baltimore  &  Ohio,  were  elected 
members  of  the  Executive  Committee. 


.At  the  aiuuial  meeting  of  the  Railway 
Supply  Manufacturers'  Association  of- 
ficers for  the  year  1914-1915  were  unan- 
imously elected  as  follows :  Mr.  J.  Will 
Johnson,  Pyle-National  Electric  Head- 
light Company.  ])resident ;  Mr.  Oscar  F. 
(Ktl.N.     C-ninuivial       \rr;vKiir     Railway 


I).    I-'.    CK.WVl-ORl). 
President,    M.   C.    I!.   .Visociation. 

Light  &  Signal  Company,  vice-president. 
Members  of  the  Executive  Committee : 
Mr.  C.  E.  PnstUthwaite,  Pressed  Steel 
Car  Company,  and  Mr.  P.  J.  Mitchell. 
Phillip  S.  Justice  &  Co.,  third  district; 
Mr.  George  H.  Porter.  Western  Electric 
Company,  lifth  district;  Mr.  Frank  E. 
Bcal.  Ma.cnus  Metal  Company,  sixth 
district. 
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Master  Car  Builders'  and  Master  Me- 
chanics' Conventions. 

The  writer  has  attended  the  annual 
conventions  of  the  Ma.stcr  Car  Builders' 
and  of  the  American  Railway  Master 
Mechanics'  .Associations  for  31  years.  It 
might  naturally  he  supposed  that  listening 
to  reports  and  hearing  discussions  of  the 
same  lor  those  long  years  of  subjects  re- 
lating to  cars,  locomotives  and  other  rail- 
way machinery  would  lead  to  weariness  of 
ilie  flesh,  lint  strangely  enough  the  subjects 
criming  lip  fi.r  investigation  >ear  after 
year  excite  no  sense  of  fatigue  or  ennui. 
He  was  brought  up  to  listen  to  two  long, 
weary  sermons  every  Sunday,  which  was 
good  training  for  listening  to  engineer- 
ing discussions. 

Both  the  Master  Car  Builders'  and 
Railway  Master  Mechanics'  assciciations 
held  conventif.n>  at  .Xtlantic  City  last 
month    which    were    as    well    atl<nded    as 


any  ..f  those  pre\iously  held,  and  the 
work  done  was  equally  imi)ortant  to  the 
l)usincss  performed  at  any  of  the  numcr- 
(us  meetings  held  since  the  associations 
were  (■rganized.  Then  as  now  hundreds 
of  teclniical  organizations  of  a  voluntary 
iharacler,  whose  purpose  is  the  dissemi- 
nating of  information  concerning  their 
business  in  wliicli  the  members  may  be 
engaged,  or  to  make  tlie  business  done  by 
the  members  more  profitable  to  their  em- 
ployers. This  may  be  accepted  as  apply- 
ing in  the  railway  world  to  all  technical 
societies  and  clubs,  ranging  from  the 
American  Society  of  Civil  Engineers,  the 
-American  Railway  Association,  all  the 
mechanical  associations  and  all  the  rail- 
r.  lad  clubs.  It  may  appear  to  be  a  mys- 
tery how  all  these  technical  organizations 
Continue  to  find  new  and  important  sub- 
jects for  discussion,  yet  there  appears  to 
be  no  inclination  toward  sameness  in  their 
proceedings. 

I  he  story  is  told  of  a  civil  engineer 
who  had  a  literary  turn  of  mind,  and  had 
.m  a])titude  for  writing  concerning  his 
business,  and  passed  many  pleasant  hours 
writing  articles  for  various  technical  jour- 
ii.ils.  being  offered  the  position  of  manag- 
ing crbtor  of  a  technical  weekly.  He  ac- 
Cfptul  re,-idil_\-.  and  the  hr>t  two  or  three 
iii'mbrrs  were  objects  of  joy  to  the  new 
editor.  He  kept  congratulating  himself 
on  bis  g(.od  f(.rtune  in  securing,  at  a  liigli 
salary,  work  that  lie  b.iil  been  accus- 
tomed to  perform  as  amusement.  Wlun 
four  or  live  numbers  had  been  made  up, 
lari^ely  from  notes  on  experience  of  the 
editor,  he  began  to  realize  that  his  fund 
of  material  was  running  shorter.  In  a 
Couple  of  months  he  was  suffering  aciUcly 
from  the  condition  that  his  friends  de- 
scribed .'is  being  pum]ied  dry,  a  condition 
that  many  others  had  g(me  through.  Re- 
signing the  position  was  decided  upon  by 
this  short-time  chief  editor  to  escape  a 
threatened   attack   of   nervous   prostration. 

.■^electing  subjects  for  investigation  ainl 
discussion  for  technical  societies  is  a  hard 
task,  liut  it  is  always  well  done.  We  are 
not  acquainted  with  any  engineering  lit- 
erature of  greater  value  to  railroad  men 
than  the  proceedings  of  the  Master  Car 
I'lUilders'  and  the  Master  Mechanics'  .As- 
sociations, yet  the  investigations  and  dis- 
cussions are  always  full  of  new^  facts, 
clothed  in  new  thoughts  that  display  no 
tendency  toward  threadbare  conditions. 

During  the  forty-eight  years  of  its  his- 
tory the  .Master  Car  Builders'  .Association 
has  lieen  engaged  upon  work  thai  had 
inlimate  connection  with  the  management 
of  freight  traffic,  since  the  cajiacity  of  cars 
settled  upon  by  the  Master  Car  Builders' 
.Association  influenced  strongly  the 
changes  made  by  the  freight  carriers. 
With  that  line  of  progress  always  calling 
ui)on  the  car  builder  to  increase  the 
carrying  capacity  of  cars,  there  was  no 
want  of  subjects  to  occupy  the  attention 
of  the  .innual  convention  committees,  and 


no  one  can  truthfully  say  that  the  work 
done  was  unsatisfactory.  When  the  whole 
w-ork  of  making  details  harmonize  with 
the  change  in  capacity  of  cars  is  consid- 
ered, the  wonder  grows  at  the  efficiency 
displayed  with  so  little  sign  of  pretention. 
To  enumerate  details  of  improvements 
worked  out  by  the  Master  Car  Builders' 
.Association  would  be  to  publish  a  mass 
of  reading  matter  beyond  the  limits  of 
our  space. 

At  the  last  convention  the  Master 
Car  Builders'  Association  put  through 
eighteen  reports,  some  of  them  of  a 
highly  important  character.  There  were 
leports  of  nine  staniling  committees  and 
of  nine  special  committees,  eighteen  in 
all.  It  required  very  skillful  management 
on  the  part  of  the  presiding  officer  and  of 
the  chairmen  of  committees  to  accoin- 
plisli  this  mass  of  business  without  de- 
lay or  Confusion.  Most  of  the  committees 
dealt  with  semi-expert  work  that  is  of  the 
highest  importance  to  railroad  companies. 

1  he  convention  proceedings  represent 
the  routine  w-ork  of  the  Master  Car 
Builders'  .Association,  but  besides  that 
otlicr  Iiigldy  important  work  is  done.  The 
labiirs  of  the  association  in  connection 
uilli  the  interchange  of  cars  is  very  great, 
and  the  work  done  by  the  arbitration 
committee  alone  is  worth  more  than  all 
the  time  and  expense  incurred  in  keeping 
the  .Master  Car  Builders'  .Association  in 
existence. 

When  tile  .Vmerican  Railway  .Master 
Mechanics'  .Association  was  organized  in 
1S68.  the  most  common  form  of  locomo- 
tive in  use  was  the  eight-wheel  .American 
type,  with  cylinders  about  16  x  24  inches, 
tour  low-speed  driving  wheels  60  inches 
diameter,  and  a  boiler  providing  about 
soil  square  feet  of  heating  surface,  the 
grate  area  being  usually  about  16  square 
feet.  The  engine  in  working  order 
weighed  about  50,000  prntnds. 

The  railway  world  had  passed  beyond 
the  wood-burning  period  and  the  loco- 
motives burned  bituminous  coal  without 
any  attempt  at  smoke  prevention,  and  the 
public  had  not  begun  to  howl  about 
smoke  from  locomotive  smoke  stacks 
d.-irkening  the  atmosphere.  Many  railway 
officials  liad  come  to  consider  the  loco- 
motive iierfect  for  all  practical  purposes. 
Iron  was  king  of  the  liS68  locomotive, 
boiler,  firebox,  tires,  frames,  driving 
wheels  and  all  rods  being  of  that  ma- 
terial. 

'file  .American  Railway  Master  Me- 
chanics' .Association  labored  under  a 
curious  disadvantage  for  a  few  years, 
many  of  the  higher  officials  having  re- 
garded it  as  an  aristocratic  form  of  labor 
union,  'file  underpaid  condition  of  rail- 
road nuch.inical  officials  naturally  sug- 
gested ilie  labor  union  suspicion.  .At  sev- 
eral of  the  early  conventions,  prominent 
members  considered  it  necessary  to  deny 
that  the  association  had  any  labor  union 
tendencies.      'fhe    pnlilishcd     proceedings 
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contained  the  best  proof  that  the  purpose 
of  the  organization  was  the  collecting  of 
information  concerning  railway  motive 
power  that  would  lead  to  the  improve- 
ment of  the  engine  and  increase  its  du- 
rability. 

The  Forty-seventh  Annual  Conxcntinn, 
which  met  at  Atlantic  City  last  month, 
handled  thirteen  reports  and  four  indi- 
vidual papers,  making  up  with  the  dis- 
cussions one  of  the  most  profitable  con- 
ventions ever  held.  Two  of  the  reports 
represented  immense  special  experimental 
work  and  were  the  most  thorough  and 
expensive  repoits  ever  submitted  to  the 
association.  One  was  on  locomotive 
headlights,  D.  F.  Crawford,  of  the  Penn- 
sylvania lines,  being  chairman.  He.  with 
a  strong  committee,  has  labored  on  this 
subject  for  two  years,  and  they  left  very 
few  facts  unsettled  about  headlights.  Be- 
sides giving  the  members  exhaustive  in- 
formation concerning  headlights,  it  is  ex- 
pected that  this  report  will  he  valuable  in 
giving  information  to  legislators  and 
others  desiring  facts  about  headlights. 

The  other  voluminous  report  was  that 
on  superheaters.  This  was  prepared  by 
the  chairman,  J.  T.  Wallis,  of  the  Penn- 
sylvania Railroad,  who  also  was  assisted 
by  a  strong  committee.  Many  of  the 
members  are  still  in  an  instruction  class 
in  respect  to  superheaters,  but  they  can 
make  themselves  masters  of  the  subject 
by  studying  Mr.  Wallis'  report.  One  of 
the  individual  papers  by  H.  H.  Codding- 
ton,  of  the  Norfolk  &  Western,  described 
road  tests  of  the  Schmidt  superheater,  so 
the  annual  volume,  when  it  comes  out, 
will  form  a  hand  book  on  superheating. 
We  expect  to  notice  elsewhere  the  other 
reports  submitted  to  the  convention. 


Scientific  Railway  Mail  Pay. 
The  Government's  postal  receipts  in- 
creased one-third  within  the  five  years 
before  the  parcel  post  service  was  added 
to  the  strict  mail  service.  This  increase 
would  have  been  impossible  without  the 
help  of  the  railways,  and  yet  the  railways 
receive  nothing  more  for  their  services, 
says  the  New  York  Times.  The  Govern- 
ment income  from  the  Post  Office  in- 
creased $63,000,000,  and  none  of  the  in- 
crease was  allowed  to  the  railways.  The 
case  between  the  Government  and  the 
railways  is  essentially  the  same  as  the 
case  between  the  railways  and  the  ship- 
pers. The  railways'  gross  has  increased 
and  their  net  has  fallen.  The  railways 
are  working  harder  and  getting  less 
money  from  those  who  employ  them.  It 
has  been  a  long  and  hard  fight  to  con- 
vince the  public  that  this  is  so,  but  as 
regards  shippers  in  general  the  case  has 
been  won.  The  opinion  that  the  railway 
rates  ought  to  advance  is  general.  Yet 
this  opinion  has  not  animated  the  senti- 
ment of  Congress  on  the  railway  mail 
pay   question.      It    is   now    proposed,    not 


that  the  railway  mail  pay  shall  be  in- 
creased at  all,  but  that  it  shall  be  re- 
duced. 

Heretofore  railway  mail  pay  has  been 
calculated  at  long  intervals,  and  the  rail- 
uays  carried  the  growth  between  calcula- 
tions for  nothing.  They  also  furnished 
space  in  cars  for  which  they  were  not 
paid,  and  what  was  called  ''side"  services 
were  exacted  at  terminals  for  nothing. 
The  Government  has  gone  so  far  as  to 
a<lmit  that  this  was  wrong  and  ought  to 
lie  changed  in  the  interest  of  the  railways 
and  the  Government's  sense  of  fairness. 
So  the  Government's  lawmakers  have 
wrestled  with  the  subject  and  have  de- 
termined that  the  railways  should  be  paid 
by  the  distance  they  carry  the  mails  and 
for  space  which  they  supply,  side  services 
being  abolished.  There  are  to  be  a  line 
charge  and  a  terminal  charge,  and  every- 
thing is  scientific  to  the  last  degree. 

The  railways  have  issued  a  statement 
on  the  subject  in  which  they  ignore  the 
scientific  hdvantages  of  the  plan.  They 
think  they  have  made  out  a  case  of  un- 
derpayment, in  fact,  and  they  are  in  no 
mood  to  accept  a  theoretical  payment  of 
less.  They  calculate  that  the  scientific 
method  will  pay  them  less  by  $10,000,000. 
Senator  Bourne's  estimate  is  a  reduction 
of  $2,500,000.  The  railways  hardly  can 
be  blamed  for  their  indifference  to  the 
technique  of  the  calculation.  Even  Mr. 
Brandcis  has  said  that  the  Postal  Service 
was  unremunerative  to  the  railways,  and 
now  the  representatives  of  the  people  are 
jireparing  to  reduce  it  scientifically.  In 
all  candor,  it  may  be  asked  whether  the 
anti-railway  sentiment  of  Congress  is  the 
sentiment  of  the  people  who  so  generally 
tavor  the  advance  of  railway  rates. 


Locomotive   Headlights. 

The  report  of  the  Committee  of  the 
American  Railway  Master  Mechanics' 
Association  on  Locomotive  Headlights 
is  the  most  exhaustive  evidence  of 
special  investigation  ever  submitted  to 
the  association  and  contains  a  vast  deal 
of  original  information  concerning  il- 
luminants.  The  original  purpose  of  a 
locomotive  headlight  was  to  indicate  to 
people  along  the  line  the  approach  of  a 
train:  but  under  the  dangerous  Ameri- 
can practice  of  using  railroad  tracks  as 
paths  for  the  convenience  of  pedestri- 
ans, the  demand  has  gradually  arisen 
for  a  headlight  to  throw  light  ahead 
sufiiciently  powerful  to  indicate  the 
presence  of  a  trespasser  on  the  track  in 
time  to  stop  the  train,  or  at  least  to 
reduce  the  train  speed  very  materially, 
Tn  all  countries  outside  the  American 
continent  the  locomotive  headlight  is 
merely  required  to  fulfill  its  original 
purpose  of  indicating  the  approach  of  a 
train. 

With  the  introduction  of  high-power 
headlights   upon   our   railways,   many   lo- 


comotive engineers  regarded  the  pow- 
erful illuminant  as  a  new  source  of 
comfort,  so  that  sentiment  in  favor  of 
high  power  headlights  was  easily  culti- 
vated and  laws  were  rushed  through  the 
legislatures  of  several  States,  making 
the  use  of  high  candle  power  head- 
lights compulsory.  This  action  was 
very  embarrassing  to  many  railroad 
companies,  and  the  demand  for  investi- 
gating the  subject  of  locomotive  head- 
lights was  pressed  upon  the  Railway 
.■\laster-  Mechanics'  Association  and  re- 
sulted in  the  report  under  notice.  A 
strong  committee  was  appointed  to  in- 
vestigate the  subject  of  which  Mr.  D.  F, 
Crawford,  of  the  Pennsylvania  Rail- 
road, was  chairman.  He  took  up  the 
investigation  with  much  thoroughness, 
both  the  advantages  and  the  drawbacks 
of  powerful  headlights  being  demon- 
strated, the  weight  of  evidence  being 
against  very  powerful  headlights. 

In  the  discussion  on  the  report  on 
locomotive  headlights,  a  statement  was 
made  that  locomotive  engineers  have 
been  influenced  to  favor  high  power 
headlights,  owing  to  the  gross  careless- 
ness that  many  railroad  companies  dis- 
play in  the  case  of  o'l  headlights  and 
their  attachments.  The  truth  of  this 
charge  can  be  easily  substantiated  by 
any  one  interested  on  paying  a  visit  at 
niglit  to  some  large  switching  yard  or 
to  take  notes  of  passing  trains  in  the 
neighborhood  of  a  track  where  many 
trains  pass. 

There  is  said  to  be  a  movement  in 
action  to  use  the  report  on  locomotive 
headlights  as  a  forcible  argument  with 
State  legislators  to  change  the  laws 
already  on  the  statute  books  demand- 
ing the  use  of  high  power  headlights. 
To  give  influential  aid  to  such  a  move- 
ment, we  would  suggest  that  pressure 
be  put  upon  railroad  companies  to  de- 
vote sufficient  attention  to  their  low 
power  headlights  to  make  them  fulfill 
the  purpose  of  their  use. 


Railway  Valuation. 

The  important  task  of  making  a  valua- 
tion of  every  railway  in  the  I'nited  States 
was  begun  in  half  a  dozen  ditTcrent  parts 
of  the  country  last  February.  According 
to  the  Siii'iilific  .Itncricaii  it  will  take  at 
least  six  years  and  will  cost  approximately 
$12,000,000. 

The  Interstate  Commerce  Commission 
is  carrying  on  the  enterprise  in  accord- 
ance with  an  act  of  Congress  signed  in 
March.  1913.  Mr.  Charles  A.  Prouty, 
for  a  long  time  a  member  of  the  commis- 
sion, has  charge  of  the  work. 

The  first  part  of  the  gigantic  task  is  to 
verify  the  maps  and  inventories  that  each 
railway  is  required  to  furnish.  In  mak- 
ing the  verification,  surveyors  will  inspect 
every  mile  of  the  road.  It  is  that  part  of 
the  work  to  which,  strictly  speaking,  the 
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term  "physical  valuation"  applies.  It  i 
mainly  an  engineering  task,  expensive 
and  slow,  but  comparatively  simple.  From 
the  information  thus  acquired  it  should 
be  possible  to  tell  how  much  it  would  cost 
to  reproduce  the  property,  and  in  wliat 
state  of  efficiency  the  road  is  being 
kept  up. 

But  before  the  value  of  any  one  of 
these  properties  for  use  as  a  railway  can 
be  determined,  the  commission  must  de 
cidc  some  very  difficult  ([uestions.  For 
example,  if  a  railway  company  made  a 
mistake  in  determining  its  line,  is  the 
cost  of  rectifying  the  mistake  to  be 
counted  an  unavoidable  "developinoiit  ex- 
pense." or  as  a  loss  thai  (lie  owners  of 
the  property  sliould  stand?  Again,  the 
Northern  Pacilic  acquired  for  nothing  its 
right  of  way  through  the  city  of  Spokane 
— a  right  of  way  that  is  now  declared 
is  worth  $5,000,000.  Shall  this  "unearned 
increment"  be  counted  as  a  part  of  the 
value  of  the  road,  or  not? 

There  exists  in  some  quarters  a  feeling 
that  the  railways  are  charging  the  public 
too  much  for  the  service  they  render. 
Where  expenses  are  wastefully  large,  or 
where  there  is  over-capitalization,  rates 
are  of  course  unfairly  high.  Because 
cases  of  both  kinds  are  known,  many 
people  fear  that  others  exist  that  are 
unknown.  On  the  other  hand,  it  is  a 
fact  that  certain  roads  have  improved 
their  property  out  of  earnings,  without 
any  corresponding  increase  in  their  capi- 
tal accounts,  so  that  their  actual  value  is 
greater  than  their  total  issues  of  stock 
and  bonds.  The  case  of  such  railways, 
when  they  ask  permission  to  increase 
their  rates,  is  obviously  quite  different 
from  that  of  other  roads. 

It  is  the  uncertainty  arising  from  this 
state  of  things  that  has  led  to  the  estab- 
lishment of  the  Division  of  Valuation  of 
the  Interstate  Commerce  Commission. 
As  often  happens  in  cases  in  which  there 
is  much  mutual  distrust  and  recrimina- 
tion, the  best  crjurse  is  to  fix  ;i  standard 
of  judgment  and  to  ascertain  the  actual 
facts,  for  that  not  only  leads  to  intelligent 
action,  but  also  creates  an  atmosphere  in 
which  both  jiarties  to  the  dispuU'  are  will- 
ing to  work  together  for  the  common 
good. 

Railroad    Opportunity. 

Opporlunily  t..  q.v{  from  the  boticni  to 
the  top,  from  the  lowest  to  the  higliesl. 
is  wider  anrl  briglitcr  in  railr"ading 
than  in  any  <ither  industry.  That  seems 
like  a  large  st.itenient,  but  the  facts  bear 
it   out. 

An  eminent  statistician,  finding  tliat  in 
1910  there  were  5.476  general  executive 
officers  directing  the  activities  of  about 
1.750,000  employees,  estimates  that  each 
employee  should  have  one  chance  in  300 
of  becoming  an  officer  if  employees  live 
as  long  as  officers  and  officers  are  drawn 
from  the  ranks. 

.•\s    a    mailer     r.f    fact,     there    is     little 


chance  about  it;  in  railroading  nothing  is 
left  to  chance  and  little  is  gained  by 
"pull."  The  essence  of  the  business  is 
service  and  he  fares  best  who  serves 
best. 

l'"or  evidence  of  the  richness  of  railroad 
opiJortunity  look  to  the  life-and-work  rec- 
ords of  the  officers.  It  is  the  exception 
among  them  wdio  got  up  to  where  he  is 
otherwise  tliaii  by  ability,  fidelity  and 
energy.  Most  of  them  began  on  the  bot- 
tom rung;  precious  few  of  them  skipped 
anv  rungs  on  the  road  up. 


Industry  of   Kansas   Legislation. 

Tlic  legislators  of  Kansas  have  been 
noted  for  passing  laws  that  are  oppres- 
sive to  railway  interests  and  thereby 
embarrassing  to  railway  employees. 
But  the  industry  and  ingenuity  of  Kan- 
sas legislators  has  not  been  confined  to 
opposing  railway  interests.  They  act 
as  if  every  prosperous  industry  must 
necessarily  be  an  enemy  of  the  people. 
.\ii  act  that  has  aroused  some  excite- 
ment is  known  as  the  Pure  Shoe  Law. 
The  constitutionality  of  the  so-called 
Kansas  "pure  shoe"  law,  passed  in  1913, 
has  been  attacked  in  the  Shawnee 
County  District  Court.  The  Payne 
Shoe  Company  of  Topeka,  on  its  own 
behalf  and  in  behalf  of  450  retail  shoe 
dealers  of  Kansas,  applied  for  and  ob- 
tained an  injunction  in  the  District 
Court  here  against  Jolin  S.  Dawson,  At- 
torney-General, and  every  county  at- 
torney in  Kansas  from  enforcing  the 
law,   declaring   it   is   confiscatory. 

The  law  was  passed  by  the  1913  leg- 
islature and  provided  that  a  shoe  sold 
in  Kansas  containing  any  of  the  so- 
called  substitutes  --  leather  board, 
strawboard,  leatheroid,  fibre  board,  corn 
fibre  or  paste — sliall  be  stamped  to  that 
effect.  Tile  shoes  in  stock  are  to  be 
marked   with   the  date  of  purcliase. 


The  Crystallization  of  Metal. 

The  cryslalli/ation  of  metal  particles, 
frequently  called  the  fatigue  of  metals,  is 
being  constantly  brought  to  our  attention 
by  the  recurrence  of  accidents  that  might 
with  a  little  forethought  be  avoided.  The 
natural  tendency  of  llie  highest  grade  of 
iron,  whether  rolled  or  hammered,  is 
gra<lually  to  ;issiime  its  original  form  of 
granulated  i)articles.  During  the  process 
of  being  manufactured  into  commodities 
the  metallic  molecules  assume  a  fibrous 
or  stringy  form,  but  no  sooner  is  the 
metal  left  alone  than  it  immediately  be- 
gins to  assume  tlie  crystalline  form.  It 
seems  as  if  disintegration  began  at  once, 
though  the  process  is  slow.  This  pro- 
cess is  however  accelerated  if  the  metal 
is  subjected  to  severe  stresses,  ami  hence 
axles,  cranks  and  pins  gradually  lose 
their  elasticity  and  become  brittle. 

In  locomotives  and  other  machines 
subject  to  constant  straining  shocks  the 
period  of  safety  is  practically  known,  and 


lules  have  been  established  with  a  fair 
degree  of  accuracy,  prescribing  the  dis- 
tance in  miles  beyond  which  axles  and 
other  parts  should  not  be  allowed  to  ex- 
ceed without  examination.  It  is  to  be 
regretted  that  this  system  of  regulation 
is  not  more  generally  applied.  Usually 
some  serious  accident  happens  before  the 
fatigue  of  metals  is  thought  of.  \'ery 
often  surprise  is  then  expressed  that  a 
fracture  occurs  when  some  light  work  is 
being  done,  although  work  of  a  heavier 
kind  has  previously  been  accomplished 
with  the  same  appliance  without  any  ap- 
pearance of  weakening. 

We  recall  an  illustration  from  a  case 
I  hat  occurred  on  a  Southern  railway, 
where  a  draw-bar  pin  broke  causing  the 
parting  of  heavy  cars,  with  disastrous 
results.  Two  weeks  later  another  acci- 
dent exactly  similar  occurred.  The  les- 
son thus  doubly  impressed  was  learned 
at  last,  with  the  result  that  a  number  of 
pins  were  tested  and  broken  by  a  single 
blow  from  a  sledge.  The  broken  ends  of 
the  pins  looked  like  the  fracture  of 
burned  steel.  The  annealing  process  was 
then  promptly  applied  to  the  rest  of  the 
fatigued  pins.  Piles  of  them  were  cov- 
ered by  a  wood  fire,  and  they  were  al- 
lowed to  cool  in  the  ashes.  The  limit  of 
six  months'  service  is  now  fixed  on  the 
road  in  question  for  the  service  of  draw- 
bar pins. 

.Xnother  instance  was  that  of  a  spring 
hanger  breaking  in  a  newly  repaired  en- 
gine, which  had  the  effect  of  establishing 
the  practice  of  annealing  the  spring  hang- 
ers and  other  parts  on  all  engines  on  that 
road  while  repairs  were  being  made  in 
the  back  shop.  This  growing  fatigue  par- 
ticularly applies  to  chains  that  are  sub- 
iected  to  severe  strains.  It  would  be 
well  if  the  process  for  softening  the  crys- 
lalli/ed  metal  was  more  generally  adopt- 
ed. It  is  a  singular  provision  in  nature 
that  calorification  has  the  effect  of  re- 
newing the  elasticity  of  wrought  iron,  and 
the  remedy  so  readily  applicable  is  often 
r  verlooked  on  account  of  its  very  sim- 
plicity. 


Results  of  South  African  Railway  Strike. 

The  legislators  of  South  Africa  feel  at 
liberly  to  enact  legislation  concerning 
trade  disputes  that  would  send  mo.st  of 
the  mcmliers  into  compulsory  retirement 
were  the  same  thing  done  in  any  State  of 
the  I'nited  Slates.  There  was  a  rather 
serious  strike  among  the  railway  em- 
ployees in  South  .Africa  some  time  ago, 
and  now  the  legislators  at  Cape  Town 
are  dealing  out  rewards  and  penalties.  To 
the  men  who  remained  -at  w'ork  during 
the  strike  the  lawmakers  are  rewarding 
with  four  days'  special  leave  on  full  pay, 
and  the  railway  men  wlio  served  with  the 
defense  arc  to  be  rewarded  with  three 
davs'  extra  pay.  The  strikers  wlio  re- 
turned to  work  will  be  fined  one  and  a 
half  days'  pay  for  every  <Iay  they  remained 
on  strike. 
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Questions  Answered 

POWER  REQUIRED  TO    MOVE  A   VALVE. 

R.  T.  M.,  Toledo,  Ohio,  asks:  In  the 
case  of  an  unbalanced  slide  valve,  what 
is  the  method  of  finding  out  the  amount 
of  power  required  to  move  the  valve? 
A. — In  determining  the  power  required 
to  move  a  valve,  multiply  the  area  of 
the  valve  face  by  the  steam  pressure, 
then  deduct  one-third  for  back  pres- 
sure from  the  steam  port  and  exhaust 
port.  The  friction  between  two  smooth 
surfaces  well  lubricated  varies  from 
one-tenth  to  one-fourteenth  of  the  pres- 
sure; the  weight  of  the  valve  itself 
being  slight  it  need  not  be  considered. 
Friction  is  the  resistance  that  two  con- 
tacting surfaces  have  to  being  moved 
one  over  the  other  and  is  of  three  kinds 
—sliding,  rotation  and  liquid.  As  an 
illustration,  supposing  that  a  valve 
measures  10  ins.  by  20  ins.,  with  180 
lbs.  of  pressure  per  sq.  in.  Then  10  X 
20  =  200  X  180  =  36,000,  from  which 
deduct  one-third,  and  the  result  is 
24,000  lbs.  This  amount  divided  by  10 
will  be  2,400,  the  amount  of  power  in 
pounds  required  to  move  the  valve. 
This  strain  on  the  valve  gear  will  cause 
it  to  wear  rapidly.  This  amount  is 
lessened  by  the  proportions  of  the  re- 
verse lever,  in  proportion  to  the  dis- 
tance between  the  lower  connection  of 
the  reverse  lever  and  the  point  at  which 
the  reach  rod  is  connected  to  the  lever 
in  comparison  with  the  distance  to  the 
end  of  the  lever.  With  any  length  of 
lever  the  power  required  of  the  engi- 
neer in  moving  the  lever  in  the  ca.se 
of  unbalanced  is  very  great. 


SETTING   UP   WEDGES. 

S.  S.,  Binghamton,  N.  Y.,  writes: 
There  are  differences  of  opinion  here 
in  regard  to  the  best  method  of  setting 
up  wedges.  What  in  your  opinion  is  the 
best  method?  A.— The  engine  should 
have  steam  up  when  the  wedges  are 
adjusted,  because  the  parts  of  the  frame 
that  are  near  the  fire  bo.x  become  heat- 
ed and  expand  or  get  a  little  larger 
than  when  the  boiler  is  cold.  The  crank 
pins  should  be  on  the  top  quarter  when 
the  wedges  are  set  up;  a  block  may  be 
placed  in  the  rail  back  of  the  wheel 
and  the  engine  moved  back  against  it, 
or  the  wheel  may  be  pinched  forward 
with  a  pinch  bar,  the  object  being  to 
jam  the  driving  box  hard  up  against 
the  shoes  so  that  whatever  lost  motion 
there  may  be  between  the  jaws  will  be 
at  the  back  of  the  box,  so  that  the 
wedges  will  slip  up  freely,  when  all 
the  boxes  are  tight  against  the  shoes 
set  the  wedges  up  moderately  tight 
with  a  12-in.  monkey  wrench.  Then 
on  the  top  of  the  wedge  scribe  a  line 
on  the  pedestal  jaw,  then  draw  it  down 


about  '/s  of  an  inch,  and  if  there  is  lost 
motion  at  the  head  of  the  wedge  bolt, 
the  bolt  should  be  screwed  slightly  up- 
ward again  to  make  allowance  for  the 
lost  motion.  If  there  is  another  bolt 
passing  through  the  pedestal  jaw 
lighten  it,  and  be  sure  that  it  does  not 
extend  through  the  wedge  on  the  driv- 
ing box.  If  there  be  any  doubt,  take 
out  the  bolt  and  measure  its  length. 
The  jam  nuts  on  the  wedge  bolts  should 
be  tightened  with  a  large  wrench,  be- 
cause the  pedestal  braces,  or  binders, 
are  tight  before  setting  up  the  wedges, 
and  the  tendency  of  the  jam  nuts  to 
loosen  is  very  great.  It  need  hardly 
be  stated  that  the  wedges  should  be 
set  up  on  the  side  only  where  the  crank 
pins  arc  on  the  top  center,  and  when 
that  side  is  finished  the  engine  is  then 
moved  until  the  crank  pins  at  the  other 
side  are  on  the  top  center,  and  proceed 
as  before.  The  reason  that  the  crank 
pins  should  be  upward  on  the  side  that 
the  wedges  arc  being  adjusted  is  be- 
cause if  the  pins  were  on  the  dead 
center  and  the  side  rods  too  long  or 
loo  short  they  would  necessarily  force 
the  box  against  the  wedge  instead  of 
the  shoe,  and  if  the  crank  pins  were 
below  the  centers  when  the  wheel  was 
pinched  forward,  the  side  rod  would 
have  a  tendency  to  draw  back  on  the 
crank  pin  and  would  therefore  draw  the 
box  back  against  the  wedge. 


LEFT-HAND  THREADS. 

P.  O.,  Memphis,  Tenn.,  writes :  We 
have  not  a  very  large  assortment  of  mod- 
ern tools  here,  the  lathes  principally  being 
of  the  older  type.  What  is  the  proper 
way  to  cut  a  left  hand  thread  on  an  or- 
dinary latlic?  A. — Gear  up  the  lathe  the 
same  as  for  a  right-hand  thread,  and 
then  change  the  shifter  on  the  end  of 
your  lathe.  If  your  lathe  has  no  shifter, 
put  in  an  extra  gear,  so  as  to  move  the 
carriage  from  left  to  right.  Then  begin  to 
cut  the  thread  at  the  left  hand  and  cut 
to  right.  The  same  method  applies  to 
outside  or  inside  threads.  Remember  to 
set  the  tool  above  the  center  for  outside 
turning  and  below  the  center  for  boring 
out  or  inside  cutting  in  the  case  of  iron 
or  steel.  In  the  case  of  brass  set  the  tool 
below  the  center  for  outside  turning,  and 
above  the  center  for  boring  or  cutting 
inside  work. 


PITTING   PISTON    RINGS. 

W.  S.,  Mansfield,  Ohio,  writes:  Will 
you  kindly  tell  me  what  is  considered  the 
most  practical  method  of  fitting  piston 
rings  to  locomotive  air  pumps?  A. — The 
most  practical  method  may  be  governed 
by  shop  conditions,  or  may  be  largely  a 
matter  ct  opinion,  the  most  accurate 
method,  however,  is  to.  use  the  proper 
sized  ring  for  the  cylinder  for  which  it 
is   intended,    then    remove   enough    metal 


from  the  ends  of  the  ring  to  allow  it  to 
enter  the  cylinder  and  lap  over  consider- 
ably at  the  ends.  It  must  then  be  fitted 
to  a  bearing  all  the  way  around  in  the  cyl- 
inder, which  may  be  done  by  filing  down 
the  high  places  or  by  springing  it  into 
shape.  For  very  accurate  work  the  rings 
can  be  entered  on  a  form  or  »  wooden 
piston  with  very  wide  grooves  and  be 
rubbed  through  the  cylinder  to  find  the 
bearing  points  and  low  places.  After  the 
correct  bearing  is  obtained,  the  ends  of 
the  ring  must  be  filed  to  make  a  perfect 
joint  and  lap  over  a  trifle  so  that  they 
will  enter  the  cylinder  with  considerable 
friction  when  placed  on  the  piston.  In 
fitting  rings  to  the  air  cylinder  or  small 
end  of  the  dilTerential  valve  piston,  it  is 
essential  that  the  pistons  fit  the  cylinders, 
that  the  cylinders  are  true,  and  that  the 
rmgs  fit  the  piston  grooves.  If  standard 
rings  cannot  be  obtained  and  it  is  neces- 
sary to  reduce  the  width  of  the  ring  it 
must  be  ground  to  a  fit  as  it  is  seldom 
that  a  satisfactory  bearing  can  be  made 
by  filing  the  side  of  the  ring. 


MAKING    HIGH-SPEED    STEEL. 

D.  S.  C,  Wayeross,  Ga.,  asks:  Can 
you  tell  how  high  speed  steel  should  be 
worked  to  obtain  the  best  results?  Some- 
times our  tool  blacksmith  gets  it  just 
right,  but  docs  not  know  what  he  does  to 
it  that  time.  .A.— The  chief  causes  of 
failure  in  using  tool  steel  is  overheating 
and  overworking.  The  heating  should  be 
uniform  in  a  furnace  if  possible.  When 
heated  the  work  should  be  done  rapidly, 
the  hammer  blows  being  lightened  as  the 
metal  cools.  In  hardening,  the  heating 
should  be  uniform  and  as  low  as  will  give 
the  required  degree  of  hardness.  A  tool 
is  spoiled  if  the  heat  be  variable.  High 
heat  spoils  the  metal,  changing  the  fine 
molecules  into  coarse,  irre.gular,  crystal- 
line grains,  which  break  readily.  Run- 
ning streams  are  claimed  to  be  the  best 
for  large  tools.  In  tempering  the  heating 
should  again  be  uniform  and  slow.  It 
will  be  found  that  the  tool  brought  slow- 
ly to  the  desired  temper  will  stand  more 
work  than  quickly  tempered  tools.  Some 
kinds  of  steel  are  improved  by  being 
cooled  on  an  air  blast.  Manufacturers 
generally  furnish  directions  for  using 
their  special  brands  of  steel. 


BREAKING  CRANK   PINS. 

C.  D..  Hobokcn.  N.  J.,  writes:  Some 
engineers  claim  that  there  is  much  more 
danger  of  crank  pins  breaking  when 
wheels  are  slipping  in  wet  weather.  Is 
the  strain  greater  on  the  crank  pin  when 
the   wheels   are   slipping? 

A. — The  danger  of  breaking  crank  pins 
is  increased  when  wheels  are  slipping, 
especially  if  sand  is  admitted  to  one  rail 
and  not  to  the  other.  Even  when  b^th 
are  sanded  there  is  danger  at  the  moment 
of  adhesion. 
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Heavy  Mikado  and  Pacific  Type  Locomotives  for  the 
Pennsylvania  Railroad  Company 


During  the  last  few  years  tlie  I'ciin- 
sylvania  Railroad  Company  has  felt 
the  need  of  a  larger  freight  locomotive 
for  use  on  the  main  line  between  Al- 
toona  and  Pittsburgh,  in  order  to  re- 
duce double-heading  to  a  minimum  and 
to  avoid  breaking  up  trains  arriving  at 
Altoona  and  Pittsburgh  before  sending 
them  forward  over  the  Pittsburgh  Divi- 
sion.     It    was    also    tho\ight    desirable 


(i.\(X)U  pounds  with  a  live  per  cent,  mar- 
gin for  scale  variations  and  the  dynam- 
ic augment  of  tlie  unbalanced  recipro- 
cating parts  at  70  m.  p.  h.  is  limited  to 
thirty  per  cent,  of  the  weight  on  the 
drivers,  it  was  necessary  to  keep  the 
locomotives  within  restricted  limits  and 
make  the  revolving  and  reciprocating 
parts  as  light  as  possible  and  at  the 
same      time      maintain      the     necessarv 


sullicu-nt  clearance  for  the  rear  driving 
wheels,  the  clearance  being  close  at 
this  point,  particularly  with  the  Pacific 
type  locomotive.  The  practice  of  flang- 
ing the  neck  sheet  and  the  barrel  sheet 
in  one  piece  has  been  followed  on  quite 
a  number  of  the  modern  locomotives, 
also  that  of  flanging  the  dome  in  one 
piece  has  been  used  to  quite  an  e-xtent. 
The    boilers    of    the    "L-l-s"    and    the 


to  experiment  with  a  very  heavy  Pa- 
cific type  locomotive  for  passenger 
service  on  tliis  same  division.  With 
this  object  in  view  a  Mikado  luconio- 
tive,  whicli  will  bear  Pennsylvania  Rail- 
road classification  "L-l-s,"  and  a  Pa- 
cific type  locomotive,  which  will  bear 
Pennsylvania  Railroad  classification 
'■K-4-?,"     have     been     develop,-. 1.        Tin- 


strength.  Further,  it  was  found  i 
able  to  maintain  as  many  parts  as  pc 
sible  interchangeable  in  these  tv 
types  of  locomotives  and  to  use 
many  iians  as  possible  which  are  ei 
lioilied  in  the  design  of  the  E-6-s  loc 
motives. 

The     following     are     interesting     fe 
tiire-    in    llu-   (U"^i!,Mls: 


■■K-4. 

able. 

Th 

all-st. 


|..iny.    Builders. 

interchange- 


imolives  are  equipped  with 
lbs,  which  are  considerably 
smaller  than  the  standard  type  of  cab 
used  on  the  Pennsylvania  Railroad.  On 
account  of  the  fact  that  the  locomo- 
tives are  equipped  with  screw  reverse 
LM-ar  d  rail  of  trreat  length  is  nr,t  neces- 


j   ivi'i;  iiii;  ^I.^^s^  lA  A.\iA  kaii.i;' 


lirst  "L-l-s"  loi(jmotive  was  placed  in 
service  aljoul  ilie  first  of  May  of  this 
year,  wliile  the  lirst  "K-4-s"  hjcomotive 
was  placed  in  service  about  June  10  oi 
this  year. 

Inasmuch  as  the  road  clearance  is 
.somewhat  limited,  also  the  weight  per 
[lair    of    driving    wheels    is    limited    to 


The  design  of  boiler  is  particularly 
interesting  in  the  type  of  flanging  used. 
It  will  be  noted  that  the  throat  sheet 
is  flanged  integral  with  the  lower  half 
of  the  rear  barrel  sheet.  The  advan- 
tages of  this  scheme  are  that  it  was 
possible  lo  lower  tlie  locomotive  about 
l".s   inches   and   at    the   same   time   give 


sary,  and  it  is  believed  that  the  shorter 
cab  will  give  the  engine  crews  better 
opportunity  to  observe  signals. 

The  running  gear  has  been  lightened 
as  much  as  possible  by  the  use  of 
heat-treated  material  for  driving  axles, 
crank  pins,  piston  rods  and  side  and 
main  rods.    The  axles,  crank  pins,  wrist 
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pins  and  piston  rods  are  provided  with 
holes  through  them  with  a  view  of  re- 
ducing the  weight  and  at  the  same  time 
providing  a  better  chance  for  the  heat- 
treatment  to  take  effect. 

The  trailer  truck  is  what  is  known  as 
the  K-\V  truck,  this  truck  being  inter- 
changeable on  the  ''E-6-S,"  "L-l-s"  and 
"K-4-s"  locomotives. 


The  driver  brake  arrangement  is  par- 
ticularly interesting  on  account  of  the 
arrangement  of  cylinders,  this  arrange- 
ment being  necessary  to  provide  suf- 
ficient space  for  two  16-inch  cylinders 
which  arc  necessary  for  proper  control. 

The  locomotives  are  equipped  with 
Schmidt  smoke  tube  superheaters  and 
Security  fire  brick  arch. 


CoMP.ARlSON   OF    TeNUERS. 


p.  R.  R. 

Classification        H9s  Lis 

Tank    Water  bottom  Water  bottom 


Wheels,  diam. 
Journals,  diam. 

and  length..  . 
Water  capacity 
Coal  capacity. . 
Height  of  floor 

above  rail.  .  . 


36" 

5J4"  X  10" 
7.000  gals. 
25,000  lbs. 

66" 


36" 

S'A"  X  10" 
7,000  gals. 
25,000  lbs. 

66" 


COMI'.SRISON    OF    Cl.\SS    Lls    .\ND    H9s    LOCOMOTIVES. 

Type    Consolidation    Mikado 

Lis 

4'  9" 

Freight 

Ml.  coal 


Co.\ii'.\Rjs(iN  OF  Class  E6s  and  K4s  Locomotives. 


P;  R.  R.  Classification H9s^ 

Gauge 4'  9" 

Service   Freight 

Fuel    Bit.  coal 

Tractive  power— M.   E.   P.  =  j-i  boiler 

pressure,  pounds 46,290 

Estimated  total  weight  in  working  order, 

pounds    250.000 

Estimated  total  weight  on  drivers,  pounds  220,000^ 

Wheel  base — Driving    17' 0^" 

Wheel  base— Total 25'_  9//; 

Wheel  base — Engine  and  tender 62'  5?s 

Tractive   power    X    diameter   of   drivers 

-r-  total  heating  surface* 683 

Total  heating  surface*  -^-  grate  area. . . .  76.21 
Firebox  heating  surface  -;-  total  heating 

surface*,  per  cent 4.45 

Volume  both  cylinders,  cubic  feet 15.91 

Total   heating   surface*   -^   volume  both 

cylinders   264.1 

Grate  area  -H  volume    both  cylinders. .  3.46 

Kind  of  cylinders Simple 

Diameter  and  stroke  of  cylinders 25"  x  28" 

Spread  of  cylinders 90" 

Kind  and  size  of  valves 12"  piston 

6" 


Greatest  travel  of  valves. 

Outside  lap  of  valves %" 

Driving  wheels,  diameter  over  tires....  62" 

Driving  wheels,  thickness  of  tires 314" 

Driving    axle    journals,    main,    diaineter 

and  length   lO'/."  x  13" 

Engine  truck  wheels,  diameter 33" 

Engine    truck    journals,    diameter    and 

length    SVj"  X  10" 

Trailing  truck  wheels,  diameter .... 

Type  of  boiler Relpaire 

Working  pressure,  pounds... 205 

Outside  diameter  of  first  course  in  barrel       78^" 

Firebox,  width  and  length 72"  x  llO'/J" 

Firebox  plates,  thickness .jiJ"  &•  5/16"    H"  &  5/16" 


57.850 

330,000 
262.000 
17'  O'A" 
36'  4^2" 
72'  3" 

622.0 
82.38 

5.05 
19.88 

290.0 

3.52 

Simple 

27"  X  30" 

90" 
12"  piston 

6" 

V»" 

62" 

3'//' 

II"  X  IS" 
33" 

6^."xl2" 

50" 
P.elpaire 

205 
78'//' 
80"  X  126" 


4.93 
13.10 


300.00 
4.21 


Firebox  water  space 5" 

Tubes,  number  and  outside  diameter.  ..  .  265- 
Superheater    flues,   number   and   outside 

diameter    36 — 


Tubes,  thickness    

Superheater  flues,  thickness 

Tubes,  length   

Heating  surface  tubes,  saturated,  sq.  ft.. 
Heating  surface  firebox,  saturated,  sq.  ft. 

Heating  surface,  total,  sq.  ft 

Superheater  heating  surface,  sq.  ft 

Grate  area.  sq.  ft 

Dome,  height  above  rail 

Center  of  boiler  above  rail 

*Equivalent  heating  surface,  sq.  ft.... 


5" 
237—2^" 

40— 5'/." 

.125" 

.148" 

22H" 

3.746.8 

288.6 


.125" 

.148" 

180" 

2.9A\.2 

187.0 

3.028.2  4.035.4)  -,„n.5 
782.2  1,153.9  P'*'^^-' 
55.13  70.0 

180"  180" 

9'  9"  9'  9" 


Type    Atlantic 

P.  R.  R.  Classification E6s 

Gauge 4'  9" 

Service   Passenger 

Fuel    Bit.  coal 

Tractive  power — M.   E.   P.  :=  -Ji  boiler 

pressure,  pounds  29.427 

Estimated  total  weight  in  working  order, 

pounds    240,000 

Estimated  total  weight  on  drivers,  pounds  133,100 

Wheel   base — Driving    7'  5" 

Wheel  base— Total  29'  7V/\^ 

Wheel  base- Engine  and  tender 63'  lOVi" 

Tractive   power   X   diameter   of  drivers 

-^  total  heating  surface* 599.00 

Total  heating  surface*  -=-  grate  area. . . .  71.30 
Firebox  heating  surface  -=-  total  heating 

surface*,  per  cent 

Volume  both  cylinders,  cubic  feet 

Total   heating  surface*  -f-  volume  both 

cylinders    

Grate  area  -i-  volume  both  cylinders. .  . . 

Kind  of  cylinders Simple 

Diameter  and  stroke  of  cylinders 23M;"  x  26" 

Spread  of  cylinders 85^" 

Kind  and  size  of  valves 12"  piston 

Greatest  travel  of  valves 7" 

Outside  lap  of  valves • 1  5/16" 

Driving  wheels,  diameter  over  tires....  80" 

Driving  wheels,  thickness  of  tires 4" 

Driving   axle    journals,    main,    diameter 

and  length  ^yi"  x_  13" 

Engine  truck  wheels,  diameter 36" 

Engine    truck    journals,    diameter    and 

length    61/2"  X  12" 

Trailing  truck  wheels,  diameter 50" 

Type  of  boiler Belpaire 

Working  pressure,  pounds 205 

Outside  diameter  of  first  course  in  barrel       78^4" 

Firebox,  width  and  length 72"  x  110'4" 

Firebox  plates,  thickness H"  &  5/16" 

Firebox  water  space 5" 

Tubes,  nmuber  and  outside  diameter....  242 — 2" 
Superheater    flues,   number   and   outside 

diameter    36 — SH" 

Tubes,  thickness   125'' 

Superheater  flues,  thickness 148J 

Tubes,  length   ^^" 

Heating  surface  tubes,  saturated,  sq.  ft..  2,660.5 
Heating  surface  firebox,  saturated,  sq.  ft 

Heating  surface,  total,  sq.  ft 

Superheater  heating  surface,  sq.  ft 

Grate  area,  sq.  ft 

Dome,  height  above  rail 


195.7 
2.856.2 
721.0 
55.13 
180" 


Center  of  boiler  above  rail 9'  10" 


Pacific 
K4s 
4-  9" 

Passenger 
Bit.  coal 

41,845 

305,000 
200,000 
13'  10" 
36'  2" 
71'  10" 

580.50 
82.38 

5.05 
18.55 

310.80 
3.77 
Simple 
27"  x  28" 

89" 
12"  piston 
7" 
1  5/16" 
80" 
4" 

11"  X  15" 
36" 

G'A"  X  12" 

50" 

Belpaire 

205 

78'/." 

80"  X  126" 

Vg"  &  5/16" 

237-2>4" 

AO—S'A" 

.125" 

.148" 

228" 

3.746.8 

288.6 

4.035.4 

1,153.9 

70.0 

180" 

10'  1" 


4,201. 


.766.3 


♦Equivalent  heating  surface,  sq.  ft 3,937.7  5.766.3 

Tenders  are  the  same  as  on  Class  "Lis"  locomotive. 


Compliment  Paid  Long  Ago  to  George 
Westinghouse. 

.•\t  the  .\ir  F.rake  Association  conven- 
tion held  in  Detroit  in  1899  Mayor  May- 
bury  made  a  welcoming  address  in  which 
he  said : 

The  work  of  George  Westinghouse  is 
great.  It  will  live  on  and  will  give  him 
honor  even  when  he  is  gathered  to  his 
fathers.  We  go  to  the  cities  of  the  world 
where  great  monuments  are  erected.     We 


read  the  inscriptions  and  learn  that  this 
monument  was  erected  to  this  man  be- 
cause upon  some  field  so  many  were  mur- 
dered, so  many  died;  but  the  monument 
which  you  people  are  erecting  is,  to  my 
mind,  far  the  greatest.  I  would  not  de- 
tract from  the  valorous  deeds  of  war,  but 
the  time  is  coming  in  this  world  when 
there  will  be  erected  monuments  upon 
greater  and  stronger  principles  than  that. 
The  things  which  they  accomplish  for  the 


good  of  humanity  and  which  will  live 
after  them,  these  are  the  monuments  of 
the  future,  in  my  judgment ;  and  all  honor 
to  the  men  wlio  build ! 


Hudson  Terminal  Traffic. 
During  the  year  ending  with  March  the 
passenger  traffic  through  the  Hudson 
Terminal  was  30.535.500.  There  was  an 
average  of  5.818  trains  a  week,  with  101 
passengers  in  each. 
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Catechism  of  Railroad  Operation 


Beginning 

Third   Year's  Examination. 

(Coiitiiiutd   from   /'(/,c<-   2)2.   June,    1914.) 

Q.  10.— What  arc  the  duties  of  the  slide 
or  piston  valves? 

A. — The  main  valves  (slide  or  piston) 
control  the  admission  of  steam  to  the 
cylinders  and  the  e.Nhaust  of  steam  from 
cylinders  to  atmosphere  after  the  steam 
has  done  its  work  in  cylinder. 
Q.  11.— What  is  steam  lap? 
■\. — Steam  lap  is  the  amoniu  nr  dis- 
tance the  steam  ed.ge  of  valve  face  over- 
laps the  steam  edge  of  admission  port, 
when  the  valve  is  in  mid  position  (or  on 
center  of  its  scat). 

Note. — The  edge  of  valves  face  or  rin.sj 
hy  which  the  steam  Hows  on  its  way  to 
cylinder  is  termed  the  steam  edge  of 
valve  and  the  edge  of  admission  port,  over 
which  steam  flows  as  it  passes  into  cyl- 
inder, is  called  the  steam  edge  of  ad- 
mission port.  The  edge  of  valve  face  or 
ring  by  which  steam  flows  from  cylinder 
to  the  exhaust  is  called  the  e.xhatist  edge 
of  valve,  and  the  edge  of  admission  or 
steam  port  over  which  steam  passes  fr^im 
cylinder  is  termed  the  exhaust  edye  of 
port. 

Q.  12.— What  benefits  are  derived  from 
the  steam  lap  feature  of  valve? 

A. — Steam  lap  en.ibles  us  to  yet  an 
early  cut  off  of  steam  enterin;;  the  cyl- 
inder and  to  retain  the  stiam  in  cylinder 
getting  work  from  tlie  expansion  of  the 
steam, 

Q.   13.— What  is  meant  by  lead ' 
A. — Lead   is  the  amount   the  admission 
port   is   open    for   admission   of   steam    to 
cylinder  at   time   jiiston   is  ready   to   begin 
its  stroke. 

Q.  14.— What  is  the  object  of  lead? 
A. —  To  admit  steam  to  cylinder  just  as 
piston  completes  its  stroke,  in  tli.it  man- 
ner cushioning  piston  and  bringing  it 
gradually  to  rest,  relieving  reciprocating 
parts  of  excessive  strain  and  wear.  It  also 
gets  the  ijower  into  cylinder  to  ptisli  pis- 
ton on  return  stroke  the  moment  cr.mk 
pin  passes  the  dead  center. 

Q.   15.— Is  lead   1)enelicial  on   all   classes 
of  engines' 
A.— No. 

Q.  16.--On  what  class  of  engines  is  it 
invalnatilc? 

.'\. — On  engines  running  at  a  high  speed. 
Q.   17. — Why   is   lead   not  good   for   en- 
gines at  slow  speeds? 

.\.— Rccauso  steam  is  admitted  t"  cyl- 
inder before   piston   comiileles   stroke   .iiid 


acts  as  a  resistance  to  imsImus  niineiiieiit. 
overcoming  its  equivalent  in  power  exerted 
on  opposite  side  of  piston. 

Q.  18.— Is  the  lead  the  same  at  all 
pi.'ints  of  cut-off  on  all  engines?  E.xplain. 
.\.— No.  The  Stephenson  valve  motion 
has  the  amount  of  lead  increased  as  cut- 
off is  shortened,  account  of  influence  of 
the  eccentrics.  The  Walschaert  and 
Baker  Pilliod  \alve  gears  give  a  con- 
stant lead  at  all  points  of  cut-off  because 
the  lead  is  controlled  by  connection  to 
crosshead,  the  movements  of  which  do 
not  vary. 

Q.  19. — How  much  lead  is  generally 
given  on  Stephenson  valve  geared  engines, 
and  about  what  is  the  amount  of  its  in- 
crease at  shortest  cut-off? 

.\. — On  most  of  the  modern  engines 
the  valves  are  set  line  and  line  at  full 
stroke,  or  if  any  lead  is  given  it  is  merely 
the  width  of  a  line  and  the  increase  from 
this  to  the  short  cut-off  is  about  three- 
sixteenths  of  an  inch  on  the  average  en- 
gine, but  it  may  vary  some  on  account  of 
difference  in  methods  of  construction  and 
adjustment  of  parts. 

Q.  20. —  Ibiw  much  steam  lap  is  gen- 
erally  .given    in    Construction   of   valves? 

.-\. — This  depends  entirely  on  the  ideas 
of  heads  of  mechanical  departments  on 
different  roads  and  varies  from  tive- 
eiglnhs  of  an  inch  on  some  roads  to  one 
and  one-fourth  inches  on  other  roads  and 
classes  of  service.  The  amount  of  lap 
lieing  determined  liy  experiments  and 
calculations  to  olit.-iin  best  results. 
Q.  21.— Wliat  is  exli.iust  lap? 
.\. — l-'xhaust  la|i  is  tlie  amount  the  ex- 
haust edge  of  valve's  face  overlaps  the 
exhaust  edge  of  admission  port  when 
valve  is  in  mid  position  or  on  center  of  its 
scat. 

Q.  22.— On  what  class  of  engines  is  ex- 
haust lap  considered  a  benefit? 

.A. — On  engines  in  very  slow  speed 
service  li.andling  heavy  trains  on  long 
gra.les. 

Q.  2v^— What  is  the  effect  of  exhaust 
la|)  and  why  is  it  beneficial  in  slow  speed 
service? 

A.— Exhaust  lap  delays  the  exhaust 
getting  greater  cxpansii>n  of  steam  and 
consequently  saves  water  and  fuel.  It 
also  hastens  compression  and  makes  the 
engine  logy. 

Note.— Exhaust    lap    is    only    Iieneficial 
at  a  speed  where  exliaiist  lias  ample  time 
to   escape   from  cylinder   through   tlie   re- 
stricted port  opening. 
O    24. — What  is  exhaust  clearance? 
.\  — It  is  ilic  amount  the  admission  ports 


an    .ipLii   1. 1  tile   e-\haust   when   valve  is  in 
mid   position. 

Another  Answer. —  It  is  the  distance  the 
exhaust  edges  of  valve  lack  of  touching 
the  exhaust  edges  of  the  admission  ports 
when  valve  is  on  center  of  its  seat. 

Note. — "Exhaust  clearance"  is  often 
called  "exhaust  lead." 

Q.  25. — What  is  llie  oliject  in  giving 
valve  exhaust  clearance?  What  does  it 
do? 

A. — To  reduce  resistance  to  moveinent 
of  piston  in  cylinder  on  high  speed  en- 
gines making  them  smarter  and  more 
speedy. 

Exhaust  clearance  gets  exhaust  open 
earlier  and  keeps  it  open  longer  in  that 
manner  reducing  the  back  pressure  and 
delaying  compression. 

Q.  26. — Is  "exhaust  clearance"  a  benefit 
or  detriment  from  economical  point  of 
\icw?     Why? 

A. — It  is  a  detriment  and  sacrifices 
water  and  fuel  that  speed  may  be  gained. 
It  is  an  expensive  feature  from  eco- 
nomical standpoint  because  it  does  not  get 
tlie  expansion  of  the  steam,  account  of 
allowing  it  to  lie  exliausted  wdiile  still  at 
high  pressure  in  cylinder. 

(J.  17. — \\hat  is  the  approximate 
amount  of  lead  given  engines  equipped 
with  the  Walschaert  and  Baker  Pilliod 
valve    gears:; 

.\.— It  IS  from  about  three-sixteenths  to 
seven  thirty-seconds  of  an  inch  on  most 
engines,  althniigb  many  roads  are  still 
experimenting  to  determine  the  proper 
amount  of  lead  to  get  best  results  in  dif- 
ferent classes  of  service. 

Q.  28.— Name  the  events  (different  ac- 
tions or  occurrences  taking  place)  during 
stroke  of  piston. 

\. — .^{Imission.  cut  off,  cxiiausion.  ex- 
haust or  release  (during  which  time  we 
have  back  pressure)   and  compression. 

Note. — The  resistance  of  exhaust  steam 
called  "back  pressure"  obtains  during  the 
release  and  is  so  considered  an  "event" 
of  the  stroke,  because  it  is  co-rclativc  with 
exhaust. 

Q,  29.— What  is  back  pressure? 
.\.— "Back    pressure"    is    the    resistance 
of  exhaust  steam  to  the  piston  during  time 
the  exhaust  is  open. 

Note.  This  resistance  is  caused  by  fric- 
tion of  current  of  exhaust  steam  on  walls 
of  channels  and  restricted  openings  in 
nozzle  tips  thnnigh  wliich  it  passes. 
(1.  30.— What  is  compression? 
.•\.^"Cnmprcssinn"  is  the  resistance  (to 
the  piston")  of  steam  confined  in  the  cylin- 
der after  the  exhaust  closes. 
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Note. — "Compression"  begins  at  point 
where  "back  pressure"  ends,  that  is  at 
time  the  opening  from  cylinder  to  exhaust 
is  closed,  trapping  some  steam  in  cylinder 
ahead  of  piston. 

Q.  31. — Name  and  describe  the  two  gen- 
eral classes  of  main  steam  valves  in  use. 

A. — The  "outside"  admission  valve, 
which  may  be  cither  a  piston  or  slide 
valve,  is  one  which  admits  steam  to  cylin- 
der by  its  outer  edges  and  exhausts  steam 
from  cylinder  by  its  inner  edges. 

The  "inside"  admission  valve  is  a  pis- 
ton valve  which  admits  steam  to  the  cylin- 
der by  its  inner  edges  and  exhausts  steam 
from  the  cylinder  by  the  outer  ends  or 
edges  of  the  valve. 

Q.  32. — What  is  a  balanced  slide  valve? 

A. — A  balanced  slide  valve  is  one  which 
has  the  pressure  kept  off  the  greater  por- 
tion of  its  upper  surface. 

.Another  answer. — A  balanced  slide  valve 
is  one  so  constructed  that  the  pressures 
on  top  of  valve  are  about  equalized  with 
the  pressures  on  under  side  of  valve. 

Note. — About  si.\ty-five  per  cent,  of  the 
upper  surface  of  valve  is  protected  from 
the  pressure — the  pressure  allowed  on  the 
balance  of  thirty-five  per  cent,  of  its  up- 
per surface  being  necessary  to  overcome 
the  influence  of  the  e.xhaust  aiid  steam 
pressure  against  face  of  valve  over  admis- 
sion port  at  end  of  where  steam  is  present. 

Q.  33. — How  is  a  slide  valve  balanced? 

A. — It  is  balanced  by  placing  strips  of 
metal  in  suitable  grooves  cut  in  top  of 
valve  near  its  outer  edges.  These  metal 
strips  are  held  up  by  elliptical  or  coil 
springs  (and  by  steam  pressure  in  chest l 
against  the  pressure  or  balance  plate 
(which  is  attached  to  or  cast  on  the  cap 
of  chest),  forming  a  steam  tight  joint 
excluding  steam  from  top  part  of  valve 
enclosed  by  the  balance  strips. 

Q.  34.— What  is  small  hole  drilled  in 
crown  of  valve  for  and  what  is  it  called? 

.'^. — This  hnio  is  to  allow  any  steam 
which  might  get  on  top  of  valve  by  defec- 
tive balance  strips,  to  pass  to  exhaust  and 
atmosphere,  in  tliat  manner  maintaining 
the  balanced  feature  of  valve,  and  it  is 
called  the  "release  port." 

Q.  35. — Why  are  valves  balanced? 

.•\. — To  reduce  friction. 

Q.  36.— How  does  the  Allen  valve  dif- 
fer from  the  plain  "D"  type  slide  valve? 

••\.— The  -Mien  valve  has  a  supple- 
mentary port  extending  from  one  face  of 
the  valve  up  and  over  through  crown  of 
valve  to  the  other  face. 

Q-  37.— What  is  the  object  of  the  sup.' 
pKmentary  port  in  the  Allen  valve? 

A.— It  is  to  get  a  more  rapid  admission 
of  steam  to  the  cylinder  at  the  beginning 
of  stroke  of  piston  and  it  gets  the  full 
port  opening  in  about  one-half  the  time 
the   plain   "D"   type  valve   would   give   it. 

Note.— Most  heads  of  mechanical  de- 
partments do  not  consider  that  the  .Mien 
valve  gains  anything  along  economical 
lines  in  practice. 


Q.  38. — Describe  the  piston  valve. 

A. — The  piston  valve  is  a  cylindrical 
spool  shape  device,  with  metallic  packing 
rings  fitted  in  suitable  grooves  cut  in  the 
outer  surface  of  the  heads  at  each  end, 
these  packing  rings  forming  a  steam 
tight  joint  with  walls  of  bushing  in  valve 
chamber  and  determining  the  steam  and 
exhaust  edges  of  valve  face. 

Q.  39. — How  many  ports  in  steam  chest 
for  an  outside  admission  valve,  and  what 
are  the  names  and  duties  of  these  ports? 
Naming  them  as  arranged. 

A. — Five  ports.  The  two  outer  end 
l)orts  are  called  supply  ports,  because  the 
suppfy  of  steam  from  boiler  to  steam 
chest  comes  through  them ;  the  next  two 
ports  are  called  admission  ports,  because 
steam  is  admitted  to  the  cylinder  through 
them ;  the  central  port  is  called  the  exhaust 
port  because  steam  is  exhausted  to  at- 
mosphere through  it  after  being  used  in 
cylinder. 

Q.  40. — How  many  ports  in  valve  cham- 
ber for  an  inside  admission  valve?  Name 
them  in  order  of  arrangement. 

A. — Five.  The  two  outer  ports  are  the 
exhaust  ports,  the  next  two  are  admis- 
sion ports,  the  central  port  is  the  supply 
port. 

Q.  41. — Trace  the  flow  of  steam  from 
the  boiler  to  the  atr.iosphcre  in  a  saturated 
steam  locomotive. 

A. — The  steam  passes  from  dome, 
through  throttle  box,  stand  pipe,  dry  pipe, 
tee  or  nigger  head,  steam  pipes,  steam 
channels  or  ways  in  cylinder  saddle  cast- 
ing, supply  ports,  steam  chest,  and  admis- 
sion ports  to  cylinder,  after  it  has  done 
the  work  in  cylinder  it  passes  from  cylin- 
der through  admission  port,  exhaust  cavi- 
ty in  valve,  cxiiaust  port,  exhaust  channel 
in  cylinder  saddle  casting,  nozzle  base,  or 
nozzle  box,  nozzle  tips,  petticoat  pipe  and 
stack  to  the  atmosphere. 

Q.  42. — Trace  the  flow  of  steam  from 
boiler  to  atmosphere  in  a  superheated 
steam  locomotive. 

A. — The  steam  passes  from  dome 
through  throttle  box,  stand  pipe,  dry  pipe, 
top  or  saturated  steam  header,  super- 
heater return  pipes  in  large  tubes  or  flues, 
lower  or  superheater  header,  thence 
through  the  supply  pipes  and  supply  ports 
to  valve  chamber  or  steam  chest,  then  it 
enters  admission  ports  to  cylinder.  After 
performing  work  it  passes  from  cylinder 
through  same  admission  port  it  entered 
cylinder  through,  by  end  of  valve  (for  in- 
side admission  valve)  or  through  exhaust 
cavity  of  valve  (for  outside  admission), 
to  exhaust  ports,  exhaust  channels,  ex- 
haust base,  exhaust  nozzles  or  tip,  petti- 
coat and  stack  to  atmosphere. 

Q.  43 — Explain  how  the  power  of  the 
steam  is  transmitted  from  cylinder  to 
driving  wheels   in   a  locomotive. 

A. — The  movement  of  valve  admits 
steam  to  one  end  of  cylinder  where  it 
exerts  its  influence  or  power  on  the  pis- 


ton head  and  the  power  is  transmitted 
through  the  piston  head,  piston  rod,  cross- 
head,  wrist  pin.  main  rod  and  main  crank 
pin  to  main  driving  wheel  causing  it  to  re- 
volve. 


Hot  Boxes. 

In  a  recent  discussion  on  the  subject  of 
hot  boxes,  Mr.  George  F.  Laughlin,  pres- 
ident of  the  Car  Foremen's  Association 
of  Chicago,  and  general  superintendent  of 
the  .\rmour  car  lines,  said  that  he  had 
investigated  the  subject  of  packing  boxes 
and  had  largely  eliminated  the  trouble, 
and  not  only  so,  but  had  accumulated 
waste,  as  there  is  almost  always  more 
taken  out  of  the  box  than  is  required  to 
properly  repack  it.  "It  is  a  very  hard 
matter  to  keep  the  oiler  from  putting  too 
much  in  the  box  and  you  have  got  to 
labor  with  him  always,  and  you  have  al- 
most got  to  fight  with  him  to  keep  him 
down  to  the  proper  amount.  Our  experi- 
ence has  been  that  there  has  been  more 
trouble  with  too  much  waste  in  the  box 
than  any  other  thing.  I  recall  one  in- 
stance several  years  ago  when  we  had 
a  number  of  hot  boxes  over  a  certain  line 
and  I  finally  invited  their  general  foreman 
down  to  go  over  the  matter  with  our 
force.  We  had  been  doing  everything  we 
could,  using  the  best  oil  and  the  best 
waste  we  could  get.  He  came  down  and 
I  took  him  out  into  the  yard  and  he  went 
along  with  the  oilers  and  took  out,  I 
would  say,  a  bucket  and  a  half  of  packing 
from  the  train  for  his  company.  When 
we  went  to  lunch,  I  had  our  inspector 
follow  the  cars  up  to  his  railroad  yards 
and  see  how  they  were  running,  and  his 
oilers  put  about  that  much  packing  into 
the  boxes  again.  That  was  the  difference 
between  his  oilers'  opinions  and  his  opin- 
ion, and  as  a  general  proposition  I  think 
you  will  find  the  oilers  put  too  much  pack- 
ing in." 


Efficiency  in  Railroading. 

In  1913  the  Pennsylvania  Railroad  Com- 
pany made  more  than  two  million  effi- 
ciency tests,  in  99.9  per  cent,  of  which 
the  workmen  were  found  to  be  observing 
the  strict  letter  of  the  rules.  It  made 
more  than  sixteen  thousand  tests  of  the 
regularity  with  which  the  enginemen  obey 
flagman's  signals,  and  found  only  eleven 
cases  in  which  the  men  failed  in  their 
duty.  It  ma<le  133.000  observations  of  the 
way  in  which  rules  for  handling  ex- 
plosives and  inflammables  were  obeyed, 
and  found  only  152  infractions. 


Many  fireboxes  have  badly  fitting  grates 
which  admit  air  when  it  is  highly  in- 
jurious. No  advantage  results  from  cur- 
rents of  air  rushing  through  the  sides 
and  ends  of  grates  for  the  reason  that 
it  does  not  promote  combustion  but  has 
the  opposite  effect. 
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Elements  of  Physical  Science 


By    JAMES    KENNEDY 


XVI.      MOTIVE  rOWF.R. 

There  arc  a  number  of  powers  which 
produce  motion,  the  best  known  of  which 
are  gravity,  the  elastic  force  of  springs, 
the  muscular  strength  of  man  and  of 
animals,  the  force  of  wind,  water,  steam 
and  electricity. 

The  power  of  gravity  is  applied  by  at- 
taching weights  to  machinery,  the  down- 
ward tendency  of  the  w'eights  keeping  the 
machinery  in  motion,  as  in  some  kinds  of 
clocks.  When  there  is  not  room  for 
weights,  a  coiled  spring  of  elastic  sub- 
stance produces  motion  by  a  constant  ef- 
fort to  unbend   itself. 

Man  can  produce  a  certain  degree  of 
mcitii-in  witli  his  own  strength,  but  tlie 
result  is  not  great  without  assistance,  one 
horse  lieing  reckoned  as  equal  to  five  men. 
Much  more  powerful  forces  are  found  in 
wind  or  water.  Tlie  irregularity  of  wind 
power  is  a  serious  drawback  to  its  use. 
Water  power  is  also  subject  to  variations, 
but  there  is  less  difficulty  in  w-ater  power 
than  from  the  variations  of  the  wind. 

The  greatest  of  all  powers  used  by  man 
is  steam,  the  vapor  generated  by  submit- 
ting water  to  a  high  degree  of  heat.  There 
is  no  limit  to  steam  power,  its  use  being 
limited  to  the  degree  of  resistance  of  the 
vessel  in  wliich  it  is  enclosed.  Its  applica- 
tion to  machinery  marked  an  ei)och  in  the 
world's  history.  Its  properties  ;uid  appli- 
cations will  lie  considered  in  the  chapter 
on  clastic  fluids.  Of  the  force  of  electrici- 
ty we  shall  also  treat  in  its  proper  place, 
but  it  may  be  stated  that  this  great  and 
mysterious  force  is  developed  by  friction, 
by  chemical  action,  by  magnetism,  and  by 
heat. 

XVII.      RESIST.\.\'CE. 

The  most  common  form  of  resistance  is 
that  of  a  weight  to  be  moved  with  refer- 
ence to  work  of  any  kind.  .-Xn  establislied 
unit  of  work  is  raising  one  i)ound  througli 
the  space  of  one  foot.  From  this  basis 
any  degree  of  resistance  can  lie  readily 
calculated.  .\  horse  power  consists  in  the 
raising  of  33,000  pounds  one  foot  in  one 
minute.  I'Viction  adds  to  the  resistancr 
of  all  bfidics  being  moved,  as  when  a 
weight  is  being  dragged  over  the  grrmnd. 
In  machinery  the  rubbing  of  the  different 
parts  together  is  always  an  importanl 
factor,  adding  to  the  degree  ni  re'^isiam-r. 
In  this  latter  connection  it  nKi.\  lie  staled 
tiiat  the  friction  of  a  body  is  mnch  greater 
when  it  comnienrcs  moving  tli.m  after  it 
Has  been  moving  for  a  time.  Frictirm  is 
lessened  by  smoothing  and  pnlishim;  the 
Mirfaces,  and  by  putting  grease  and  •iilu-r 
lubricants  bclween  the  surface-  Finely 
I'.wdereil      plumbago     and    grai.biie     are 


among  the  best  articles  used  for  this  pur- 
pi  ise. 

it  should  be  noted  that  friction  has  its 
advantages.  Without  friction  the  driving 
wheels  of  a  locomotive  would  turn  on  the 
rails  without  moving  the  locomotive  for- 
ward, and  without  friction  men  could  not 
walk.  When  friction  is  lessened,  as  on 
ice,  we  walk  with   difficulty. 

.win.       .M.\CH1.\ES. 

.\11  machines  are  instruments  used  to 
aid  the  power  in  overcoming  resistance. 
Tools  such  as  chisels,  saws  and  hammers 
are  simple  machines,  and,  like  engines  and 
i-'ther  machines  of  great  power,  they  mere- 
ly aid  the  power  in  its  action.  They  do 
not  create  power.  All  machines  remain 
at  rest  until  acted  on  by  some  motive 
power,  and  whatever  a  machine  gains  in 
amount  of  work  it  loses  in  time,  and  wdiat 
it  gains  in  time  it  loses  in  amount  of  work. 
This  can  be  readily  seen  in  the  use  of  the 
crowbar,  by  which  weights  m,-iy  be  slowly 
mtived.  although  much  heavier  than  a 
man  is  able  to  lift. 

Macliinery  not  only  enables  us  to  use 
our  power  much  more  conveniently,  but  it 
enables  us  to  use  other  motive  powers 
besides  our  own  strength.  The  limit  of 
the  power  of  machinery  is  the  strength  of 
the  materials  of  which  it  is  made.  Ma- 
cliines  that  will  work  well  in  small  models, 
sometimes  fail  when  made  in  full  si/e. 
because  when  the  resistance  is  increased 
and  their  own  weight  is  added,  tlie  ma- 
terial  will  not  stand  the  strain. 

.\I.\.      STKKNOTII    OF    M.NTERIALS. 

The  determining  of  how  great  a  strain 
certain  materials  will  bear,  and  how  the\ 
may  lie  joined  together  to  the  best  ad- 
vantage, is  of  the  utmost  importance  in 
practical  mechanics.  The  relative  strength 
of  materials  has  already  been  briefly  treat- 
ed of.  and  it  may  be  added  that  rods  and 
beams  of  tlie  same  materials  and  unifdrni 
size  resist  l)reakage  in  the  direction  of 
llieir  length  with  degrees  of  strength  that 
vary  in  a  ratio  to  the  areas  of  their  ends. 
If  two  rods  of  equal  length  and  thickness 
are  used  in  sustaining  a  weiglit.  it  will  In- 
f"Uiiil  that  by  increasing  the  area  of  the 
end  of  one  rod  it  will  sustain  increased 
weight.  The  strcnglli  of  a  hori/oiUal 
I'lain  ^ujiiiorted  at  each  end  diminishes  as 
the  >.quare  '>f  its  length  increases.  It  is 
ino~i  e.isily  broken  in  the  center,  an<l  if  .a 
be.iin  of  uniform  strengtli  is  required,  it 
Oionld  t.ii«-r  from  the  middle  towards  the 
end* 

It  -bonhl  be  noted  tliat  a  given  c]uaiuily 
of  materi.il  has  more  strength  wlien  dis- 
posed in  tlie  form  of  a  hollow  cylinder 
than  in  any  other  form  tlian  can  be  given 
it.      Xatiire   leaches   us   fine  lessons   in   tlie 


construelion  of  bones  and  the  tubes  of 
feathers,  where  the  elements  of  strength 
and  lightness  are  combined  in  an  eminent 
degree.  This  wise  economy  in  nature  is 
skilfully  followed  by  engineers  in  the  con- 
struction of  metal  supporting  columns,  and 
even  in  heavy  shafting  it  is  readily  found 
that  a  hollowing  out  of  the  metallic  mass 
increases  its  strength  wdiile  lightening  the 
wei.ght  of  material. 


Mysteries  of  the   Steam   Engine. 

There  are  certain  things  connected 
witli  the  development  of  the  steam  en- 
gine that  are  mysteries  which  no  one  will 
ever  be  able  to  e.\plain.  Some  discov- 
eries and  improvements  that  made  the 
Steam  engine  successful  have  been  due  to 
accident,  some  to  necessity  and  others  to 
induction.  Of  the  first  steps  in  the  up- 
ward progress— the  discovery  of  com- 
bustion or  fire,  the  e.xpansion  of  water 
into  steam  under  the  influence  of  heat, 
and  tlic  availability  of  this  expansive 
force  for  the  performance  of  useful  work, 
we  have  no  historical  record  whatever. 
Imagination  can  conceive  the  lesson 
learned  about  the  force  arising  from  boil- 
ing water  wdien  some  ancient  housewife 
tried  to  keep  the  rich  flavor  inside  the 
boiling  pot  by  making  the  lid  airtight  and 
holding;  it  down  with  a  stone,  but  Iiow 
far  the  resulting  e.xplosion  spread  useful 
knowledge    remains    a    mystery. 


Philippine  Railway   Extension. 

Railway  construction  in  the  Philippines 
is  being  continued  only  in  line  with  the 
jdaiis  ,an<l  prospects  outlined  in  re- 
ports about  a  year  ago  and  new  enter- 
prises are  not  being  undertaken.  Within 
the  scope  of  iilaus  being  realized,  the  chief 
interest  centers  in  the  approaching  com- 
pletion of  the  Alanila  Railway  to  Baguio. 
the  mountain  capital.  On  this  branch  the 
grading  has  been  practically  finished  and 
the  track  has  been  laid  up  to  the  foot  of 
the  fust  rack  grade,  where  the  cog-road 
section  begins.  This  latter  section  climbs 
.•1  14  per  cent,  grade  for  10  miles  through 
iiiaHiiilicent  mountain  scenery.  On  the 
entire  branch  there  are  to  be  five  tunnels 
a|>proNimating  a  total  length  of  0.932 
mile,  of  which  the  longest  is  0.262  mile, 
(hie  tunnel  is  practically  completed,  the 
headin'..'s  having  been  driven  through  on 
three  and  a  start  made  on  the  fifth.  AH 
the  ni.iterial  for  the  cog  road  is  n<nv  on 
tlie  uround  and  work  started  about  .April 
1.  From  present  indications  it  is  ex|ieeted 
that  the  road  will  be  ready  for  traffic 
in  IfJlO. 
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Air  Brake  Department 


Brake  Efficiency. 

-At  a  recent  meeting  of  the  Central 
Railroad  Chil)  at  Buffalo,  N.  Y.,  Mr.  W. 
V.  Turner  prepared  and  read  a  paper 
entitled,  "Air  brakes ;  why  their  possible 
utility  and  performance  is  not  obtained 
in  a  higher  degree  in  actual  service." 

This  is  largely  an  effort  on  the  part  of 
Mr.  Turner  to  set  forth  to  all  concerned 
that  the  air  brake  must  be  considered  as 
a  whole,  instead  of  in  parts,  when  an  in- 
crease of  efficiency,  improvement  or  main- 
tenance is  in  question,  and  in  his  opinion 
it  is  not  stretching  matters  to  claim  that 
the  brake  begins  with  the  rail  and  ends 
with  the  angle  cock  on  the  rear  car  and 
that  perhaps  it  should  also  include  the 
manipulator  as  part  of  it. 

The  paper  deals  with  up-to-date  brake 
apparatus,  and  is  of  course  too  lengthy 
to  reprint  in  these  columns,  but  there  is 
some  information  contained  which  we 
wish  our  readers  to  have,  and  particularly 
because  a  number  of  prominent  railroad 
men  and  air  brake  experts  have  pro- 
nounced it  the  best  air  brake  paper  that 
has  ever  been  read  before  a  railroad  club. 

Mr.  Turner  asks  that  air  brake  failures 
or  troubles  be  traced  to  their  true  cause 
before  any  remedy  is  fi.xed  upon,  as  the 
true  cause  or  disorder  is  frequently  far 
different  than  the  apparent  defect,  for  by 
knowing  the  cause  only  can  a  remedy  be 
provided. 

He  first  gives  the  "Basic  requirements 
of  an  automatic  brake''  which  he  defines 
as   follows : 

The  automatic  air  brake  is  a  device 
for  controlling  railroad  trains,  dissipat- 
ing in  the  form  of  heat  produced  by  fric- 
tional  work  the  kinetic  energy  wliioh 
they  possess  l)y  virtue  of  their  weight  and 
motion.  A  satisfactory  brake  must  pos- 
sess, 1.  Reliability,  2.  Flexibility,  3.  Effec- 
tiveness. 

1.  Reliability  of  certainty  of  operation 
is  a  fundamental  requisite,  depending 
upon  correct  design  and  reasonably  good 
maintenance,  the  essential  principle  being 
that  any  variation  from  normal  condi- 
tion must  tend  toward  an  automatic  ap- 
plication of  the  brake,  and  not  to  render 
the  obtaining  of  a  brake  application  when 
desired  less  certain. 

2.  Flexibility  involves  an  extension  of 
time  in  which  to  obtain  predetermined 
braking  forces  and  the  ability  to  vary 
those  braking  forces  up  or  down,  the 
extension  of  time  being  a  function  of, 

(a)  Range  between  zero  braking  force 
and  maximum  braking  force. 

(b)  Proportion  of  reservoir  and  brake 
cylinder  volumes. 


(c)   Low    degree   of  braking   force   per 
unit  of  brake  cylinder  pressure. 
3.  Effectiveness  involves, 

(A)  Service — 

(a)  Maximum  degree  of  braking 
force  with  flexibility  requirements  men- 
tioned above. 

(B)  Emergency — 

(a)  Elimination  to  the  la.st  degree  of 
the  time  required  to  transmit  the  ap- 
plication from  one  end  of  the  train  to 
the  other  and  of  the  time  required  to 
obtain  ma.ximum  brake  forces  on  indi- 
vidual cars. 

(b)  Degree  of  braking  force  ob- 
tained and  maintained. 


count  of  the  requirements  of  flexibility 
(service  brake). 

(2)  Emergency  applications  by  addi- 
tional brake  cylinders  or  increase  in  the 
reservoir  volume  for  emergency  applica- 
tions onl}',  or  an  increase  in  the  initial 
pressure  carried,  also  for  emergency  only. 

(B)  The  ratio  of  auxiliary  reservoir 
volume  to  brake  cylinder  volume  being 
fixed  by, 

(1)  The  diameter  of  the  brake  cylin- 
der. 

(2)  By  the  predetermined  and  (as- 
sumed)  fixed  piston  travel. 

(3)  By  the  fall  of  pressure  pennitted 
in  the  auxiliary  reservoir. 
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Flexibility  is  obtained  in  present  brake 
installations   by, 

1.  Extending  the  time  required  to  make 
a  service  brake  application  over  a  period 
of  5>j  seconds  (minimum)  to  dYz  sec- 
onds   (maximum). 

2.  Fixing  a  range  of  24  lbs.  between  the 
initial  and  final  brake  pipe  pressure  re- 
quired to  obtain  this  full  service  braking 
force. 

3.  Proportioning  this  auxiliary  reser- 
voir volume  to  the  brake  cylinder  and 
clearance  voUimes.  with  a  predetermined 
piston  travel  so  that  the  theoretical  equal- 
ization pressure  of  the  auxiliary  reservoir 
and  brake  cylinder,  from  84  lbs.  initial 
brake  pipe  pressure  will  be  60  lbs. 

Note:  (.X)  .Any  desired  increase  in 
braking  force  for,  (1)  Service  brake  ap- 
plication must  be  obtained  by  an  in- 
crease in  the  brake  pipe  pressure  on  ac- 


Such  a  fixed  levenge  ratio  (multiplica- 
tion of  total  brake  cylinder  force,  effec- 
tive at  the  brake  shoes)  should  be  estab- 
lished as  will  properly  provide  for  lost 
motion,  defects,  etc.,  in  all  parts  in- 
volved. That  is,  so  that  sufficient  clear- 
ance between  the  brake  shoes  and  wheels 
will  be  insured.  (Compensation  for 
brake  shoe  wear  is  a  matter  of  mainte- 
nance, either  manual  or  automatic.) 

(O   From  the  preceding  it  follows. 

(1)  The  apparatus  employed  in  con- 
nection with  the  automatic  brake  should 
satisfy  the  above  requirements. 

(2)  Any  additions  to,  or  modifications 
of,  this  apparatus  should  conform  to  and 
maintain  unimpaired  the  basic  require- 
ments above  outlined. 

(D)  The  relations  stated  will  hold 
strictly  true  (within  the  narrow  range  of 
variations   pcrmissflile   in   any   mechanical 
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contrivance  of  tliis  character),  lor  full 
equalization  provided  the  apparatus  is  in 
proper  working  order. 

For  graduated  brake  applications  short 
of  equalization  a  greater  variation  in  the 
results  will  be  olitained  on  account  of 
circumstances  entirely  beyond  mechan- 
ical control. 

Variation  in  resultant  operation  may  be 
caused  by  the  apparatus  not  being  in 
proper   working   order   caused    by, 

(1)  Lack  of   maintenance. 

(2)  Defective   ecpiipment. 

(3)  Additional  ef|nipmcnt  not  con- 
sistent with  the  existing  api)aratus  con- 
forming to  basic  requirements  oiulined 
above. 


sliding  at  a  minimum  for  service  applica- 
tions, and  to  insure  a  reserve  of  sufficient 
additional  force  for  emergency  stops. 

That  90  per  cent,  braking  power  for 
service  applications  (that  is  ordinary 
stops)  lias  been  the  generally  accepted 
limit  (.and  is  the  standard  to-day  for  prac- 
tically all  roads  in  the  country),  and  the 
range  of  reduction  over  which  this  is 
spread  for  a  proper  degree  of  flexibility  is 
24  11)5.  and  the  time  in  which  it  is  done  is 
6  seconds. 

With  tlie  above  accepted,  any  increase 
in  the  emergency  brake  must  come  from, 
first,  an  increase  of  initial  pressure  car- 
ried; scci md,  by  brake  piston  area  added; 
third    bv   an    additional    reservoir   volume 


tiexibility  is  imperative,  if  rough  handling 
is  to  be  avoided.  If  any  change  whatever 
is  made,  it  should  be  made  in  the  direc- 
tion of  obtaining  the  braking  force  even 
more  gradually  than  at  present,  unless 
simultaneous  action  of  the  brakes  is  as- 
sured by  electric  transmission. 

Mr.  Turner  follows  this  with  an  analy- 
sis of  the  factors  affecting  brake  perform- 
ance, and  in  connection  therewith  sub- 
mits a  table  of  more  than  passing  in- 
terest, and  we  trust  that  the  reader  who 
is  interested  in  air  brakes  will  study  the 
table  as  it  cannot  be  comprehended  at  a 
glance  or  first  reading. 

By  tlie  way  of  an  explanation  we  may 
say    that    it    is   now   possible    to   calculate 
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(4;  Trains  too  long  lor  type  of  appara- 
tus  used. 

(5;  Make-up  of  trains  (loads  and 
empties). 

(fj)    Slack  between  cars. 

The  preceding  can  be  formulated  into 
the   li.)llowiiig  concrete  statements: 

That  to  handle  trains  without  great 
risks  of  shocks,  and  with  sufficient  degree 
of  latitude  for  the  engineer's  judgment, 
to  minimize  the  bad  effect  of  the  time 
lapse  between  brake  applications  on  dif- 
ferent vehicles,  and  for  other  adverse  C';>n- 
ditie.ns  it  is  necessary  that  the  retarding 
forces  be  oblainerl  gradually  and  that  the 
maximum  be  comparatively  low.  This 
latter,  not  only  lor  the  reasons  given 
alK.ve,  but  als'.  L.  keep  the  risk  of  wheel 


added — for  emergency  brakes  only.  (Of 
course,  a  combination  for  any  two  or  all 
three  of  these  methods  may  be  used). 

These  Iiave  been  the  underlying  prin- 
ciples of  air  brake  design  and  installa- 
tion for  the  past  40  years,  and  practically 
all  its  philosoi)hy  emanates  therefrom  and 
is   cr.iUained   tlierein. 

To  answer  the  question,  which  natural- 
ly occurs  to  one,  why  not  change  this 
standard  since  it  has  been  in  existence 
for  40  years,  it  is  asserted  that  this  stand- 
ar<I  is  as  necessary  for  present  conditions 
as  it  was  for  those  for  which  it  was  de- 
signed, since  brake  applications  are  more 
frequently  required,  trains  longer  and 
vehicles  much  heavier.  Therefore  it  is 
a    self-evident    pro|)osition    that    extreme 


so  closely  the  distance  in  which  a  train 
of  cars  can  be  stopped  from  various 
rates  of  speed,  all  the  factors  entering 
the  prolilem  being  known,  that  the  cal- 
culated or  estimated  stops  are  within  very 
few  feet  of  the  actual  stop.  .As  an  exam- 
ple, c;ilctiIations  made  h'ebniary  1,  1913. 
on  a  stop  of  a  12  car  train  from  a  speed 
of  M  miles  per  hour  on  a  level  track 
with  an  electric  emergency  of  the  Univer- 
sal Equipment  figured  up  mathematically 
that  the  stop  should  be  made  in  1,013  feet 
distance  and  the  actual  stop  under  the 
calculated  conditions  was  made  on  March 
18,  1913,  in  1,049  feet  distance,  which 
goes  to  show  that  the  factors  entering 
a  stop  of  a  train  of  cars  with  an  air 
brake   are  now   pretty   well   analyzed   and 
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I:!  rake  Rig- 
ging Effi- 
ciency in 
Per  cent. 
.95 

80 

95 

95 


understood  by  air  brake  men.  The  dif- 
ference of  36  feet  is  due  to  a  miscalcula- 
tion of  the  braking  etTect  of  the  locomo- 
tive. 

In  connection  with  the  table  which  fol- 
lows, it  may  be  well  to  state  that  the  best 
single  car  break  away  stop  that  was  made 
during  the  Pcnnsylvania-Westinghouse 
tests  at  Absccon  in  1913,  was  in  725  feet 
from  a  speed  of  60  miles  per  hour,  w-ith 
an  emergency  application  of  the  electro- 
pneumatic  equipment  and  the  clasp  type 
of  brake  rigging  with  flanged  brake  shoes. 

It  will  then  be  understood  that  the 
ideal  stop  of  480  feet  in  the  table  is  the 
best  that  could  be  made  if  the  brake  was 
100  per  cent,  efficient  all  around,  or  rather 
if  the  retarding  effect  was  just  short  of 
the  rail  friction  from  the  instant  of  brake 
valve  movement  to  the  stop,  but  the  ne.xt 
line  shows  that  the  best  stop  to  be  ex- 
pected is  851  feet  using  150  per  cent, 
braking  ratio.  In  the  stop  of  725  feet 
actually  made.  180  per  cent,  braking  ratio 
was  employed. 

It  will  be  understood  that  the  object  of 
the  table  is  to  show  the  effect  of  a  de- 
crease in  brake  rigging  efficiency,  co-effi- 
cient of  friction  or  per  cent,  of  braking 
ratio,  increases  the  length  of  the  distance 
required  for  a  stop  from  a  60  mile  per 
hour  speed. 

The  lower  table  is  self  explanatory,  and 
a  little  study  of  it'  will  manifest  why 
electric  current  is  desirable  in  some  in- 
stances and  undesirable  in  others,  or  ratli- 
cr  undesirable  and  unnecessary  until  other 
conditions  warrant  its  use.  The  real 
object  of  the  table  is.  however,  to  show 
the  amount  of  braking  ratio  required  to 
compensate  for  deficiency  in  brake  rigging 
and  other  factors. 

T-\BLE    No.     1. 

Speed  60.  M.  P.  H. 
Single  Car  Breakaw.w  Stops 
Brake     Coefficient       Time       Percentage    Length 


150 


lO.S'r  decrease  in  rigging  effi- 
ciency, 9.1'/f  decrease  in  coeffi- 
cient of  friction,  150'//  increase 
in  time  to  apply  brakes,  34.9% 
increase  in  length  (jf  stop. 


Coefficient 
of  Friction 

.11 
.11 
.10 
.11 
.10 


Table  No.  2. 
Spekii  60  M.  P.   H.  Train  Stops. 

Sees,  to  Length  of 

Apply  Slop  in 

Brakes  hVet 
Kully 


1200 
1200 
1200 
12(X) 


Percentage 
Braking 
Ratio 
Train 
103 
122 
113 
116 
151 


Percent- 
age Brak- 
ing Ratio 
Cars 

105 

134 

120 

125 

180 


)\crrrniXAL  si-xtion  of  ki.f.ctrically  opf.ratf.d  control  valve. 


Th 


table  dev 
ing  a  desired  s 
fixed  per  cent.  < 
as    emphatically 


clops  the  folly  of  expect- 

top    from   an    arbitrarily 

f  braking  ratio.     It  quite 

demonstrates    why    one 


Rigging    of  Fric- 


Efficien- 
cv  in  Pel 


to  Apply 
Brakes 
Fully 

0 


Braking 
Ratio 


)f  St.>|) 
n  Feet 


Remarks 


whicli 
ion  of 


95 


.10 


150 


150 


150 


480  Ideal  brake.  Distance  tr 
sto|)  is  limited  by  adhei 
rail  and  wheel. 

851       Best  stop  to  be  expected  in  ac- 
tual service. 

lOTf  decrease  in  rigging  efficien- 
cy,   10.3' (    increase  in  length  of 

StO|), 

9.1 '^'f  decrease  in  coefficient  of 
friction,  9.3'':r  increase  in  length 
of  stop. 

1.^0'' f  increase  in  time  to  apply 
brakes,  13.99!-  increase  in  length 
of  stop. 

16.7'^  decrease  in  braking  ratio. 
18.1'>  increase  in  length  of 
stop. 

\O.S'~r  decrease  in  rigging  effi- 
ciency. 9.1';^  decrease  in  coeffi- 
cient of  friction.  20.7*^  increase 
in  length  of  stop. 


939 


9.30 


969 


1005 


1027 


may  be  justified,  in  fact  compelled,  by  the 
force  of  the  specification  to  specify  in  one 
case,  ISOTr  braking  ratio  and  in  another, 
125,  since  either  of  these  two  will  stop 
the  train  in  the  same  distance,  the  reason 
being  that  the  net  gain  in  transmission  in 
the  one  case  is  so  much  greater  than  in 
the  other. 

Mr.  Turner  then  touches  upon  the  fac- 
tors afTecting  brake  design,  as  in  the  basic 
design  of  the  brake,  outlining  all  of  the 
factors  entering  into  the  design  of  the 
brake  and  for  the  benefit  of  our  air  brake 
students  we  qu>'tc : 

The  car  weight  times  the  braking  ratio 
specified  gives  the  total  pressure. 

Tlie  piston  travel  divided  by  the  shoe 
clearance  gives  the  leverage  ratio. 

The  total  shoe  pressure  divided  by  the 
leverage  ratio  will  give  the  total  cylinder 
pressure   required. 

The  total  cylinder  pressure  divided  by 
the  unit  cylinder  pressure  will  give  the 
area  of  the  piston,  which  fixes  the  size 
of  the  cylinder. 
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The  volume  of  the  cylinder  multiplied 
by  the  iijiil  cylinder  pressure  and  divided 
by  the  range  ol  tlcxibility  will  give  the 
volume  of  the  auxiliary  reservoir. 

The  unit  cylinder  pressure  plus  the 
range  of  lie.xibility  will  give  llic  necessary 
au.xiliary  reservoir  pressure  which  lixes 
the  brake  pijie  pressure  to  be  carried. 

The  total  cylinder  pressure  with  tlie 
total  shoe  pressure  and  liber  stresses  to  be 
permitted  gives  all  the  necessary  informa- 
tion that  is  required  to  design  the  foun 
dation  brake  gear,  the  particular  form 
which  this  shall  take  depending  upon  car 
and  truck  design  and  the  designer's  prefer- 
ence. 

If  the  brake  is  a  duplex  Ijrake,  that  is. 
having  a  service  ratio  and  an  emergency 
ratio,  then  the  size  and  strength  of  the 
foundation  brake  gear  must  be  based  upcm 
the  maximum   total  cylinder   pressure, 

h  will  be  seen  that  not  one  of  these 
eight  values  can  be  included  among  what 
we  have  called  the  fundamental  require- 
ments and  further,  and  even  more  im- 
portant, not  one  of  tliem  can  lie  arl)itrarily 
elujsen,  but  must  follow  in  the  same  man- 
ner that  four  follows  the  adding  of  two 
and  two.  if  we  are  to  have  a  liarmonions 
and  consistent  lirake.  and  to  avoid  this 
being  dismissed  with  the  assertion  that 
the  ideal  is  not  attainable,  1  will  state 
lliat  by  harmcinious  and  cimsistent.  I 
mean  a  practical  lirake. 

It  will  be  understood  that  after  going 
into  this  matter  in  detail,  the  conditions 
affecting  brake  operation  were  taken  up 
and  the  electric  operation  of  triple  valves, 
control  valves  and  universal  valves  wa-- 
touehed  upon,  as  w^ell  as  the  calculated 
and  actual  performance  of  modern  brake 
e(piiliments  and  in  connection  with  the 
latter  examples  and  formulas  for  inakmg 
these  calculations  are  given,  the  features 
of  electrical  control  of  the  brake  is  dealt 
with  in  a  comprehensive  manner  and  the 
tiinchisions  of  Mr.  Turner  on  this  subject 
follow  : 

Xo  douli!  some  of  you  may  conclude 
that,  as  presented,  the  brake  problem  is  a 
very  intricate  and  complex  one.  In  fact, 
yoii  may  even  say  that  you  may  have  ex- 
pected me  tcj  simplify  the  iiroblcm  as  it 
already  existed  in  your  minds,  instead  of 
which  it  is  more  of  a  problem  than  ever 
1  ask  you  to  remember  that  I  am  n<it  re- 
siK.nsible  in  any  manner  for  the  proliU'iii. 
Nature  is  responsible  for  the  ixi-ting 
forces,  '.r  rather  nature  prefers  to  n-main 
in  a  state  of  ei|uilibrium,  but  when  men 
ill  the  form  or  sluqie  '4  railroad-  under- 
take to  disturb  tliis  ecpiilibrium  1  y  vl.irt- 
ing  great  weights  into  motion,  it  i-  iui 
perative  tlial  these  same  men  adopt  means 
for  controlling  or  dissipating  tin-  cnercy 
thus  rieveloped.  otherwise  that  which  the> 
are  ctulcavorinu  to  accomplish  can  .at  the 
best  only  b.-  at1en<icd  with  many  cil.imi- 
lies  .'\gain  unless  means  arc  provided  for 
Controlling  this  energy  or  bringing  the 
mass  back  to  a  state  of  equilibrium  again, 
till-  capacity  "!  the  railroad,  both   in  mile- 


age and  equipment,  will  be  very  much 
curtailed,  since,  if  a  speed  of  00  miles  per 
iiour  were  permitted,  trains  could  not  be 
run  closer  than  live  miles  apart,  as  shown 
b\  tlie  chart,  and  the  average  speed  could 
not  be  more  than  30  miles  per  hour  where 
stopping  places  were  not  more  tlian  8 
miles  apart.  In  otlier  ucjrds,  it  would 
Hot  lie  considered  sale  to  have  more  than 
oiK-  train  for  every  S  miles.  Contrast  this 
uith  the  condition  where  a  rtrst-class 
brake  is  employed,  that  is.  where  the  ener- 
gy at  10  .\l.  1'.  II.  can  be  dissipated  in 
l.OO;)  ieel.  lure  the  average  speed  CiUikl 
he  is  .\|,  r.  II,.  an  increase  of  over  50 
per  cent,,  ami  considering  the  distance 
(■\er  uliich  the  train  would  be  retarding 
in  the  previous  case,  the  average  speed 
uould  be  over  5974  -M.  P.  II.,  as  against 
3l)-  an  increase  of  practically  100  per  cent., 
and  as  far  as  the  number  of  trains  is  con- 
ccrm  il,  trains  could  be  run  1,000  feet  apart 
Willi  tile  same  degree  of  safety  as  5  miles 
ap.irl  111  the  first  case,  while  three  times  as 
niaii>  trams  C'uld  be  on  the  same  piece  of 
track  in  .in  eipial  time  with  even  a  larger 
margin  of  safety,  and,  of  course,  what  is 
said  here,  which  may  be  applied  to  pas- 
senger trains,  is  equally  true  with  regard 
lo  Ireight  trains.  I  hat  is  tci  sa\ .  nie.iiis 
must  be  provided  ftir  controlling  them  or 
dissipating  their  energy  at  will  if  sale 
oinratioii  is  to  be  assured  on  the  one 
liaiid,  and  a  reasonable  and  commercial 
capacity  of  the  road  dexeluped  on  the 
other.   ' 

1  lii^  shows  then  that  the  brake  has 
iiolliiiit;  whate\er  lo  lU)  with  the  creation 
ol  the  problem,  and,  consequently,  can 
li.ive  nolhlng  to  do  with  its  intricacies  and 
coiiiiilexiiies — the  problem  is  as  it  is,  and 
has  heeii  created  by  the  endeavor  of  pro- 
gressi\e  and  exceptional  men  to  get  the 
1110-.1  out  (.)t  nature's  forces  and  possibili- 
ties lor  the  ui-llare  and  progress  of  man. 
This  being  the  case,  the  man  who  either 
thinks  or  endeavors  to  set  up  the  probliMii 
as  .a  sim|de  one,  is  not  the  man  who  is 
rendering  ihe  desireil,  in  fact  necessary, 
assistance,  to  those  who  have  created  the 
necessity  for  a  brake.  A  man  who  com 
prebends  th.it  it  is  a  complex  and  real 
problem  and  therefore  sets  himself  u]!  to 
unclerslaiid  the  jirinciples  underlyim;  it 
and  the  requirements,  is  the  man  from 
whom  the  most  may  be  expected,  and  he 
uiU  riiider  as  much  service  to  the  r.ail- 
louil  as  ejoes  the  man  whose  ingenuity  and 
labor  has  created  the  necessity  for  a  brake. 
To  this  end,  he  should  fully  realize  that 
the  brake  must  be  considered  as  a  whole, 
and  lure  1  clo  not  mean  merely  as  the 
complete  etpiipment  on  a  car  from  brake 
pi|ie  to  wheels  inclusive,  but  the  brake  as 
a  whole  counting  from  the  locomotive  to 
the  last  car  in  the  train,  as  it  is  the  whole 
loiuliin.alion  that  cletermines  what  the  ac- 
tion and  operation  of  the  brake  shall  be. 
If  there  is  one  factor  in  ihe  brake  that  is 
rel.itively  lixcd,  it  is  the  air  operated  ine- 
rhanism  itself — all  the  rest  that  goes  to 
make  il  up  is  extremely  variable,  even  at 


best,  but  when  not  considered  as  a  part 
of  the  whole,  and  therefore  not  kept  as 
closely  constant  as  may  be,  the  resultant 
operation  may  be  and  often  is  far  from 
what  is  desired. 

Xo  doubt  it  will  sooner  or  later  be  ap- 
preciated that  the  problem  of  controlling 
trains,  taken  in  its  entirety,  involving  a 
consideration  of  the  rail  adhesion,  all  the 
various  truck  and  car  designs,  weights  of 
cars,  empty  and  loaded,  speeds  and  fre- 
<|uency  of  trains,  service  and  emergency 
operations  of  the  brake,  the  elements  of 
both  the  automatic  and  human  equation 
which  enter  into  brake  performance,  as 
well  as  all  other  factors  involved,  in 
smoothly  controlling  a  train  on  the  one 
hand  and  quickly  stopping  it  on  the  other, 
IS  one  of  considerable  magnitude,  taxing 
both  the  ability  and  ingenuity  of  a  thor- 
oughly informed,  specialized  mechanical 
engineer,  and  from  this  no  doubt  the  Su- 
perintendent of  the  Motive  Power  will  be 
provided  with  an  assistant  whose  duties 
it  siiall  be  to  secure  such  a  harmony  of 
design  and  equipment  and  such  assurance 
for  manipulation  and  operation  as  this 
paper  points  out,  as  must  be  the  case,  if 
full  and  profitable  results  of  the  air  brake 
are  to  be  obtained. 

If  I  have  succeeded  in  making  clear  to 
you  the  great  advantage  accruing  from  ac- 
tuating the  pneumatic  brake  electrically; 
if  I  have  impressed  you  a  little  more 
deeiily  than  perhaps  some  of  you  have 
heretofore  realized,  that  there  are  many 
things  beside  the  operating  devices  them- 
selves that  play  an  important  part  in  the 
operation  of  the  brake;  if  I  have  made 
clear  that  co-operation,  that  is,  team  work, 
by  all  concerned,  to  the  end  that  all  parts 
and  conditions  affecting  the  operation 
of  the  brake  should  receive  due  care  and 
Consideration,  and  that  the  returns  m.ike 
it  worth  while,  1  shall  feel  that  my  efforts 
to  serve  you  have  not  been  in  vain. 

During  the  discussion  of  this  paper,  Mr. 
I^.  R.  MacBain.  Superintendent  of  motive 
power,  1..  S.  &  M  S.  R.  R..  spoke  on  the 
brake  iirohlem  in  a  very  broad  and  com- 
prehensive manner  relatin.y  some  dilliciil- 
ties  experienced  on  the  road  with  which 
he  is  connected,  and   said  : 

"In  conclusion,  I  wish  to  say.  Mr.  Presi- 
deiit.  as  I  said  before,  that  1  lielieve  that 
this  is  the  best  air  brake  paper  that  w;is 
ever  read  in  the  United  States — and  I 
have  read  all  of  them.  I  began  away 
back  at  the  time  when  we  were  operating 
liasseiiKer  trains  with  straight  air  and 
followri!  the  thing  throu.gh  to' the  present 
timi',  :ind  I  want  to  say  that  Mr.  Turner's 
paper  is  the  best  .and  most  lucid  that  was 
ever   delivered   to   the   railroad   public." 


"b'xery  man  should  make  up  his  mind 
that  if  he  expects  to  succeed,  he  must 
give  an  honest  return  for  the  other  man's 
dollar.  Gras])  an  idea  and  work  it  out 
to  a  successful  conclusion.  That's  about 
all  there  is  in  life  for  any  of  us." — I'.d- 
zcard  H.  Ilarriiiniii. 
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Electrical  Department 


100  Ton  Tunnel  Crane. 
A  noteworthy  piece  of  equipment  for 
use  in  case  of  accidents  or  wrecks  within 
the  electric  division  of  the  New  York 
Central  R.  R.  has  been  received  recently 
in  New  York.  This  appliance  is  a  double 
end  electric  wrecking  crane,  with  inde- 
pendent 100  ton  capacity  cranes  at  each 
end.  the  whole  being  especially  designed 
for  the  underground  clearances  and  con- 
ditions existing  in  Grand  Central  Ter- 
minal. It  is  also  adapted  for  use  on  the 
main  line  of  the  electric  division,  where 
operating  conditions  and  clearances  are 
such  as  usually  obtained  on  steam 
roads.  It  combines  the  functions  of  a 
crane  with  many  of  those  of  a  high 
power  electric  locomotive.  It  is  com- 
pletely equipped  for  high  speed,  inde- 
pendent operation,  with  air  brakes. 
whistle,  and  all  necessary  fittings. 


\il.|;s,  liul  because  of  its  flexibility.  .Si.\ 
princijial  motors  with  a  total  of  1,100 
h.  p..  are  used  for  operating  the  crane,  as 
follows:  Four  of  200  h.  p.  each  for  pro- 
pelling, and  two  of  150  h.  p.  each  for 
hoisting  and  for  operating  the  machinery. 
I'Hr  intermittent  and  emergency  ser- 
vice, as  might  be  required  with  the  third 
rail  out  of  commission,  or  when  suitable 
c;il)le  connections  could  not  be  made  with 
a  feed  line,  there  is  installed  on  the 
crane  a  high  capacity  U-S-L  storage  bat- 
tery. This  is  ready  for  instant  service  to 
operate  the  crane  independently  of  any 
outside  source  of  power.  It  consists  of 
230  cells  of  the  pasted  plate  type  con- 
I'lCtod  in  scries.  25  plates  per  cell,  and 
has  a  capacity  of  75  amperes  for  8  hours, 
with  a  maximum  discharge  rate  of  350 
,nnipcr(-^  for  two  hour?.  The  cells  are 
the    staini.inl    I'-S-I.    i;:ir    li.uluiiiy    b:itterv 


railway  signals,  as  it  is  very  necessary 
for  prompt  dispatching  of  trains  to  have 
continuous  operation  of  signals. 

Two  vital  requirements  of  the  light- 
ning arrester  used  in  connection  with 
signals  are,  Arsi,  a  low  spark  potential 
so  that  discharges  will  occur  at  low 
rises  in  voltage,  and  second,  freedom 
Irom  a  short  circuit  through  the  ar- 
rester, following  a  lightning  discharge. 
The  lirst  calls  for  a  small  gap,  the  sec- 
ond a  large  one.  Both  conditions  are 
met  by  using  a  large  gap  in  a  vacuum. 
The  large  gap  will  prevent  the  short  cir- 
cuit, while  the  vacuum  reduces  the  spark 
potential,  i.  e.,  the  same  voltage  will 
jump  a  much  greater  distance  in  a 
vacuum   than  in  air. 

The  General  Electric  Company  have 
Imilt  an  arrester  of  this  type.  The  gen- 
eral construction  is  as  follows;   The  main 


lOO-TilN    Tf.VNEr 


In  construction  the  crane  is  unusually 
massive  and  of  great  strength.  The  car 
body  is  67  feet  long,  with  a  wheel  base 
of  51  feet,  and  is  carried  on  two  com- 
pound trucks,  made  up  of  two  four-wheel 
trucks  each.  A  cradle  on  which  the  car 
body  rests  allows  the  compound  trucks, 
as  well  as  each  single  truck,  to  have  per- 
fect    freedom     to     swing     when     taking 

■  curves.  Complete  air  brakes  are  pro- 
vided, also  a  hand  brake  wheel  at  each 
end.  There  is  a  comprehensive  system 
of  air-operated  telescopic  outriggers  or 
jack  beams,  used  to  add  stability  during 
heavy  lifting,  and  to  distribute  the  load 
over  a  greater  area.  These  are  con- 
trolled   by   valves   with   suitable    levers. 

.and   are    instantaneous    in   action,    thus 

•combining  ease  and  speed  of  operation. 
The  electrical  equipment  is  noteworthy, 

;not  only  on  account  of  the  power  it  de- 


type,  and  are  connected  with  extra  iieavy 
cable  because  of  the  high  amperage  the 
battery  will  at  times  be  forced  to  deliver. 
There  is  a  complete  testing  and  charging 
outfit,  in  order  that  the  battery  may  be 
charged  anywhere  that  connection  can  be 
made  with  a  feed  line. 

This  crane  was  designed  and  built  by 
the  Industrial  Works,  Bay  City,  Mich., 
from  specifications  prepared  by  a  com- 
mittee consisting  of  H.  .V.  Currie,  as- 
sistant electrical  engineer;  B.  S.  Buell, 
wrecking  master,  and  C.  H.  Quereau, 
superintendent  electrical  equipment  of  the 
New  York  Central  &  Hudson  River  Rail- 
road. 


body  i>  a  drawn  metal  shell,  with  a  metal 
disc  smaller  in  diameter  than  the  inside 
diameter  of  the  tube  mounted  concentric. 
The  tube  is  one  terminal,  and  the  disc 
the  other,  so  that  there  is  an  air  gap 
completely  around  the  disc.  The  disc  is 
mounted  on  a  rod,  which  serves  as  the 
electrical  connection  to  the  disc,  and  is 
insulated  from  the  tube  by  means  of  a 
special  moulded  bushing.  The  bushing 
does  not  form  the  vacuum,  a  compound 
which  is  poured  in  and  hardens  is  used 
lor  that  i)urpose.  The  tube  is  exhausted 
and   then    sealed. 


Vacuum    Tube    Lighting    Arresters   for 
Railway  Signal  Circuits. 

Everyone  knows  that  it  is  very  import- 
ant   to    provide    lightning    protection    for 


Tractor   Trucks   and   Additional    Loco- 
motives for  the  Butte,  Anaconda  & 

Pacific    2400    Volt    Railway. 
For    the    past   year    there   has    been    in 
operation  on  the  above  railway  seventeen 
80-ton     electric     locomotives.       Recently 
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;mi   anijlt'.   and   which 
supiJi.irt    fur    the    eight 


cables  running  between  tlie  truck  and  the 
locomotive.  This  crane  can  be  revolved 
180  de.gs.  so  as  to  permit  the  coupling  of 
the  locomotive  to  either  end  of  the  truck. 


four  additional  ones  have  been  ordered,  crane  extending 
In  order  to  make  these  locomotives  suita-  is  provided  as 
ble  for  very  slow  speed  spotting  service  a 
tractor  truck,  shown  in  the  illustration, 
can  be  used  in  combination  with  the  elec- 
tric locomotives.  These  trucks  are  an 
ingenious  adaptation  of  standard  parts  of 
the  frei.ght  locomotives  ;  by  their  use  the 
tractive  efi'ort  of  the  standard  locom(.)ti\c 
is     increased    50   per   cent,    at    two-thirds 

sijced    without    increase     in     power     con-      wliercver    electric    circuits    are 
sumption.     These  units  will  be  used  espe-      It  is  necessary  to  support  and 


Strain   Insulators. 

Strain    insulators,    of    wliich    there    arc 

several   types,   are   used   very   extensively 

installed. 

guv  these 


ri  \(  I     I     III 


cially  for  spotting  cars  at  the  smeller, 
and  also  for  low  speed  switching  in  the 
Butte  yards. 

During  the  present  year  it  is  e.xpecieil 
that  approximately  25  per  cent,  more  ^ire 
will  be  transi^orted  from  Rutte  to  .\na- 
cijiida  than  was  hauled  last  year.  Tliis 
increase  arises  from  the  transfer  of  ore 
which  was  previously  hauled  to  smelters 
at  Great  Falls.  The  additional  liaulage 
will  bring  the  total  annua!  traffic  on  the 
road  up  to  about  si.x  and  one-fpiarter 
million  tons. 

The  tractor  trucks,  equipped  with  two 
nK.tors  of  the-  same  type  as  tile  locoui.  i- 
tive.  are  e.uh  provided  with  cable  an  I 
connecting  plugs,  s'l  that  the  two  motors 
can  be  operated  willi  the  other  motms 
from   the   same  com  roller. 

'I'he  arrangement  ■.f  the  six  motors  arc 
as  fr.llows:  l-irsi  the  six  motors  will  be 
connected  in  series,  aurl  then  with  iwo 
sets  in  multi]ile,  each  set  eoiisisiing  of 
three   motors. 

Mechanically  these  trucks  are  siinil.ir 
in  constructi'>n  to  the  trucks  ..n  the  SI) 
ion  loi-omoiives.  Instead  of  a  loconioti\e 
bod\,  however,  a  (ilatform  is  supplied, 
built  r.]i  r,f  channels,  angles  and  pl::tes 
v.hicli  are  su|i|iorted  on  the  truck  tran- 
som. Struts  are  provided  at  the  corners 
|o  secure  the  platform  to  the  side  fr.ime, 
Ilallast  cfinsisiiui;  of  cement  .end  ir. .u 
punchings  of  suliicient  quantity  to  l.riug 
up  the  weight  (.f  the  truck  to  40  tons  is 
placed  between  the  center  channels  of  the 
platform  in  a  box-like  structure  built  for 
this  purpose,  A  passageway  protecteil  by 
a  hand  rail  extends  along  each  side  of 
the  platform 

In    the    center     of     the     platform    is     ,i 


electric  circuits  so  that  insulators  are  nec- 
essary in  these  supporting  and  guy  wires 
to  I'revent  ilie  grounding  i>f  the  electric 
power.  I  hese  wires  are  under  tension, 
and  the  insulators  must  be  so  constructed 
that  the>  will  withstand  mechanically  the 
straii  s.  jience  the  name  strain  insulators. 
'1  he   three   most   common   types   are   the 


CI.NXT    STR.MN    INSCt..\T(  RS. 

Ibis  insulator  is  shown  by  ta)  and 
(.b)  in  the  illustration.  It  is  composed 
of  malleable  iron  castings  which  have 
been  pre\  iously  sherardized.  One  of 
these  castings  is  in  the  shape  of  a  cup, 
and  the  other  is  stud  shaped.  Before  as- 
sembly the  sidis  of  the  cupped  shaped 
casting  are  nearly  ])arallel  so  that  the 
stud  will  tit  inside  of  the  cup.  When  as- 
sembling sheets  of  aml'er  mica  are  placed 
between  the  stud  and  cup,  and  the  two 
eastings  are  then  crimped  together  at  a 
pressure  of  40  tons,  which  makes  an  ab- 
solutely f.ist  joint  not  affected  by  tem- 
perature changes.  The  strength  of  the 
insulator  is  limited  only  by  the  strength 
of  the  eyes  or  clevises.  The  mica  used  is 
the  highest  and  most  durable  insulation 
available.  Without  some  protection  on 
the  outside  of  the  two  castings  the  elec- 
tric current  coubl  easily  creep  between 
ihem  and  the  line  would  became 
grounded.  To  prevent  this  creepage  a 
tough,  non-absorbent,  heat-resisting  com- 
pt.und  is  moulded  about  the  joint.  The 
exterior  surface  is  so  formed  as  to  pre- 
vent the  formaliim  of  a  continuous  lilm 
of  moisture  between  the  metal  parts. 

These  insulator  are  generally  made  in 
two  sizes:  2  inches  and  2-\s  inches  in 
diameter.  '1  he  2  in.  size  can  be  used 
for  working  loads  up  to  l.O(X)  lbs.,  and 
ihe  2.^s  in.  size  up  to  2,500  lbs. 


Ibis    type 
Itueth   of  til 


STR.MN    I.\SUL.\T0RS. 

(C)  has  an  important  ad- 
other  types  ill  that  the 
wooden   body   between   caps 


giant  strain,  the  wood  strain  .-lud  the 
iorcelaiu  strain.  The  giant  strain  in- 
sulalors  are  for  use  on  low  voltage  power 
and  teUqihonc  circuits,  the  wood  strain 
insulators  are  use<I  on  lighting  circuits 
and  in  secondary  guying,  and  porcelain 
strain  insulators  are  used  on  high  tension 
lines.  F>y  high  tension  we  mean  high 
voltage. 


provides  a  long  ereejiage  surface,  and 
ihat  the  iusulatiu.g  value  is  many  times 
greater  than  required  for  the  voltages 
with   which   ihey  are  used. 

Tlie  bodies  arc  turned  from  hickory 
billets  well  seasoned  and  kiln  dried.  .After 
they  are  turned,  the  sticks  are  impreg- 
nated with  oil  wdiich  is  the  subsequent 
treatment    becomes    oxidized,    closing    up 
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the  pores  of  the  wood.     A  coat  of  trans- 
parent varnish  is  applied  after  finishing. 

In  specifying  sizes  of  wood  strains  the 
minimum  diameter  is  taken.  The  stand- 
ard diameters  are  1  in.,  1;4  ins.  and  l-)4 
ins.,  and  are  suitable  for  working  loads 
of  1,000  lbs.,  2,500  lbs.  and  5,000  lbs.  re- 
spectively. The  length  varies  with  the 
voltage,  the  usual  sizes  being  5  ins.,  10 
ins.,  IS  ins.,  24  ins.  and  48  ins.  This  di- 
mension is  between  the  metal  end  caps. 

PORCEL.MN     STRAIN    INSULATORS. 

The  strain  insulators  used  with  high 
voltages  must  possess  high  mechanical 
and  electrical  features.  The  .general  form 
is  shown  by  (d).  The  holes  are  so 
cored  in  the  porcelain  that  they  are  in- 
terlinked, and  the  mechanical  stress  be- 
tween the  two  guy  wires  is  in  compres- 
sion. Porcelain  has  a  poor  tensile 
strength,  but  a  very  high  compression 
strength.  The  shape  of  the  insulator  is 
such  that  it  is  impossible  for  rain  driv- 
ing in  any  direction  to  maintain  a  con- 
tinuous film  of  moisture  between  ter- 
minals. 


Another  Gas-Electric  Car  for  the  Elec- 
tric  Short   Line   Rwy.   Co., 
Minneapolis. 

The  above  railway  company  has  re- 
cently ordered  its  fifth  gas  electric  car 
from  the  General  Electric  Company.   This 


.\nswer. — Railway  motor  armatures  are 
wound  with  what  is  known  as  a  wave 
winding.  All  the  coils  are  so  joined  at 
the  commutator  bars  that  they  are  all 
connected  together,  and  form  one  con- 
tinuous winding  which  closes  on  itself. 
1  his  type  of  winding  makes  it  possible 
to  use  only  two  sets  of  brushes,  and  at 
the  same  time  get  full  power  from  the 
motor.  The  electric  current  entering  the 
positive  brush  divides  itself,  part  passing 
one  way  around  the  armature  to  the 
negative  brush,  and  part  the  opposite  way 
so  that  every  coil  is  in  use.  The  addition 
of  two  more  sets  of  brushes  would  not 
be  of  any  advantage ;  in  fact  would  be  of 
a  disadvantage  in  the  railway  motor,  for 
two  of  the  brush  holders  would  be  lo- 
cated at  the  bottom  half  of  the  motor 
sliell,  at  which  location  they  are  very 
hard  to  inspect.  Moreover,  these  lower 
lirushholders  would  be  subjected  to  dirt 
and  many  times  water,  so  that  the  oper- 
ation of  the  motor  would  not  be  as  satis- 
factory. With  only  two  sets  of  brushes 
each  set  must  carry  the  whole  current, 
wliereas  if  four  are  used  each  set  would 
only  carry  one-half  of  the  total  current. 
Tliis  is  easily  taken  care  of  by  making 
the  length  of  the  commutator  and  the 
size  of  each  set  of  brushes  sufficient  to 
handle  the  currents  which  will  be  taken 
by  the  motor. 
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car  is  of  the  .same  type  as  has  been  fully 
described  in  a  previous  issue.  It  meas- 
ures 70  ft.  over  bumpers,  is  10  ft.  6^ 
ins.  wide  over-all,  and  weighs  approxi- 
mately SO  tons.  The  car  is  divided  into 
four  compartments:  1st  cab,  which  meas- 
ures 11  ft.,  containing  the  power  plant; 
2nd,  the  baggage  room,  11  ft.  in  length; 
3rd,  the  smoking  compartment,  12  ft.  5 
ins.  long,  and  4th,  the  passenger  com- 
partment, 30  ft.  6  ins.  long.  Seats  are 
provided   for  91   passengers. 


Armature  Winding  on  Railway  Motors. 

R.  L.  C,  of  Ceres,  California :  Direct 
current  motors  and  electric  locomotives 
and  cars  having  four  poles  in  most  all 
cases  have  the  lirushes  90  degs.  apart  on 
the  commutator,  and  only  two  brushes. 
What  wiring  arrangement  allows  for  this ; 
why    shouldn't    there    be    four    brushes? 


A  Novel  Electric  Locomotive. 
When  speaking  of  a  locomotive,  one 
immediately  pictures  a  machine  pulling  or 
pushing  cars  on  the  same  track  with  it- 
self. This  is  usually  the  case,  but  re- 
cently the  Pennsylvania  Lines  West  had 
tlirte  locomotives  built  for  handling  cars 
at  their  Cleveland  ore  docks.  These  lo- 
comotives do  not  run  on  the  standard 
gauge  tracks,  but  on  a  42  inch  track 
parallel  to  them.  They  are  equipped  with 
an  arm  on  each  side,  and  push  the  cars 
along.  With  this  arrangement  cars  can 
be   easily    shifted   and   cut   out    of   trains. 


Steel  Passenger  Cars. 

On  January  1,  191+  the  latest  date  for 
which  statistics  are  available — the  Penn- 
sylvania Railroad  .System,  with  2,554  all- 
steel  passenger  cars  in  service  and  379 
others    under    construction,    owned    more 


than  one-third  of  all  the  steel  passenger 
equipment  cars  in  use  in  the  United 
States. 

The  above  figures  are  exclusive  of 
sleei)ing  and  parlor  cars.  The  total  num- 
ber of  all-steel  passenger  cars,  other  than 
Pullman  cars,  in  service  in  the  United 
States  on  January  1,  1914,  was  7,377.  To 
replace  with  steel  all-wooden  passenger 
cars  now  in  use  in  the  United  States  will 
cost  about  $581,000,000. 

There  were  2,115  steel  sleeping  and 
parlor  cars  in  service  on  all  roads  on 
January  1,  1914,  and  750 — more  than  one- 
third — of  this  number  were  in  use  on  the 
lines  of  the  Pennsylvania  System.  Every 
sleeping  car  normally  in  use  on  the  Penn- 
sylvania System  is  of  all-steel  construction. 

The  Pennsylvania  Railroad  announced 
in  1906  that  all  future  additions  to  its 
passenger  equipment — passenger  coaches, 
postal  cars,  baggage  cars,  express  cars, 
etc. — would  be  of  all-steel  construction, 
and  on  January  1,  1914,  almost  exactly 
one-half  of  its  passenger  equipment  had 
been  replaced  with  steel  cars.  The  Penn- 
sylvania had  6,100  passenger  equipment 
cars  in  service  on  January  1,  1914. 


Things  That  Appear  Equal  to  One  An- 
other and  Are  Different. 

Many  railway  men  think  it  strange  that 
the  journal  of  a  car  axle  will  not  endure 
the  pressure  put  upon  a  locomotive  crank 
pin  without  becoming  hot.  An  "anxious 
engineer"  assails  us  with  this  question : 
"Why  is  it  that  the  Master  Car  Builders 
and  other  railroad  organizations  insist 
that  the  car  bearings  shall  not  have  work- 
ing pressure  put  upon  them  to  exceed  300 
pounds  per  square  inch  ?  You  know  that 
this  limited  requirement  as  to  weight  is 
all  nonsense,  for  the  crank  pin  of  a  loco- 
motive stands  five  or  si.x  times  that 
pressure  without  showing  any  tendency 
to  become  hot.  My  impression  is  that  in- 
ferior lubrication  is  the  cause  of  car  jour- 
nal's heating,  as  compared  with  crank 
pins.  If  the  same  quality  of  lubricant 
used  for  crank  pins  was  used  for  car 
journal  bearings  there  is  no  reason  for 
believing  that  they  would  not  bear  the 
same  pressure  without  getting  hot. 
Things  that  are  equal  to  the  same  thing 
are  equal  to  one  another." 

We  are  glad  to  give  this  question  atten- 
tion because  it  reflects  a  fallacy  held  by 
many  railway  men.  The  effect  of  press- 
ure upon  a  car  journal  and  that  upon  a 
crank  pin  are  not  the  same,  although  the 
pressure  may  be  equal,  or  much  greater 
in  the  case  of  the  crank  pin.  The  crank 
pin  will  run  cool  under  much  greater 
pressure  than  iliat  put  upon  a  car  journal 
because  of  the  relaxing  of  pressure  on  the 
brass  of  the  pins  at  every  change  in  the 
piston  motion,  which  permits  oil  to  enter 
between  the  brass  and  the  pin  keeping, 
the  latter  in  a  bath  of  oil  all  the  time. 
Things  that  arc  equal  to  the  same  thing 
are  equal  to  one  another  if  it  is  really 
the  same  thing  they  are  equal  to. 
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General  Foremen's  Department 


Tenth  Annual  Convention  of  the  Inter- 
national  Railway   General   Fore- 
men's Association. 

Itohi  all  iiidicatiuiis  tliL-  nuxt  conven- 
tion of  the  International  Railway  Gc-iieral 
Foremen's  Association  will  lead  all  other 
conventions  held  by  this  association  in 
point  of  attendance.  Advance  copies  of 
papers  to  be  submitted  to  the  meeting 
which  will  be  held  at  the  Sherman  House, 
Chicago,  111.,  July  14  to  IS,  have  been 
sent  out  30  days  in  advance  and  are  now 
in  the  hands  of  the  members. 

Copies  of  the  papers  are  sent  to  the 
members  so  they  have  an  opportunity  of 
studying  them,  and  then  come  to  the  meet- 
ings fully  loaded  ready  to  acquiesce 
with,  or  to  dissent  from  the  views  ex- 
pressed. It  is  earnestly  desired  that 
all  concerned  read  these  papers  over 
very  carefully,  and  fortify  themselves, 
so  that  if  called  upon  they  will  be 
ready  to  give  their  views  upon  each  or 
all  of  the  topics.  It  is  expected  that 
a  new  departure  will  be  made  at  this 
convention,  in  that  the  topics  will  be 
announced  from  the  chair,  and  the 
members  will  proceed  at  once  vvilli  the 
discussion,  thus  dispensing  with  the 
lost  motion  of  reading  the  paper 
through  lirst.  This  is  lost  time,  for  un- 
less the  papers  have  been  read  before 
the  time  of  taking  them  up,  they  can- 
not be  discussed  intelligently  from  the 
usual  way  of  reading  them.  If  the  ex- 
periment proves  to  be  non-successful, 
the  old  plan  will  be  resorted  to  again. 

Several  other  new  features  will  be  in- 
troduced, but  w'ith  what  success  re- 
mains to   be   seen. 

The  aim  of  the  association  is  for  a 
greater  efliciency  among  its  members, 
ergo,  we  must  not  get  into  a  rut.  and 
if  each  member  will  do  his  part  tlie 
burden  placed  upon  the  shoulders  of 
the  officers  will  be  lightened  very  ma- 
terially. 

The  individual  papers  are  in  the  hands 
of  some  of  the  ablest  members  of  the 
association  and  the  discussions  following 
lilt  reading  of  these  papers  will  bring 
out  the  highest  cfhciency  in  shop  and 
roundhous<-  practices  that  will  have  a 
tendency  to  reduce  engine  failures  and 
a  rediiclioii  of  shop  and  engine  house 
expense  which  in  these  times  of  strictest 
economy  in  railroad  operation  will  he 
gladly  acc(  iitcd  by  railway  officials  as 
standard  practices. 

"Engine  Mouse  Efficiency,"  a  continua- 
tion of  paper  read  at  the  1913  convention, 


will  be  handled  by  Walter  Smith.  It  is 
a  high-class  article  and  goes  into  the  de- 
tails of  this  most  interesting  subject. 

J.  T.  Mullin  will  bring  out  up-to-date 
methods  of  handling  cylinders,  pistons, 
crossheads,  guides  and  valves. 

C.  W.  Newman  has  a  most  instructive 
paper  on  the  practices  and  methods  of 
maintenance  and  repairs  to  the  air  brake. 

C.  L.  Dickert  will  bring  out  the  first 
paper  ever  read  at  a  general  foremen's 
convention  relative  to  autogenous  weld- 
ing and  its  advantages. 

J.  W.  Scott's  paper  "Railroading  at  a 
High  Altitude"  should  prove  interesting, 
as  Mr.  Scott  is  located  at  La  Paz,  Bolivia, 
and  is  thoroughly  acquainted  with  the  con- 
ditions in  that  territory. 

The  Taylor  System,  the  Principles  of 
Scientific  Management,  will  be  a  subject 
new  to  the  Association  and  will  be 
presented  by  Mr.  W.  W.  Scott,  an  able  ex- 
ponent of  the  system. 

The  above  subjects  together  with  the 
wonderful  display  of  mechanical  ingenu- 
ity wdiicli  will  be  on  exhibition  during 
the  sessions  in  the  display  parlors  of  the 
Sherman  House  makes  a  combination 
hard  for  general  foremen  to  resist.  Rail- 
road officials  looking  for  higher  efficiency 
will  insist  upon  their  road  being  repre- 
sented at   the  convention. 


Standard  Sizes  for  Locomotive  Repairs. 

1  he  niiMlern  plan  of  building  locomo- 
tives and  other  machinery  on  the  inter- 
changeable system  renders  it  a  compara- 
tively easy  matter  to  maintain  standard 
lengths  and  sizes  in  making  repairs  in 
the  roundhouse  and   machine  shop. 

In  the  olden  time,  when  no  two  engines 
were  alike,  even  from  the  same  builder, 
and  when  contracts  were  given  to  several 
difTercnt  firms  for  locomotives,  there  was 
some  excuse  for  an  irregular  system,  or 
no  system,  in  making  repairs,  but  those 
days  arc  gone,  and  roads  now,  or  at  least 
new  roads  are  equipped  with  engines 
from  one  builder. 

It  is  a  bad  practice  to  alter  the  length 
of  a  spring  hanger  in  order  to  equalize 
an  engine.  The  spring  is  at  fault,  and 
not  the  hanger.  The  spring  is  changeable, 
its  "set"  is  sometimes  more,  sometimes 
less.  The  hanger  is  rigid  and  does  not 
change.  Make  up  for  the  weakness  of 
the  spring  by  putting  liners,  or  "Dutch- 
men," under  the  gib  in  hanger,  and  when 
you  get  a  spring  that  has  full  set,  take 
liners  out.  When  hangers  are  repaired, 
bring   them   back   to   the   original   length. 


I'iiid  out  from  a  new  engine  what  that 
length  should  be,  and  make  a  drawing  or 
templet  of  the  same,  and  keep  it  as  a 
standard  for  the  men  to  work  by.  If  this 
plan  were  adopted  it  would  save  a  vast 
amount  of  "cutting  and  trying."  As  an 
example,  suppose  that  an  engine  has  one 
weak  spring.  The  foreman  or  machinist 
gives  it  a  squint,  and  reasons,  very  prop- 
erly, that  if  those  two  hangers  were 
shortened  just  a  little,  or  that  spring 
saddle  lengthened  a  trifle,  she  would  sit 
all  right ;  suiting  the  action  to  the  word, 
the  work  is  done.  After  a  few  trips  that 
particular  spring  breaks  and  a  new  one 
must  take  its  place.  What  is  the  result? 
Another  man  puts  it  in,  he  sees  that 
something  is  wrong;  just  what,  he  does 
not  know,  but  one  thing  is  quite  evident, 
that  spring  gear  is  all  out  of  whack,  and 
so  tinkers  at  this  or  that  hanger,  puts  a 
different  shape  to  equalizer,  saddle,  or 
something,  he  don't  care  much  what — 
anytliing,  so  as  to  make  her  set  level. 

The  standard  set  of  each  spring  should 
be  known,  and  the  spring  compared  with 
that  standard  before  being  put  in,  and,  if 
weak,  pick  out  the  liners  to  make  it  up 
to  "correct  pitch"  before  you  put  it  in. 
It  will  save  lots  of  packing  and  sweat 
this  liot  weather. 

.After  a  few  years,  if  a  haphazard  style 
of  repairing  is  carried  on,  there  will  be 
no  standards,  and  it  will  be  impossible, 
without  a  great  amount  of  study,  to  tell 
what  the  original  size  was. 

The  same  may  be  said  of  the  other 
parts  of  a  locomotive,  set  screws,  nuts, 
keys,  etc.  Keep  them  to  standard.  By  so 
doing  a  supply  can  be  kept  on  hand,  and 
not  a  great  variety,  either,  always  ready 
for  an  emergency  and  sure  of  fit.  'Twill 
save  many  extra  jobs  at  night  and  on 
Sunday.  The  expense  of  keeping  up  en- 
gines will  be  greatly  reduced  and  their 
life  prolonged. 

It  will  save  much  wear  and  tear  on  the 
foreman.  Every  repair  shop  on  the  road 
should  be  furnished  from  the  general 
shop  with  a  complete  set  of  blue  prints 
of  all  parts  of  the  engines,  or  at  least  of 
those  pieces  that  will  have  to  be  repaired, 
b'rom  these  prints  patterns  or  templets 
can  be  made  for  the  use  of  blacksmith  or 
machinist.  Jigs  can  be  made  for  drilling 
holes,  so  that  the  labor  of  laying  out  can 
in  a  large  measure  be  done  away  with. 

See  that  the  men  are  thoroughly  in- 
formed on  these  points.  The  foreman's 
labor  should  be  to  think  them  out,  and 
instruct  the  men  in  their  use,  and  see  that 
they  are  taken  care  of  and  kept  to 
standard. 


July.   1914. 
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Seventy -Ton  Self  -  Clearing  Coal  Car  of 
the  Standard  Car  TrucK  Co. 


The  illustration  shows  one  of  the 
eleven  70-ton  self  clearing  coal  cars  re- 
cently built  by  the  Standard  Steel  Car 
Company  for  the  Standard  Car  Truck 
Company.  Ten  of  these  cars  are  assigned 
to  the  Erie  Railroad.  The  main  feature 
of  the  car  is  the  four  point  bearing  double 
action  truck.  This  style  of  truck  has  been 
thoroughly  tested  under  several  flat  and 
ore  cars  during  the  past  six  years.  The 
car  body  and  load  is  supported  at  the 
center  line  of  the  truck  side  frame  by  a 
special  radial  roller  device  which  works 
in  harmony  with  the  well  known  Barber 
lateral  motion  roller  device  now  in  gen- 
eral use  on  a  large  number  of  freight  cars 
and  locomotive  tenders  in  the  United 
States  and  Canada.  The  cast  steel  truck 
side    frames    are   a    special    I-beam    drop 


no  intermediate  or  center  sills.  The  body 
bolster  and  end  sills  form  the  cords  of 
a  wide  girder  which  receives  the  draft  at- 
tachments. The  cast  steel  pedestals 
which  are  attached  near  the  ends  of  the 
body  bolsters  are  fitted  to  and  interlock 
with  the  crown  face  of  the  radial  roller 
cap. 

The  car  is  42  ft  9"/^  in.  over  buffer 
castings;  10  ft.  extreme  width;  10  ft.  6Ji 
in.  extreme  height;  9  ft.  3  in.  inside 
width ;  cubic  capacitj-,  2,646  ft. 

The  car  is  equipped  with  the  following 
specialties :  Enterprise  Railway  Equip- 
ment Company's  dumping  mechanism, 
Miner  friction  draft  gear  No.  A-18,  Sim- 
plex couplers,  Blackall  ratchet  hand 
brake,  McCord  journal  boxes,  New  York 
air    brake,    Creco    brake    beams,    Bronze 


production  was  reached,  the  production 
of  Bessemer  steel  rails  amounted  to  3,- 
791,429  tons,  while  in  1913  the  production 
had  decreased  to  817,591.  During  the 
same  period  the  production  of  open- 
hearth  steel  rails  had  increased  from 
186,413  tons  in  1906  to  2,527,710  tons  in 
1913,  which  is  an  increase  over  1912  of 
422,566  tons,  or  20  per  cent.  Of  the  total 
production  in  1913  about  72.16  per  cent, 
was  rolled  from  open-hearth  steel,  about 
23.34  per  cent,  from  Bessemer  steel  and 
about  4.50  per  cent,  from  electric  steel, 
old  steel  rails  and  renewed  rails. 

In  1913  nearly  29.9  per  cent,  of  the  rails 
weighing  less  than  50  lbs.  per  yard,  nearly 
48.7  per  cent,  of  the  rails  weighing  50  lbs. 
and  less  than  85  lbs.,  and  over  87.2  per 
cent,  of  the  rails  weighing  85  lbs.  and 
over  were  rolled  from  open-hearth  steel, 
while  in  the  same  year  nearly  41  per  cent. 
of  the  rails  weighing  less  than  50  lbs.  per 
yard,    over    44.8    per    cent,    of    the    raib 


SEVENTY-TON    SELF  CLE.VRING   CO.'VL  CAR   OF  THE   STAND.\RD  CAR  TRUCK  COMPANY. 


girder  type.  The  truck  springs  are  the 
M.  C.  B.  standard  for  35-ton  arranged 
in  four  groups  of  two,  for  each  frame ; 
two  groups  on  the  outside  of  the  web  of 
the  frame  and  two  on  the  inside;  all 
equalized  into  proper  bearing  by  spring 
taps  and  a  spanning  roller  seat.  The 
truck  bolster  is  a  24-in.  rolled  steel  I- 
beam  placed  horizontally  and  serves  only 
in  taking  switching  shocks  and  carrying 
the  center  pivot  castings.  The  angle  cross 
ties  of  the  truck  extend  through  open- 
ings in  the  side  frame  and  are  riveted  on 
both  sides  of  the  web  to  the  flange  of  the 
frame. 

The  journals  are  6  in.  by  11  in.  The 
wheels  applied  are  of  three  different 
makes,  for  comparative  wearing  test ;  two 
of  forged  steel  and  one  of  cast  steel.  The 
journal  boxes  are  arranged  with  shims 
for  raising  car  when  wheels  are  turned. 
Brake  beams  are  supported  by  removable 
brackets  attached  to  side  frames.  The 
two  sides  of  the  car  body  form  girders 
which  carry  the  entire  load,  there  being 


Metal   Company's   journal  bearings,   Car- 
nier  "'pull-up  "  type  uncoupling  device. 

One  of  these  cars  will  be  on  the  exhibit 
track  at  the  .M.  M.  and  M.  C.  B.  conven- 
tion at  Atlantic  Citv,  June   10-17. 

Rail  Statistics  in  the  United  States. 

Statistics  have  been  compiled  by  the 
Bureau  of  Statistics  of  the  American  Iron 
and  Steel  Institute,  showing  the  produc- 
tion of  rails  in  the  United  States  during 
1913  and  comparing  this  production  with 
tliat  of  foregoing  years. 

In  1913  there  were  produced  3,502,780 
tons  of  rails  of  all  kinds,  against  3,327,915 
tons  in  1912,  an  increase  of  174,865,  or 
5.2  per  cent.  Included  in  the  total  for 
1913  are  195,659  tons  of  girder  and  high 
Trails  for  electric  railways,  against  174,- 
004  tons  in  1912  and  205,409  tons  in  1911. 

The  most  significant  feature  of  the  bu- 
reau's report  is  the  comparison  of  manu- 
facture of  Bessemer  and  open-hearth  steel 
rails.     In  1906,  when  the  maximum  rail 


weighing  -SO  lbs.  and  less  than  85  lbs.,  and 
nearly  12.1  per  cent,  of  the  rails  weighing 
85  lbs.  and  over  were  rolled  from  Bes- 
semer steel.  In  addition,  in  1913,  over 
29.1  per  cent,  of  the  rails  weighing  less 
than  SO  lbs.  per  yard,  over  6.5  per  cent,  of 
the  rails  weighing  50  lbs.  and  less  than 
85  lbs.,  and  less  than  1  per  cent,  of  the 
rails  weighing  85  lbs.  and  over  were 
rolled  from  electric  ingots  and  old  steel 
rails  or  were   renewed   rails. 


Locomotive    Engineers    Convention    in 
Halifax. 

.\  great  union  meeting  of  the  Brother- 
hood of  Locomotive  Engineers  will  be 
held  at  Halifax,  X.  F.,  beginning  July  20. 
lasting  five  days.  The  convention  is 
called  for  business  purposes,  but  attractive 
social  functions  will  increase  the  attrac- 
tions. The  Ladies'  Auxiliary  will  be 
much  in  c\  idcnce,  their  influence  calling 
lor  clam  bake.s.  dances  and  other  ways 
that  men  .md  their  kind  are  moved  to 
flee  from  dull  care. 
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Items  of  Personal  Interest 


Mr.  J.  J.  Shaw  has  been  appointed  mas- 
ter mechanic  on  the  St.  Louis  &  San  Fran- 
cisco. 

Mr.  E.  A.  May  has  been  appointed  car 
inspector  of  the  Hilo  railroad,  with  of- 
fice at  Hawaii,   H.   I. 

Mr.  P.  M.  Gault  has  been  appointed 
signal  inspector  on  the  Illinois  Central, 
with  office  at  Cliicago,  111. 

Mr.  ^^  .Afilague  has  been  appnintcd 
master  mechanic  of  the  Ililo  railroad 
with  office  at   Hawaii,  H.  I. 

Mr.  J  J.  Carey  has  been  apjiointed 
master  mechanic  on  the  Texas  &  Pacific, 
with  office  at  Marshall,  Tex. 

Mr.  F.  C.  Stuart  has  been  appointed 
signal  engineer  on  the  Elgin,  Jolicl  & 
Eastern,  witli  office  at  Joliet,  111. 

Mr.  S.  Robinson  has  been  appointed 
general  car  foreman  on  the  Pere  Mar- 
quette, with  office  at  Toledo,  Oliio. 

Mr.  George  Burn  has  lieen  appointed 
general  foreman  on  the  St.  Louis  &  San 
Francisco,  with  office  at  Enid,  Okla. 

Mr.  L.  W.  Meek  has  been  appoiiUcd 
signal  super\isor  on  tlie  Texas  &  Xew 
Orleans,  with  office  at  Houston,  Tex. 

Mr.  H.  Shoemaker  has  been  appointr<l 
mecahnical  superintendent  of  tlie  liangor 
&  Aroostook,  with  office  at  ner1)y.  Me. 

Mr.  C.  A.  P.rackett  has  been  appointed 
general  foreman  car  repairs  on  the  \'an- 
dalia,  with  office  at  Terre  Haute,  Ind. 

Mr.  C.  E.  Oakes  has  been  appointed 
mechanical  engineer  on  the  Kansas  City 
Southern,    with    office   at    Pittsljurgh.    Pa. 

Mr.  \'.  .\  Wood  has  been  appointed 
general  foreman  on  the  Chicago.  P.urliiig- 
ton  &■  Quincy.  with  office  at  Lincoln,  Xeb 

Mr.  P.  H.  Maley  has  been  api)ointiil 
roundhouse  foreman  on  the  Minne.ipoli^ 
&  St.  Louis,  with  office  at  Oskaloosa,   I.i, 

Mr.  H.  P.  Roby,  traveling  engineer  on 
the  Bangor  &:  .Aroostook,  has  been  trans- 
ferred from  Milo  Junction  to  Derby,  Me. 

Mr.  Ernest  Ha.ster  has  been  appointed 
P\irchasing  ,\gent  of  the  St.  Lonis,  Sonth- 
western.     Headquarters,  St.  Loni<.,  Mo. 

Mr.  W.  II.  Owens,  master  mechanic  on 
the  Southern,  has  been  transferred  from 
Manchester,  Va.,  lo  South  Richmond.  Va. 

Mr.  John  Feld  has  been  appointed  fore- 
man of  lioiler  sh  i|i  on  the  Minneapolis  & 
St.  Louis,  with  office  at  Marshalltown. 
la. 

Mr.  F.  Drolet.  general  engine  foreman 
on  the  Bangor  X-  .Aroostook,  has  lieen 
transferred  from  Milo  Junction  to  l)eili>, 
Me. 

Mr.  A.  R.  Dale  has  been  appointed  gen- 
eral   storekeeper    on    the     Florida    East 


co.ast  railway,  with  office  at  St.  Augustine, 
Fla. 

Mr.  John  Johns  has  been  appointed 
master  carpenter  on  the  Baltimore  & 
Oliio,  with  office  at  St.  George,  L.  I., 
X.  V. 

Mr.  P.  .'^mith  has  been  appointed  road 
fonin.in  of  equipment  on  the  Chicago. 
Rock  Islanil  \-  Pacific,  with  office  at  Chi- 
cago.   Ill, 

Mr.  J.  J.  Robinson,  general  foreman 
on  the  Southern,  lias  been  transferred 
from  Manchester,  \'a.,  to  South  Rich- 
mond, \-a. 

Mr.  II.  Allen  has  been  appointed  gen- 
eral car  foreman  of  the  Galveston,  Har- 
risburg  &  San  Antonio,  with  office  at  El 
Paso.  Tex. 

Mr.  G.  II.  Fragine  has  been  appointed 
master  carpenter  on  the  Lake  Sliore  & 
Miclii.gan  .Southern,  with  office  at  Cleve- 
land, Ohio. 

Mr.  I..  R.  Pyle  has  been  appointed  fuel 
in>.pector  on  the  Minneapolis.  St.  Paul  & 
Sault  Sle.  Marie,  with  office  at  Minnea- 
polis.   Minn. 

Mr.  H.  .A.  Martin,  general  car  foreman 
on  the  Bangor  &  .Aroostook,  li.as  l)een 
trau-ferred  from  .Mibi  Junction.  Me.,  to 
Derby.    .Me. 

Mr.  H.  C.  .McClaualian  lias  been  aji- 
pointcd  division  superintendent  of  the 
.Mexico  Xorth-Western,  with  office  at 
Pearson.   Mex. 

Mr.  N.  Tbiliideaii  has  been  appointed 
mechanical  superintendent  of  the  Cara 
f|uet  &  Gulf  Sliore  railway,  with  office  at 
Batburst,  N.  B. 

Mr.  H.  C.  Dean  has  been  appointed  as- 
sistant locomotive  sniierinlendcnt  of  the 
St.  Louis  &•  San  b'r.ancisco,  with  office  al 
Saimlpa.   Okla. 

Mr.  B.  Kiud..dl  has  been  appointe<l 
general  foreiii.iu.  locoriK.tive  dcpartincnt 
of  the  San  .Antonio,  I'valde  &  Golf,  at 
Pleasanton.   Tex. 

Mr.  C.  H.  Motsell  has  been  appointed 
general  superintendent  and  cliief  engineer 
of  the  Panama  railroad,  with  offices  at 
Colon,   Panama. 

Mr.  A.  .A.  Harris  has  been  appointed 
master  meclianic  of  the  X<-w  York.  New 
Haven  S:  Hartford,  with  offices  at  East 
Hartford.  Conn. 

Mr.  George  Terry  has  been  appointed 
active  roundhouse  foreman  on  the  Inler- 
cr.lonlal  railway  of  Canada,  with  office  at 
Moncton,   Canada. 

r,  ilonel  Harlow  D.  Savage,  general 
I'aslern  sales  manager,  .American  Arch 
Company,  has  been  elected  vice-president 
of  that  company. 

Mr.  F.  O.  Walsh  has  been  appointed  su- 


perinli'iideut  of  motive  power  and  eciuip- 
nieiit  on  the  Georgia  railroad,  with  of- 
fices at  Augusta,  Ga. 

Mr.  N.  T.  Davidson,  foreman  on  the 
car  department  on  the  Southern  at  Man- 
chester, \'a.,  has  been  transferred  to 
Soutli   Richmond,  Va. 

Mr.  F.  M.  McNulty  has  been  appointed 
superintendent  of  motive  power  of  the 
Monongahela  Connecting  railroad,  with 
office  at  Pittsburgh,  Pa. 

Mr.  F.  E.  Ballda  has  been  appointed 
superintendent  of  shops  of  tlie  New 
York,  New  Haven  &  Hartford,  with  of- 
fice at   New  Haven,  Conn. 

Mr.  H.  E.  Dyke,  general  foreman  on 
the  Cincinnati,  New  Orleans  &  Texas 
I'.icific.  has  been  transferred  from  Dan- 
ville, Ky.,  to  Oakland,  Tcnu. 

Mr.  J.  C.  Gribben,  general  foreman  on 
the  Cincinnati,  New  Orleans  &  Texas 
I'acilic  has  been  transferred  from  Oak- 
l.iiid,  Tenn.,  to  Danville,  Ky. 

.Mr.  J.  J.  Heyburn.  assistant  locomotive 
superintendent  on  the  St.  Louis  &  San 
l-'rancisco.  has  been  transferred  from 
Sapulpa,  Okla.,  to  Ft.  Smith,  Ark. 

.Mr.  E.  T.  Brake  has  been  appointed 
general  foreman  of  the  locomotive  depart- 
ment on  the  Chicago,  Milwaukee  &  St. 
Paul,  with  office  at  Milwaukee,  Wis. 

Mr.  W.  H.  Maline,  assistant  superin- 
tendent of  locomotives  on  the  St.  Louis  & 
San  b'rancisco,  has  been  transferred  from 
I'nrt   Scott,  Kan.,  to  Springfield.  Mo. 

Mr.  W.  H.  Davis  has  been  appointed 
master  mechanic  of  the  Marshall  &  East 
Texa^,  with  office  at  Marshall,  Tex.,  in 
place  of  Mr.  C.  E.  Langton,  resigned. 

Mr  S,  R.  Richards,  superintendent  of 
sliops  I'll  the  New  York,  New  Haven  & 
Hartford,  has  been  transferred  ',from 
Xew    Il:iven,    Conn.,   to    Readvillc,    Mass. 

Mr.  W.  T.  Kuhn,  formerly  master 
mechanic  on  the  Toronto.  Hamilton  & 
I'.nffalo,  has  been  appointed  superintend- 
ent of  motive  power,  with  offices  at 
Hamilton.   Ont. 

Mr.  C.  O.  Destiche  has  been  appointed 
superintendent  of  motive  power  of  the 
South  Dakota  Central,  with  oflfices  at 
Sioux  F'alls,  S.  D.,  in  place  of  Mr.  H.  J. 
Osborne,    who    has   resigned. 

Due  to  the  increased  activities  of  the 
railway  and  lighting  department  of  the 
Weslinghonsc  Electric  &  Manufacturing 
Company  in  connection  with  the  work  of 
railroad  electrification  and  heavy  power 
bouse  apparatus,  the  management  has 
created  the  positions  of  assistant  man- 
agers of  this  department.  Messrs.  E.  P. 
Dillon  and  M.  R.  Lambert  have  been  ap- 
pointed to  these  positions. 
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Mr.  Dillon  will  have  charge  of  the 
commercial  activities  of  the  company  in 
connection  with  the  generation  and  dis- 
trihution  of  power,  involving  power 
house,  sub-stations,  transformer  stations 
and  similar  apparatus. 

Mr.  Lambert  will  have  charge  of  all 
sales  work  pertaining  to  electric  traction, 
including  steam,  interurban  and  city  rail- 
way propositions. 

Both  Mr.  Dillon  and  Mr.  Lambert  havr 
been  connected  with  the  railway  and  light- 
ing department  of  the  VVestinghouse  com- 
pany for  a  number  of  years  and  are  wide 
ly  known   in   the  electrical   profession. 

Mr.  Theodore  Voorhees  has  been  elect- 
ed President  of  the  Philadelphia  &  Read- 
ing. Mr.  Voorhees  has  had  an  interest- 
ing and  wide  career  as  a  railway  man 
Graduating  from  the  Rensselaer  Poly- 
technic Institute  of  Troy,  N.  Y.,  he  en- 
tered railway  service  in  1869,  since  when 
he  has  been  consecutively  from  1869  to 
1874  on  the  Delaware,  Lackawanna  & 
Western  ;  four  years  in  the  engineer- 
ing department;  two  years  superintend- 
ent on  the  Syracuse,  Binghamton  &  New 
York.  From  1874  to  1875,  in  the  transpor- 
tation department  of  the  Delaware  & 
Hudson  Canal  Company  at  Albany,  and 
from  1875  to  1885  superintendent  of  the 
Saratoga  and  Champlain  divisions  of  the 
Northern  road  department  of  the  Del- 
aware &  Hudson.    From  1885  to  1890.  as- 


cral  superintendent  of  the  Philadelphia, 
Baltimore  &  Washington,  with  offices  at 
Wilmington,  Del.  Mr.  Lee  is  a  graduate 
of  the  Massachusetts  Institute  of  Tech- 
nology, from  which  he  graduated  in  1892. 
He   entered   railvvav   service    in    1892    as 


I  nil  ii)(")RK  \'<jokiii:k.'^. 

sistant  general  superintendent  New  York 
Central  &  Hudson  River  road,  and  from 
1890  to  1893,  general  superintendent  of 
the  same  road,  also  general  superintend- 
ent Rome,  Watertown  &  Ogdensburg,  and 
from  1893  till  the  period  of  his  present 
appointment  he  was  vice-president  of  the 
Philadelphia  &;  Reading  road.  Mr.  Voor- 
hees is  still  in  the  vigor  of  his  strong 
manhood  and  much  excellent  work  may 
still  be  expected  from  him. 

Mr.  Elisha  Lee  has  been  appointed  gen- 


l:l.I.■^IIA  i.i-.K. 

roadman  in  the  otfice  of  the  division  en- 
gineer of  the  Tyrone  division  of  the  Penn- 
sylvania, since  which  he  has  been  con- 
secutively assistant  supervisor  and  super- 
visor during  a  period  extending  to  190.V 
I'roin  1903  to  1907  he  was  assistant  en- 
.yineer  of  maintenance  of  way,  and  from 
1907  to  1909  principal  assistant  engineer 
of  the  Philadelphia,  B.iltimore  &  Wasli- 
ington  division  of  the  same  road.  Itihii 
1909  to  1911  he  was  superintendent  of  tin- 
Xew  York.  Philadelphia  &  Norfolk,  and 
early  in  1911  he  was  assistant  to  the  gen- 
eral manager  of  the  Pennsylvania  lines 
cast  of  Pittsburgh,  Pa.  It  will  be  remem- 
l)cred  that  Mr.  Lee  acted  as  chief  council 
tor  the  Eastern  roads  before  the  arbitrn 
tion  board  in  the  recent  conference  in  re- 
c.ird  to  the  increase  of  the  wages  for 
hrctnen.  Mr.  Lee's  fair  methods  and  gcn- 
lli-manly  courtesy  won  him  the  esteem 
and  respect  of  all  with  whom  he  came  in 
contact. 

Mr.  James  J.  Turner  has  been  electc! 
rri'sidcnt  of  the  Monongahela  railroad 
uith  offices  at  Pittsburgh.  Pa.  Mr.  Turn 
er  has  had  an  interesting  career  as  a 
railway  man.  Dating  from  1870  when  he 
has  been  ticket  sorter  on  the  Pittsburgh, 
Cincinnati  S:  .St.  Louis  at  Steubenville. 
Ohio.  Tn  the  same  year  he  was  telegraph 
operator  on  the  Columbus.  Chicago  & 
Indiana  Central  at  Richmond.  TnH. :  the  fol- 
lowing five  years  be  was  train  dispatcher, 
and  latterly  chief  clerk  to  the  superintend- 
ent. From  1880  to  1885  he  was  superin- 
tendent of  the  Indianapolis  &  Vincennes. 
and  from  1885  to  1888  superintendent  of 
the  Eastern  division  of  the  Chicago.  St. 
Louis  &r  Pittsburgh  at  Richmond,  Tnd. 
From  1888  to  1896,  superintendent  Pitts- 


burgh, Cincinnati  &  St.  Louis.  From 
1896  to  1901  he  was  vice-president  and 
general  manager  of  the  Tcrrc  Haute  & 
Indianapolis  at  St.  Louis,  Mo.,  and  latterly 
in  1901,  he  was  fourth  vice-president  of 
the  Pennsylvania  Lines  West,  and  from 
1902  to  1907,  tliird  vice-president  of  the 
s.inie  lines,  and  from  1907  to  the  present 
appointment  vice-president  of  these  lines, 
and  also  president  of  the  Lake  Erie  & 
Pittsburgh   railway. 

The  Watson-Stillman  Company,  of  Al- 
(kne,  N.  J.,  and  New  York  City,  has  paid 
lining  recognition  to  the  fifty  years  of 
service  in  its  employ  of  Mr.  Richard 
Ward  Baker  by  presenting  to  him  a  sub- 
stantial check  and  extending  to  him  a 
month's  vacation.  Mr.  Baker  began  his 
apprenticeship  in  a  small  factory  in  Grand 
street  on  the  second  day  of  June,  1864, 
and  has  been  continuously  identified  with 
the  Watson-Stillman  Company  and  its 
lircdecessor  ever  since.  A  special  resolu- 
tion was  passed  by  the  board  of  diretcors 
(■f  the  Watson-Stillman  Company,  ex- 
l)rtssing  its  high  esteem  of  Mr.  Baker's 
long  and  loyal  service. 

1..  R.  Pomeroy,  a  railway  and  electrical 
engineer  of  prominence,  has  been  ap- 
pointed manager  of  the  New  York  sales 
ofiice.  16-24  W.  Sixty-first  street,  of  the 
V.  S.  Light  &  Heating  Company,  the 
general  offices  of  which  are  now  at 
Niagara  Falls,  N.  Y.  Mr.  Pomeroy 
has     under     Iiis     direction     the     sales     of 


I..    R.    l'OMKR(n'. 

the  U-S-L  Axle  Electric  Car  Lighting 
Equipment,  U-S-L  Electric  Starter  and 
Lighter,  and  U-S-L  Storage  Batteries  in 
the  territory  of  the  New  York  branch 
office. 

Mr.  Pomeroy  has  long  been  engaged  in 
work  in  the  railway  and  electrical  fields, 
and  enjoys  the  reputation  of  being  an 
authority  along  several  lines  in  each  in- 
dustry. He  was  born  at  Port  Byron, 
N.  Y.,  in  1857,  and  attended  high  school 
at   Milwaukee,  Wis.     He  entered  railway 
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service  and  from  1880  to  1886  he  was 
secretary  and  treasurer  of  the  Suburban 
Rapid  Transit  Company,  of  New  York. 
For  four  years  following  this  he  was  a 
special  representative  of  the  Carnegie 
Steel  Company,  introducing  basic  boiler 
steel  for  locomotives  and  special  forgings 
for  railways.  For  nine  years  he  was  en- 
gaged in  the  same  work  with  the  Cambria 
Steel  Company  and  the  Latrobe  Steel 
Company  jointly.  From  1899  to  1902  he 
was  assistant  general  manager  of  the 
Schenectady  Locomotive  Works.  For  six 
years  following  this  he  was  a  special  rep- 
resentative in  the  railway  field  for  the 
General  Electric  Companj',  this  work 
covering  the  electrification  of  steam  roatis 
and  the  general  application  of  electricity 
for  all  railway  purposes.  Following  tlii-; 
he  was  for  two  years  assistant  t.j  tin- 
president  of  the  Safety  Car  Heating  & 
Lighting  Company,  during  which  period 
he  devoted  a  portion  of  his  time  to  con- 
sulting work  in  the  special  field  of  railway 
shops  and  machine  tool  operation,  l-'mm 
the  safety  company  he  went  with  J.  G, 
White  &  Co.,  New  York,  as  chief  engi- 
neer of  the  railway  and  industrial  di- 
vision. Before  becoming  associated  witli 
the  U.  S.  Light  &  Heating  Company  he- 
had  an  office  at  50  Church  street.  New 
York,  and  served  a  large  clientele  a'i  cun- 
sidting  engineer. 

Mr.  Harry  A.  Worcester  has  been  ap- 
pointed General  Manager  of  tlie  Cincin- 
nati Northern,  with  offices  at  Cincinnati. 
Ohio.  Mr.  Worcester  is  a  graduate  of 
Yale  University.  He  entered  railway 
service  in  188,S,  as  assistant  station  mas- 
ter New  York  Central  &  Hudson  River 
at  the  Grand  Central  station  in  New 
York  City.  In  1891  he  entered  the  serv- 
ice of  the  Lake  Shore  &  Michi.gan  South- 
ern as  clerk  at  P.uflFalo,  N.  Y.,  and  was 
assistant  train  master  of  the  Franklin 
division  in  1892  and  1893,  and  from  1893 
to  1896  he  was  superintendent  of  the 
Lansing  division  at  Hillsdale,  Mich. 
From  June.  1896.  to  November,  1902.  he 
was  superintendent  of  the  Detroit  divi- 
sion of  the  same  road,  and  from  Novem- 
ber, 1902,  to  February.  1905.  superintend- 
ent of  the  Eastern  division  of  the  same 
road,  and  in  1905  he  acted  for  a  ■^hort 
period  also  as  superintendent  of  the  West- 
ern division  of  the  same  road,  and  latter- 
ly in  the  same  year  as  assistant  general 
superintendent  of  the  Michigan  Central 
railroad.  From  November.  190.5,  to  Feb- 
ruary, 1906.  he  was  general  superintend- 
ent on  the  same  road,  and  from  February. 
1906  to  October  of  the  same  year  lie  was 
general  superintendent  of  the  Lake  Sbnn 
S:  Michigan  Southern,  and  from  Oct'ibrr. 
1906,  to  the  present  year  he  has  filled  the 
position  of  assistant  general  manager  of 
the  Cleveland.  Cincinnati,  Chicago  X-  St. 
Louis  railway.  His  appointment  a<;  Gen- 
eral Manager  of  the  Cincinnati  Northern 
is  the  fitting  reward  of  a  notable  career  as 
an  accomplished   railway  man. 


OBITUARIES. 
Wm.  C.  Chapman. 

We  regret  to  announce  the  death  of 
Wni.  C.  Chapman,  wlio  was  for  many 
years  in  the  mechanical  department  of 
tile  Chicago  &  Northwestern,  part  of 
the  time  as  master  mechanic  or  general 
foreman  of  divisions.  Mr.  Chapman 
was  born  in  New  York  State  and  re- 
mained there  until  he  was  about  twenty 
years  old,  when  he  went  to  Chicago 
and  entered  the  employ  of  tlie  Chicago 
&  Northwestern,  where  he  remained 
during  the  whole  of  his  working  career. 
He  moved  West  with  the  extension  of 
the  railway,  locating  at  Dunlap.  la.,  in 
1867,    where    he     rmi.inu'd     until     1882. 


NOTES. 

Conventions  in  1915. 

The  executive  committee  of  the  Air 
Urake  Association  has  decided  that  the 
22nd  annual  convention  of  the  association 
will  be  held  in  Chicago,  111.,  May  4-7, 
1915,  inclusive.  The  cotivention  head- 
quarters will  be  the  Hotel  Sherman. 

It  is  announced  that  the  seventh  an- 
nual convention  of  the  International  Rail- 
way Fuel  Association  will  be  held  May 
17-20.   1915,  at   Chicago,   111. 


Railway   Construction  in  Hungary. 

The  building  has  just  liegun  in  Szeged, 
Hungary,  of  a  large  foundry  and  machine 
shops  for  the  Hungarian  State  Railways, 
and  at  the  same  time  the  railway  track- 
;Lge  will  be  increased,  a  new  station  will 
lie  built,  and  the  central  railway  station 
cif  Szeged  will  be  greatly  enlarged.  The 
work  will  require  at  least  three  years  and 
the  expenditure  of  a  sum  of  about  $4,000,- 
000.  .\fter  Budapest,  Szeged  is  the  most 
important  railway  center  in  Hungary,  and 
upon  cnipletion  of  the  works  described, 
the  Szeged  station  will  lie  the  second 
largest  in  Hungary.  The  city  of  Szeged 
has  a  population  of  about  120.000,  and  is 
n.iclud  liy  express  train  fnmi  Budapest 
in   fimr  liemrs. 

.\nnrican  concerns  interested  should 
correspond,  preferably  in  German,  direct 
v.itli  tlie  central  office  of  the  Hungarian 
State  Railways,  the  address  of  which  is 
as  fidlous:  Magyar  Kiralyi  Allami  Va- 
sulak.    .'\ndrassy-ut.    Budapest.    Hungary. 


WM.  (".  Cn.\rM.\N. 
wlun  the  shnps  were  removed  to  Eagle 
Grove.  la.,  where  he  remained  six 
years,  when  he  moved  to  Fremont, 
Xcl).,  where  be  remained  to  the  end  of 
bis  working  life  in  1902.  During  the 
later  ye.irs  of  his  life  Mr.  Chapman 
stayed  with  relatives  in  Columbus,  O.. 
and  died  tlure  March  16  last,  having 
nearly  reached  the  82nd  year  of  his  age. 
He  was  long  an  agent  of  Raumw  and 
LoioMOTivE  Engineering,  and  was  an 
iiurrestecl  reader  of  the  paper  till  the 
i-nd  of  his  life.  His  wife  and  one 
(lauybter  arc  left  U>  mourn  the  loss  of 
(lur    friend. 

Alexander  Stewart. 

We  regret  to  announce  the  death  of 
.Mr.  Alexander  Stewart  i>n  June  28,  in 
Paris,  France.  Mr.  Stewart  began  his 
railroad  career  as  a  machinist  with  the 
Union  Pacific,  and  later  liecamc  Master 
Meclianic  on  this  road.  In  1903  he  entered 
the  service  of  the  Southern  Railway  as  a 
di\ision  master  mechanic,  and  in  1906 
became  general  superintendent  of  motive 
p..wer  and  equipment.  Mr.  Stewart  was 
a  delightful  character  and  was  noted  for 
his  exerutive  ability  and  success  as  an 
organizer. 


Ignoring  the  Sabbath  Day. 
One  of  the  first  innovations  effected  by 
Mr.  H.  W.  Thornton,  who  went  from  the 
Long  Island  Railroad  to  be  general  man- 
ager of  the  Great  Eastern  Railway  of 
England,  has  been  the  dispatching  of 
Sunday  trains  to  carry  the  Sunday  new^s- 
p.ipers  to  the  leading  towns  on  the  Great 
b'astern  system.  The  new  accommoda- 
tion has  been  well  received  by  the  general 
]iii1)lic.  but  strangely  enough  some  of  the 
leading  engineering  publications  have 
IiurU-cI  the  denunciation  at  Mr.  Thornton 
that  lie  is  violating  the  commandment 
"KenuTulier   the    Sabbath    day   to   keep   it 

llolv." 


Extensions  on  the  Burlington. 

Second  tracking  of  the  Burlington  lie- 
tween  Chicago  and  St.  Paul  and  Minne- 
apolis will  be  pushed  as  vigorously  this 
summer  as  last,  it  is  said.  Something 
over  250  of  the  442  miles  of  this  line  is 
now  double  tracked  and  it  is  believed  the 
entire  work  will  have  been  finished  in 
another  twelve  months.  This  season  the 
second  track  construction  will  be  on  the 
river  division  between  Savannah  and  the 
Twin  Cities. 
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Dixon's 
Graphite  [ngine 
Front    Hnishes 

(Paste) 


Six  to  nine  weeks  of 
service,  in  all  kinds  of 
weather,  is  what  may 
reasonably  be  expect- 
ed from  each  applica- 
tion of  these  special 
graphite  preparations. 
This  remarkable  econ- 
omy results  from  the 
heat-proof  quality  of 
Dixon's  Flake  Graph- 
ite and  its  peculiar 
faculty  of  practically 
making  itself  a  part  of 
the  metal  of  the  boiler, 
lilack  or  grey  finish 
can  be  supplied — both 
are  described  in  Book- 
let No.  69,  "Graphite 
Products  For  The 
Railroad." 


Made  in  JERSEY  CITY.  N.  J. 
by  the 

JOSEPH  DIXON 
CRUCIBLE  CO. 

Established  1827 


Detroit  Automatic  Flange  Lubricators. 

The  American  Railway  Master  Me- 
chanics' Association  having  strongly  en- 
dorsed flange  luljrication,  any  discussion 
in  regard  to  the  advantages  and  econo- 
mies resulting  from  the  system  at  this 
time  is  unnecessary,  and  it  is  a  mere  mat- 
ter of  applying  the  lubricant  on  the  wheel 
flange  in  the  simplest  and  most  effective 
way.  To  this  end  a  number  of  clever 
devices  have  been  placed  upon  the  mar- 
ket, and  among  them  that  perfected  by  the 
IJctroit  Lubricator  Company  has  already 
come  into  much  popular  favor.  It  is  the 
product  of  the  experience,  skill  and  manu- 
facturing facilities  of  the  largest  and  old- 
est manufacturers  of  lubricating  devices 
in  the  world.  It  consists  of  an  oil  tank 
or  reservoir  mounted  in  any  convenient 
position  and  a  feed  nozzle  on  the  flange ; 
between  these  is  a  ball  valve  which  con- 
trols the  flow  of  oil  from  the  reservoir  to 
the  flange.  As  shown  in  the  accompany- 
ing illu.stration  the  valve  consists  of  thq 
lubricator  body  H,  which  contains  a  ball 
R.  and  the  plunger  P,  operating  the  valve 
V.     The   lubricator   body   is   installed   on 


free  from  freezing.  Any  kind  of  oil  that 
will  flow  freely  can  be  used,  and,  as  is 
well  known,  its  use  greatly  increases  the 
mileage  and  decreases  the  maintenance 
on  locomotive  tender  and  car  wheels.  It 
has  been  clearly  demonstrated  that  the 
appliance  has  reduced  derailments  from 
flange  climbing  to  a  minimum,  not  speak- 
ing of  the  saving  in  the  avoidance  of  dam- 
ages to  locomotives,  cars,  freight  and 
track. 


\t;TO.\I.\TIC  FLANdE  LUBRICATOR 


ruad  engines  with  the  regulating  screw 
pointing  toward  the  boiler  so  that  any 
swinging  or  rolling  motion  in  curves  or 
lateral  motion  of  any  kind  will  cause  the 
ball  B  to  roll  against  the  plunger  P,  un- 
seating the  valve  V  momentarily  and  per- 
mitting the  oil  to  flow  on  the  flange.  The 
lift  of  the  valve  V  and  consequently  the 
amount  of  the  oil  feed  are  controlled  by 
the  tension  of  the  spring  S,  which  is  regu- 
lated by  the  regulating  screw  R. 

The  lubricator  is  attached  on  switching 
locomotives  parallel  to  the  boiler,  instead 
of  at  right  angles  to  it,  so  that  shocks  at 
either  end  of  the  locomotive  such  as  are 
caused  by  quick  stops  or  in  coupling  cars 
operates  the  lubricator.  It  can  be  in- 
stalled to  lubricate  one,  two,  three  or  four 
wheels  as  may  be  required.  It  thus  acts 
automatically,  and  gives  lubrication  at  the 
time  that  it  is  needed.  It  requires  no 
kind  of  manipulation,  and  after  being 
properly  adjusted  it  does  not  need  the 
daily  adjustment.  The  absence  prevents 
the  oil  spreading  on  the  rail,  and  is  also 


A  Railway  in  the  Clouds. 

In  no  other  way  can  the  visitor  to  Peru 
view  such  magnificent  scenery  or  experi- 
ence in  a  day  such  varied  climatic  condi- 
tions as  by  making  a  trip  of  138  miles 
over  the  highest  railway  in  the  world. 
The  standard  gauge  Central  Railway 
climbs  without  racks  from  sea  level  at 
Callao  to  pierce  the  Andes  through  the 
Galera  tunnel  at  an  elevation  of  15,665 
feet,  dropping  thence  to  Oroya  on  the 
Atlantic  slope  at  12,180  feet.  There  are 
106  miles  of  steady  4  per  cent,  gradient, 
sixty  tunnels,  thirteen  "switchbacks"  and 
sixty-seven  bridges,  in- 
cluding the  Infernillo 
(Little  Hell)  spanning  a 
deep  gorge  between  ver- 
tical faces,  the  train 
emerging  from  one  tun- 
nel only  to  dash  into 
that  opposite.  The  Moro- 
cocha  branch  crosses  the 
range  at  the  great  ele- 
vation of  15,865  feet. 
Fruit  and  market  gar- 
dens, sugar  plantations, 
Inca  ruins,  mines  and 
smelters  are  passed  en 
route.  From  Oroya  the 
line  stretches  down  a 
beautiful  valley  to  Huan- 
cayo,  whence  it  is  being 
built  toward  Ayacucho,  eventually  in- 
tended to  be  joined  up  with  the  proposed 
extension  of  the  Southern  Railways  from 
Cuzco  and  form  a  link  in  the  Pan  Ameri- 
can Railway.  Connection  also  is  made  at 
Oroya  with  the  Cerro  de  Pasco  Railway 
to  Junin,  Cerro  de  Pasco  and  Goyllaris- 
quisga. 


The  New  N'ork.  Philadelphia  &  Norfolk 
has  contracted  with  The  Union  Switch  & 
Signal  Company  to  install  a  44-levcr  im- 
proved Saxby  &  Farmer  interlocking  ma- 
chine and  plant  at  Salisbury,  Md.,  at  the 
crossing  and  junction  with  the  Baltimore, 
Chesapeake  &  Atlantic.  The  plant  will 
be  purely  mechanical  with  detector  bars. 
.Ml  signals  will  operate  in  the  upper  right- 
hand  quadrant,  four  of  them  in  three  po- 
sitions, the  rest  in  two.  This  is  an  im- 
provement worthy  of  wide  imitation,  for 
there  are  many  crossings  and  junctions 
badly  in  need  of  protection  that  inter- 
locking ensures. 
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R.   R.  NOTES. 

The  Erie  ha.s  iirdcrcd  10  passenger  cars 
from  the  Pullman  Company. 


The   Batesvillc   Southwestern  is  in   the 
market  for  60  flat  cars,  it  is  reported. 


The  Grand  Trunk  has  placed  an  order 
for  four  locomotives  for  suburban  service. 

The  Union  Pacific,  it  is  said,  has  or- 
dered 107  steel  passenger  cars  from  the 
Pullman  Company. 


Phelps-Dodge  &  Co.,  New  York,  have 
ordered  25  ore  cars  from  the  Pressed 
Steel  Car  Company. 

The  Northern  Pacific  has  ordered  2,450 
tons  of  bridge  material  from  the  Ameri- 
can Bridge  Company. 


type  locomotives  from  the  Baldwin  Loco- 
motive Works. 

The  United  Railways  of  Havana  have 
ordered  three  saddle-tank.  six-wheel 
switching  locomotives  from  the  Lima 
Locomotive  Corporation. 

The  New  York,  Susquehanna  &  West- 
ern has  given  an  order  for  1,500  tons  of 
standard  section  rails  to  the  Carnegie 
Steel  Company. 

The  Kansas  City  Southern  is  expected 
to  place  a  contract  for  500  ballast  cars 
with  the  American  Car  and  Foundry 
Company,   it   is   reported. 


The  Public  Belt,  of  New  Orleans,  has 
ordered  two  locomotives  from  the  Bald- 
win Locomotive  Works. 


Solvay  Process  Company  has  ordered 
50  steel  hopper  cars  from  the  American 
Car  &  Foundry  Company. 

The  Cumberland  Valley  has  ordere<! 
2,500  tons  of  standard  rails  from  tlie 
Pennsylvania  Steel  Company. 


The  Seaboard  Air  Line  has  ordered 
5,000  tons  of  standard  rails  frt)m  tlie 
Pennsylvania  Steel  Company. 


The  St.  Louis,  Brownsville  &  Mexico  is 
completing  negotiations  for  the  purchase 
of  800  box  cars  and  20  cabooses. 


The  Cleveland,  Cincinnati,  Chicago  & 
St.  Louis,  it  is  reported,  will  soon  be  in 
the  market  for  2,500  coal  cars  and  4,500 
steel-underframe   box   cars. 


The  Chicago  &  Western  Indiana  ha«; 
ordered  805  tons  of  bridge  material  from 
the  Lackawanna  Bridge  Company  for  via 
(iucts  at  Crawford  and  Cicero  avenues, 
Cliicago. 


The  Seaboard  Air  Line  is  reported  in 
tlie  market  for  400  steel  underframe  ven- 
tilator box  cars,  12  coaches,  9  passenger 
and  baggage,  5  mail  and  baggage  and  7 
mail  cars. 


The  Chicago  &  North  Western  has  or- 
dered 2.^0  Rodger  ballast  cars  from  the 
.American  Car  &  Foundry  Company 

The  Chicago  &  North  Western  lias  (or- 
dered 250  liallast  cars,  to  be  built  by  the 
American   Car  &  Foundry   Company. 

The  Cuban  Centra!  has  ordered  13  ten- 
wheel  and  one  consolidation  locomotive 
from  the  American  Locomotive  Company. 

The  Chicago.  Indianapolis  &  Louisville 
has  ordered  5  Santa  Fe  type  locomotives 
from  the  .Xmerican  Locomotive  Company. 

The  Northwestern  Iron  Company,  of 
Mayvillc,  Wis,,  has  ordered  a  six-wliecl 
locomotive  from  the  Baldwin  Locomotive 
Works. 

The  Chicago  &  North  Western  has  or- 
dered 25  mikados  and  15  Pacific  type  lo- 
comotives from  the  American  Ixicomo- 
tive  Company. 


The  New  York,  New  Haven  &  Hart- 
ford recently  ordered  9,000  tons  of  rails, 
the  order  being  divided  between  the  Beth- 
lehem Steel  and  the  Pennsylvania  Steel 
companies. 

The  Seaboard  .\ir  Line  has  awarded  the 
l'\  deral  Signal  Company  contract  for  sig- 
nal material  at  the  Santee  River  bridge  of 
tile  Carolina,  Atlantic  S:  Western,  at  An- 
drews, S.  C. 

The  Cliicago,  Rock  Island  &  Pacil'ic 
should  retire  about  20,000  cars  and  ex- 
pend about  $15,000,000  for  new  cars,  ac- 
cording to  the  report  of  K.  W.  McKenna 
to  the  bondholders. 

■|he  St.  Louis,  Brownsville  &  Mexico 
has  ordered  80O  box  cars  from  the  Amer 
ican  Car  &  Foundry  Company,  and  20  ca- 
boose cars  from  the  Mt.  Vernon  Car 
Manufacturing  Company. 


The  New   Orleans  &  Northeastern  has 
ordered    three    mikado    and    five    Pacific 


Tlie  Jones  Purchasing  .'\gcncy,  Min- 
luapoHs,  Minn.,  is  in  the  market  for  30 
side  outlet  dump  cars  and  a  number  of 
100,0(X)  lbs.  capacity  c<jal  cars  that  could 
be  released  on  car  trust  plan. 

The  Louisville  &  Nashville  has  ordered 
1,5(X)  tons  of  steel  rails  from  the  Tennes- 
see Coal,  Iron  and  Railroad  Company. 
This  rail  will  be  used  in  improvement 
work  on  the  North  and  South  Alabama 
(hvision  of  tlie  line. 


GOLD 

Car 
Heating 

Lighting 
Company 


Manufacturers  of 

ELECTRIC, 
STEAM  AND 
HOT  WATER 
HEATING 
APPARATUS 

FOR  RAILWAY  CARS 

VENTILATORS 

FOR    PASSENGER 

AND   REFRIGER- 

ATOR     CARS 

ACETYLENE  SYSTEM 
OF    CAR     LIGHTING 


Send  for  circular  of  our  combina- 
tion PRESSURE  AND  VAPOR 
SYSTEM  OF  CAR  HEATING, 
which  system  automatically  main- 
tains about  the  same  temperature  in 
the  car  regardless  of  the  outside 
weather  conditions. 

Main     Office,     Whitehall     Building 

17    BATTERY    PLACE 

NEW    YORK 
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LEARN   MORE 

EARN  MORE 


Here  is  a  book 

of  practical 

money-earning 

value  to 

Locomotive 

Engineers  and 

Railway  Students 

EVERYWHERE 


"LOCOMOTIVESLIDEVALVESETTING" 


"THE  FIREMAN'S  GUIDE" 

A  handbook  on  tlic  tare  of  boilers  in  plain. 
every  tiny  KhkII-Ii:  v<-rv  ci.niplcte  (12tb  edi- 
tioni. 

Three  Books  Only  50  Cents  Each 


Cardboard     working    model     of     the     Wal- 
schaert  Valve  Gear,  with  full  descrip-  CI  cn 

Send   for    Special    List   of   Practical    Hand- 
books.     Mailed   free. 


SPON  &  CHAMBERLAIN 

123  L  Liberty  street         New  York 


Books,  Bulletins,  Catalogues,  Etc. 


NOW  IS  THE  TIME  to  iastall  a 

Rue  Boiler  Washer 
and  Tester, 

For  ymi  will  nt-ed  it  when  colt! 
weather  comes.  It  will  wash  out, 
test  and  fill  your  boiler,  all  with 
hot  water,  and  have  it  ready  for 
use  in  one  hour. 

TTIIXK    IT   OVER. 

rnlul..'.-  nil  P.nlltT  Washers  A-5. 

VAiy..  ■  .11   Inj.rtf.rs  i; .-., 

Rue   Manufacturing  Co., 

22S  CHERRY  STREET 
PHiladelphia,  Pa. 

Mnniifartiirers  of   Injectors.    EJeotors. 
Roller    Wa-^li.rs    aTi.l    Tostprs.    H.iil.r   flici-ks. 


ON 


POP  VALVES  AND  GAGES 

The  Quality  Goods  that  Lad 


The  Athlon  Valve  Co. 

Franklin  Street,  Boston,  Mass. 
174  Market  St..       Chicago.  IlL 


Baldwin  Locomotive  Works  Record. 

Kecunl  X(i.  78,  containing  descriptive 
matter  and  illustrations  of  26  locomotives 
liir  industrial  and  contractors'  service, 
has  just  been  issued  by  the  Baldwin  Loco- 
nuitiye  Works,  and  maintains  the  high 
standard  of  the  Company's  publications, 
rile  locomotives  described  represent 
seven  distinct  wheel  arrangements  and 
cover  a  ntnribcr  of  gauges,  and  they  serve 
to  indicate  the  variety  of  types  which  are 
used  in  this  class  of  work.  Information 
is  given  covering  the  hauling  capacity  of 
each  locomotive,  at  slow  speed,  on  grades 
lip  to  six  per  cent.,  besides  the  reasons 
for  special  designs  of  engines  are  pointed 
out  as  the  nature  of  the  service  frequent- 
ly requires  special  equipment  not  only  in 
the  way  of  brakes,  couplers,  head-lights 
and  other  fittings,  but  clearance  limits  are 
frequently  restricted ;  curves  are  unusual- 
ly sharp,  and  grades  steep.  Local  condi- 
tions at  times  compel  the  use  of  fuel  and 
water  of  inferior  quality,  and  the  boilers, 
with  their  accessories,  must  be  designed 
accordingly.  In  brief  it  may  be  stated 
truly  that  in  no  branch  of  the  steam  loco- 
motive industry  are  e.xperience  and  in- 
genuity required  to  a  greater  extent  than 
in  the  designing  and  building  of  locomo- 
tives for  industrial  and  contractors'  serv- 
ice, and  all  interested  should  secure  a 
copy  of  the  Record,  which  may  be  had 
on  application,  at  the  company's  office, 
Philadelphia,    Pa. 


Mechanical    Engineers'    Journal. 

Tlie  June  number  of  the  Journal  of  the 
American  Society  of  Mechanical  En- 
gineers contains  a  number  of  excellent 
articles  on  welding.  The  various  pro- 
cesses arc  described  and  illustrated,  in- 
cluding the  welding  of  metals  with  liquid 
fuel,  the  oxy-acetylene  process  of  weld- 
in.C.  the  thermit  process  of  welding,  and 
electric  welding.  There  is  also  a  topical 
discussion  on  large  steam  power  plants 
by  a  number  of  the  members  of  the  me- 
chanical engineers'  society  and  tlieir  views 
are  of  much  value,  being  as  they  are  the 
result   of  much   scientific  experiment. 

Robinson  Superheater. 

.\  fine  chart  of  the  Robinson  Locomo- 
tive Smoketube  superheater  has  been  pub- 
lished by  the  Locomotive  Publishing 
Company,  of  London.  England,  and  copies 
may  he  had  on  application  to  the  Super- 
beater  Corporation,  9  FJrid.ge  Street,  West- 
ttiinster.  S.  W.,  London.  .-Xs  a  sample  of 
the  engraver's  art  the  chart  is  excellent. 
.\ttached  is  a  full  description  of  the  ilc- 
tails  of  the  various  parts,  which  differ  in 
many  important  particulars  from  other 
superheating  appliances.  The  method  of 
expanding  the  two  ends  of  the  tubing  into 
the  bottom  of  the  header  is  very  clearly 
shown.    In  the  Rrihinson  design  the  super- 


heater jiipes  extend  back  to  a  distance  of 
about  twenty  inches  from  the  fire-bo.x 
tube  plate,  and  the  temperature  of  the 
steam  after  passing  through  the  super- 
heater is  about  650  to  680  degrees  Fahr. 
The  chart  also  contains  drawings  of  the 
tools  used  in  disconnecting  the  super- 
heater tubes  from  the  header,  which 
operation  is  accomplished  without  in  any 
way  damaging  them,  when  they  may  be 
easily  replaced. 


Oxy-Pintsch  Metal  Cutting  and  Weld- 
ing. 

The  Safety  Heating  &  Lighting  News 
of  last  month  contains  a  particularly  in- 
teresting description  accompanied  with  il- 
lustrations of  metal  cutting  and  welding 
with  Pintsch  gas. 

.■\fter  much  careful  research  and  devel- 
opment work,  a  metal  cutting  and  weld- 
ing torch  has  been  developed  by  this  com- 
pany. The  possibilities  in  the  use  of 
Pintsch  gas  for  high  temperature  flame 
work,  and  the  availability  of  Pintsch  gas 
in  the  railway  field  was  recognized  as  of 
immense  value  in  the  solution  of  the 
problem  of  economical  metal  cutting. 
Pintsch  gas,  on  account  of  its  high  calor- 
ific value  and  characteristic  stability,  or 
lesistance  to  pre-ignition.  is  unusually 
well  suited  for  high  temperattire  flame 
work.  The  numerous  Pintsch  plants  or 
supply  stations,  located  throughout  the 
L'nited  States,  Canada  and  Mexico,  sup- 
plying gas  to  the  railroads  throughout  the 
country  for  car  lighting  purposes,  can 
deliver  the  gas  to  the  railway  shops,  or 
other  points  where  needed,  at  a  minimum 
cost  and  with  minimum  delay.  A  large 
number  of  the  Pintsch  plants  or  supply 
stations  are  equipped  to  furnish  Pintsch 
gas  at  100  atmospheres  pressure,  so  that 
the  necessary  quantity  of  fuel  for  cutting 
or  weldin.s;  can  be  furnished  in  the  mo.st 
compact  form,  which  is  another  factor 
aiding  in  the  low  cost  of  metal  cutting 
by  the   Oxy-Pintsch  cutting  equipment. 

Copies  of  the  News  may  he  had  on  ap- 
plication to  the  company's  office,  2  Rector 
street.  New   N'ork. 


Newton  Machine  Tools. 
This  catalogiii-  \o.  48  contains  48  pages 
profusely  illustrated  with  beautiful  en- 
gravings that  are  worthy  of  the  first 
class  macliine  tools  that  they  represent. 
In  the  forward  of  the  catalogue  the  pub- 
lishers say  that  in  presenting  this  cata- 
logue of  Horizontal  Milling  Machines, 
they  do  S')  wiih  confidence  that  a  com- 
plete investigation  will  demonstrate  the 
merits  claimed  for  the  machines,  and  with 
the  conscious  kni>wledge  that  these  ma- 
chines excel  in  the  necessary  essentials 
of:  Surplus  p.jwer.  ample  rigidity,  con- 
centrated control  and  productive  capacity. 
We   have    y^ixen    this   catalogue   the  com- 


278 


RAILWAY    AXD   LOCOMOTIVE   ENGINEERING. 


July,  1914. 


plete  investigation  called  for  and  feel  as- 
sured that  the  claims  are  well  founded. 

We  think-  this  catalogue  ought  to  be  on 
the  desk  of  every  railroad  shop  foreman, 
for  the  machines  are  peculiarly  applicable 
to  railroad  machine  work.  We  cordially 
advise  every  shop  foreman  and  master 
mechanic  to  send  to  Xewton  Macliino 
Tool  Works,  Philadelphia,  for  a  copy  of 
catalogue   Xo.  48. 


Prophecy  Concerning  the  Brick  Arch. 
The  use  of  the  brick  arch  in  locomotive 
fireboxes  has  made  its  way  very  slowly 
into  popularity,  but  it  has  been  making 
its  way  rapidly  into  favor  during  the  last 
few  years.  Mr.  F.  P.  Roesch,  now  presi- 
dent of  the  Traveling  Engineers'  Asso- 
ciation, is  one  of  the  ablest  mechanical 
engineers  in  the  country,  and  his  ojiinion 
is  worth  as  much  as  the  opinion  of  any 
man  we  know.  At  the  last  convention  be 
remarked,  "the  spirit  of  prophecy  is  rest- 
ing on  me  now,  and  I  wish  to  prophesy 
that  the  day  will  come,  and  you  and  I 
will  see  that  day,  when  you  would  just 
as  soon  throw  away  the  grates  and  ex- 
pect to  get  results  as  to  throw  away  the 
brick   arch." 

An  Engineer's  Prayer. 

.•\  pious  old  engineer  on  the  Erie 
Railroad  at  Susquehanna  years  ago 
used  to  say  his  prayers  aloud  in  the 
Young  Men's  Christian  Association 
rooms  before  starting  on  a  trip.  An 
inquisitive  stenographer  listened  one 
evening  to  this  God-fearing  man  and 
noted  the  following  petition: 

"0  Lord,  now  that  I  have  flagged 
Thee,  lift  up  my  feet  from  the  rougli 
road  of  life  and  plant  them  safely  on 
the  deck  of  the  train  of  salvation.  Let 
me  use  the  safety  lamp,  known  as 
prudence,  make  all  couplings  in  the 
train  with  the  strong  link  of  Thy 
love,  and  let  my  hand  lanij)  be  tlie 
Bible.  And.  Heavenly  I'"ather.  keep 
all  switches  closed  that  lead  off  on 
sidings,  especially  those  with  a  blind 
end.  O  Lord,  if  it  be  Thy  pleasure, 
have  every  semaphore  block  along  the 
line  show  the  white  light  of  hope,  that 
I  may  make  the  run  of  life  witliout 
stopping.  And,  Lord,  give  us  the  Ten 
CoMiniandments  for  a  schedule:  ami 
when  1  have  fiiiislied  the  run  on  ^clu-il- 
ule  time,  pulled  into  the  dark  station  of 
death,  may  Thou,  the  superintendem  of 
the  universe,  say.  'Well  done,  thou  good 
and  faithful  servant:  come  and  sign  Ibe 
pay  roll,  anri  receive  your  check  for 
eternal    ba(>pine~s.' " 

Opposition  to  Frugal  Labor. 

In  nearly  every  country  outside  of  the 
L'niled  Slate^  a  person  who  labors  hard, 
saves  money  and  becomes  an  employer  of 
other  labor  is  respecied  as  a  desirable  and 
enterprising  citizen.  .\  ditTerent  kind  of 
sentiment    is    growin;;    up    and    spreading 


through  the  ditTerent  States  forming  this 
nation.  The  doctrine  is  disseminated  that 
a  person  who  rises  above  his  class  must 
have  done  so  by  dishonest  practices.  This 
is  a  most  pernicious  sentiment  and  ought 
to  be  repudiated  by  every  right  thinking 
man   and   woman. 


Scotsmen  Celebrate  Bannockburn. 

Six  hundred  years  ago  on  June  26  an 
.army  of  the  Scottish  people  under  King 
Robert  Ilruce  encountered  an  Englisli 
army  at  Bannockburn  near  Stirling  Castle, 
routed  them  and  freed  Scotland  from 
Knglisli  domination.  The  Scots  have  al- 
w.ays  l)een  proud  of  their  countrymen's 
victory  at  Bannockburn,  and  as  each  an- 
niversary comes  around  celebrations  are 
Iield  wherever  a  group  of  Scotsmen  gather 
together.  One  of  the  greatest  celebrations 
lliis  year  was  held  at  Stirling  and  our 
chief  editor,  James  Kennedy,  read  a  splen- 
did poem  wliich  lie  had  composed  for  the 
occasion. 


Highly   Practical. 

.At  a  recent  commencement  exercise 
a  youth  who  had  been  appointed  to  de- 
liver an  oration  on  "Light"  began:  "In 
the  beginning  God  said.  'Let  there  be 
light,  and  there  was  light';  but  none  of 
liie  wcmderful  lights  produced  by  mod- 
ern science.  It  was  left  for  the  genius 
of  the  human  race  to  invent  electric 
light,  acetylene,  oil  lights,  gas  illumina- 
tion and  all  the  other  forms  that  have 
done  so  much  to  dispel  darkness.  I 
shall  now  proceed  to  explain  to  you 
-ome   uTiuders  of  modern  lighting." 


The  World's  Population  and  Bad  Debts. 

Andrew  Carnegie  says  that  iiearl\ 
all  the  national  deljts  incurred  Ijy  the 
(  hri>lian  nations  of  the  world  have 
brill  formed  fur  the  purpose  of  pro- 
iiioiirit;  war  and  strife.  Europe:m  na- 
lions  alone  arc  said  to  owe  iZ  niilliards 
of  dollars. 

The  popiibitioii  of  llie  earth  is  slight- 
ly over  1,"0(I.(|IXI,1H)|).  an  increase  of 
MO.OOO.ddfl  m  the  last  four  years,  ac- 
cording to  tile  Bureau  of  Universal 
Statistics,  wdiicb  has  just  announced  its 
r!,'ures  for  191.'.  Asia  now  has  933.000,- 
(inO:  F.urope.  4S4.000.000:  Africa.  IS.'^,- 
Oim.llOO:  America,  1S7.000.000;  Oceani:i, 
.v.000,000. 

The  world's  commerce  now  amounts 
lo  $40,600,000,000.  and  it  is  carried  on 
by  55.802  sailing  sliips  and  47,714  steam- 
ers. Oiher  figures  show  a  total  of  625.- 
000  miles  of  railroads,  or  enough  to 
Lrirdle  the  globe  25  times. 


Agents    'Wanted. 


Messrs.  S|)on  S:  Chamberlain.  pnl)li>b- 
ers  of  ])opnI;ir  books  on  mechanical  sub- 
jects, desire  agents  to  represent  them  at 
various  railroad  shops.  Interested  parties 
shrjuld  Communicate  with  them  at  IJ.^ 
Liberty  street.  New  York  City. 


HIGH  SPEED  STEEL 

!■  mighty  exp«nftiva  iiiil»u  OMd  !■ 

Armstrong  Tool  Holders 


■   yARMSTRONGY 
'".-/MlEliTTiai.>aLLHR^,- 


BAVE    AIX   FOaGINO,    70    PER   OEHT. 

GKINDQJG. 

Utk*   ONE    pound   of    Tool   Steal   eqnU   to   TEH 

pounds  in  Forced  T00I&. 

WANT  A    CATALOG? 

ARMSTRONG  BROS.  TOOL  COMPANY 

jia    N.    Francisco    Ave.,    CHICAGO,    U.    S.    A. 


Nichols  Transfer  Tables 
Turntable  Tractors 

GEO.  P.  NICHOLS  &  BRO. 

1090  Old  Colony  Bldg.  CHICAGO 


Correspondence     Invited 

with    parties  owning    or   controlling 

RAILWAY     DEVICES 

of    Cast    Steel 

Reading    Specialties  Co  .    Sales  Agts 

Reading    Bavonne    Steel    Casting   tla., 

READING,    PA. 


Hydraulic 

Riveters    rixedanO  Portable 

Punches,  Shears, 
Presses,  Liffs,  Cranes 
and   Accumulators. 

Matthews'  Fire  Hydrants, 

Eddy  Valves 

Valve  Indicator  Posts. 

The  Camden  High-Pressure  Valves. 


Cast  Iron  Pipe 


R.  D.  Wood  &  Company 

Cnflincers,  Iron 
Pounders,  Machinists. 

100  Chestnut  St.,  Philadelphia,  Pa. 


CONGER'S 
AIR  BRAKE  CATECHISM 
AND  INSTRUCTION  BOOK 

(24lh  Edition     270  pagetl 

Very     Latest    on    Oonatruction     and    Opera- 
Uon   of    Westinghouse  and  N.   T.   Brakes. 

Oontains     Examination     Question     for     En- 
linemen  and  Trainmen. 

PRICE    ONE    DOLLAR 

ANGUS  SINQAIR  10.,  114  liberty  St.,  New  Yofit 


K'^D  ipcomotive  ElljlllGOnilS 

A  Practical  Journal  of  Motive  Power,  Roiling  Stock  and  Appliances 


Vol.  XXVII, 


m  Liberty  Street,  New  York.  August.  1914. 


No.  8 


New  and  Powerful  Type  of  Locomotive 
for  the  Baltimore  S  Ohio  Railroad 


The  Baltiinoix-  X:  <  )ln,.  R.  R.  ha^ 
recently  placed  in  service  a  large  l^^cu- 
niotive  of  the  2-10-2  type  which  was 
built  by  The  Baldwin  Works.  This 
engine  devolops  a  tractive  force  of  84,- 
500  pounds,  and  marks  an  interesting 
step  in  the  development  of  the  non- 
articulated  locomotive  for  heavy  frci'riit 
service.  The  tractive  force  cx:eeds  that 
of  many  Mallet  articulated  locomotives 
of   llu-   2-6-6-2   type;    wliik-   at    the    same 


Ih;^  l\|H'  'il  LuMiuctixr  i.s  a  ilvwlMp- 
n.tnt  ni  tlie  .\likadn.  or  >-ti-2  type,  hav- 
ing tile  same  advantage  as  far  as  higii 
relative  steaming  capacity  is  concerned. 
The  ratio  of  adhesion  of  the  Baltimore 
&  Ohio  locomotive  is  approximately  4. 
.Many  successful  locomotives  are  optr 
ating  vvitli  a  ratio  as  low  as  this;  and 
with  reasonably  c;ireful  liandling  and  a 
irojier  use  of  sand,  the  full  starling 
;;a.-iiv.'    iocv    ,■  .  i    '..c    d.  .tl  .p.d    i  nd.r 


The  b(jiler  of  the  I'.altimore  Si  Ohio 
locomotive  is  of  ihe  straight  top  type  with 
a  combustion  chamber  28  inches  long  and 
tubes  2i  ft.  0  ins.  long.  The  third  ring 
in  the  barrel  is  tapered,  with  the  slope 
placed  on  the  l)olloni  in  order  to  give 
a  free  entry  to  the  throat.  The  equip- 
ment includes  a  Security  sectional  arch 
and  a  Street  mechanical  stoker.  Both 
these  appliances  are  being  used  with 
i;  arl.ed     success     in     the     Mikado     type 


-IO-_'  TYPE   Ol"   I.en  O.NKll  I\  K     IllK    TIIK    I'.  AI.TI  MO|.!i:    \ 


F.    11.    Clark.    General    .Sup, 


time,  the  speed  capacity  of  the  Balti- 
more &  Ohio  locomotive,  and  the  sim- 
plicity of  its  construction,  especially  as 
far  as  the  driving  mechanism  and  steam 
piping  are  concerned,  commend  it  for 
I'.eavy  road  service  where  operating 
conditions  are  severe  and  engines  must 
be  kept  in  service  for  a  maximum  propor- 
tion of  the  time.  Such  conditions  are  fre- 
quently met  when  business  is  heavy  and 
there  is  a  shortage  of  power. 


ordinary  service  conditions.  It  is  also 
possible,  with  such  a  ratio  of  adhesion 
to  work  the  engine  at  a  comparatively 
short  cut-otT  in  slow-speed  service,  and 
thus  realize  the  economies  virhich  result 
from  using  the  steam  expansively.  In  a 
saturated  steam  locomotive  having  large 
cj'linders.  there  are  serious  losses  due 
to  condensation  when  running  in  this 
way:  but  these  losses  are  avoided  when 
superheated  steam  is  used. 


r.aliiwtn    Locomotive   Works,    BiiilHers. 

locomotives  in  service  on  this  road.  The 
superheater  is  of  the  Schmidt  type,  and 
is  composed  of  4S  elements.  The  dome 
is  of  presseil  steel,  measuring  33  inches 
in  diameter  and  12  inches  in  height. 
Owing  to  restricted  clearance  limits,  the 
whistle  is  tapped  into  the  side  of  the 
dome  and  placed  in  a  horizontal  posi- 
tion and  the  safety  valves  are  screwed 
directly  into  the  boiler  shell. 

The   cvlinders   are   each   cast   in    one 
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pitcf  with  a  half-saddle,  and  the  cast- 
ings are  bolted  to  the  smoke  box,  and 
to  each  other,  by  double  rows  of  I'A 
in.  holts.  The  steam  distribution  is 
controlled  by  16-in.  piston  valves,  which 
are  driven  by  Walschaerts  motion  and 
set  with  a  lead  of  ]4  •"•  The  valves 
iiavc  a  steam  lap  of  1}4  i"s.  and  are 
line  and  line  on  their  exhaust  edges. 
The  Ragonnct  power  reverse  mecha- 
nism is  applied.  No  vacuum  relief  valves 
are  fitted,  but  the  cylinders  arc  eqiiiiiped 
with  by-pass  valves  of  the  Sheedy  pat- 
tern. 

The  cylinders  and  steam-chests  are 
lined  with  bushings  of  Hunt-Spiller  metal, 
and  the  piston  and  valve  packing  rings 
are  of  the  same  material.  The  piston- 
heads  are  steel  forgings,  of  dished  sec- 
tion, and  they  are  fitted  with  bull  rings 
of  Hunt-.Spiller  metal.  These  bull  rings 
are  secured  to  the  piston  heads  by  re- 
taining rings,  which  are  electrically 
welded  into  place.  The  main  rods  are 
of  I-section,  and  the  main  stubs  arc  of 
the  Markcl  solid  end  type.  The  side 
rods  are  of  rectangular  section.  The 
knuckle  pins  are  fitted  into  case-hard- 
ened steel  spherical  bushings,  in  order 
to  allow  the  rods  a  limited  amount  of 
lateral  flexibility.  A  total  lateral  play 
between  the  rails  and  flanges  amount- 
ing to  one  inch,  is  allowed  on  the  front 
and  back  driving  wheels;  while  the  play 
on  the  second  and  fourth  pairs  of 
driving  wheels  is  J^  in.  The  wheels  of 
the  third  or  main  pair  have  plain  tires. 
and  all  the  driving  wheels  have  a  lateral 
play  of  %  in.  in  the  boxes.  With  these 
provisions  for  flexibility,  the  locomo- 
tive can  easily  traverse  the  sharp  curves 
'■n  the  mountain  divisions  of  the  Balti- 
more &  Ohio  R.  R. 

The  frames  are  massive  in  section,  as 
tiiey  have  a  w'idth  of  6  ins.  and  a  depth 
over  the  driving  pedestals  of  7  ins.  The 
pedestal  binders  are  secured  by  three 
bolts  on  each  side.  The  frames  are 
braced  transversely  by  the  guide-yoke 
and  valve  motion  bearer;  also  by  cross 
ties  placed  respectively  over  the  fourth 
pair  of  driving  pedestals,  and  bitween 
the  fourtli  and  fifth  pairs  of  driving- 
wheels.  The  second  and  fourth  pairs 
of  pedestals  are  also  braced  by  strong 
-teel  castings  which  extend  thr  full 
depth  of  the  frames.  The  re;ir  frame 
sections  are  spliced  to  the  main  fr.nues 
immediately  back  of  the  rear  driving 
pedestals,  and  arc  braced  bv  a  sti  1 1  ca'-t- 
:ng  which  serves  the  trinle  pur;..-,  of 
a  cross  tie.  a  support  for  the  fr.iii  i  nd 
•■:  the  firebox,  and  a  carrier  i-'V  the 
radius  bar  i)in  of  the  hack  niLMii. 
truck.  The  main  frames  have  ^in;!li- 
front  rails.  ^^  inches  deep,  cast  int<;.T:il 
with  them,  and  ench  cylinder  is  si-rmMl 
tr,  the  corresi>ondinc  frame  by  ICi  h'.ri 
xr.ntal  bolts. 1'^  ins.  in  diameter,  and  b\ 
a  key  at  the  hack.  This  pmvid'-^  a 
"-f.ng     cr.nnecli'n.     with     more     than     :• 


liberal        .inidniu        of        bearing        area. 

■J'lie  rear  truck  is  of  tlie  Hodges  type, 
with  the  spring  hangers  placed  on  an 
angle  so  that  they  will  swing  in  planes 
tangential  to  the  arc  in  wdiich  the  truck 
swings.  The  first  and  second  pairs  of 
driving  wdieels  are  equalized  with  the 
leading  truck,  and  the  three  remaining 
pairs  with  the  trailing  truck. 

In  designing  this  locomotive,  in- 
genuity had  to  be  exercised  to  keep  the 
over-all  dimensions  within  tlie  specified 
clearance  limits.  The  bell  is  mounted 
on  tlie  riglit-liand  side  of  the  smoke- 
box  front,  on  a  level  with  the  head- 
light. The  sand  boxes  are  four  in  num- 
ber, two  for  use  when  going  ahead  and 
two  for  backing  up.  They  are  mounted 
right  and  left,  on  the  top  of  the  boiler. 
and  the  corners  are  rounded  to  keep 
witliin  the  tunnel  clearances.  For  the 
same  reason  the  cab  roof  is  rounded 
with  a  cnmparatively  short  radius. 

The  tender  is  of  tlie  Vanderbilt 
type,  with  capacity  for  10,000  gallons  of 
water  and  16  tons  of  coal.  The  trucks 
have  arch-bar  side  frames  and  I-beam 
bolsters.  The  w-heels  are  of  forged  and 
rolled  steel,  manufactured  by  the  Stand- 
ard  Steel   Works    Co. 

The  success  which  locomotives  of  the 
2-10-2  type  have  achieved  thus  far, 
points  to  their  increasing  use  for  freight 
service  where  the  hauling  capacity  of 
Mikado  type  locomotives  is  inadequate, 
and  wliere  conditions  are  such  that  Mal- 
let locomotives  could  not  be  used  to  ad- 
vantage, it  should  also  be  noted  that 
locimiotives  of  the  2-10-2  type  can  be 
built  to  develop  high  tractive  forces,  and 
at  the  same  time  carry  moderate  wheel- 
loads;  so  that,  by  using  this  wdieel  ar- 
rangement, powerful  units  can  be  built 
for  lines  having  light  track  construc- 
tion. Further  particulars  are  given  in 
the  accompanying  list  of  dimensions: 

Gauge,  4  ft.  Sy>  ins.;  cylinders.  30  x  32 
ins.;  valves,  piston,  16  ins.  diameter. 

Boiler — Type,  straight  top;  diameter, 
<^0  ins.;  thickness  of  sheets.  %  and 
15/16  ins.;  working  pressure.  200  lbs.; 
fuel,  soft  coal;  staying,  radial. 

Fire  P.ox— -Material,  steel;  length.  132 
ins.;  width.  96  ins.;  depth,  front,  89^ 
ins.;  depth,  back,  75'/^  ins.;  thickness  of 
sheets,  sides,  ■}/((  ins.;  thickness  of 
sheets,  back,  •}<;  in.;  thickness  of  sheets, 
crown,  ^i  in.;  thickness  of  sheets,  tube. 
■'s  in. 

Water  Space — Front.  6  ins.;  sides.  6 
ins.;  back.  6  ins. 

Tubes  -Material,  steel;  diameter.  S'< 
.•md  2'  ;  ins. :  tliickness.  5!.4  ins..  No.  9 
W.  (',.  2'/,  ins..  0.125  in.;  number.  S'A 
inv,  4.<<;  2M  ins..  269;  length.  23  ft.  0  ins. 

Heating  .Surface— Firebox.  2.SS  sq.  ft.; 
'I'lidiuslinii  chanilier,  65  sq.  ft.;  tubes. 
5  215  sq.  ft.;  firebrick  tubes.  35  sq.  ft.; 
l"ial.   5.573   sn     ft.;   grate  area,  8S  sq.   ft. 

Driving  Winds — Diameter,  outside. 
5.s;    ins  ;   di.aiiuter.   center.   5'"'   ins.;   jour- 


nals, main.  13  x  13  ins.;  journals,  others. 
11  x  13  ins. 

Engine  Truck  Wheels — Diameter, 
front.  33  ins.;  journals,  6  x  10  ins;  diam- 
eter, back,  44  ins.;  journals,  8  x  14  ins. 

Wheel  Base — Driving,  21  ft.  0  in. ; 
rigid,  21  ft.  0  in.;  total  engine,  40  ft.  3 
ins.;  total  engine  and  tender,  76  ft.  6 
ins. 

Weight— On  driving  wheels,  336.800 
lbs  ;  nn  truck,  front,  22,700  lbs.;  on 
truck,  back,  46,500  lbs.;  total  engine. 
406.000  lbs.;  total  engine  and  tender. 
5.S4.000  lbs. 

Tender — Wheels,  number,  8;  wheels, 
diameter,  33  ins.;  journals,  6  x  11  ins.; 
tank  capacity,  10,000  gals. ;  fuel,  16  tons ; 
service,  heavy  freight. 

Engine  equipped  with  Schmidt  super- 
heater. 

Superheating   surface,    1.329  sq.   ft. 


Material  of  Brake  Shoes. 

When  railroad  men  had  enough  experi- 
ence in  train  operating  to  discover  that 
the  use  of  brakes  was  absolutely  neces- 
sary to  control  the  trains,  they  used 
wooden  blocks  to  press  upon  the  wheels. 
The  objections  to  wooden  blocks  were 
that  they  wore  too  rapidly  and  were  apt 
to  take  fire.  The  spectacle  of  a  train 
rushing  along  at  full  speed  with  all  the 
brake  blocks  in  flames  was  somethint; 
striking. 

The  natural  change  from  wooden 
blocks  to  rim  brake  shoes  was  vigorously 
opposed  by  some  people,  the  inferior  co- 
efficient of  friction  between  an  iron  shoe 
and  an  iron  wheel  being  cause  of  poor 
braking.  Leather-lined  brake  blocks  were 
used  largely  on  stage  coaches  and  road 
wagons,  so  the  same  invention  w-as 
tried  by  some  railway  companies,  but 
they  proved  too  expensive.  In  those  days 
the  expression.  "There's  nothing  likt 
leather."  the  motto  of  shoemakers,  was 
shouted  by  cobblers,  tanners  and  others, 
but  as  a'  brake  shoe  other  materials  were 
superior  to  leather.  Cast  iron  demon- 
strated its  superiority  and  won  the  day. 
but  it  took  a  number  of  years  and  a  large 
amount  of  experimental  work  before  the 
subject    was    carried    to    a    final    decision. 

Pennsylvania    Gives    Large    Order    for 
Heavy  Rails. 

Last  luiiiith  the  Pennsylvania  Railroad 
Company  placed  orders  for  100,000  tons 
of  steel  rails.  This  is  the  first  order  given 
out  by  the  Pennsylvania  Railroad  since 
the  business  depression  struck  the  coun- 
try. This  order  emphasizes  the  tendency 
to  use  very  heavy  rails.  .Ml  the  rails  will 
be  100  pounds  to  the  yard,  except  1.500 
tons,  wliich  will  be  120  pounds  to  the 
yard.  That  tendency  towards  very  heavy 
rails  is  a  proper  movement  to  carry  the 
enormously  heavy  rolling  stock  now  be- 
coming  universal 
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At  the  North  British  Locomotive  Works 

With  Notes  On  British  Cars  and  Couplers,  Baggage  Handling,  Porters,  Etc. 


The  North  British  Locomotive  Com- 
pany is  a  separate  and  distinct  institu- 
tion from  the  North  British  Railway 
Company.  The  company's  extensive 
works  are  situated  in  the  northern  por- 
tion of  the  city  of  Glasgow.  Recently 
the  twentieth  thousand  locomotive  was 
completed,  and  the  capacity  is  about  700 
locomotives  per  year.  About  4,000  skilled 
workmen  are  employed,  and  at  present 
the  works  are  in  operation  day  and  night, 
two  sets  of  workmen  being  occupied  in 
e\  ery  department  being  about  8,000  men. 

The  original  company  may  be  said  to 
have  been  established  coincidentally  with 
the  introduction  of  the  locomotive,  the 
present  enterprising  company  being  an 
amalgamation  of  several  firms,  the  prin- 
cipal of  which  had  its  origin  in  Manches- 
ter, England,  about  the  time  that  Ste- 
phenson's "Rocket"  achieved  its  memor- 
able success.  Mr.  Ale.xander  Mitchell. 
a  noted  Scottish  engineer,  is  superintend- 
ent of  the  plant,  and  a  glance  through 
the  various  sections  of  the  works  showed 
how  thorough  and  complete  the  organ- 
ization has  become  under  his  skillful 
management. 

It  may  be  said  at  the  outset  that  there 
is  a  marked  similarity  between  the  works 
and  similar  works  in  America.  This  is 
the  more  marked  on  account  of  tlic  fact 
that  nearly  all  of  the  smaller  machines 
in  use  in  the  works  are  of  American 
make,  particularly  from  New  England. 
The  arrangement  of  the  smaller  lathes 
showed  a  new  idea  in  the  placing  of  the 
machines  in  echelon;  that  is,  instead  of 
being  in  parallel  lines  as  is  generally  the 
case,  the  lathes  were  set  slantwise.  The 
advantage  is  in  the  readiness  with  which 
pieces  of  work  of  considerable  length  can 
be  placed  in  or  withdrawn  from  the  ma- 
chines without  interfering  with  the  ad- 
joining machine.  The  space  between  the 
machines  is  also  reduced  to  a  minimum 
Probably  in  the  matter  of  motive  power 
the  larger  American  locomotive  shops 
could  give  a  lesson  to  the  Scots  in  the 
use  of  electric  motors,  the  machinery  of 
the  North  British  works  being  entirely 
driven    from   shafting. 

Glancing  at  the  buildings  categorically, 
the  administration  building  has  the  ma- 
jestic outlines  of  a  city  hall.  Here  arc 
located  the  various  department  offices,  in- 
cluding the  drawing  office,  which  im- 
pressed us  with  its  immensity.  Here 
also  are  a  great  number  of  large  work- 
ing models,  nearly  as  large  as  the  loco- 
motives themselves,  on  which  many  of  the 
principal  parts  of  the  new  locomotives 
are  planned  and  plotted  before  complet- 
ing the  drawing?      Here  also  are  a  score 
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or  more  of  what  may  properly  be  called 
lady  artists  who  are  engaged  in  making 
tracings  of  the  drawings  and  from  which 
photographic  blue  prints  are  made.  The 
women's  work  was  admirable,  and  in 
marked  contrast  to  much  that  we  have 
seen  pass  muster  elsewhere. 

The  template  department  has  also 
features  of  its  own  not  common  in 
American  shops.  A  special  gang  of  men 
were  engaged  marking  off  on  sheet  plate 
outline  models  or  templates  of  various 
parts  for  the  guidance  of  the  smiths  and 
machinists.  This  was  particularly  notice- 
able in  the  case  of  the  plate  frames, 
which  are  literally  boiler  plates  of  extra 
thickness  and  about  4  ft.  in  width.  The 
complete  details  are  marked  off  on  the 
plates,  and  as  many  as  ten  or  twelve  of 
these  plates  are  slotted  and  drilled  to- 
gether. Tt  may  be  added  that  the  frame 
plates   are   first   smoothly   faced   by   being 


ins.  wide.  They  are  secured  to  each  oth' 
by  cross-plates  and  what  are  known  as 
angle-steels.  These  main  plates  are  sup- 
plemented by  secondary  plates  much 
lighter  and  narrower,  and  on  the  top 
of  which  rests  a  flat  steel  plate  which 
serves  as  a  running  board.  In  regard 
to  the  durability  of  these  plate  frames, 
it  is  claimed  that  frame  breakage  on  Brit- 
ish locomotives  is  absolutely  unknown. 

Of  the  common  method  of  placing  the 
cylinders  with  their  attachments  of  pis- 
tons and  connecting  rods  with  eccentrics 
and  running  gear  inside  the  frames,  it 
is  claimed  to  be  much  more  stable  and 
durable  than  those  locomotives  equipped 
with  outside  cylinders,  but  it  is  notice- 
able that,  since  the  general  introduction 
of  the  Walschaerts  valve  gear,  outsirie 
cylinders  are  appearing  in  considerable 
numbers,  and  the  opinion  among  the 
railroad  men  generally  is  that  the  newer 
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passed  through  a  milling  machine  the 
moving  table  of  which  is  5  ft.  wide  by 
about  40  ft.  in  length.  The  progress  ol 
the  parts  in  course  of  construction  pass 
by  stages  to  the  assembling  or  main  shop 
by  the  means  of  many  ingenious  con- 
trivances, many  of  the  heavy  appliances 
being  designed  and  made  by  the  com- 
pany's officials  and  workmen.  They 
represent  inventive  ability  of  a  high  kind, 
and  to  these  and  other  admirable  facil- 
ities the  company  is  partly  indebted  fo" 
its  high  position  and  enviable  reputation. 
Of  the  locomotives  in  course  of  con- 
struction nearly  all  were  furnished  with 
copper  fireboxes  and  invariably  with  cop- 
per stay  bolts.  The  brick  arch  was  also 
much  in  evidence,  while  the  Robinson 
superheater  appliances  were  being  at- 
tached to  many  of  the  boilers.  The  most 
unusual  feature  to  an  American  observer, 
however,  was  the  frames.  The  plates 
composing  the  frames  were  mainly  from 
1    to   1^<   ins.   thick   and    from    18   to   25 


form  is  much  more  convenient  not  oid.\ 
in  construction  and  repair,  but  particu- 
larly   in   the    matter   of   adjustment. 

In  regard  to  the  handling  of  the  loci:- 
motive  in  service,  it  may  be  justly  stated 
that  the  British  locomotive  engineer  is 
a  thorough  master  of  his  engine.  The 
locomotives  weighing  only  from  fifty  to 
one  hundred  tons,  the  operation  is  liiilit 
and  the  manipulation  of  the  parts  com- 
paratively easy.  The  starting  of  the  train 
strikes  a  stranger  as  something  new. 
The  movement  is  hardly  felt.  One  is 
moving  through  space  before  being  aware 
of  it.  It  is  accomplished  in  this  way. 
The  cars  arc  coupled  by  screws  having 
alternately  right  and  left  hand  threads. 
The  screws,  which  are  2  ins.  or  more 
in  diameter,  are  attached  to  the  cars  by 
coupling  pins  and  the  two  ends  project- 
ing towards  each  other  are  attached  by 
an  adjustable  threaded  nut  also  having 
a  right  and  left  thread.  Through  the 
center  of  this  nut  there  is  a  lever  suitable 
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for  turning  the  nut  by  hand,  and  it  is 
part  of  the  conductor's  or  guard's  duty 
to  make  an  occasional  turn  on  the  nut, 
.so  that  the  two  pairs  of  bumpers  arc  kept 
in  constant  touch  with  each  other,  witli 
a    certain    amount    of    tension    nn    their 


Wliile  tlie  cars  themselves  are  nearly 
as  plain  and  unadorned  as  the  granite 
walls  oi  the  houses,  there  are  artistic 
touches,  of  real  beauty  here  and  there. 
This  is  particularly  tlie  case  with  the  fine 
arnmrial     bearings     whicli     i.nilila/"n     tile 
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s|)iral  springs.  The  result  is  tliat  i 
starting  or  stopping  the  train  tile  degrc 
of  smoothness,  as  we  have  already  state< 
is  perfect.  I  he  traction  is  therefor 
through  these  screws.  Init  it  would  ri 
(,uire  a  screw  of  more  colossal  diniei 
sioiis  to  withstand  the  power  of  lli 
X'irginian  mallet  or  the  I'.rie  tri|ilex 
C'inii>ound.  That  its  operation  in  I'.ritisli 
railwa.\  service  is  a  success  is  bt\ond 
ipiestiou. 

In     referring     to     British     railwav     ears 
it    might    n^it    lie    amiss    to    allmle    lo    the 
fact    that    many    of    the    cars,   or   .  nachcs 
as   they   are   calleil.   are   now   c(.instnu-ted 
witli    a   cr.rridor    running    along    "uc    ^ide 
..I     the    car.        I  lie-    ..riginal    inveniMr    no 
doulit      intended      thai      these      iMrnd.  rs 
>hould    cr.miict    with    each    other,    auil    so 
pernul    ibv    pii-.-fngcrs    lo   l)ass    lr.)m    car 
to  ear  if  tliey   so  desired.      It   wa>   a   \aiii 
thought.     It  naturally  happens  th.il  in  t!i 
vicissitudes    "t    travel    the    cars    ,ir<     fr. 
i|Uemly  turned  end   for  end.  and   the   ,-nr 
ridor    is   of    little   or   no   servicr.   ..Ui-   e.ir 
having    the    corridor    at    the    rii;ht    si,K-. 
wliile   the   adjoining   car   will    likel>'    have 
the    corridor    ,ai    the    left    si<K.    an^l    the 
accidental    Coming    together   .all    ..lu-    wa 
at    the    same   time    never   happiiis.   exu]  ' 
when   the   n.yal    family   is  taking   a    iauni. 
which   seems  hapiicning  all  the   linu-;   but 
as  nobody   else   is  allowed  to  rid.-  ..n   the 
-ame    train    uitb    llicir    royal    hit;lmesses, 
the   ailvant.me   is   not    visible   to   the   com- 
mon  people.      In   ordinary   trallic   the   )■•-■ 
wildered    passcr.eers    who    may    be    m.-ui^ 
rated   by   the    f'lrce   f)f   circuinslancis    c- v 
n..    more    gi-t    near    each    other    than    ■■   v. 
the  animals   in   the  zoological   g-ird-:'- 
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f  the  cars.  These  are  ex- 
■  f  art,  and  are  enameled  so 
lU'iiervious  to  the  weather, 
their  gorgeous  brilliance 
heat  or  winter's  snow, 
f  baiigage  is   deplorable. 


longings.  The  porters  are  too  busy  look- 
ing for  sixpences  to  be  of  any  service 
in  the  matter.  Vet  in  spite  of  the  ante- 
deluvian  methods  and  highway  robberies 
there  is  a  hollow-  serenity  about  the  Brit- 
ish traveling  public  that  is  beautiful  to 
contemplate.  The  refreshment  rooins  are 
also  traps  for  the  unwary.  The  trains  are 
usually  late  and  the  advertised  ten  min- 
utes at  some  stopping  point  is  much 
shortened  w^ith  the  result  that  the  re- 
freshment is  more  of  an  aggravation 
than   a   solace. 

Improvements  come  slowdy  in  all 
things  British,  but  the  advent  of  an 
.American  railway  man  as  manager  of 
the  Great  Eastern  railway  of  England 
opens  a  new  \ist.-i  that  may  let  a  flood 
(if  light  in  upon  them.  The  Great  East- 
ern is  among  the  best  railways  in  the 
world.  It  w;is  the  work  of  very  eminent 
British  engineers,  and  all  it  needs  are  new 
methods. 

.\    word    may    be    added    in    regard    to 
the  exact  size  of  the  average  high  speed 
passenger   locornotives   in   use.     The    fol- 
lowing  are   the  dimensions  of  one  taken 
from   a   large   number   of  the   same   class 
recently  built  by  the  North  British  Loco- 
motive   Company    and    now    running    on 
the   Glasgow   and    Southwestern   railway : 
Gauge — 4  ft.  8'  j   ins. 
Cylinders — 21    ins.   by   26   ins. 
Driving  wheels — diameter,   78  ins 
Bogie   wheels — diameter,  -14   ins. 
Rigid    wheel   base— 15    ft.;    total    wheel 
base,   27    ft.    11    ins.:    wheel    base    of    en- 
gine and   tender,  .s.S   ft.  8'i   ins. 
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nisioii  point  is  reached  there 
>h  for  the  baggage  like  a  storming 
attacking  a  fortilication.  The 
and  handbags  are  all  promiscu- 
tumliled  together  like  children's 
iit  a  Sunday  scho..!  picnic,  and  it 
in   able  bodied   man   to  find   his  bc- 


Boiler    pi-essure— 160    lbs. 

Hc.-iting  surface — lirebox,  130  sc).  ft,; 
tubes.  1.430  s(|.  ft.;  superheater.  445  sq. 
ft.;  total  heating  surface,  2.(X)5  sq.  ft.; 
urate  tirea.  24'..   sq.   ft. 

Tractiw   forcc--17.640  lbs. 

Weight    of   engine   in    working   order-- 
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1 59.800      lbs.. 
Weight  of  . 

118,000  lbs. 
Tank  capac 
Fuel   space- 
Weight   of 


run       inchiiling       tender. 
i-iiKine  on  coupleil  wlieels — 

ity— 4,ia)  gallons. 
-180  cubic   feet, 
tender— 113.000  lbs. 


cauglit  l)et\veeii  veliiclcs.  and  46  against 
2H  in  miscellaneous  accidents.  On  the 
other  hand,  there  was  a  drop  from  16 
to  12  in  the  fatal  coupling  cases. 

.\n    increase    of    8    per    cent,    in    the 
uuuiber  of  non-fatal  casualties  calls  for 


Railway   Accidents   in   Great   Britain. 

Tile  belief  prexails  among  many 
people  m  this  country  that  a  railway 
accident  is  a  very  rare  occurrence  on 
British  railways,  but  a  recent  report 
indicates  that  accidents  are  not  as  rare 
as   they   are   supposed   to   be. 

All  the  passengers  killed  by  accidents 
in  England  and  Wales  lost  their  lives 
in  collisions' — there  being  no  derail- 
ments resulting  in  fatalities — that  no 
passenger  was  killed  in  Scotland,  and 
that  the  one  killed  in  Ireland,  who 
was  a  railway  servant  oflf  duty,  met  his 
death  as  the  result  of  a  derailment. 
.\n  apparently  black  record  is  the  re- 
turn of  110  passengers  killed  and  2.224 
injured  "by  accidents  from  otlier 
causes."  This  is  an  increase  of  20  in 
the  fatal  cases  and  of  78  in  the  non- 
fatal. The  majority  of  these  casualties 
are  the  result  of  want  of  care  on  the 
part  of  passengers.  For  instance,  40 
were  killed  and  1.095  injured  by  falling 
when  getting  in  or  out  of  trains,  and 
723  were  injured  by  the  closing  of  car- 
riage  doors. 

.VCCIDKNTS    TO    EMPLOYEES. 

We  find  that  414  railway  servants 
were  killed  and  5.608  injured  as  com- 
pared with  337  killed  and  5.196  injured 
in  1912.  On  tlie  Scottish  railways  there 
were  86  fatal  and  452  non-fatal  acci- 
dents, an  increase  of  24  in  those  killed 
and  of  6  in  those  injured.  On  the  Irish 
railways  there  were  16  killed  and  157 
injured  as  compared  w-ith.l2  and  135 
respectively.  The  increase  of  77  in  the 
total  of  fatal  cases  is  to  be  found  in 
15  against  7  killed  while  moving  vehicles 
by  capstans,  turntables,  props,  levers. 
etc.:  44  against  22  in  miscellaneous 
shunting  accidents;  9  against  5  by  fall- 
ing off  trains,  engines,  etc.,  in  motion: 
73  against  67  while  working  on  the  per- 
manent  way.  27  against   16  from  being 
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investigation.  In  shunting  accidents 
the  increase  was  only  3  per  cent. 
Coupling  cases  were  unaltered,  and  the 
increase  consisted  principally  of  a  rise 
from  694  to  729  in  liraking.  sjiragging 
or  cliocking  wheels,  and  in  miscel- 
laneous shunting  accidents  from  695  to 
737.  In  accidents  getting  on  or  off 
en.giues  the  tigures  rose  from  1S2  to 
215.  attending  to  the  machinery,  etc., 
of  engines  in  motion  from  744  to  823; 
walking  or  standing  on  the  line  from 
221  to  260,  being  caught  between 
vehicles  from  93  to  117.  and  in  miscel- 
laneous accidents  from  734  to  816. 

The  number  of  servants  killed  by  the 
iiiDxement  of  trains  increased  from  16 
to  19  on  the  Great  Central.  14  to  22  on 
the  Great  Eastern,  30  to  35  on  the 
Great  Western.  20  to  26  on  the  Lan- 
cashire and  Yorkshire.  36  to  46  on  the 
London  and  Xorth-Western,  8  to  IS 
on  tlic  London  Brighton,  and  South 
Coast:   16  to  33  on  the   Xorth-Western. 

19  to  35  on  the  Caledonian.  7  to  12  on 
the  Glasgow  and  South-\\'estern.  and 
29  to  31  on  the  North  British.  The 
Midland  I'lgurcs  fell  from  39  to  36.  and 
the    Sonth-F.astern    and    Chatham    from 

20  lo   15. 

One  striking  feature  of  these  acci- 
dents when  compared  with  the  railway 
iiccidents  in  .\nierica  :s  that  the 
slaughter  of  trespassers  is  not  men- 
tioned. That  is  because  the  laws 
against  trespassing  on  railway  property 
are  strictly  enforced  in  Britain,  while 
on  the  .\merican  continent  every  per- 
son seems  to  claim  the  right  to  use 
the  railway  right  of  way  as  freely  as 
if  the  property  belonged  to  the  public. 


tain  parts  of  the  Middle  West  are  sntTer- 
ing  from  an  infection  of  gypsy  and  brown- 
tailed  moths,  the  plague  of  Massachu- 
setts for  the  last  twenty  years.  These 
moths  are  doing  .serious  damage  to  grow- 
ing crops  and  arc  considered  a  serious 
menace  to  the  farmer  of  Ohio. 

The  explanation  of  the  spread  of  this 
plague  is  that  the  moths  are  attracted  by 
the  headlights  of  locornotives  and  cling 
lo  all   comfortable  parts  of  the   engine. 

Old  Age  Pensions  in  Britain. 
I  he  British  (iovernment  have  in  opera- 
tion an  old  age  pensions  law  which  is 
sometimes  very  comprehensive  in  action. 
Mr.  Samuel,  a  public  speaker,  said  he  heard 
recently  of  the  interesting  fact  that  to  a 
village  post  office  in  Wiltshire  there  came 
every  week  an  old  gentleman  and  his  si>n 
;in<l  daughter,  all  of  them  to  draw  old 
age  pensions.  (Cheers.)  The  father's 
age  was  95,  his  "boy's'  age  73,  and  his 
"girl's"  age  71.  (Laughter  and  cheers.) 
The  Tory  party,  he  proceeded,  was  in  a 
ililemma.  They  might  cither  tax  manu- 
facturers without  taxing  food,  and  so 
offend  the  agricultural  industry ;  and  they 
might  tax  both,  and  so  offend  the  masses 
of  the  people.  He  was  reminded  of  the 
choice  given  to  his  audience  by  a  negro 
preacher  of  taking  the  road  that  led  to 
destruction  or  the  one  that  led  to  perdi- 
tion. "In  that  case,"  shouted  an  alarmed 
listener,  "I  am  going  to  take  to  the 
woods."  (Laughter.)  The  Tory  party 
had  the  choice,  said  Mr.  Samuel,  and  waS 
now  lost  in  the  woods.     (Laughter.) 


Headlights  Carrying  a  Plague. 
.•\  report  comes  from  Canton.  O..  which 
may    further    complicate    the    locomotive 
headlight    question.      It    seeirs    that    cer- 


Steel  Car  Train  in  Britain. 
The  Xorth-I'.astern  Railway  of  Eng- 
land of  which  Lord  Claud  Hamilton 
is  chairman  has  of  late  years  displayed 
highly  progressive  tendencies.  One  of 
the  latest  enterprises  undertaken  by 
this  company  is  the  construction  of  an 
all  steel  passenger  train  to  be  employed 
on  the  express  train  service  between 
London  and  Fdinburgh.  This  will  be 
the  first  steel  train  used  in  Great 
Britain  and  upon  its  popularity  or 
otherwise  will  depend  the  extent  of 
future   enterprises  in   that  line. 

Help  in  Keeping  Headlights  Bright. 

We  commentcil  ncently  upon  the  ur- 
gent necessity  pressin.g  upon  railroad 
companies  to  see  that  the  headlights  car- 
ried by  their  Incomotives  be  kept  bright 
and  clean.  We  are  willing  to  add  that  to 
use  the  Starrs  Mica  Company's  mica  head- 
light chinme>  s  i<  a  sure  help  in  keepin.^' 
bright  reflectors.  We  obtain  this  sug- 
gestion from  .SiMrrs  Calendar  of  Railroad 
Meetings,  which  is  given  away  free  and  is 
excellent  reference  for  people  attending 
such  meetings.  The  address  is  Owego, 
N.  Y.  Send  for  it  and  mention  the  name 
of  your  adviser. 
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General  Correspondence 


The  General  Manager  of  the  Westing- 
house  Company  on  "Brakes  Creep- 
ing on  While   Running." 

Editor  : 

On  page  205  of  tlie  June  issue  of  the 
Railway  and  Locomotive  Encineerixc, 
there  is  an  article  entitled  "Brakes 
Creeping  on  While  Running."  Ordinar- 
ily, we  would  not  regard  this  article 
ot  sufficient  importance  to  call  for 
comment  from  us.  In  view,  however, 
of  the  fact  that  the  changes  as  su.g- 
gested  in  the  article  would  materially 
affect  the  successful  operation  of  a 
standard  piece  of  apparatus  and  because 
of  the  extensive  circulation  it  has  re- 
ceived through  the  columns  of  your  paper, 
we  have  deemed  it  advisable  to  offer  the 
following : 

It  is  stated  in  the  article  that  tlie 
cause  of  the  brakes  creeping  on  is 
that  the  feed  groove  opens  before  the 
exhaust  port  and,  therefore,  after  a 
brake  application  from  any  cause  (that 
is  to  say,  in  tlie  ordinary  manner,  or 
by  fluctuation  of  the  feed  valve,  or  over- 
charge, or  any  other  cause),  if  the  pres- 
sure rises  slowly  in  the  hr.ikc  liipe, 
the  piston  may  move  back  to  llu-  point 
where  the  feed  groove  opens,  and  thus 
the  air  passes  from  the  brake  pipe  into 
the  pressure  chamber  causing  it  to  rise 
at  an  equal  rate  with  the  brake  pipe 
pressure  and  thus  not  move  the  piston 
any  further  towards  release;  and  since, 
as  is  claimed,  the  exhaust  port  is  not 
open,  the  application  chamber  i)ressure 
will  not  be  exhausted  to  the  atmos- 
phere, and  thus  the  brake  will  nr)t  be 
released. 

With  regard  to  this,  the  assumption 
is  incorrect,  as  the  design  of  the  distrib- 
uting valve  is  no  different  from  other 
triple  valve  devices  with  regard  t<i  tlu 
opening  of  the  feed  groove  and  exhaust 
port.  .All  inherent  principle  of  design 
which  must  necessarily  be  adlu-red  to 
ir  all  devices  of  this  character  is  that 
one  port  must  be  closed  before  another 
opens,  as  otherwise  the  air  would  hv 
flowing  in  ar.d  out  at  the  same  lime; 
also  that  the  exhaust  port  must  be 
openeil  at  least  as  soon  as  ilie  feed 
groove. 

From  this  it  will  be  seen  tli.il  llie 
cause  given  in  llie  article  for  the  s..- 
called  brakes  creeping  on.  or  siickinu, 
is  incorrect — the  true  cause  bcinc  tlie 
overcharging  by  one  means  or  .inoihir 
of  the  pressure  chambcT,  no  doubt 
largely  contributed  to  in  certain  cases 
by  a  packing  ring  that  is  not  as  free 
from  leakage  as  it   should  be      For  <x 


ample,  tile  distributing  valve  being 
close  to  the  source  of  air  supply  to  the 
l)rake  pipe  and  thus  subject  to  the  very 
rapid  rise  of  brake  pipe  pressure  when 
full  release  position  is  being  used,  the 
pressure  chamber  is  quite  likely  to  be 
rapidly  charged  and  when  the  brake 
valve  is  returned  to  running  position 
the  pressure  in  the  brake  pipe  will  drop 
towards  the  rear  end  of  the  train  faster 
than  the  pressure  chamber  pressure  can 
reduce  back  through  the  feed  groove  to 
the  brake  pipe  and,  because  of  this,  the 
equalizing  piston  and  slide  valve  will  be 
moved  toward  application  position.  As, 
after  this,  under  many  circumstances 
the  rise  in  brake  pipe  pressure  will  re- 
sult but  very  slowly,  it  is  possible  in 
such  a  case  for  the  equalizing  piston  of 
the  distributing  valve  not  to  return  to 
release  position,  which  is  almost  cer- 
tain to  be  the  result  if  the  packing  rin.g 
of  the  equalizing  piston  is  not  in  as 
good  a  condition  as  we  prescribe.  Thus 
we  have  a  stuck  brake,  and  it  will  be 
seen  that  it  results  from  precisely  the 
same  cause  as  with  other  types  of  triple 
valves,  namely,  such  a  condition  of 
packing  ring  that  the  pressure  in  the 
auxiliary  reservoir  is  not  prevented 
from  rising  at  the  same  rate,  or  there- 
abouts, as  that  of  the  brake  pilie.  An- 
otlier  cause  for  a  brake  failin.g  to  re- 
lease, and  this  must  of  necessity  be 
true  of  any  brake  mechanism,  is  a  clo- 
sure of  the  outlet  from  the  brake  cylin- 
lier  to  the  atmospliere.  If  there  were 
no  such  means  for  closing  the  exhaust 
jKirt.  obviously  the  brake  could  not 
^tick  and.  therefore,  there  could  be  no 
"stuck  brakes,"  and  should  (hat  portion 
of  the  slide  valve  be  cut  away  as  de- 
scribed in  the  article  referred  to  there 
wouhl  he  no  means  for  retaining  ai)pli- 
cation  ilianiber  pressure  wdien  the 
brake  v.ilve  handle  is  returnc.l  to  run- 
ning position,  consequently  no  stuck 
lirake.  Ordinarily,  if  this  material  were 
cut  away,  the  brake  could  not  be  ap- 
l>Iied.  but  in  the  "ET"  Equipment,  there 
are  several  means  in  the  different  de- 
vices for  closing  this  exhaust  port, 
namely,  the  equalizing  slide  valve,  the 
engineer's  brake  valve  and  the  inde- 
pendent lirake  valve.  Thus,  it  follows 
that  the  brake  valve  may  be  applied  and 
held  applied  with  the  distributing  valve 
where  it  would  not  be  possible  with 
triple  valves,  etc.,  as  they  are  installed. 
It  so  happens  that  on  a  "lone"  engine, 
or  when  handling' a  train  with  one  cn- 
cinc,  the  equalizing  slide  valve  means 
for  closing  the  exhaust  port  is  not  rc- 
qiiire<i  witli  the  distributing  valve,  since 


the  outlet  to  the  atmosphere  is  closed 
by  the  engineer's  brake  valve  in  all 
positions  but  running  position.  Also, 
it  can  be  closed  when  the  engineer's 
brake  valve  is  in  this  position,  if  de- 
sired, by  moving  the  independent  brake 
valve  to  lap  position.  However,  a  dif- 
ferent set  of  conditions  exists  when 
"double  heading,"  for  on  the  second 
engine  the  brake  valves  are  not  being 
used  and  are  in  such  a  position  as  to 
leave  the  outlet  from  the  application 
chamber  to  the  atmosphere  open  as  far 
as  the  brake  valves  are  concerned. 
Thus  the  equalizing  slide  valve  is  then 
the  only  means  remaining  for  closing 
the  exhaust  port,  and  if  the  metal  which 
serves  this  purpose  is  cut  away,  it  is 
plain  that  the  brake  cannot  be  applied. 
This  is  precisely  what  (according  to 
the  article")  was  done,  i.  e.,  cut  away 
the  metal  which  closes  the  outlet  to  the 
atmosphere  when  the  valve  is  in  service 
position.  While  the  effect  of  this  would 
not  be  noticed  with  a  single  equipment, 
it  entirely  destroys  the  service  applica- 
tion of  the  brake  when  there  are  two 
equipments  "double-heading";  that  is  to 
say,  on  all  locomotives  in  the  train  ex- 
cept the  one  used  for  operating  the 
brakes.  .Also,  with  the  brake  valve 
handle  in  running  position,  the  lirake  on 
the  engine  will  not  apply  by  opening 
the  conductor's  valve  or  by  a  parting 
of  the  train. 

We  ha\e  endeavored  to  show  by  the 
foregoing  explanation  that  to  indulge  in 
the  practice  as  described  in  the  article 
in  question  would  not  only  be  ineffective 
but  dangerous  in  service,  and  that  as  the 
cause  of  the  trouble  is  either  in  tlie 
condition  of  the  equipment  or  improper 
manipulation,  the  remedy  lies  in  tlie 
correction  of  these  factors. 

In  fact,  the  case  in  question  is  only 
another  example  of  the  limited  view- 
point liable  to  be  taken  by  any  one  who 
is  not  actively  engaged  in  the  designin.g 
and  clevclopment  of  apparatus  of  this 
kind.  While  we  as  air  brake  iranufac- 
turers  endeavor  to  encourage  sugges- 
tions of  improvements  or  new  ideas  of 
any  kind,  it  is  not  only  proper  but 
essential,  in  justice  to  users  of  the  ap- 
paratus as  well  as  ourselves,  that 
changes  in  the  detail  construction 
should  not  be  made  by  others,  or  at 
least  without  due  consideration  and  ap- 
proval. 

The   Westinghouse   Air   Brake   Company. 
A.  L.  Humphrey, 
Vice  Pres.  &  Gen'l  Mgr. 

Pitlshiirch.   Pa. 
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Setting  Slipped  Eccentrics. 
EuiTOK  : 

Hand  books  on  the  locomotive  gives 
different  ways  of  setting  slipped  eccen- 
trics, but  I  follow  a  method  that  is  very 
simple  and  expeditious.  I  think  it  ought 
to  be  familiar  to  enginemen  for  it  will 
be  a  long  time  before  all  the  link 
motion  engines  lind  their  way  to  the 
scrap    heap. 

For  a  back-up  eccentric,  place  that 
side  of  the  engine  on  the  forward  cen- 
ter, move  the  throw  of  the  eccentric 
down  and  then  move  it  forward  towards 
the  pin  enough  to  give  the  amount  oi 
lead,   and   fasten. 

For  a  go-a-head  eccentric,  place  the 
engine  on  back  center  and  proceed  in 
the  same  way  as   with   the  other. 

It  is  no  trouble  to  set  eccentrics  if 
the  engineer  knows  where  they  ought 
to  be.  He  ought  to  make  himself 
familiar  with  the  proper  location  of  the 
eccentrics  before  the  necessity  arises 
for  setting  one. 

There  have  been  cases  on  this  road 
of  engineers  turning  eccentrics  all  over 
the  driving  a.xle  in  search  of  the  trouble 
where  a  broken  valve  yoke  was  pre- 
venting the   engine   from   moving. 

S.  R.  B. 

Buffalo,  -V.  )■. 


METHOD  OF  D.\TE  M.^RKIN'G. 

Date    Marking    on    Pump    Overhauling, 
and   Air   Pump   Swabbing. 

BY   F.   W.   BENTI.F.V,  JR.,  C.   &    N.   W.  RY.,    MO. 
V.\I.LEY,  lA. 

Records  of  pump  overhauling  is 
something  which  many  shops  keep  a 
careful  record  of  by  book  notations. 
This  is  practicable  as  long  as  the 
records  are  carefully  kept,  but  it  also 
happens  frequently  that  pumps  are 
taken  from  engines  in  emergency, 
when  if  the  record  of  pumps  is  main- 
tained by  engine  number,  the  record 
is  made  incorrect  and  the  pumps  often 
misjudged. 

The  above  sketch  is  descriptive  of  a 
method  used  by  the  writer  for  dating 
the  time  a  new  pump  goes  into  service 
and  by  which  its  time  in  service  c;in 
be  instantly  ascertained  on  the  pump 
itself.  A  small  plate  of  thin  sheet 
brass  is  held  by  small  tap  screws  to 
the   upper   outer    flange    of   the    center 


piece.  Being  of  brass  it  will  not  cor- 
rode and  the  stamped  dates  on  it  are 
always  ready  for  instant  mspection  in 
the  shop  or  on  the  road  by  the  travel- 
ing  engineer. 

Air  pimip  piston  swabbing  if  wound 
upon  the  common  strip  of  sheet  metal 
generally  used  as  a  band  frame,  is  prone 
to  bake  and  the  oil  readily  leaves  the 
swab.  If  the  swab  is  tight  to  the  piston 
to  any  extent,  the  thin  end  of  the  band 
soon  cuts  the  swabbing  in  two. 

The  other  sketch  is  descriptive  of  a 
swab  frame  which  the  writer  has  used 
and  applied  with  a  great  deal  of  suc- 
cess. The  slot  on  the  end  makes  it 
very  easy  to  apply  and  the  projections 
on  its  top  and  bottom  which  are  made 
by  cutting  away  some  of  the  body  of 
tlie  frame,  keep  the  swabbing  clear  of 
the  hot  packing  nuts. 

The  swabs  arc  also  much  easier  to 
oil  with  a  frame  of  this  nature,  and 
the  small  amount  of  extra  work  in 
cutting  or  stamping  them  out  will  re- 
pay itself  in  the  life  and  serviceability 
of   tlie   pump   piston   swabbing. 


Master  Boiler  Makers'  Convention  and 
Locomotive  Boilers. 

I  have  read  ail  the  Proceedings  of 
the  Master  Boiler  Makers'  and  there  is 
really  no  recommendation  there  which 
will  increase  the  safety  or  strengthen 
the  locomotive  boiler.  This  in  the  face 
of  information  published  by  your  paper 
from  efficient  engineers,  motive  power 
superintendents,  boiler  makers,  etc., 
would  indicate  that  the  wheels  of  Prog- 
ress are  clogged. 

The  same  old  story  is  told  about 
leaky  flues  and  welding  flues,  flexible 
bolts  and  the  troubles  appertaining 
thereto,  apparently  no  improvement,  only 
an  endless  cycle. 

You  can  sec  advertisements  of  loco 
boilers  with  complete  installation  of 
the  so-called  flexible  stays,  which 
viewed  from  the  standpoint  of  sterlin.g 
worth  and  American  intelligence  ought 
to  be  regretted,  as  it  has  been  clearly 
proved  they  deplete  the  strength  of  the 
boiler,  always  requiring  scientific  ad- 
justment. There  is  nothing  in  them 
only  a  scientific  commercial  profit  to 
the  makers,  and  expense  to  the  rail- 
roads. 

One  thing  I  forgot  to  name  is  the 
return  of  the  cycle  to  the  old  combus- 
tion chamber,  which  is  like  "chasing 
Satan  round  a  stump,  and  every  time 
you  give  him  a  kick,  he  only  takes  a 
jump."  All  that  is  claimed  for  it  is 
that  j'ou  get  better  results  from  the 
heating  surface  and  less  leakage  of 
tubes,  though  at  the  same  time  you 
may  have  more  trouble  with  broken 
stays,  and  all  the  trouble  you  want  with 
throat  sheets. 

There  are  other  ways  of  getting  better 


heating  surface  with  increased  circula- 
tion. One,  by  the  adoption  of  the  most 
scientific  advance  in  boiler  construction 
yet  known,  namely,  corrugated  fire- 
boxes, which  have  been  endorsed  by 
hundreds  of  engineers,  boiler  makers, 
superintendents  motive  power,  etc.; 
and  still  you  find  the  same  old  routine 
business  of  what  has  happened  in  their 
respective  shops  since  the  last  meeting 
— the  chief  topic  of  debate;  the  greater 
and  more  important  subject  of  new  in- 
ventions and  improvements  in  loco 
boilers — a  dead  letter.  It  seems  there 
can  be  a  boycott  of  improved  con- 
struction, just  as  much  as  with  lager 
beer  drinkers  against  certain  breweries, 
where  and  how  can  it  be   lifted? 

Wm.  II.  Wood. 
Mech.  Engineer. 
Media,  Pa. 
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I'lJ.Mr    PISTON    SWABBING. 

S.  F.  Governor.  '   ' 

Editor  : 

I  would  like  to  start  a  discussion  in 
these  colunms  with  reference  to  the  ad- 
vantage or  disadvantage  of  the  use  of 
the  excess  pressure  governor  top  used 
with  the  E.  T.  equipment. 

I  am  not  in  favor  of  the  use  of  this 
governor  on  a  locomotive  hauling  from 
80  to  100  car  freight  trains,  and.  instead, 
would  use  the  S.  D.  type  and  plug  the 
connection  from  the  feed  valve  pipe. 

I  believe  it  is  a  general  practice  for 
en.gineers  handling  lon.g  freight  trains  to 
create  a  leak  in  the  operating  pipe  of 
the  governor  in  order  to  accumulate  a 
safe  pressure  in  the  brake  pipe  with 
which  to  handle  the  train  under  condi- 
tions whereby  the  pumps  are  throttled 
down  by  leak*  that  cannot  be  found  or 
repaired 

By  the  use  of  the  S.  D.  .governor  the 
pumps  could  not  be  throttled  until  at 
least  a  90-pound  main  reservoir  pressure 
is  obtained,  which  will  give  an  ample  ex- 
cess pressure  with  which  to  operate  the 
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feed  valve,  which  in  turn  should  pre- 
vent a  great  deal  oi  the  troubles  result- 
ing from  brakes  "creeping  on." 

An  objection  that  repairmen  have  to 
this  governor  top  is,  that  by  wire  draw- 
ing the  steam  due  to  the  throttling 
process,  the  steam  valve  and  steam 
valve  seat  are  badly  cut  after  a  short 
time  in  service.  1  believe  that  this 
throttling  of  the  steam  supply  to  the 
pun:p  also  has  a  bad  effect  of  causing 
saturated  steam  to  be  used,  resulting  in 
undue  wear  in  the  steam  valve 
mechanism. 

J.  J.  Jones. 

Air   Brah,'   Mcichiiiisl.   Bcardslimm.    III. 


a  lecture  i>r  read  an  article  describing  in 
detail  what  should  he  done  on  the  line 
of  road  in  case  a  certain  pipe  sliouhl 
break  off  to  put  the  brakes  in  an  operative 
condition  so  that  the  train  may  be  brought 
into  the  terminal  under  control  of  air 
brakes.  Xo  doubt  many  engineers  will 
readily  see  the  value  of  this  article,  as  it 
tells  as  lirielly  as  possible  how  to  repair 
broken  pipes  on  the  road  and  get  away 
in  the  least  possible  space  of  time.  And 
it  is  not  necessary  to  spend  any  great 
amount  of  tinu-  in  stuilying  the  details  of 
the   air   brake. 


n-.T    KCJlll'MKNT. 

liroken   lirake   pipe   liranch    pipi 


Plug 


.Disox   iMi'DiAi;  i.i.M.K.ynii;.  c.\x.\i)i.\.\  r,i;xi-,i;,\i,   ijj(  ri;i( 


Generator    Giving    Good    Service    After 

21   Years. 
l-.DiTok  : 

The  accoinpauN  ing  illustration  >li,.u-. 
two  Ivdison  bi|)idar  .generators  built  by 
the  Canadian  (ieneral  I'.lectric  Com- 
pany and  installe<l  twenty-one  years 
ago.  The  generators  are  belted  on 
water  turbine^  and  are  supidyiny  ,s(ll) 
volts  of  electrical  energy  for  the  opera- 
ticin  of  the  locks  on  the  Sault  Ste.  Marie 
River  Ship  Canal  at  Soo.  Ontario.  At  the 
>ame  time  these  generators  are  >upply- 
ing  the  energy  for  lighting  and  operat- 
ing the  Canadian  I'acilie  Railway  swing 
bridge,  a  span  of  407  feet  over  tlie 
above  canal.  The  generators  are  con- 
nected to  run  in  parallel  anri  after 
twenty-one  years  are  in  excellent  cou- 
diti'Mi  and  giving  good  service  to-da\ 
J.  G.   K'oi-i'Ki. 

Siiiill  S'Ic.  Mane,  Out. 


Broken    Air   Pipes   With   H-S   and   H-6 
Equipment. 

r.V     J       II,     II.MfN     ,\NII    ().     II.     Ill   l'..H 

Much  has  lieen  written  on  the 
subject  of  broken  air  pipes  on  the  I-..  I  . 
Xi.  .^  and  F,  T  Xo.  6  locomotive  brake 
eipupu'ents.  'ihe  air  brake  instruotor- 
li  .  r-\en  this  part  of  their  work  very 
little    attention,   as    we    have    never    heard 


broken  pipe  i  >n  brake  l>i|ie  side  and  take 
llie  dram  phit;  out  nt  pres,^ure  cli,iml.>er. 
lou  lia\r  jovi  .lutonuitic  brake  on  engine 
and  tank,  but   have  the  .straight  air  brake. 

I'.roken  lirake  cylinder  iiipe  at  ilistribut- 
um  \alvc-;  I'lug  or  cut  out  tlie  main 
reservoir  branch  pipe  to  distrilnUing  valve. 
\>a\  have  lost  .lU  brakes  on  eni;ine  and 
tender 

I'.roken  double  heading  pijie :  I'lug  at 
distril)Utinn  i.ihe  brakes;  work  as  before, 
exce])t  m  case  it  is  the  second  engine  and 
should  pipes  tlien  break,  you  would  have 
to  carry  lioih  brake  valves  in  rimning 
posiiion,  except  when  tile  brakes  .-ire  ap- 
lilicd,  then  it  would  be  necessar>  to  move 
either  of  the  brake  valves  to  lap  or  hold- 
ing position  so  the  air  in  ajiplication 
cylinder  could  not  esca))e  !<■  the 
atmosphere, 

I'.roken  application  pii)e  ;  Y<.u  ha\  e  lost 
straight  air  lirake  on  engine  and  tender. 
Discomiect  double  heading  pipe  to  dis- 
tributing  \:d\e,  vou  have  automatic  brake 
oil  engine  and  tank. 

llroken  connecting  pijies  between  main 
reservoirs:  f'se  air  hose  and  angle-cocks, 
and  make  a  line  in  this  way. 

I'.roken  brake  |)ipe  between  back  end 
of  tank  and  the  lee  that  brake  pipe  ex- 
tends from  to  front  of  engine:  I'lug  at 
union  111  lir.ike  pipe  below  the  tee.  now 
cuple   whistle   hose   and   brake    pipe   hose 


together  on  front  of  engine,  opening  both 
cut-out  cocks  and  couple  whistle  hose  on 
back  of  tank  to  brake  pipe  of  train.  You 
will  have  all  brakes. 

Xote. — By  taking  out  both  gaskets  and 
turning  one  over  so  that  flange  will  be 
on  outside  and  putting  a  drop  of  oil  on 
it,  you  can  couple  wdiistle  hose  and  brake 
liipe  hose  together  without  any  trouble. 
The  same  break-down  on  freight  en- 
gine not  equipped  with  wdiistle  signal: 
Set  straight  air  brake,  go  to  reducing 
valve  and  set  it  to  the  brake  pipe  pres- 
sure desired,  and  by  watching  brake 
cylinder  gauge  you  can  tell  what  pressure 
you  have  it  set  at,  then  release  straight 
air  brake,  cut  out  the  driver  brake 
cylinders,  and  uncouple  the  brake 
c\  linder  hose  between  engine  and  tender ; 
and  Couple  tile  brake  cylinder  of  engine 
to  brake  pipe  of  tank,  set  straight  air 
brake;  this  will  put  reducing  valve  pres- 
sure in  ap])lication  cylinder  on  the  left  of 
;ipplication  piston  10,  wdiich  will  cause  it 
I..  nio\e  to  the  right,  closing  exhaust  valve 
lo  .ind  moving  pin  Ks!.  which  moves  appli- 
•  ition  slide  valve  0  to  application  position, 
iitting  air  flow  in  brake  cylinder  pipe. 
-\ow  you  have  lirake  pipe  coupled  to  the 
brake  cylinder  pipe  so  the  air  flows  into 
brake  pipe  until  brake  pipe  pressure  on 
the  right  of  application  piston  10  gets 
I'lual  to  the  air  in  application  cylinder, 
when  the  piston  10  will  move  to  the  left, 
carryini;  |)in  18  and  ai)|)lication  slide 
xalve  5  to  lap  position.  Xow  the  distribut- 
nm  v.ihe  lakes  llie  place  of  the  feed  valve, 
when  \oii  set  the  brakes,  move  straight 
air  brake  to  release  position,  make  wdiat- 
ever  reduction  desired.  Brake  pipe  pres- 
sure now  becoming  greater  than  that  con- 
tained in  application  cylinder  causing 
piston  10  to  move  to  the  left  far  enough 
to  open  exhaust  valve  16.  Then  the  dis- 
tributing \alve  takes  the  place  of  ecpializ- 
ing  piston.  This  applies  to  E.  T.  No.  5  or 
1-".  T.  Xo.  0.  and  in  actual  practice  it 
works  jierfectly,  losing  only  the  engine  and 
tender  brakes. 

rllK     Nil.     6    EOUlP'^tENT. 

Broken  a|i|iIicatiou  c\  linder  pipe;  plug  at 
distributing  valve  :  ^'ou  have  lost  straight 
air   brake,   but    have   the   automatic   brake. 

Broken  reh-ase  jiiiie :  Proceed  as  if 
nothing  iKid  happened,  you  have  lost  the 
holding  feature  of  the  engine  and  tender 
brakes,  is  all. 

Broken  excess  pressure  pipes  to  govern- 
or ;  the  one  that  connects  to  the  top  marked 
I".  V.  v..  i'lug  so  as  not  to  lose  feed 
valve  iiressure.  now  jiut  blind  gasket  in 
union  of  pi]ie  connected  at  the  bottom  of 
governor  marked  .\,  B.  V'.,  proceed.  You 
can  let  off  on  maximum  governor  to 
whatever  pressure  desired  in  main  reser- 
voirs. 

Maximum  pressure  pipe  to  governor 
broken  pluj;  at  main  reservoir:  When 
brake  valve  is  on  lap,  the  pump  will  pump 
up  boiler  pressure  iiiiless  governed  by 
throttle. 
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Broktn  main  reservoir  branch  pipe  to 
distributing  valve  on  a  light  engine  where 
you  tincl  it  necessary  to  have  brakes,  as  on 
Rascon  Villar  or  Sala/.on  mountains,  in 
helper  service :,  Plug  the  pipe  at  distribut- 
ing valve,  plug  brake  cylinder  exhaust 
port.  Take  off  application  slide  cover. 
now  take  off  application  cylinder  cap.  and 
remove  the  piston  10,  put  the  cap  back  on. 
now  you  set  straight  air  brake,  air  will 
tlow  from  reducing  valve  through  straight 
air  brake  and  distril)uting  valve  to  the 
brake  cylinders.  By  taking  up  slack  on 
piston  travel  brakes  will  apply  and  re- 
lease quickly,  you  can  handle  engine  with 
safety. 

Feed  valve  pipe  broken  off  under 
automatic  brake  valve;  Stop  flow  of  air 
from  feed  valve  by  slacking  off  hand 
wheel  22.  Place  automatic  brake  valve  in 
full  release  position  and  plug  pipe  leading 
to  bottom  of  excess  pressure  governor 
by  putting  blind  gasket  in  connection  at 
governor  marked  A.  B.  V.  The  automatic 
brake  valve  must  be  carried  in  full  re- 
lease position  to  maintain  brake  pipe 
pressure. 

Broken  equalizing  reservoir  pipe:  Plug 
the  connection  from  the  brake  valve  and 
plug  the  service  exhaust  opening  under 
automatic  brake  valve  and  operate  the 
brakes  by  using  emergency  position.  T-) 
avoid  quick  action  and  prevent  the  luad 
brakes  from  kicking  off,  a  little  care  an.l 
judgment  should  be  used. 

(We  are  under  the  impression  tliat 
this  subject  has  been  pretty  thorouglily 
covered  by  various  air  brake  publica- 
tions and  feel  that  some  of  our  corre- 
spondents will  take  issue  with  Messrs. 
Hahn  and  Burgh  on  several  of  their 
methods  of  overcoming  troubles  vvitli 
broken  air  pipes,  especially  when  the 
application  piston  of  a  distributin.g 
valve  is  relied  upon  to  do  the  work  of 
the  supply  valve  piston  of  the  feed 
valve  and  how  a  service  application  of 
the  brake  can  be  made  through  the 
distributing  valve  exhaust  port  or  if 
purposely  restricted,  how  an  emer- 
gency application  could  be  made  if 
necessary.  We  are  also  quite  sure  that 
a  helper  engine  with  a  broken  off  dis- 
tributing valve  supply  pipe  can  be 
brought  down  Salazon  or  Rascon  Vil- 
lor  with  an  air  brake,  without  disman- 
tling the  application  portion  of  the  dis- 
tributing  valve. — Ed.) 


First  Railroad  in  America. 
Editor  : 

I  have  read  with  nuuli  pleasure  the 
article  that  ajipeared  in  your  .\pril  num- 
ber on  "The  First  Railroad  in  .America" 
by  W.  P.  Maher.  Mr.  Maher  is  correct  in 
claiming  that  the  Charleston  &  llamlnirg 
Railroad  was  the  first  railroad  in  the 
United  States  to  be  operated  by  steam. 
But  as  your  correspondent  mentions  the 
Quincy  Railroad  built  in  1826  as  having 
been  the  first  railroad  constructed  in  the 


L'nittd  States,  I  feel  that  his  letter  needs 
correction. 

In  1809  a  piece  of  experiinental  rail- 
road to  carry  wheeled  vehicles  was  laid 
out  l)y  John  Thomson,  a  civil  engineer 
nf  Delaware  County,  Pa.,  and  constructed 
Dnder  bis  direction  by  .Mexander  Som- 
uiervillc,  a  Scots  millwright,  for  Thomas 
l.eiper,  of  Philadelphia.  It  was  IKO  ft. 
long  with  4  ft.  gauge. 

The  experiment  was  considered  so  suc- 
cessful that  in  the  same  year  Leiper 
caused  the  first  practical  railroad  in  the 
world  to  be  constructed.  That  is  a  rail- 
road to  be  operated  by  wheeled  wagons. 
Like  the  Quincy  Railroad  it  was  built 
for  the  transportation  of  stone  from  a 
quarry,  and  was  about  one  mile  long.  It 
continued  in  use  for  about  twenty  years. 

In  1S16  the  first  railroad  on  which  self- 
iictiny  inclined  planes  was  used  was  Imilt 
on  tlie  Kiskominetas  River  in  Peniis\l- 
vania. 

In  1S26  the  construction  of  tlie  Mauch 
Chunk  Railroad  was  begun  and  finished 
within    the   year.      It    is   a   famous   scenic 


be  noted  while  the  valve  is  being  screwed 
into  block  ( .\). 

.Any  irregularities  can  be  corrected  by 
lining  up  the  stem  with  the  groove,  by 
striking  with  a  soft  hammer. 


Fireless  Locomotive. 

I  he  National  Cash  Register  Company, 
of  Dayton,  are  using  a  resuscitated  in- 
vention in  the  form  of  a  fireless  loco- 
motive. Such  engines  have  been  tried 
repeatedly,  but  they  always  failed  in 
economy  when  run  against  ordinary 
steam  locomotives. 

The  National  Cash  Register  Company's 
locomotive  is  used  for  hauling  freight 
cars  in  places  where  there  would  be 
danger  of  lire  with  a  locomotive  gen- 
erating its  own  steam.  The  engine  has 
a  large  tubular  boiler  tank,  13  ft.  long 
and  6  ft.  in  diameter.  The  tank  is  filled 
about  half  full  of  water,  and  steam  at 
a  pressure  of  LSO  pounds  is  injected  into 
it  from  the  slati(mary  boiler  plant.  The 
steam  raises  the  pressure  in  the  engine 
to    150   pounds   in   about    fifteen    minutes. 


„  r 
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railroad  nowadays,  operated  by  the  Lehigh 
\'alley  Railroad  Company,  but  it  was  used 
for  many  years  transporting  coal  down 
the  mountain  side  to  the  Lehigh  River. 
The  road  which  is  still  in  .good  conditio!! 
is  about  nine  miles  long. 

These  are  real  historical  facts  and 
ought  to  be  known  to  the  readers  of 
"The  Most  Interesting  Railway  Paper 
Published."  That  is  your  own  motto  of 
long  ago,  when  John  Skeevi-rs  was  still 
writing  words  of  wit  and  wisdom. 

J.VMES   JoII.NSO.N. 
I'liiliidrl/'hia.  Pa. 


Device   for   Straightening   Triple   Valve 
Emergency  Valve  Stems. 

BV   J.   A.  jEssox,  i.onsvn.i.E  .v   n.vshvii.i.r 

K.    R..    COKBKV,    KENTllKV. 

The  accompanying  illustration  shows  a 
side  and  end  view  of  a  handy  and  useful 
device  which  the  writer  has  designed  for 
straightening  Triple  ^'alvc  emergency 
valve  stems. 

It  consists  of  a  steel  block  { .\)  tapped 
to  receive  the  threaded  portion  of  the 
valve,  a  groove  (C^  is  an  extension  of 
the  lower  half  of  the  tapping. 

The  condition  of  the  stem  can   readily 


and  some  cif  it  is  ctmdenscd,  so  that  the 
boiler  is  about  three-quarters  full  of 
water  when  ready  for  work.  When 
charged  with  steam,  the  locomotive  will 
run  for  from  two  to  three  hours,  ac- 
cording to  the  number  and  the  weight 
of  the  cars  it  has  to  shift.  -As  nothing 
passes  up  the  stack  except  exhaust  steam, 
the  engine  can  safely  be  used  in  the  tim- 
ber yard,  and  in  and  near  buildings  filled 
with  inllammable  material.  The  cost  of 
running   it   is   small. 


Wants  to  Subject  Pullman  Car  Porter 
to  Martyrdom. 
'The  latest  nmve  towards  regulating 
the  freedom  of  the  individual  citizen  is 
a  bill  introduced  into  Congress  by  a 
California  member  prohibiting  persons 
riding  in  Pullman  sleeping  cars  from 
giving  gratuities  to  the  car  porter.  The 
porter  shines  the  shoes  of  passengers, 
brushes  their  garments  and  performs 
other  courtesies  which  most  pas- 
sengers c'>n.-ider  cheap  for  the  quarter 
freely  given.  We  doubt  if  a  law  will 
stand  prohibiting  the  traveling  public 
paying  for   services  rendered. 
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Catechism  of  Railroad  Operation 


NEW    SERIES. 

Third   Year's   Examination. 

(Continued  from  pai:.c  260,  July,  1914.) 
Q.  44.- — What  is  a  valve  motion? 
A. — .\ny  niechaiiisni  that  will  control 
the  movement  of  valve,  so  as  to  admit 
steam  to  the  cylinder  and  exhaust  steam 
from  the  cylinder  at  proper  intervals  is  a 
valve   motion. 

Q.  45. — What  arc  the  parts  of  valve 
motion  and  connections  to  valve  for  the 
"Stephenson"    valve    motion? 

.\. — The  eccentric  (sometimes  called 
cam  or  pulley),  eccentric  strap, 
eccentric  blade,  link,  link  saddle,  saddle 
pin  (suspension  stud),  link  hanger,  link 
block,  link  block  bolt,  lower  rocker  arm, 
rocker  shaft,  upper  rocker  arm,  rocker 
bo.x,  valve  rod  bolt,  valve  rod,  valve 
stem,  valve  yoke  and  on  some  engines  a 
transmission  bar  is  used  between  link 
block  and  rocker  arm. 

Q.  46. — What  are  the  parts  of  the 
Walschaerts  valve  motion  and  cimneclinn 
to  valve? 

A. — Eccentric  crank,  eccentric  rod,  link 
foot,  radial  link,  trunnion  pins,  trunnion 
pin  brackets,  link  block,  link  block  bolt, 
radius  rod  (or  radius  bar),  combination 
lever,  union  link,  cross-head  arm,  valve 
rod,  or  valve  stem,  valve  yoke,  valve  stem 
cross-head,  valve  stem  guides,  suspension 
Imk. 

Q.  47. — What   is  a  balanced   valve' 
.\. — \  balanced  valve  is  one  which   lias 
the  greater  part  of  tlie  pressure  kept  ofT 
the  top  of  the  valve. 

Note. — Generally  about  65  per  cent,  of 
the  pressure  is  removed  from  the  upper 
surface  of  the  valve,  leaving  a  pressure 
sulTicient  to  overcome  the  influence  of  the 
e-xhaust  and  working  pressure  in  one  end 
of  the  cylinder. 

Q.  48.— How  are  valves  balanced' 
.\. — By  keeping  the  pressure  off  the  top 
surface  of  the  valve;  this  is  accomjilished 
by  fitting  strips  of  iron  (called  "balance" 
-trips  or  valve  packing  strips)  in  grooves 
cut  in  the  lop  of  valve  near  its  outer 
edges  and  supporting  these  balance  strips 
on  coil  or  elliptic  springs,  which  hold  them 
!ip  against  the  pressure  plate  attached  to 
the  cap  of  steam  chest:  these  balance 
strips  form  a  sti-am  tight  joint  with  the 
pressure  pl.iti-  excluding  the  steam  from 
the  fiortion  of  ilie  toj)  of  the  valve  whidi 
they   elirlosc. 

Q,  49.-  Why  .ire  valves  balanced? 
.'\. — To    reduie    friction    between    valve 
and  its  scat. 

Q,  SO.- What  is  the  small  hole  dnllrd 
ni  the  top  of  the  valve  for,  and  what  is 
it  called? 


-\, — It  is  to  release  any  small  volume 
of  steam  which  may  get  by  slightly  de- 
fective balance  strips,  allowing  it  to  pass 
out  to  the  exhaust,  in  that  manner  main- 
taining tlie  balanced  feature  of  the  valve. 
It  is  called  the  release  port. 

Q.  51. — What  is  the  vacuum  valve  for, 
and  what  is  it  generally  called  ? 

A. — It  is  to  relieve  the  vacuum  forma- 
tion in  the  steam  chests  and  cylinders 
when  drifting.  It  is  cominonly  called  the 
relief  valve. 

Note. — Many  of  the  most  up-to-date 
railroads  are  doing  away  with  the  relief 
valve,  believing  that  it  destroys  lubrica- 
tion qualities  of  the  valve  oil  by  admitting 
the  oxygen,  and  to  relieve  the  vacuum 
formation  they  either  have  a  drifting 
valve  which  admits  a  small  amount  of 
steam  to  the  cylinders  while  the  throttle 
is  closed  or  they  instruct  the  enginemen 
to  leave  the  throttle  open  a  slight  amount 
for  the  admission  of  sufficient  steam  to 
prevent  the  vacuum  formation. 

Q.  52. — What  is  a  transmission  bar? 
A. — .\  transmission  bar  is  a  bar  of 
steel  or  iron  used  to  connect  the  link 
block  to  the  rocker  arm  or  valve  rod 
connection,  on  engines  where  the  rocker 
is  placed  some  distance  ahead  of  the  link. 
Q.  .S3.— What  are  the  two  different  valve 
motions  most  common  on  our  locomo- 
tives  today? 

.•\.— The  .Stei)hen.';on  and  the  Wal- 
scliaerts. 

Q.  54. — In  what  wa>  do  these  valve 
motions  differ  in  construction  of  the  parts' 
.■\. — The  Stephenson  valve  motion  has 
two  eccentrics  and  the  reversal  is  ac- 
complished by  changing  the  controlling 
eccentric,  which  is  possible  because  the 
eccentrics  arc  attached  to  the  shifting 
link. 

The  Walschaerts  valve  motion  has  but 
a  single  eccentric  which  has  a  connection 
with  lower  end  of  radial  link  which  is 
suspended  at  its  center,  an<l  the  reversal 
is  accomplished  Iiy  changing  the  manner 
in  which  the  motion  is  transmitted  to 
the  valve,  which  is  [lossible  liecause  the 
link  block  can  be  moved  to  point  above 
or  below  the  jioint  at  which  the  link  is 
suspended 

Q.  55. — How  many  ways  are  there  of 
transmitting  m.ition  from  the  eccentric  to 
the  valve'  llow  arc  these  different 
methods  designated' 

.\,— There  are  two  ways  of  c<mvcying 
motion  from  the  eccentric  to  the  valve 
:,ii'i  they  are  called  the  "Direct"  and  the 
"Indirect"    valve    motions. 

Q.  ,56. -What  is  a  direct  valve  motion? 
.\      A    direct    valve    motion    is    one    in 


which  the  valve  moves  in  the  same  direc- 
tion as  the  throw  of  the  eccentric  which 
is  controlling  it. 

Note. — The  connection  from  eccentric 
which  is  in  control  of  valve  is  direct  or 
straight   from  eccentric  to  valve. 

Q.  57. — What  is  an  indirect  valve  mo- 
tion ? 

A. — An  indirect  valve  motion  is  one  in 
which  the  valve  moves  in  the  opposite 
direction  to  the  throw  of  the  eccentric 
which   is   controlling   it. 

Note.^On  engines  having  the  indirect 
valve  motion  we  have  the  upper  and 
lower  rocker  arms  and  rocker  shaft  (or 
the  equivalent)  between  the  eccentric  and 
valve,  as  a  consequence  a  reversal  of  the 
motion  given  off  at  the  eccentric  will 
obtain  at  the  valve. 

Q.  58. —  In  the  Stephenson  valve  mo- 
tion, what  is  the  relative  position  of  the 
eccentrics  to  the  main  pin  for  the  direct 
valve  motion  with  outside  adinission 
valve ' 

.\. — The  throw  of  the  controlling  ec- 
centric will  lead  the  main  pin  in  the 
direction  in  which  the  wheel  will  turn, 
at  right  angles  to  the  main  pin  plus  the 
angle  of  advancement  from  the  main  pin 
necessary  to  get  the  lap  of  the  valve  out 
of  the   way   and  give  the   desired  lead. 

Q.  59. — In  the  Stephenson  valve  mo- 
tion, what  is  the  relative  position  of  the 
eccentrics  to  the  main  pin  for  the  indirect 
valve  motion,  outside  admission  valve? 

\. — The  throw  of  the  controlling  ec- 
centric will  follow  the  main  pin  in  the 
direction  in  which  the  wheel  will  turn,  at 
right  angles  to  the  main  pin  minus  the 
angle  of  advancement  toward  the  main 
pin  necessary  to  get  the  lap  of  the  valve 
out  of  the  way  and  give  the  desired 
uiuonnt    of   lead. 

Q.  ()0.— What  is  the  relative  position 
of  the  eccentrics  to  the  main  pin  with 
the  Stephenson  valve  motion,  with  the 
inside  admission  valve  and  the  direct  mo- 
tion  gear? 

.\. — The  throw  of  the  controlling  ec- 
centric will  follow  the  main  pin  in  the 
<lirectioii  in  which  the  wheel  will  turn, 
at  right  angles  to  the  main  pin,  minus 
the  angle  of  advancement  toward  the 
main  pin  necessary  to  get  the  lap  of  the 
valve  out  of  the  way  and  give  the  de- 
sired amount  of  lead. 

Q.  61. — With  the  Stephenson  valve  mo- 
tion, what  is  the  relative  position  of  the 
eccentrics  to  the  main  pin  for  the  indirect 
valve  motion,  with  the  inside  admission 
valve  ? 

,A.— The  throw  of  the  controlling  ec- 
centric   will    lead    the    main    pin    in    the 


August,   1V14. 


RAILWAY   AND    LOCOMOTIVE   ENGINEERING. 


289 


direction  in  which  the  wheel  will  turn,  at     valve    and    indirect    motion    when    going 
right    angles    to    the    main    pin    plus    the     ahead? 
angle  of  advancement  from  the  main  pin 


necessar>-  to  get  the  lap  of  the  valve  out 
of  the  way  and  give  the  desired  amount 
of  lead. 

Q.  62.— How  is  the  Stephenson  link 
carried  or  suspended? 

.\.— By  the  saddle  pin  (suspension  stud) 


\.— The  eccentric  will  lead  the  main 
pin  a  little  less  than  one  fourth  of  a 
turn  when  the  engine  is  going  ahead. 

Q.  70.— Is     the     Walschaerts     eccentric 


valve  cleaned  and  made  sensitive  enough 
to  permit  no  brake-pipe  variation  of  over 
I'/t  or  2  lbs.,  and  have  any  brake-pipe 
leakage  that  may  be  found,  tightened, 
your  trouble  on  the  long  engine  will 
quite   likely    disappear,   and    if   your   dis- 


ever  placed  at  exactly  right  angles  to  the     tributing  valve  is  in  good  working  con- 


niain  pin?     If  so,   when? 
A. — Yes,  on  engines  where  the  conncc- 


foot  is  made  on  the  dead  center  line  of 

motion. 

Questions  Answered 


and  link  hanger  to  the  lifting  arm  of  the     tion   between   eccentric   rod  and   the  link 
tumbling  shaft. 

Q.  63.— Why  is  the  link  saddle  pin 
(suspension  stud)  placed  to  one  side  of 
center  of   link? 

A.— To  overcome  the  effect  of  the 
angularity  of  the  main  rod  and  harmonize 
the  travel  of  the  valve  with  the  travel  of 
the   piston. 

Note.— The  effect  of  the  angularity  of 
the  main  rod  can  be  overcome  by  the  man- 
ner in  which  the  tumbling  shaft  is  placed, 
but  on  account  of  the  limited  space  on 
the   ordinary    locomotive   this   method    is 


dition,  the  first  engineer  in  double  head- 
ing will,  through  his  methods  of  manipu- 
lation, be  responsible  for  any  reapplica- 
tions  of  your  brake. 

Electric  Condenser 

K.  T.  iM.,  of  Baltimore,  writes: — 
Please  explain  and  describe  the  prin- 
ciple and  construction  of  the  electric 
condenser;  A.  The  electric  condenser 
as  built  commercially  consists  of  plates 
of  metal,  usually  tinfoil  stacked  up  with 
an  insulating  material  of  a  few  thou- 
sandths thickness  between  each  sheet. 
Each  alternate  sheet  is  connected  to 
one  terminal  and  the  remaining  sheets 
to  a  second  terminal. 

-Although  there  is  no  contact  between 
the  sheets  of  tinfoil,  so  that  electric 
current  can  flow  from  one  terminal  to 
the  other,  there  will  be,  however,  a  flow 


Brakes  Creeping  On. 

S.  -X.  B.,  Emporia,  Kan.,  writes:  I 
would  like  to  ask  a  question  regarding 
action  of  brakes  on  engines  with  No.  6 
E.  T.  equipment,  which  I  am  unable  to 
understand.  .After  making  a  service  ap- 
plication with  automatic  brake,  the  re- 
not  possible  although  considered  the  bet-  ^^^^  j^  ^gjg  ;„  running  position  and 
ter  way  to  get  the  proper  distribution  of  ]jrakes  release,  but  in  a  few  seconds 
steam.  engine  brakes   will  again  creep  on,  both 

Q.  64— To   what   is   the   link   block   at-      j^^^j^^    valves    in    running    position,    and 
tached  in  the  Stephenson  valve  gear?  releasing  with  independent  valve  will  not 

A.— To  the  lower  rocker  arm  or  to  the  ^.^^^  ^y^^^  released,  but  they  will  again  of  current  into  the  condenser  for  a  very 
transmission  bar  which  is  used  to  carry  ^^^.^p  ^^  ^.^g^  independent  valve  is  re-  short  time  if  wires  of  different  voltage 
the  motion  ahead  to  the  rocker  arm.  j^^^g^i  j^  runnins;  position,   and  may  be     arc   connected   to   the   terminals.     This 

Q.  65.— How  is  the  Stephenson  geared  ^^^^  j^  ^^^y  released  only  bv  movement  current  is  called  the  charging  current 
engine  reversed?  of    automatic    valve    to    full    release    and     and  the  amount  of  this  current  and  the 

A.— The  eccentrics  have  their  blades  return  to  running  position.  Independent  t""c  it  flows  will  depend  upon  the  volt- 
attached  to  the  shifting  link,  the  go-ahead  applications  will  stay  released,  but  it  is  age  connected  to  the^^terminals  and 
blade   is  connected   with   the   top   end   of     ^^^^    when     automatic    applications    are  ''"   '""'  ""''   ""    ^"       ' 

the  link  and  the  back-up  blade  to  the  ^^^^  jj^^t  this  result  is  noticed.  On 
lower  end  of  the  link,  the  link  may  be  ^^^  engine  we  have,  whenever  we  are 
moved  up  and  down  on  the  link  block,  in  second  engine  in  double  heading  and  the 
that  manner  accomplishing  the  reverse  by      -^^^^^    ^gn    has    made    an    automatic    ap- 


changing  the  controlling  eccentric. 

Q.  66. — How  is  the  eccentric  placed  in 
relation  to  the  main  pin  on  a  Walschaerts 
geared  engine  having  outside  admission 
valve  and  direct  motion  wdien  going 
ahead  ? 

A. — The  eccentric  will  lead  the  main 
pin  at  nearly  right  angles  or  be  a  little 
less  than  one-fourth  of  a  turn  ahead  of 
the  pin  when  engine  is  going  ahead. 

Q.  67. — How  is  the  eccentric  placed  in 
relation  to  the  main  pin  on  a  Walschaerts 


plication  and  release,  our  engine  brakes 
will  invariably  creep  on  again,  and  it  is 
necessary,  after  each  application  and  re- 
lease of  head  man,  to  momentarily  cut 
in  brake  valve  and  make  a  movement  of 
automatic  brake  valvt  handle  to  full  re- 
lease and  return  to  running.  I  think  this 
is  contrary  to  what  the  instruction  books 
say,  and  I  would  be  very  glad  if  you 
could  tell  me  what  is  wrong. 

A.— .Assuming   that    there    is   no   other 
irregularity    in    the    action    of    the   brake 


geared   engine    having   outside   admission     outside  of  those  you  mention,  your  trou- 
valve    and    indirect    motion    when    going 


ahead  ? 

A. — The  eccentric  will  follow  the  main 
pin  at  a  little  greater  angle  than  a  right 
angle  or  be  a  little  more  than  one-fourth 
of  a  turn  hack  of  the  main  pin  when 
the  engine  is  going  ahead. 

Q.  68. — How  is  the  eccentric  placed  in 
relation  to  the  m-iin  pin  on  a  Walschaerts 
geared  engine,  having  inside  admission 
valve  and  direct  motion  when  going 
ahead  ? 

A. — The  eccentric  will  follow  the  main 


ble  on  the  lone  engine  indicates  a  varia- 
tion in  brake-pipe  pressure  that  is  per- 
mitted by  a  defective  feed  valve,  and 
quite  likely  aggravated  by  brake-pipe 
leakage.  The  brake  applying  after  a  re- 
lease is  made  by  the  head  engine  in 
double  heading,  is  to  a  certain  extent  to 
be  expected,  as  on  a  long  train  the  brake- 
valve  handle  may  have  been  allowed  to 
remain  in  release  position  long  enough 
to  result  in  a  considerable  over-charge 
of  the  pressure  chamber  of  the  second 
engine,   whereupon   a   roapplication  could 


upon   the   size  and   number  of  the   tin- 
foil sheets. 

.After  this  charging  current  has 
stopped  and  the  wires  disconnected 
from  the  terminals  a  certain  amount  of 
current  can  be  taken  out  of  the  con- 
denser. That  is,  a  resistance  can  be 
connected  across  the  terminals  and  a 
current  will  flow  for  a  short  period 
healing  up  the  resistance  and  the  con- 
denser will  become  discharged.  In 
other  words  the  condenser  stores  up 
energy  in  the  form  of  a  charge  which  it 
will  give  up. 

The  condenser  is  used  in  many  cir- 
cuits to  take  up  any  sudden  change  in 
voltage  and  to  give  it  up  on  low  values. 
It  serves  to  smooth  out  the  variations. 
It  also  has  a  wider  and  more  important 
application  in  connection  with  alternat- 
ing current.  The  amount  of  energy  the 
condenser  will  store  is  known  as  its 
capacity.  Capacity  is  very  necessary 
sometimes  in  electrical  circuits  to  offset 
the  inductance  and  condensers  are  uni- 
versally used  to  better  improve  the 
electrical   transmission  of  power. 


pin  at  a  little  more  than  one-fourth  of  a      be  expected.     .A  materially  enlarged  feed 


turn  when  engine  is  going  ahead 


groove   m 


Very  Ancient  Writings. 

Our  word  paper  comes  from  the  ancient 

E.gyptian  wfrd  papyri,  a  plant  which  the 

ancients    iKcd    for   writing   upon.     There 

the   cquali?ing   piston   bushing     was   rccontly   discovered    17   rolls   of  his- 


Q  69 -How  is  the  eccentric  placed  in  of  the  distributing  valve  would  tend  to-  toncal  p..pyn  unearthed  by  a  native 
relation  to  the  main  pin  on  a  Walschacrt..  ward  reapplications  of  the  brake  after  Eg>Tt.an  d.^.mc  m  the  v.c.mty  of  a 
geared    engine,    having    inside    admission      release,   but    if   you    will    have    the    feed     temple  ot  tho   Ftolemies  of  upper  Egypt. 
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AU-Steel  X-25  Type  Freight  Box  Car 
for  the  Pennsylvdnia  Railroad 


In  1912  ilic  nieclianical  cngincciiii;-; 
ilcpartnicm  of  the  Pennsylvania  Rail- 
road (lfsii,MK-cl  a  bo.x  car  having  an  all- 
.^tcel  uiulerfranie,  posts  and  braix-s. 
which  .supported  a  wooden  lining  and 
floor.  .\1!  of  tlie  steel  parts  being  on 
the  outside,  tlie  interior  presented  a 
smooth  wooden  surface. 

C'ontinuing  the  pobcy  to  idtiniately 
obtain  an  all-steel  bo.x  car,  a  new  design  is 
ni'w  under  construction,  which  is  known 
as  the  X-2.S.  The  car  is  of  lOO.OlK) 
pounds  capacity-  and  is  equipped  with 
5.'.'2  in.  X  10  in.  arcli  l)ar  or  crcjH  n  cast 
steel  side  frame  trucks.  Tlie  inside 
length  is  40  ft.  .^  ins.;  width.  8  ft.  10  ins., 
and  the  height  i.s  9  ft.  1  in.,  giving  a 
cubical  capacity  of  2.343  cubic  feet. 
The  height  of  tloor  from  rail  is  3  ft.  7;I. 
ins.     The  eaves  are  ''  ft.  2  ins.  wide  at  a 


dee|i  between  crossbears.  and  taper  to 
11  in>.  at  a  point  22-11/16  ins.  back  of 
tile  centre  plate;  a  26  in.  x  'g  in.  cover 
plate  riveted  the  full  length  of  the  cen- 
tre sills,  and  a  4  in.  \  4  in.  .x  '4  in.  angle 
riveted  to  the  bottom  of  each  sill  on 
the  inside  and  extending  continuously 
between  back  draft  lugs,  which  are  iu- 
ciirpiirated  in  the  centre  plate  reinforc- 
ing casting. 

The  centre  construction  is  also  rein- 
forceil  at  each  end  by  a  cast  steel  strik- 
ing plate  and  front  draft  lugs  combined, 
a  cast  >leel  centre  plate  reinforcing 
casting  abii\c  the  centre  plate,  a  cast 
steel  si)reacler  at  each  point  uliere  the 
crossbearcrs  are  fastened  to  the  centre 
sills,  and  by  i)ressed  spreaders  between 
all  intermediate  diaphragms.  The 
crossbearcrs   on   either   side   of  the   cen- 


niember  has  t"  take  care  of  the  side 
bearing  thrust  only  and  does  not  carry 
any  c.f  the  load,  .\bove  the  side  bear- 
ing, which  ij  a  steel  casting,  is  a  cast 
steel  reinforcing  block,  and  at  the  ex- 
treme end  is  a  combined  roping  iron 
and  jacking  casting.  The  drop  forged 
centre  plate  is  secured  to  the  flanges  of 
the  centre  sills,  as  well  as  the  centre 
l>late  reinforcing  casting,  wdiich  extends 
back  towards  the  centre  of  the  car  9 
ins.  from  centre  line  of  centre  plate, 
and  thus  possesses  the  added  feature  of 
reinforcing  the  centre  sills  at  the  crit- 
ical |)oint.  due  to  buffing  stresses. 

There  are  six  intermediate  dia- 
phragms on  either  side  of  the  car,  four 
of  which  are  located  between  the  cross- 
bearers  and  one  midway  between  the 
crossbcarer    and    centre    plate    at    either 


.\K\V  TYPK  oi'  .\IJ,  sri-;i:i.  iHKlcilll    l:n\  I  .\R    tiiK    Illl-    |■|A■^■S^  I.\ANl  \   kaikhad 


height  of  12  ft.  10  ins.    The  length  of  th 


re  of  car  are  composed  of  two  di>lied  end  of  the  car.  The  diaphragms,  which 
ar  o\er  etui  sills  is  42  ft.  6  in.,  and  the  diai>hragms  of  Vs  in.  thickness.  ha\ing  are  6.J4  ins.  deep  and  Vf,  in,  thick,  do  not 
xtrenie   width   is   10  ft.   1-9/16  ins  "  ' 


- / -- 'iver  3'_.    ui.    Manges.   to|).   bottom   and    cni\>  carry    any    of    the    load    as    their    top 

side  door^,  the  di>or  opening  being  (1  ft.  The  diaphragms  are  set  .i  in>.  apart  and  llangcs   are    -'4    in.   below   the  bottom   of 

0  ins.  wide  ancl  ,S  ft.  5'/4   ins.  high.  are  joined   together  at   the   top  and   b.it  the    Hour,    but    simply    act    as    stiffcner-. 

The  miderfranie  of   this  car  is   rif  the  limi    by    12    in.    x    %    in,    cover    ])lates.  tor     the     botlimi     member    of    the     side 

same    general    tyjie    as    used    in    recent  which  extend  across  the  ci'utre  ^iHs  and  iru-s.  :incl  n~  support   fur  the  brake  rig- 

P.   R.    R.   design,   viz.:    the   weight   of   tin  are    riseted    to    the    crossbcarer    llange-.  ging. 

supersirnctnre  an<l  lading  is  transferre<I  The    crossbearcrs    are    secured    at    one  The    end    sill    consists    nf    a    /    shape 

t<'  the  center  sills  by  means  of  Iw.  p.air^  end  to  the  web  of  the  centre  sill  and  al  plate    "'s   in    in  thickness,  which   extends 

of    cantilevers    or    crossbearcrs,    .unl    the  the  other  end  to  the  bottom  mendier  ni  the  entire   width  of  the  car,  binding  the 

en<l    con>iructiiin,    llui-    eliminal:';.'    Oie  the  siile  truss.  side  and  end  cmstrnction  together,  and 

use  of  a  br.dy   bolster.  .\l    the    centre    plate    the    usual    bndy  .S   ins.   below   the   top  of   the  centre   sills 

The  backbone  of  the  underfrainc  h.is  ludster   is    replaced    by    a   much    lighter  anil  is  llanged  inward  for  a  distance  of 

a    miniinutn    section    area    between    rc.ir  liatlmib    tyi)e    of    diaphragm.    ',<    in.    in  S-7/16     ins.     at     the    centre,     narrowing 

follower  stops  of  ^4  s<piare  inclu  ~.  and  thickness,  7  ins.  in  depth,  and  7ii  in.  in  somewhat     toward     either     side.       The 

is   c"m]M>sed    i.f   2-}h    in.    lish    bell>    lypr  width,    which    is    riveted    to    the    centre  back   vertical   leg.   wdiich   is   H   ins,   high, 

ci-ntre    channels    with    4    in,    flanges    t,,p  vJH^  ;,tid   side  truss.     This  is  made   pos-  makes   an   excellent   attachment    for   the 

and   bottom,   the   chatinels  being   20   iiis,  -ible    by    reasi.n    of    the    fact    that    this  end  constrtictiou. 
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The  end  sill  is  secured  at  the  centre 
to  the  striking  plate  and  at  either  end 
to  a  cast  steel  push-hole  pocket  and 
corner  casting,  which  are  in  turn  riveted 
togctlier  and  secured  to  the  bottom 
nicniber  of  the  side  truss  and  to  the 
diagonal  brace,  while  the  top  vertical 
leg  of  the  end  sill  is  riveted  to  the  end 
sheets  the  entire  width  of  the  car.  This 
construction  of  end  sill  fulliUs  all  re- 
quirements of  one  of  the  most  import- 
ant features  of  freight  car  construction. 
namely,  finish,  strength-binding  all  con- 
tinuous parts  of  the  underframe  to- 
gether, and  accessibility  for  repairs. 

The  diagonal  brace  is  a  U  sliapcil 
section  8  in.  wide  and  -ys  in.  thick,  with 
2; J  in.  flanges  pointing  downward.  It 
is  flattened  out  at  both  ends,  being  fas 
tened  to  the  top  flange  of  the  centre 
sills  at  one  end  and  to  the  push-pole 
pocket  and  bottom  side  truss  at  the 
other  end,  and  thus,  by  virtue  of  it- 
position.  transferring  horizontal  strain^ 
from  the  end  sills  and  bottom  side  tru-s 
to  the  centre  sill. 

The  bottom  member  of  the  side  truss 
or  side  sill  runs  continuously  between 
the  end  sills  and  is  composed  of  a  4  in. 
X  6  in.  X  f^  in.  angle  and  a  4  in.  x  i'/z 
in.  X  3/i  in.  bulb  angle,  which  are  riveted 
together  back  to  back.  The  short  Ic.ar 
of  the  angle  pointing  towards  the  cen- 
tre line  of  car,  and  the  long  leg  of  the 
bulb  pointing  outward,  both  legs  being 
in  the  same  horizontal  plane  as  the  cen- 
tre sill  cover  plate.  These  combined 
sections  make  an  ideal  combination  for 
a  car  of  this  type  of  underframe,  mak- 
ing an  excellent  support  for  the  tlmir. 
there  being  no  other  longitudinal  nu  in 
bcr.  giving  lateral  stiffness  to  the  nii 
derframe  and  a  convenient  memlu-r 
upon  whicli  to  secure  the  side  slieets, 

SLPERSTRUCTL'RE. 

The  object  aimed  at  in  designin.g  tlu 
X-25  car  was  to  provide  as  great  a  pro 
tection  as  possible  for  the  lading  in 
case  of  an  accident  or  rough  usage,  ami 
to  reduce,  as  far  as  possible,  the  iiuin 
ber  of  parts.  Therefore,  the  super 
structure  was  designed  with  an  outside 
shell  composed  of  a  series  of  ',s  in 
sheets  for  the  side,  and  %  in.  sheets  for 
the  ends,  in  which  the  posts  were 
pressed  integral  with  the  end  and  side 
sheets.  .-\  U  shaped  post  is  pressed 
into  one  end  of  each  sheet  and  is  over- 
lapped by  the  adjacent  sheet,  which 
acts  as  a  coverplate  for  the  post  and 
gives  to  the  outside  of  the  car  smooth 
surface.  The  post  part  of  the  sheet  is 
2>i  ins.  deep  and  4  ins.  wide  at  the  back. 
The  sides  of  the  car  are  composed  of 
ten  slieets  each,  which  have  a  2  in. 
flange,  top  and  bottom,  by  means  of 
which  they  are  secured  to  tin-  bulb 
angle  of  the  side  sill  and  to  the  4  in.  x 
4  in.  X  -5-^  in.  eave  angle  at  the  top.  the 
short  leg  of  which  extends  outward  and 
along  the  leg  upward. 


The  end  construction  is  similar  to 
that  of  the  sides,  each  end  being  com- 
posed of  three  sheets,  the  two  nearest 
the  sides  of  the  car  containing  the  de- 
pression which  forms  the  post.  Where 
the  central  sheet  overlaps  tliese,  they 
are  depressed  "4  in.,  making  the  outside 
face  perfectly  smooth  so  that  it  may  tit 
down  snugly  behind  the  end  sill.  The 
middle  sheet  has  an  additional  U  shape 
stiffencr  at  the  centre  2%  ins.  deep.  9!/2 


same  time  act  as  a  connection  between 
the  side  and  eave  angles  and  tlie  side 
and  end  sills.  To  the  side  and  end 
sheets,  midway  between  the  posts,  ver- 
tical nailing  strips  are  secured,  to  which 
the  lining  is  nailed  in  a  horizontal  posi- 
tion. 

The  carlins  are  of  the  bathtub  type, 
being  spaced  3  ft.  9'/2  ins.  apart  and 
resting  on  the  6  in.  vertical  leg  of  the 
side   eave   angle   and   extending   down- 


_L^--1nif3».V  Vic     ,_. 


F.XI)   \1K\V  Of-  ,\I,I..STI;KI.    I-KKIGIIT   U0.\     (  .M;    ink     I'lIK    I'KNNS'll.V  A.N  I 


ins.  wide  and  '4  in.  thick,  which  ex- 
tends vertically  from  the  end  sill  to  the 
eave  angle. 

The  side  door  posts  are  4  in.  x  3^  in. 
X  fi  in.  bulb  angles,  extending  from  side 
sill  bull)  angle  to  cave  an.sjle.  being  se- 
curely riveted  to  both. 

The  side  and  end  sheets  are  tied  to- 
gether by  a  coverplate.  L-shape  in  sec- 
tion and  '4  in.  thick.  This  is  capped 
top  and  bottom  by  suitable  castings, 
which  finish  off  the  corners,  and  at  the 


ward  from  the  side  a  suflicient  <listance 
to  be  securely  riveted.  The  3/32  in. 
steel  roof  sheets  are  continuous  across 
the  car.  being  spot  welded  to  the  car- 
lins. which  are  located  in  their  centre. 
This  allows  the  butt  joint  to  come  mid- 
way between  carlins,  with  the  excep- 
tion of  tlic  end  roof  sheets,  which,  by 
virtue  of  the  position  of  the  last  carliii. 
must  cover  one  and  one-half  spaces. 

The  roof  sheets  are  flanged  down  on 
the  vertical  leg  of  the  side  and  end  eave 
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angles  2^  ins.,  and  are  secured  to  tlic 
same  by  ys  in.  rivets  spaced  4:)-^  in.s. 
apart.  Bctwuen  the  roof  sheets  and  the 
eave  angles  arc  3/16  in.  washers, 
through  which  the  rivets  are  driven. 
This  construction  allows  for  a  slight 
ventilation  and  yet  is  small  enough  to 
keep  out  any  foreign  matter  wliicli 
might  damage  the  lading.  The  rooi 
sheets  are  fastened  together  by  an  out- 
side and  inside  butt  strip.  The  outside 
strip  is  pressed  up  in  the  center  "/s  in., 
which  adds  to  the  stiffness  of  the  struc- 
ture, and  is  2K'  ins.  wide  and  3/32  in. 
thick.  The  inside  strip  is  2J4  ins.  wide 
and  3/16  in.  thick.  These  strips  are 
continuous  across  the  car  and  are  riv- 
eted to  the  roof  sheets  with  'A  in.  rivets 
\'/2  ins.  apart.  To  insure  a  perfect 
water-tight  joint,  tar  paper  is  placed 
between  the  outside  butt  strip  and  the 
roof  sheets.  The  end  and  side  eave 
conditions  are  the  same,  except  there  is 
no  ventilation  at  the  end.  The  roof  is 
equipped  with  an  ISVi  in.  running' 
board,  latitudinal  extensions  and  grali 
irons — all  securely  fastened  to  the  roof 
sheets.  The  13/16  in.  pine  inside  lining 
is  nailed  to  the  vertical  nailing  strip 
conveniently  spaced  around  the  sides 
and  ends.  The  lining .  extends  from 
within  3  ins.  of  the  floor  to  a  height  of  S 
ft.  5  ins.  Since  the  posts  and  nailint; 
strips,  wliich  are  2%  deep,  arc  all  ver- 
tical, it  will  be  seen  that  there  is  a  vir- 
tical  air  space  back  of  the  lining,  which 
will  allow  for  ventilation,  and  also  facil- 
itate cleaning,  which  at  times  becomes 
necessary  on  double-sided  cars,  due  t" 
the  lading  falling  through  damaged  lin 
ing.  The  application  of  a  triangular 
grain  strip  around  the  edge  of  the  2',s 
in.  tongue  and  grooved  floor,  next  to 
the  side  sheets,  allows  all  foreign  mat- 
ter to  work  its  way  out  from  behind  tlic 
lining. 

A  new  feature  in  this  car  is  the  man- 
ner in  which  the  safety  appliances  are 
secured.  .Ml  grab  irons  are  fastened  to 
castings  by  means  of  a  slotted  hole  iii 
the  face,  which  permits  the  removal  of 
the  grab  irr.n  bolt,  and  thus  the  renewal 
of  the  grab  irons  without  disturbing  the 
inside  lining.  .'\  like  provision  is  m.iile 
for  the  side  door  stop. 

DOORS. 

The  car  is  equipped  with  out  side 
hung  doors,  being  supported  at  the  to]' 
by  hangers  at  both  comers.  A  5  in.  >: 
1}^  in.  X  5/16  in.  angle  acts  as  a  t-i' 
guide  rail  and  weather  strip,  the  sli.tt 
leg  being  turned  down  over  the  face  of 
the  door.  The  door  is  made  of  I'l'' 
OILS.,  with  two  vertical  /^-shaped  ed-e 
stiffeners,  which  are  flattened  out,  l.p 
and  bottom,  supporting  the  door  hanger 
and  door  guide  castings.  The  rear 
stiffencr  lajis  over  the  door  post  and 
the  front  one  butts  against  a  2  in.  x  2  in 
X  '■  in.  angle  riveted  to  the  side  sheets 
and  projecting  slightly  beyond  the  door. 


thu.-  lorniing  a  weatlier  strip,  front  and 
back.  There  are  two  horizontal  L'- 
shaped  sections  pressed  in  the  end  of 
the  top  and  intermediate  door  sheets, 
wliich  overlap  the  adjacent  sheets, 
forming  a  box-like  stiffencr  across  the 
door.  .At  tile  l)ottom  of  the  door  1s  a 
l'.i  in.  X  l'.|  in.  x  !4  in.  stiffening  angle, 
which  runs  continuously  between  ver- 
tical stiffeners.  Tlic  inside  of  the  door 
is  perfectly  smooth,  all  rivets  being 
countersunk.  .\  clearance  of  1/16  in.  is 
allowed  tor  door  to  clear  door  post. 
The  floor  is  extended  through  door 
opening,  flush  with  the  door  post,  and 
is  supported  1)\-  the  bulb  angle  of  the 
side  sill. 


Surge  Tank. 

Phe  largest  taid<  of  the  kind  known 
a  surge  tank  has  just  been  erected 
the  Kennicott  Company,  Chicago. 
,  at  .'\ltiiian,  X.  Y..  for  the  Salmon 
ver  I'ower  Company  whose  works 
■  situated  about  lifteeti  miles  from 
ke  Ontario,  on  Salmon  River.  The 
iect  of  the  tank  is  to  act  as  a  gov- 
lor  on  a  pipe  line,  taking  care  of  back 
;-ssure  when  the  load  is  suddenly 
cen  off.  and  as  a  reservoir  wlien  the 
i<\  is  sud.leiily  applied. 


The  following  are  the  dimensions  of 
the  principal  parts  of  the  tank: 

Diameter  shell,  50  ft.  0  ins.;  height, 
straight  part  of  shell,  80  ft.  0  ins.;  depth 
of  bowl  bottom,  25  ft.  0  ins.;  total 
height  of  tank  from  bottom  of  bowl  to 
top  of  shell,  105  ft.  0  ins.;  elevation  of 
bottom  above  ground,  80  ft.  0  ins.; 
height  of  roof,  20  ft.  0  ins.;  total  height, 
ground  to  top  of  roof,  205  ft.  0  ins.; 
diameter  of  bottom  riser,  12  ft.  0  ins.; 
diameter  of  inside  riser,  10  ft.  0  ins. 
with  15  ft.  funnel  at  top.  Number  of 
supporting  columns,  ten.  Number  of 
panels  in  tower,  three.  Size  of  sway 
bracing,  4  ins.  x  1^  ins.  flat.  Columns 
made  of  two  8  in.  x  8  in.  x  ^4  '"•  angles, 
two  6  in.  X  6  in.  X  1  in.  angles,  two  24 
in.  X  15/16  in.  plates,  one  34  in.  x  ^  in. 
plate  in  the  form  of  an  open  box  with 
3  in.  X  \'2  in.  cross  lace  bars.  Base 
lilates  and  columns  each  36  in.  x  1  in.  x 
36  in.  anchor  bolts,  two  2^^  ins.  round 
to  each  column.  Grillage  under  base 
plates.  Each  column  consists  of  five 
24  in.  100-lb.  I-beams  and  twelve  15  in. 
42-lb.  I-beams  imbedded  in  concrete. 
Thickness  of  bowl  bottom  plates,  Va  in. 
Li'ngitudinal  seams  in  bowl  bottom 
triple  riveted  butt  strap  joint;  horizon- 
tal seams  quadruplicate  lap.  First 
course  of  shell  1  in.  plate,  triple  riveted, 
butt  joint.  Connection  of  bowl  bot- 
tom for  first  course,  two  ^  in.  x  36  in. 
idates.  Thinnest  plate  in  tank  ^  in. 
double  riveted,  butt  strap.  Top  riser 
stiffened  every  four  feet  by  4  in.  x  4  in. 
X  '2  in.  angles  to  take  care  of  difference 
in  elevation  of  water  inside  the  riser 
and  in  tank  proper.  12  ft.  0  ins.  riser 
connected  to  bowl  bottom  by  means  of 
special  12  ft.  expansion  joint. 
Tlie  surge  tank  is  connected  to  the 
wcr  end  of  the  pipe  line  which  is  to 
convey  the  water  from  the  dam  to  the 
power  house.  The  pipe  line  is  approxi- 
mately ninety-five  hundred  feet  long, 
ranging  from  eleven  feet  to  twelve  feet 
in  diameter. 

The  surge  tank  constitutes  a  hy- 
draulic regulating  device  for  the  power 
]ilant,  being  provided  on  account  of  the 
long  pipe  line.  Wlien  the  power  plant 
is  in  oiH-ratioii  and  a  sudden  demand 
for  more  iiowcr  occurs,  necessitating 
an  increased  supply  of  water,  the  water 
is  temporarily  supplied  to  the  turbines 
largely  from  tiic  surge  tank,  while  the 
velocity  of  the  water  in  the  long  pipe 
is  increasing  to  the  reipiired  degree. 
On  the  other  hand,  when  the  power 
load  is  suddenly  thrown  off  the  plant, 
the  surplus  water  will  surge  upward 
and  spill  over  the  top  of  the  riser  and 
will  be  caught  and  stored  in  the  main 
bowl  of  the  surge  tank,  while  the  veloc- 
ity of  the  water  in  the  pipe  reduces 
gradually.  The  rise  of  pressure  in  the 
pipe  line  will  at  the  same  time  be  lim- 
ited to  that  due  to  the  water  rising  to 
the  top  of  the  riser. 
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Mechanical  Organizations  and  Their  WorR 


By    DR.    ANGUJ;   SINCLAIR 


I. — The  Traveling  Engineer's  Associa- 
tion. 

At  an  E.xccutivc  Committee  oi  the 
American  Railway  Master  ^Mechanics' 
Association  held  in  July,  1913,  the  sug- 
gestion was  made  that  one  of  the  mem- 
bers prepare  a  paper  on  the  Proceed- 
ings of  the  Minor  Railway  Mechanical 
.*\ssociations.  Dr.  Angus  Sinclair  was 
requested  to  prepare  such  a  paper  and 
he  submitted  the  following  at  tlic  1914 
convention; 

For  many  years  of  our  railway 
history,  two  mechanical  organizations, 
viz. :  the  Master  Car  Builders'  Associa- 
tion and  our  own,  were  considered 
sufficient  to  investigate,  report  on  and 
discuss  all  the  subjects  relating  to 
mechanical  questions  that  required  for 
settlement  the  wisdom  that  results  from 
combined  experience.  The  time  how- 
ever came  by  increased  complication 
of  machinery  and  other  causes,  that 
tlie  Master  Car  Builders'  and  the  Rail- 
way Master  Mechanics'  Association 
were  unable  to  cope  successfully  with 
all  the  engineering  problems  that  arose 
for  settlement,  and  so  other  organiza- 
tions came  into  existence  to  aid  in  carry- 
ing on  the  work  that  had  become 
necessary. 

The  locomotive  engine  requires  more 
careful  and  skillful  management  than 
any  prime  mover  that  I  am  acquainted 
w-ith.  so  it  was  not  surprising  that  the 
first  auxiliary  mechanical  association 
formed  in  the  United  States,  worked 
under  the  motto,  "To  improve  the  loco- 
motive engine  service  of  American 
railroads."  This  is  the  Traveling  En- 
gineers' Association  which  was  formed 
in  1892  and  has  certainly  fulfilled  the 
promise  of  its  motto. 

Today  the  name  traveling  engineer 
is  hardly  applicable  to  the  persons 
forming  that  organization,  for  the 
published  lists  of  railway  ofificials  state 
that  there  are  over  three  hundred  men 
with  the  title  of  road  foreman  of  en- 
gines in  the  North  American  continent, 
while  there  are  less  than  a  dozen  listed 
as  traveling  engineers.  This  indicates 
the  change  in  nomenclature  that  has 
come  about  in  twenty-two  years,  for 
by  far  the  majority  of  men  holding 
that  position  wlien  the  Traveling  En- 
gineers' Association  was  organized, 
were  called  traveling  engineers.  The 
published  lists  of  traveling  engineers 
and  road  foremen  of  engines  falls  far 
short  of  the  actual  number  employed, 
for  there  are  more  than  1,000  members 
of  the  Traveling  Engineers'  Associa- 
tion. 

The     rapid     increase     of    locomotive 


mechanism  and  of  operating  appliances 
demanded  the  special  instruction  of  en- 
ginemcn,  a  duty  the  traveling  engineers 
have  performed  very  satisfactorily.  .V 
very  common  practice  used  to  be,  to 
introduce  new  appliances  upon  locomo- 
tives without  instructing  the  enginemen 
about  their  care  and  operation.  If  the 
engineer  was  of  an  inquiring  and  in- 
telligent character,  he  would  lind  out 
the  proper  way  to  operate  the  new 
device;  but  if  he  proved  careless  and 
indifferent  a  valuable  invention  would 
frequently  be  condemned  as  worthless. 
That  has  been  the  fate  of  many  devices 
brought  out  to  improve  the  service  of 
the  locomotive  engines.  The  super- 
vision of  the  road  foreman  of  engines 
has  put  an  end  to  that  waste  of  useful 
appliances. 

The  practice  of  the  Traveling  En- 
gineers' Association  has  been  to  in- 
vestigate, report  on  and  discuss  sub- 
jects that  would  exercise  an  educational 
influence  upon  all  persons  connected 
with   locomotive   operation. 

At  the  first  convention  held  in  Chi- 
cago in  1893,  reports  were  read  on 
the  followin.g  highly  practical  subjects: 

1.  The  economical  use  of  oil  and  sup- 
lilies. 

2.  Examination  of  firemen  for  pro- 
motion to  en.gineers  and  examination 
of  new  men  for  employment  as  firemen. 

3.  How  can  travelin.g  engineers  im- 
prove the  service  when  engines  are 
double   ere  wed  or  pooled? 

4.  What  are  the  best  methods  for 
the  instruction  of  men  for  the  safe  and 
practical  handling  of  air  brakes  in  all 
kind?  of  service? 

5.  Testing  coal  in  actual  service. 
What  are  the  easiest  and  most 
economical    methods? 

These  reports  were  thorou.ghly  dis- 
cussed during  six  sessions  of  the  con- 
vention and  occupied  135  pages  in  the 
annual  report. 

In  studying  particulars  of  the 
twenty-one  conventions  held  between 
the  first  one  and  that  of  last  year,  I 
find  the  question  of  how  to  promote 
economy  in  the  use  of  fuel  and 
lubricants  holds  a  very  conspicuous 
place.  Some  of  the  papers  and  discus- 
sions on  these  subjects  are  well  worth 
earnest  study  by  people  interested  in 
operating  locomotives  at  the  least  pos- 
sible expense. 

.\t  the  convention  held  in  Chicago 
last  year  reports  were  read  on  the 
following  subjects: 

I.  Uniform  instructions  to  engine- 
men  on  handling  of  superheat  locomo- 
tives. 


2.  Care  of  locomotive  brake  equip- 
ment on  line  of  road  and  at  terminals; 
also  methods  of  locating  and  reporting 
defects. 

3.  Credit  due  to  operating  depart- 
ment for  power  utilization  in  train 
movements. 

4.  Advantage  obtained  with  the  brick 
arch   in   locomotive   service. 

5.  Scientific  train  loading.  Tonnage 
rating. 

6.  What  can  be  done  to  eliminate 
black  smoke. 

The  first  of  these  reports  was  one 
of  the  most  exhaustive  papers  ever 
submitted  to  a  mechanical  association 
and  covers  the  subject  so  thoroughly 
that  no  addition  seems  necessary  to 
make  all  the  mysteries  of  superheating 
plain  to  every  inquirer.  That  seemed 
self-evident,  but  its  reading  was  sup- 
plemented by  a  most  masterly  discus- 
sion which  covers  44  pages  and  was 
participated  in  by  23  speakers.  In  all 
my  experience  attending  mechanical 
conventions  I  have  never  heard  a  re- 
port as  thoroughly  discussed.  That 
report  and  discussion  has  certainly  done 
nmch  to  disseminate  accurate  informa- 
tion concerning  the  operation  of  super- 
heat locomotives. 

There  were  five  more  subjects  which 
brought  forth  good  reports  and  discus- 
sions above  the  average.  The  report 
on  that  ancient  subject  "Smoke  Pre- 
vention," was  excellent,  having  been 
prepared  by  Martin  Whelan,  who 
knows  as  much  about  the  smoke 
nuisance  as  any  man  connected  with 
railway  operation.  An  active  discus- 
sion followed  the  reading  of  Mr. 
W'helan's  report,  which  indicated  that 
the  members  are  keenly  interested  in 
the  subject.  The  conclusion  arrived 
at  is  one  that  v.  as  arrived  at  many 
years  a.go  which  is:  that  a  careful  en- 
gine crew  is  the  best  influence  in  loco- 
motive service  for  the  elimination  of 
black   smoke. 


Rails  "Creeping." 

.\  German  engineering  authority  states 
that :  Formerly  it  was  thought  that 
creeping  was  caused  partly  by  the  fric- 
tion between  rail  and  wheel  and  partly  by 
that  Iietween  rail  and  sleeper ;  but  the 
general  opinion  now  is  that  creeping  is 
caused  chiefly  by  the  percussive  action  of 
the  wheels  at  the  joints  when  the  wheels 
leave  the  trailing  rail  end  and  strike  the 
facin.g  r.-iil  end.  .\t  the  same  time  it  is 
a  remarkable  circumstance  that  German 
philosophers  when  equipped  with  a  double 
action  microscope  discover  many  things 
that  are  not  so. 
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Locomotive   Counterbalancing. 

.VniouK  the  siil)ji-ct>  ;;fk-i-tf(l  for  iu- 
xestigali.m  ami  riports  to  hv  ukuJc  Ki 
tin-  next  coutt-ntiwii  of  tlic  .\niericaii 
Railway  .Master  Mechanics'  As.socia- 
tioii  is  that  of  •■[.ocomotivt  Counter^ 
l>alaiiciinr."  "Thi^  subject  has  been  rec- 
onmiemleil  for  further  consideration, 
lor  the  reason  that  with  the  increasiim 
-latic  iveishts  on  (Iri\inK  wheels,  the 
'luestion  of  ilyuaiiiic  augment  flue  ti. 
counter!),ilanciTitr  is  becoming  exceed- 
ingly iniiH.rtant,  and  the  necessity  f.,r 
an  improvrirhul  in  the  direction  ,,f  a 
reduction  ..f  tlie  reciprocatinpr  weitjlit 
which  will  redme  this  aufrnieut  assume, 
at  the  present  time  an  importance 
which  it  did  not  possess  in  the  oM 
days,  wdien  the  jirincipal  considerali-.n 
was  tliat  of  secnriiiR  satisfactory  fore 
and  aft  balance  of  the  locoinf.tive." 

So    says    the    committee    which     Ii.is 


recouiniended   this   subject   fur   renewed 
investigation. 

A  locomotive  running  at  high  speed 
witli  the  reciprocating  and  revolving 
parts  unbalanced  makes  such  jerking 
and  oscillating  progress,  that  fast  trains 
had  scarcely  begun  to  be  operated  wdien 
the  engineermg  world  was  called  upon 
to  (lexisc  a  renied.v.  The  respou-e  was 
mnnediate  and  widespread,  but  the 
problem  was  so  difificult  of  solution,  and 
tliere  was  so  much  conflict  of  opinion 
among  the  doctors,  that  the  problem 
has  ne\er  been  satisfactorily  solved, 
hence  the  demand  that  the  Railway 
-Master  -Mechanics'  -\ssociatii-)U  wrestle 
with   it   once  again. 

l-A-er\-  time  tliat  a  new  hea\y  loco- 
motivL-  IS  designetl  it  gets  hea\  ier  than 
Us  predecessors.  Some  additional 
strength  is  given  to  the  framing,  the 
boiler  is  niaiie  an  inch  or  two  larger 
and  of  licaxier  steel,  for  higher  pres- 
sin-es.  and  so  on,  the  weight  and 
strength  of  the  engine  is  constantly 
being  increased,  and  is  tlierefore  more 
and  more  capable  of  absorbing  by  its 
increased  mass  and  strength  a  greater 
prop.irtion  of  the  disturbances  caused 
by  the  reciprocating  weight  without 
lietrinient  t'l  itself;  but  the  heavier  en- 
gine lias  to  run  over  the  same  idd  worn 
rails,  over  the  same  old  bridges  and 
trestles  designed  years  ago  for  lighter 
rollin.g  stock,  and  in  many  cases  cannot 
be  strengthened  to  withstand  increase 
of  vertical  blows  due  to  the  full  balanc- 
ing of  he,i\y  reciprocating  parts  and 
higher  speeds. 

The  calculations  and  records  of  ex- 
periments made  to  demonstrate  the 
proper  methods  for  counterbalancing 
the  distiirl)ing  action  of  the  recipr.icat- 
mg  parts  of  locomotives  would  form  a 
librar\.  The  first  pro])osal  e\cr  made 
to  overcome  the  unsteady  motion  ni 
loconioiives  due  to  their  l)eing  ttnlial- 
anced,  by  the  application  oi  counter- 
weights to  tile  driving  wheels,  was  ad- 
\anceil  by  Ceorge  Ileaton  in  1S.31.  In 
18,-?4  J-  C.  Hodmer  patented  the  appli- 
cation of  two  pistons  of  the  same  stroke 
t<.>  work  in  each  cylinder,  operating 
ii|ion  a  doiibli'  cr.ink  on  the  axle  in  oji- 
l>osite  directions;  the  avowed  object 
being  to  make  the  disturbing  act  of  one 
idston  counterbalance  that  of  tile  other 
and  then  obtain  jierfect  equilibrium. 
In  IHM;  \Ve;illens  brouglu  out  a  four 
c\liuder  engine  which  was  the  iiroto- 
lype  of  the  Well  known  Shaw  hiciuno- 
live  which  was  for  years  in-rsistenlly 
nrged  upon  ,,iir  r;iilwa\-  companies. 
.Mr.  Fernihoirgli  was  the  first  to  pro- 
pose and  carry  out  the  balancing  of  the 
reciprocating  parts  of  a  locmnotive  liy 
coiinierbalancing  weights  ap|died  to 
the  whe(ds.  This  was  done  in  1S45  on 
a  number  of  locomotives-  In  1847, 
'leorge  Ileaton  proposed  to  use  a 
d..ublc  crank,  and  to  liave  ;i  connecting 


lod    attached    to    the    outer    crank    pin, 
which  connecting  rod   was  to  give  mo- 
tion  to   weights   sliding   on   guide    bars 
that  would  thus  move  in  opposite  direc- 
tions     to      that      of      the     piston     and 
appendages,  neutralizing  the  disturbing 
action  of  these.     In   1847,   Mr.   Haswell 
brought    out   an    engine    similar   to    the 
VVeallens    engine    of    1836.    and    almost 
exactly  like   the   recent   Shaw  and    Ball 
locomotives,  which  engine  was  in  regu- 
lar  service   on   the   Austrian   State   rail- 
roads  from   1847  to   1873.     Up  to   1847, 
while    many    locomotive    designers    un- 
derstood  that   the    reciprocating  action 
ot    the   pistons,    rods,   and   cross   heads, 
was  the  cause   of  the   disturbances,  the 
nature   of   their   action   was   not   clearly 
understood,  but  in  1848.  .Mr.   Nollau,  of 
the     Holsteiii     Railways,     in     Gennany, 
analyzed   the   suliject  carefully   and  cor- 
rectly,  then    made    some    rough   experi- 
ments   in   applying   wdiat    he   calculated 
should    be    the    correct    counterbalance 
wei.ghts    to    siune    of    his    locomotives, 
and   satisfied   himself   that   he   was   cor- 
rect   in    his   assumption.      In    1848,    -Mr. 
LeChatelier   in    the    work   shops   of  the 
Orleans   RaiKv.iy   in    France,  suspended 
a    loconn.tiM-    liy    lieavy    ropes    so    that 
the    wheels    were    entirely    clear    of    the 
rails;  a  iieiu  il  on  the  end  of  a  light  arm 
was  attacheil  to  the  front  bumper  beam 
at     one     corner,     under     which     pencil, 
sheets   or  cards   could   be   held.     'When 
tlie  engine  was  svt  in  motion,  the  pen- 
cil    would    describe    a    iliagram    on    the 
card      which      would      gi\e      the      exact 
amount  of  lateral  and  f.pre  and  aft  dis- 
turbance.       Experiments      were      made 
with  no  counterweights  at  all,  and  w^ith 
different  amounts  ranging  from  enough 
to  balance  the   revolving  weights  only, 
lip     to     more     th.m     enough     to     fully 
coiinterl)alanrf   the    whole   of   the   recip- 
rocating  wH'ights;    these   were   repeated 
tor   speeds   varying   from   ten   to   thirty- 
live    miles    per   hour,    ami    it    was    found 
(hat,   without   .my  counterweights  al   all 
in   the  wlu(  Is.  the  ino\  vnient   was  abotit 
three-eighths   of   an    inch    laterally    and 
fore     and     afi,     when     b;ilance     weiglits 
were    applied     sut'ficieiit    to    counterbal- 
ance    all     tile     rcvidving    weights,     and 
forty-two  per  cent,  of  the  reciprocating 
weights,   tin    ino\emcnt   was   reduced   to 
3/32  of  an   inch,  and   when   the  weight 
was  increased  so  as  to  i>rovide  counter- 
balance for  all   the  rcciprocatin.g  parts, 
the   lateral  and   f(.re  and   aft  movement 
Ceased,  Init  the  vertical,  or  up  and  down 
movement,     was     increased     materially. 
These   experiments    were   repeated    with 
a   six   wheel   coupled   freight   engine   by 
M.    LeChatelier    with    precisely    similar 
results.     They  were  a.gain   repeated   on 
the   Xorthern    Railway  of   France,   with 
a    six    wdicel    coupled    engine.      Similar 
tests  have  been  made  at  different  times 
and   places   in    England    with   a    variety 
of    engines,    and    in    this    conntrv    such 
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tests  have  been  niaik-  l>y  the  rcnnsyl- 
vania  Railroad,  and  by  the  Chicago, 
Turlington  &  Quincy,  with  actual  loco- 
motives, also  by  Professor  Lanza,  of 
the  Boston  Institute  of  Technology. 
with  models.  The  results  obtained 
from  all  these  experiments  confirm  the 
deductions  made  by  LeChatelier,  a  very 
full  description  of  whose  experiments  is 
published  in  1).  K.  Clark's  Railway 
Machinery. 

That  brief  history  of  counterbalanc- 
ing was  collected  by  Mr.  R.  P.  C.  San- 
derson in  1894  and  used  in  a  paper  on 
counterbalancing  which  he  submitted 
to  the  Southern  &  Southwestern  Rail- 
way Club.  Besides  these  facts  Mr. 
.Sanderson  ci)llccted  a  great  deal  of 
other  valual)le  information  about 
counterbalancing.  Ignoring  certain 
rules  given  for  counterbalancing  by 
users  of  inside  connected  engines,  lie 
gave  particulars  of  seventeen  different 
methods  of  counterbalancing  wliich 
certainly  will  give  tlie  new  committee 
much  matter  to  consider.  In  1S')3  Mr. 
R.  .\.  Parke  read  a  paper  at  tlic  Xew 
York  Railroad  Clul)  on  counterbal- 
ancing which  is  a  masterlj'  exposition 
of  the  subject  from  a  mathematical 
standpoint. 

The  thresltin.g  out  of  counterbalanc- 
ing to  meet  conditions  of  modern  loco- 
motive designing  will  supply  rieli  food 
for  thought  to  the  people  who  arc  now- 
striving  to  build  locomotives  that  will 
run  smoothly  without  imparting  dc- 
stniotive  shocks  to  rails  and  bridges. 


cessful  in  the  history  of  the  organization 
and  manifested  decided  progress.  The 
president  and  oflicers  of  the  association 
have  good  rea.son  to  be  proud  of  the  suc- 
cess  achieved. 


would  derive  any  benefit  from  meeting 
at  a  place  that  would  involve  nearly  a 
week  of  railway  traveling. 


The  General  Foremen's  Convention, 
July  is  not  a  good  month  to  select  for 
holding  conventions  or  other  business 
gatherings  in  Chicago ;  but  there  the  tenth 
annual  convention  of  the  International 
Railway  General  Foremen's  Association 
assembled  on  July  14  and  kept  up  ses- 
sions for  four  days.  To  meet  in  conven 
tion  in  Chicago  during  the  roasting  month 
of  July  implies  self-denial  on  the  part  of 
the  members,  but  to  keep  up  the  meetings 
for  four  days,  and  to  have  a  full  hall 
every  day,  says  much  for  the  endmancc 
and  enterprise  of  the  members.  Yet  they 
did  that  and  performed  a  volume  of  busi- 
ness that  was  highly  creditable  tn  tin 
members  and  cannot  fail  to  promote  the 
efficiency  of  locomotive  repairing. 

Four  committee  reports  and  one  per- 
sonal paper  occupied  the  time  of  the  con- 
vention, hut  the  reports  were  wonder- 
fully exhaustive  papers  and  were  dis- 
cussed with  extraordinary  thoroughness. 
It  seeined  that  every  member  was  fa- 
miliar with  every  subject  introduced  and 
desired  to  give  full  information  from  his 
own  standpoint.  This  brought  out  a  vol- 
ume of  facts  and  views  of  a  ch.nractcr 
thoroughly   practical   and   valuable 

The  tenth  annual  convention  of  the  In- 
ternational Railway  General  Foremen's 
.Association  was  the  largest  and  m  i-^t  suc- 


AUuring  Conventions  to  California. 

The  people  who  are  promoting  the 
I'anania-Pacilic  Exhibition  in  San  Fran- 
cisco next  year,  are  making  strenuous 
efforts  to  induce  the  various  railway 
and  other  associations  to  hold  their 
annual  conventions  in  San  Francisco 
at  the  time  the  Exposition  is  on  show. 
A  visit  to  California  forms  a  pleasant 
recreation  for  people  who  have  time 
and  money  to  make  the  trip  at  their 
leisure,  but  for  the  members  of  tech- 
nical associations  to  undertake  the  long 
journey  ostensibly  to  visit  an  exhibi- 
tion we  consider  a  particularly  foolish 
wasting  of  time,  money  and  energy. 

Takin.g  the  location  of  the  two  prin- 
cijial  railway  mechanical  associations, 
the  Master  Car  Builders'  .Association 
has  1S9  members  with  headiiuarters 
west  of  the  Missouri  river  and  623 
members  dwelling  east  of  that  stream. 
The  Railway  Master  Mechanics'  .Asso- 
ciation lias  220  members  west  of  the 
.Missouri  river  and  702  located  east. 
It  would  make  a  particularly  long  and 
tedious  journey  for  t;iese  thirteen  hun- 
dred odd  members  and  their  personal 
friends  to  make  for  the  sake  of  attend- 
ing a  display  which  few  of  them  could 
spare   time  to  examine   thorou.ghly. 

If  we  take  Pittsburgh  as  the  center 
of  the  eastern  members' homes,  in  .going 
to  San  Francisco  direct  they  would 
have  to  travel  over  three  thousand 
miles,  keeping  them  in  the  cars  more 
than  tliree  days  and  three  nights. 
Most  of  the  members  are  reaching  to- 
wards old  age,  a  time  of  life  when  a 
dreary,  protracted  rail  journey  has  dis- 
comforts not  to  be  readily  endured. 

The  exhibition  will  no  doubt  be  at- 
tractive and  interesting  to  the  person 
of  leisure;  but  it  is  doubtful  if  llie  rail- 
way mechanical  men,  mechanical  oHi- 
cials,  would  sec  more  devices  useful  for 
their  repairing  operations,  than  they 
have  the  opportunity  to  examine  anntt- 
ally  at  the  conventions  they  have  at- 
tended for  years. 

For  the  mechanical  conventions  to 
meet  in  California  would  be  equivalent 
to  giving  the  railway  supply  houses  the 
intimation  that  their  annual  exliibition 
of  railway  appliances  is  no  longer  de- 
sired: but  it  would  be  utterly  imprac- 
ticable to  transport  to  California  the 
devices  shown  of  late  years  at  .Atlantic 
City  and  other  watering  places.  The 
railway  mechanical  organizations  were 
formed  to  improve  railway  rolling  stock 
by  mutual  efforts,  resulting  from  com- 
bined knowledge  and  skill.  \Ve  do  not 
believe  that  their  associations,  or  the 
railway      companies      they      represent. 


Pittsburgh    Promises    Revival   of    Busi- 
ness, 

When  trade  depression  prevails  a  pleas- 
ant tendency  of  human  nature  is  to  look 
for  and  prophecy  of  better  times.  We  arc 
hearing  these  gratifying  predictions  ring- 
ing in  our  ears  every  day  now  and  we 
liope  they  are  going  to  prove  true. 

Pittsburgh,  with  its  great  manufactur- 
ing interests,  may  be  taken  as  a  pulse  in- 
dicating the  condition  of  the  nation's  in- 
dustrial health.  There  seems  to  be  no 
doubt  that  the  beat  of  that  pulse  is  every 
day  becoming  steadier  and  stronger.  The 
railroad  rate  question  tliat  suspended 
purchasing  of  supplies  is  becoming  ig- 
nored and  Pittsburgh  is  returning  to  its 
old-time  prosperity.  .A  recent  dispatch 
from    Pittsburgh    reads : 

"All  branches  of  trade  are  feeling  thr 
stimulus  of  the  return  of  normal  con 
ditions.  The  Pittsburgh  pay  roll,  meas- 
ured on  the  unexampled  standard  of 
$1,000,000  a  day,  again  is  making  itself 
felt  in  the  home  commercial  mart.  Thi- 
unrivaled  asset  in  Pittsburgh  business— 
and  especially  in  guaranteeing  the  stabil- 
ity of  the  community's  mercantile  trade — 
is  growing  greater. 

"Reports  in  the  iron  and  steel  industry 
for  July  in  the  Pittsburgh  district  show 
an  increase  over  June  of  10  per  cent 
For  August  the  outlook  is  still  better.  In 
the  fall  many  new  industries  located  hert 
.All  told,  they  will  give  year-round  em 
ployment  to  6,000  skilled  mechanics  of  the 
hi.ghest  w,ige-earning  capacity.  This  will 
give  at  least  4,000  additional  families,  who 
will  augment  the  receipts  of  Pittsburgh 
merchants." 

Engineer  Who  Deserves  Sympathy. 

One  of  the  most  outrageous  actions 
that  we  have  noticed  in  some  time  was 
that  of  a  grand  jury  in  Iowa  which  re- 
turned an  indictmci  t  against  Engineer 
William  J.  P^rady.  who  was  running  the 
engine  of  a  train  that  ran  into  a  wagon 
load  of  people  returning  from  a  Finirth 
of  July  picnic,  killing  Mr.  and  Mrs. 
Schnider  Tile  i>arty  was  said  to  be  very 
hilarious  .md  the  accident  turned  their 
joy  into  woe.  The  track  was  visible  a 
long  way  from  the  crossing,  but  the 
driver  "f  the  wagon  made  a  iniscalcula- 
ti<in  as  t.i  the  speed  of  the  approaching 
train  and  ilie  wagon  was  struck  near  the 
middle 

It  would  be  edifying  to  find  out  on 
what  gr'iiinds  the  grand  jury  put  the 
blame  upon  the  cn.gincer.  Of  all  persons 
in  such  accidents  the  engineer  is  deserv- 
ing of  svnijiathy  rather  than  blame.  He 
is  responsilile  neither  for  the  condition 
of  the  tracks,  the  crossing  of  roads  at 
grade,    n  ^r    the   negligence   and    careless- 
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ness  of  people  driving  in  front  of  ap- 
proaching trains,  lie  has  a  schedule  to 
make,  prescribed  by  the  coinpany  that 
einploys  him  and  demanded  by  its  pat- 
rons. He  must  take  for  granted  that  his 
way  is  open  and  the  tracks  that  he  is 
to  traverse  are  clear.  He  has  nothing  to 
do  with  the  making  of  operating  rules 
any  further  than  as  they  apply  to  his  per- 
sonal rights,  nor  is  he  responsible  for  the 
lack  of  rules  for  the  regulation  of  the 
public  using  the  highways  of  the  country 
through  which  he  is  passing. 

The  question  of  responsibility  for  trag- 
edies at  railway  road  crossings  is  one 
difficult  to  fix.  The  railroads  are  given 
the  right  to  cross  roads  and  streets  with 
their  tracks  and  we  believe  generally 
comply  with  such  requirements  as  are 
made  of  them  for  warning  the  public  of 
approaching  locomotives.  These  warn- 
ings are,  however,  useless  unless  the  pub- 
lic observes  them.  The  frequency  of 
tragedies  at  these  grade  crossings  would 
seem  to  demand  that  something  be  ex- 
acted of  the  users  of  roads  and  streets. 
It  is  much  easier  to  stop  a  wagon,  buggy, 
carriage  or  automobile  than  a  locomo- 
tive, so  that  fairness  would  indicate  that 
the  public  be  required  to  know  before 
crossing  a  railroad  track  that  a  locomo- 
tive is  not  about  to  pass  at  the  same 
moment.  The  railroad  posts  its  signs  at 
most  crossings :  "Ixiok  out  for  trains !" 
which  ought  to  remind  drivers  of  passing 
vehicles  to  be  sure  that  there  is  no  train 
in  sight. 

The  time  will  come  when  grad^  cross- 
ings will  be  abolished,  but  until  then  it 
is  simply  outrageous  to  saddle  the  lilamc 
of  accidents  upon  the  railroad  companies 
or  their  emi)loyees.  The  verdict  we  are 
discussing  was  the  result  of  tliat  prciudice 
against  railroads  so  common  among  rur.i! 
rustics. 


lional  labor  upon  the  fireman.  The  use  of 
the  rake  is  entirely  unnecessary.  There 
IS  no  coal  being  furnislied  the  Erie  Rail- 
road Company  for  locomotive  fuel  pur- 
poses than  cannot  be  better  fired  without 
the  use  of  the  rake  than  with  it.  If  in- 
structions are  strictly  adhered  to,  and 
the  coal  is  fired  as  per  Chart  4919-B,  fire- 
men can  entirely  eliminate  the  use  of  the 
rake. 

From  the  standpoint  of  economy,  there 
is  niurli  to  lie  said ;  the  use  of  the  rake 
not  only  makes  the  fire  burn  with  less 
heat,  but  tlie  condiustion  of  gases  is 
poorer,  free  air  admission  is  prevented, 
more  coal  is  used,  and  therefore,  neces- 
sarily, more  ashes  and  clinkers  are 
formed.  It  can,  therefore,  easily  be  seen 
that  the  use  of  the  rake  is  not  beneficial 
to  the  company,  and  at  the  same  time  is 
detrimental  to  the  fireman. 

A  "good"  fireman  never  uses  a  rake. 
It  is  only  the  green  fireman  or  the  poor 
fireman  that  has  to  resort  to  this  unnec- 
essary haliit,  in  order  to  maintain  maxi- 
mum and  uniform  steam  pressure.  Do 
you  consider  yourself  in  either  of  the 
latter  classes?  If  so,  you  are  working  -tO 
per  cent,  harder  than  is  required.  Do  you 
think  it  wise  to  continue  doing  so? 

If  a  fireman  has  been  grounded  in 
wrong  firing  methods  and  resorts  to  the 
use  of  tlic  r.ike  to  get  proper  combustion, 
it  will  lie  to  his  own  interest,  as  well  as 
to  the  comnnny's  advantage,  to  imme- 
diately discontinue  this  practice. 

By  following  the  advice  of  his  super- 
vising officers,  firing  as  per  Chart  4919-B 
and  other  inslriictions  issued  on  this  sub- 
ject, and  co-operating  with  the  engineer 
in  all  respects,  he  w-ill  not  only  make 
his  work  ea'iier  and  save  money  to  his 
fmpb)\er.  Init  lie  will  eventually  become 
n   heller  nil  around  "good"  fireman. 


Against   the   Fire   Rake. 

Tlie  wrilc-r  who  learned  locomotive 
firing  where  fuel  saving  methods  were 
very  rigi<Ily  enjoined  never  saw  a  fire 
rake  until  he  went  running  a  locomotive 
in  the  United  States,  and  he  always  con- 
sidered the  rake  an  implement  of  torture 
to  a  decent  fire.  His  views  in  this  respect 
seem  to  he  shared  by  Mr.  W.  C.  [I ayes, 
superintendent  of  locomotive  operation  of 
the  Erie  Railroad,  who  recently  published 
tlie  following  remarks  on  the  subject: 

In  my  own  observations,  and  in  reports 
submitted  by  the  siqiervisors  of  locomo- 
tive operation  and  road  foremen  of  en- 
gincs.  it  has  been  noticed  that  thcr.  has 
licen  an  excessive  use  of  the  fire  rake 
by  firemen,  in  some  instances  the  r:ike 
having  been  used  as  many  as  twenlv  .md 
thirty  limes  in  a  short  distance. 

The  use  of  the  rake  is  not  only  a  vi.l.T- 
tion  of  instructions,  hut  is  objeclion.ilile 
from  the  standpoint  of  economy,  the  ijro- 
duction  of  black  smoke,  as  well  as  the 
iMipositir>ri   of   at   least   40   per  cent,   nd^li- 


Cylinder      Condensation      and      Super- 
heaters. 

There  are  certain  expressions  fri-qucTit- 
ly  occurring  in  engineering  papers  that 
readers  are  supposed  to  understand  with- 
out anv  explanation  being  given,  but 
many  of  them  are  vaguely  comprehended, 
w-hile  others  arc  misunderstood  or  dis- 
trusted. .Since  superheat  locomotives  be- 
gan to  come  info  use,  the  term  superheat 
is  repeated  very  frequently,  but  the  aver- 
age railway  man  has  no  clear  idea  of 
what  superheat  means.  The  same  may 
he  •^:u<\  of  the  expression  "saturated 
steam."  which  is  freciuently  heard  re- 
le.-ited. 

VA'hen  water  is  boiled  till  steam  is 
formed,  the  resulting  vapor  is  saturated 
steam,  which  is  called  "saturated"  so 
Uiug  as  it  remains  in  contact  with  the 
water.  .Saturated  steam  is  always  at 
what  is  called  the  dew  point,  ready  to  re- 
turn to  water  when  the  least  abstraction 
of  heat  is  made  from  it.  In  the  operation 
of  all  steam  engines  the  tendency  of  sat- 
urated   steam   to   revert    to    water,   which 


loses  its  motive  power  force,  is  a  source 
of  serious  heat  losses  and  may  amount  to 
25  per  cent,  or  more  of  the  heat  originally 
used  in  raising  the  steam. 

This  action,  known  as  cylinder  con- 
densation, has  been  familiar  to  investigat- 
ing engineers  for  many  years,  and  many 
experiments  have  been  tried  to  reduce  the 
heat  losses,  cylinder  jacketing  having 
been  tried  as  long  ago  as  James  Watt's 
time.  When  steam  is  admitted  to  the 
cylinder,  the  latter  is  comparatively  cold 
and  at  once  acts  as  a  condenser  on  the 
entering  steam.  This  condensing  action 
continues  during  the  whole  period  of  ad- 
mission and  expansion.  When  release 
occurs  and  the  pressure  in  the  cylinder  is 
materially  reduced,  there  is  a  tendency  of 
the  water  or  water  vapor  to  flash  back 
into  steam,  increasing  the  back  pressure, 
thereby  magnifying  the  heat  losses. 

Many  practical  railway  men  have  been 
inclined  to  regard  this  theory  of  cylinder 
condensation  as  idle  vaporing,  but  it  has 
been  so  plainly  demonstrated  to  be  true 
that  all  intelligent  engineers  are  now  con- 
vinced of  its  truth. 

Superheated  steam,  on  the  other  hand, 
is  steam  containing  more  heat  than  steam 
holds  in  the  presence  of  the  water  from 
which  it  was  evaporated.  By  the  use  of 
the  proper  boiler  arrangements  for  apply- 
ing heat  to  steam  after  it  has  been  sepa- 
rated from  the  water,  any  degree  of  su- 
perheat may  be  secured.  In  practical 
working,  superheated  steam  holds  so 
much  extra  heat  that  when  it  enters  the 
cylinders  there  is  no  condensation  and 
the  steam  continues  to  be  dry  during  all 
the  events  of  the  stroke.  The  serious 
heat  losses  due  to  cylinder  condensation 
are  thereby  prevented. 

No  improvement  effected  on  the  steam 
engine  since  the  separate  condenser  was 
introduced  has  proved  so  valuable  a  heat 
saver  as  superheated  steam,  and  it  is 
something  of  a  mystery  that  the  invention 
was  not  made  practical  earlier.  In  study- 
ing engineering  literature,  a  reader  oc- 
casionally meets  with  expressions  of  be- 
lief that  the  use  of  superheated  steam 
would  riiiu-(ly  the  evils  of  cylinder  con- 
densation, and  various  experiments  were 
made  from  time  to  tiine  with  superheated 
steam,  but  decided  success  seemed  always 
to  be  prevenied  by  small  obstacles,  such 
as  (lilTicult_\  with  cylinder  lubrication, 
packing,  and  so  on.  The  experimenters 
in  this  field  of  research  lacked  faith  in 
the  theories  they  worked  upon  and  failed 
through  lack  of  proper  perseverance. 

The  practice  of  superheating  steam  is 
by  no  means  now,  for  it  had  been  tried, 
abandoned  .ind  tried  again,  long  before 
any  of  the  present  generation  of  en- 
gineers was  born.  That  erratic  inventor 
Richard  Trcvithick,  designer  of  the  first 
locomotive  that  ever  ran  on  rails,  was  the 
first  engineer  to  experiment  with  super- 
heated steam.  That  was  in  1828.  A  heat 
saving  of  about  33  per  cent,  was  claimed 
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for  that  invention,  a  result  which  ought 
to  have  made  all  users  of  steam  engines 
favorable  to  superheaters,  if  they  had  not 
been  blindly  opposed  to  innovations. 
Many  insulated  experiments  were  made 
with  superheaters  -between  1830  and  1896, 
and  claims  for  great  savings  were  always 
made,  but  for  various  reasons  the  super- 
heating appliances  were  quickly  aban- 
doned. In  1873  the  writer  made  several 
trips  in  the  engine  room  of  a  steamer  that 
had  a  superheater  in  the  uptake.  When 
fairly  tried,  this  superheater  saved  about 
ten  per  cent,  of  fuel,  but  it  was  disliked 
by  the  chief  and  second  engineers  because 
it  increased  their  responsibilities,  and  was 
abandoned. 

An  impression  long  prevailed  among 
engineers  that  a  locomotive  was  the  last 
kind  of  engine  on  which  to  experiment 
with  a  superheater ;  but  about  1895  Dr. 
Wilhelm  Schmidt,  a  German  scientist,  be- 
gan experimenting  with  superheaters  on 
locomotives,  employing  an  unusually  high 
degree  of  heat.  He  displayed  perfect  con- 
fidence in  his  knowledge  and  judgment 
with  the  result  that  his  system  of  super- 
heating became  a  decided  success.  All 
the  engineering  world  are  aware  that  the 
Schmidt  superheater  worked  so  well  that 
within  five  years  after  the  first  one  was 
applied,  the  superheater  became  practi- 
cally established  as  a  part  of  nearly  all 
locomotives  on  the  Prussian  state  rail- 
ways. From  that  time  on  the  superheater 
jumped  into  popularity,  till  now  it  has  be- 
come a  recognized  part  of  all  first-class 
locomotives  in  every  part  of  the  world. 
It  has  vanquished  the  evils  of  cylinder 
condensation. 


Encourage  the  Tool  Foremen. 

In  his  inaugural  address  Mr.  \V.  W. 
Scott,  president  of  the  International  Rail- 
way General  Foremen's  Association, 
urged  the  members  of  the  association  to 
maintain  the  closest  relationship  possible 
with  the  Tool  Foremen's  Association,  and 
suggested  that  a  plan  might  be  carried 
out  so  that  both  associations  meet  in  the 
same  week  and  at  the  same  place.  Roth 
organizations,  he  felt  sure,  would  profit 
by  such  a  plan  if  carried  out. 

We  consider  the  comments  made  by 
Mr.  Scott  concerning  the  Tool  Foremen's 
Association  highly  commendable,  and  feel 
that  the  plan  of  getting  closer  together 
would  promote  the  prosperity  of  both 
associations.  The  International  Railway 
General  Foremen's  Association  has  now 
reached  sound  footing  after  efforts  have 
been  made  In  abolish  the  organization  by 
promoting  the  members  to  organizations 
of  a  more  pretentious  character,  but  the 
Tool  Foremen  have  not  been  particularly 
prosperous,  and  any  movement  calculated 
to  increase  their  membership  and  to 
make  the  work  they  are  doing  better  ap- 
preciated would  redound  to  the  strength 
of  the  association  and  increase  the  value 
of  the  Tool  Foremen's  work. 


Objects  of  Discipline. 

What  is  the  object  of  discipline? 
Clearly  to  improve  the  service  by  the  im- 
provement of  the  men  who  form  its  units. 
Are  those  most  immediately  subjected  to 
discipline  improved  by  the  system  in  op- 
eration for  their  control?  We  have  a 
higher  grade  of  men  than  we  had  thirty 
years  ago,  but  the  question  arises,  has 
the  discipline  practiced  tended  to  effect 
improvement  or  have  they  become  better 
in  spite  of  it?  The  man  who  early  learns 
tliat  harshness  is  less  powerful  than  kind- 
ness in  commanding  the  services  of  an- 
other, will  best  succeed  by  those  under  his 
control.  Chastisement  is  too  often  re- 
garded as  proper  di.sciplinc.  Too  many 
men  in  charge  of  others  seem  of  the 
opinion  that  the  only  way  a  person  can 
be  taught  is  through  suffering.  Discipline 
should  always  have  an  educational  influ- 
ence, but  the  old  proverb  that  "lickin' 
and  learnin'  go  together"  should  have  no 
place  in  modern  instruction. 

A  man  or  a  boy  enters  the  shops  of  a 
great  railroad  and  becomes  at  once  a  part 
of  a  great  machine.  The  old  way  still 
too  much  in  vogue  is  that  no  one  notes 
his  coming  or  going.  Nobody  notes  that 
his  work  is  good,  that  he  is  sober  and 
industrious  though  quiet  and  retiring. 
Some  day  he  ventures  to  suggest  to  his 
foreman  an  idea  which  he  thinks  is  good. 
He  is  told  to  attend  to  his  work  and  not 
concern  himself  with  something  beyond 
his  province.  Naturally  diffident,  he  is 
easily  crowded  out  of  sight  whirc  he  re- 
mains. He  becomes  indifferent  and  me- 
chanical, takes  no  thought  to  surrounding 
conditions,  but  plods  on  because  he  must, 
working  for  the  whistle  and  the  pay  car. 
More  is  needed  from  a  good  foreman 
than  the  ability  to  push  work.  He  ought 
to  understand  human  nature. 


What    Railway    Companies    Spend    on 
Operating. 

The  Bureau  of  Railway  Economics  de- 
votes itself  to  the  arduous  task  of  telling 
the  truth  concerning  railway  receipts 
and  expenditures.  A  recent  compilation 
says  that  during  the  fiscal  years  1908  to 
1913  inclusive  the  steam  railways  of  the 
United  States  of  Class  I  invested  in 
their  roads  and  equipment  cash  to  the 
amount  of  $4,010,385,303.  Railways  of 
Class  I,  so  designated  by  the  Interstate 
Commerce  Commission,  are  those  with 
annual  operating  revenues  of  over  $1.- 
CXD.OOO.  They  include  about  90  per  cent, 
of  the  mileage,  receive  more  than  96  per 
cent,  of  the  revenues,  and  handle  more 
than  98  per  cent,  of  the  traffic. 

This  cash  investment  of  the  operating 
railways  of  this  class  of  the  eastern  dis- 
trict during  the  six  years  was  greater 
than  the  amount  of  capital  securities  is- 
sued by  them  during  this  period,  and 
was  19.9  per  cent,  of  the  aggregate  of 
their   capital    .securities   outstanding  June 


30,  1913 ;  of  the  railways  oi  the  same 
class  of  the  southern  district  it  was  21.1 
per  cent.,  and  of  the  railways  of  the  same 
class  of  the  western  district  it  was  23.2 
per  cent,  of  the  aggregate  of  their  capital 
securities  outstanding  June  30,  1913. 
That  is,  the  cash  actually  expended  by 
these  railways  during  the  last  six  years 
upon  their  properties  used  in  transporta- 
tion amounts  to  more  than  one-fifth  of 
their  total  capitalization  at  the  close  of 
the  last  fiscal  year.  This  is  at  the  rate 
of  $668,397,551  per  year. 


Slaughter   of   Trespassers. 

There  were  230  laws  relating  to  rail- 
way operation  placed  upon  statute  books 
last  year,  but  not  one  of  them  aims  at 
effectually  checking  trespassing  upon  rail- 
way property.  Sixty-five  bills  were  in- 
troduced to  prohibit  tresspassing  on  rail- 
way property  in  the  United  States,  but 
none  of  them  became  laws. 

Yet,  on  the  law  of  average,  fourteen 
people  were  killed  trespassing  on  Ameri- 
can railways  today,  and  the  same  number 
will  be  killed  tomorrow  and  every  day 
during  the  year.  Of  all  the  10,446  per- 
sons killed  on  .American  railways  in  1912, 
5,449,  or  one-half,  were  trespassers, 
therefore  law-breakers,  although  the  weak 
laws  against  this  offense  are  a  dead 
letter. 

It  is  hopeless  to  expect  the  passing  of 
laws  that  would  punish  trespassers  on 
railway  property  because  the  rustics 
whose  votes  arc  supreme  in  the  making 
of  state  laws,  insist  on  enjoying  the 
privilege  of  walking  as  they  please  on 
the  railway  right  of  way. 

Think  of  it.  ye  who  advocate  laws  for 
the  prevention  of  cruelty  to  animals : 
Sixty-five  laws  to  prevent  trespassing  on 
railways    and   none   passed. 


Familiarity  With  Danger. 

ft  takes  years  of  experience  and  some- 
times the  emphasis  of  serious  accidents 
to  make  young  men  realize  that  danger 
always  lurks  when  machines  are  in  op- 
eration. Familiarity  with  danger  breeds 
contempt  which  has  often  been  paid  for 
by  the  loss  of  members  of  the  body.  The 
person  who  ever  keeps  in  mind  that  no 
moving  machine  can  be  safely  trifled 
with   is  the  one  that  escapes  accidents. 

The  increasing  good  sense  of  our  day 
and  generation  has  banished  practices 
from  machine  shops  that  were  very  com- 
mon in  the  "g<wd  old  times"  and  led  to 
many  painful  accidents.  We  youngsters 
of  past  generations  used  to  admire  the 
man  who  indulged  in  reckless  practices 
with  machine;  and  tools.  Nowadays  we 
estimate  the  reckless  man  at  his  true 
worth  and  till  the  foreman  that  we  would 
rather  work  with  some  one  else.  That 
means  li\iiig  "P  to  the  injunction  "safety 
first." 
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General  Foremen's  Department 


Geneiai    Foremen's    Convention.  u  atcliu  Mr.l>       I    .un    surf,    h..wc\rr.    tn.u  i^gulau-aiv,      riit.-rc   arc   ii-iiK'   ^t    u-,   who 

■•Tlu-      limTiiational     Railway     (.ciural  »uh     alniuM     niu-quallcil     crop     pr.^pccts  wish  lo  evade  discussion  ot  our  cliicicncy. 

Forciiu-n's  As.sociation  met  in  convention  .md    some   assinance   that   the   many    \cx^  ".Xs   far   as   the   mechanical   departmc-nt 

in    the   Sherman    Hotel.   Chicago,   on   Jnl\  ni.y     polnical     i|iiestions     will     he     settled,  is    concerned,    our    efforts    have    not    lieen 

14    last.      The    convention    was    presided  llie    railroads    for    the    ne\t    few    months  sufficiently    hrought    to    the    light    of    i)ul)- 

over    hy     I'residi'iit     \V.     VV.     Scott,     who  will    he   s, ,   hnsy    that    their   cliiel    concern  lie    recognition.      We    have    heen    satistied 

proved   himself   a   clear-lieaded   and   ener-  will   he  their  ahihty   to   furnish  equipmen!  witli   the  appreciation   expressed   by   those 

getic    official.      .\tter    pra>er    and    an    ad-  iiecessar\    for  ihe  increased  business.  best    in    a    position    lo    judge.      We    have 

dress  of  welcome,  delivered  hy  Mr.  Leon          •'Land  values  have  multiplied,  manulac-  spent    the    best    part    of   our   lives   in   ac- 

llornstein.    one    of    tlie    city    magistrates.  lurers    have    develope<l    and    grown    iir..s-  quiring    knowledge    of    things    mechanical, 

Rresident    Scott    delivered    the    in.iugural  parous,  trade  has  been   stimulated  and   u  from     any     i|uarter      whacsoever     which 

address,    in    which    among    otlier    sensilile  is    not    an    overdrawn     statement    to    say  might    lie    useful    in    promoting    etiiciency 

things  he   said:  that   the  greatest  single   frietor  in  our  ni.i-  and   ecouoni) 


I'kKsiDENT  Scott's  audrkss. 
"The  K.iiKvay  General  Foremen's  .\sso- 
ciation  is  a  progressive  organization  as 
evinced  hy  its  growth  and  accomplish- 
ments during  the  past  nine  years  of  its 
e.xistenee,  and  we  have  lirighter  hopes  for 
its  future  success.  The  years  191,^  l')14 
will  not  he  remembered  as  pros|ierous 
years  for  the  railroads,  this  condition 
lieing  brought  about  by  the  inflni-n.  ■■  of 
legislation,  affecting  railroads  in  general 
and  the  mechanical  department  in  pariicu- 
lar.  Recent  events  have  brought  railier 
))rominentIy  lo  public  view  the  que-iiin 
of  efficiency  and  economy  in  railroad  op 
eration.  .\s  railway  oflicials,  eflicii n,  y 
and     ecoiiomv     have     been     our    constant 


been  transiiortatioii. 
idnct  of  capitalized 
>  tod.iy  as  transpor- 
prodaction    is    cou- 


tcrial  prosperil) 
Xor  is  there  a 
human  effort  so 
tation.  when  ci 
sidered- 

"I'ublicity  has  iKil,  until  recent  years, 
entered  very  largely  in  railway  operations, 
and  the  pnlilic  has  been  often  led  astray 
in  not  being  correctly  informed  as  to  the 
methods  of  efficiency  and  economy  prac- 
ticed hy  the  railways.  I'.vcry  published 
slatenient  rellecting  credit  on  the  rail- 
ways, whether  relating  to  their  good 
intentions  or  their  able  management, 
strengthens  them  in  public  esteem  and 
lends  to  promote  a  wise  and  judicious 
solnti.ii    to   the   problems   of  government 


sue  lATIIlN, 


"What  is  the  purpose  and  significance 
of  this  Convention?  Here  the  standard 
of  efficiency  and  economy  in  the  perfor- 
mance of  every  function  incident  to  the 
manufacture  and  maintenance  of  the  loco- 
motive has  been  advanced  by  comparison 
of  experience.  It  is  here  we  have  our 
suggestions  to  offer  for  the  betterment 
of  our  power.  It  is  here  where  our  com- 
panies reap  the  benefit  of  yours  and  my 
experience,  thoughts  and  labor. 

"It  is  particularly  pleasing  to  me  in 
finding  so  many  ladies  present.  It  is 
hoped  the  sunshine  of  their  presence  will 
not  drive  too  many  of  our  members  in 
the  shade.  The  ladies'  auxiliary  which 
was  organized  in    1913   is  a  valuable  ad- 
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jiinct  111  the  General  Foremen's  Associa- 
tion, and  I  earnestly  hope  they  will  be 
successful  in  enlisting  the  efforts  of  all 
members    to    their    cause. 

"Would  further  recommend  that  the 
closest  relationship  be  sought  between  the 
General  Foremen  and  Tool  Foremen's 
Association  and  believe  a  plan  could  be 
worked  out  whereby  the  two  organiza- 
tions would  meet  during  the  same  week. 
Both  organizations,  I  am  sure,  would 
profit  by  this  plan  if  adopted. 

"It  is  also  a  pleasing  duty  to  report 
that  none  of  our  members  have  passed 
tc  the  (ireat  Beyond  since  the  1913  con- 
vention. 

"I  wish  to  express  my  sincere  apprecia- 
tion of  the  co-operation  and  assistance 
of  the  officials  of  the  association  and 
committees  who  have  prepared  reports. 
;'nd  to  thank  them  for  their  eflforts  in 
keeping  to  a  high  standard  the  General 
Foremen's  Association.  To  our  secretary 
and  treasurer,  Mr.  Wm.  Hall,  the  asso- 
ciation is  under  great  obligations.  He 
has  made  history  handling  the  business 
of  this  organization.  Papers  w-ere  all  in, 
printed  and  distributed  thirty  days  be- 
fore this  convention  was  called  to  order. 
Flis  slogan  is  'Do  it  now,'  and  T  add  to 
it :  'Tie  did  it  well.' 

"Much  of  the  success  enjoyed  liy  tlie 
General  Foremen's  Association  is  due  to 
the  widespread  publicity  given  to  us  in 
the  columns  of  the  mechanical  trade  jour- 
nals. Not  only  in  the  way  of  liberal  space 
allotted  to  us  as  an  organization,  but 
I-.ublishcrs  and  editors  have  made  e.xtraor- 
dinary  personal  efforts  to  build  up  tlie 
membership  and  interest  of  the  associa- 
tion. And  in  behalf  of  the  General  I'ore- 
men's  Association,  gentlemen  of  the 
press,  T  thank  you." 

REPORT    NO.     1 — ENGINE    HOUSE    EFFICIKNXY. 

This  most  exhaustive  report  was  pre- 
pared by  Mr.  W.  W.  Smith,  and  repre- 
sents an  enormous  amount  of  valuable 
work  most  carefully  compiled.  We  liavc 
been  ambitious  to  print  the  whole  of  this 
report  for  the  benefit  of  our  shop  readers, 
but  our  space  is  not  large  enough. 

The  report  contains  54  separate  topics 
and  begins :  In  the  report  on  I'jigine 
House  Efficiency,  presented  last  year,  tlie 
different  phases  of  the  subject  were  treat- 
ed in  a  general  way.  The  subject  was 
continued  so  that  new  material  could  be 
added  to  stimulate  discussion.  The  rela- 
tion that  good  locomotive  performance 
bears  to  railway  earnings  is  now  gener- 
ally recognized,  and  hence  new  methods 
are  constantly  being  devised  to  secure 
safety  and  efficiency  of  service.  Strictly 
speaking,  some  of  the  items  mentioned  in 
this  report  do  not  come  under  tlic  head 
of  enginf  house  efficiency,  but  they  have 
been  included  liecause  of  their  important 
relation  to  the  subject.  The  names  of 
the    various    subjects   then    follow. 

They  begin:  "Engine  Mileage."  "Pooled 
or   Assigned    Power."   "Terminal    Delay," 


"Engine  Delays,"  "Engine  Failures," 
"Mileage  Hetween  .Shoppings,"  "Relation 
of  Shops  and  Engine  House, "  etc. 

The  subjects  were  taken  up  one  by  one 
by  the  members  and  discussed  in  the  thor- 
ough manner  already  described.  We 
have  not  the  space  required  to  give  more 
particuhirs  at  present,  but  we  hope  to 
deal  witli  them  from  time  to  time. 

The  remaining  reports  deal  w'ith 
"V'alves,  Cylinders,  Cross  Heads,  Piston 
and  Guides,"  by  Mr.  J.  T.  Mullin:  "The 
I^racticcs  and  Methods  of  Maintenance 
and  Repairs  to  the  Air  P.rake  and  Its 
.\ppnrtenances,"  by  Mr.  Chas.  M.  N'ew- 
man.  ".Autogenous  Welding,"  by  Mr. 
C.  I.  Dickerl.  another  very  exhaustive 
report  profusely  illustrated.  Mr.  Dickert 
was  ably  assisted  by  Messrs.  R.  B.  \an 
Wormcr,  C.  M.  Newman.  .A.  A.  Masters. 
F.  R.  Miller  and  Wm.  Hall. 

The  conclusion  of  the  business  was  a 
paper  on  "Taylor  System,"  contributed  by 
Mr.  W.  W.  Scott.  ' 

OHICKKS  OK  GKNER.\L  KOREMEn'.s  .\S.soC1.\- 
TION. 
'I'lu-  men  elected  to  carry  on  the  busi- 
ness of  the  Railway  General  Foremen's 
.Association  for  the  current  year  are: 
Presi<lent.  W.  W.  Scott.  D.  I..  &  W.  Rail- 
road. ISnfifalo.  N.  Y. ;  first  vice-president. 
L.  A.  Xortb.  Illinois  Central  Railroad. 
Cliicago.  III. ;  second  vice-president.  Wal- 
ter Smith.  C.  &  X.  W.  Railway,  Chicago, 
111  ;  third  vice-president,  W.  T.  Gale, 
C.  <L  X.  W.  Railway,  Chicago,  111. :  fourth 
vice-president.  G.  W.  Ryer.  X.  C.  &  St. 
I...  Xashville,  Tenn. ;  secretary-treasurer. 
Wm.  Hall,  C.  &  X.  W.  Railway.  Winona. 
Minn,;  executive  committee:  C.  L.  Dick- 
ert. C.  of  Ga.  Raihvay,  Macon,  Ga. ; 
J.  S.  Shcafe.  Staten  Island  Lines :  Geo. 
II,  Logan.  C.  &  X.  W.  Railway:  C.  M. 
Newman.  Rocky  Mountain  Roalroad: 
E.   E.   Greish.    Pennsylvania    Railroad, 


Exhibits  at  General  Foremen's  Con- 
vention. 

The  following  railway  supply  firms 
maintaineil  exhibits  and  representation  at 
the  convention  of  the  International  Rail- 
way General  Foremen's  .Association  held 
at  the  Hotel  Sherman,  in  Chicaijo.  July 
14,  15,  16  and  17: 

National  Machinery  Co..  Tiffin.  Ohio, 
bolt  threading  machinery:  Jenkins  Broth- 
ers, X^ew  York,  valves:  Carborundum 
Co..  Xiagara  Falls,  X.  V.,  abrasives: 
Xathan  Manufacturing  Co..  X'ew  York, 
lubricators  and  injectors;  Keystone  Lu- 
bricating Co..  Philadelphia,  driving  box 
cellar ;  Barco  Brass  &  Joint  Co.,  Chicago, 
flexible  couplings;  National  Boiler  Wash- 
ing Co.,  Chicago,  boiler  washing  systems : 
DufF  Manufacturing  Co.,  Pittsburgh. 
jacks:  Crucible  Steel  Co.  of  .America. 
Pittsburgh,  tool  steels;  U.  S.  Metallic 
Packing  Ci .  Philadelphia,  piston  rod  and 
valve  stem  packings :  Garlock  Packing 
Co.,   Palmyra,   N.  Y.,   packings   and   gas- 


kets: Ingersoll-Rand  Co.,  New  York, 
pneumatic  tools ;  .American  Steel  Found- 
ries, Chicago,  couplers  an<l  special  cast- 
ings ;  Pyle  National  Electric  Headlight 
Co.,  Chicago,  electric  headlights ;  McCord 
&  Co.,  Chicago,  system  of  forced  feed 
lubrication;  Pilliod  Co,,  Swanton,  Ohio, 
Baker  valve  gear:  Lutz-Webslcr  Engi- 
neering Co.,  Philadelphia,  percussion 
tools ;  Celfor  Tool  Co.,  Buchanan,  Mich., 
high  speed  tools;  The  M.  C.  B.  Co.,  Chi- 
cago, agents  for  the  Wiltbonco  Mfg.  Co., 
Boston,  Mass. ;  Grip  Nut  Co.,  Chicago, 
lock  nuts:  Okadee  Co.,  Chicago,  blow-off 
valves,  tender  connections;  Harry  Vis- 
sering,  Chicago,  locomotive  Sanders  and 
other  specialties ;  Ashton  Valve  Co.,  Bos- 
ton, valves  and  gages ;  Colonial  Steel  Co., 
Pittsburgh,  tool  steels ;  Racine  Tool  & 
Machine  Co.,  Racine,  Wis.,  hack  saws; 
Ohio  Injector  Co.,  Chicago,  injectors; 
Crerar-.Adams  Co.,  Chicago,  portable 
electric  drills:  Joycc-Cridland  Co.,  Chi- 
cago, jacks:  llunt-Spiller  Mfg.  Corpora- 
tion, Boston,  Mass.,  valve  and  cylinder 
bushings  and  rings :  Independent  Pneu- 
matic Tool  Co.,  Chicago,  pneumatic  ham- 
mers and  drills:  O'Malley-Beare  Valve 
Co.,  Chicago,  multiple  valves ;  Edna  Brass 
Mfg.  Co.,  Cincinnati,  Ohio,  injectors; 
Locomotive  Superheater  Co.,  Xew  York, 
superheater  apparatus ;  Rich  Tool  Co., 
Chicago,  drills  and  reamers:  Herbert  C, 
Williamson,  Chicago,  metal  cutting  band 
saws :  Greene-Tweed  Co.,  Xew  York, 
palmetto  packings:  Edgar  .Allen  Steel 
Co..  Chicago  and  Xew  York,  alloy-steels : 
Strong  Carlisle  &  Hammond  Co.,  Cleve- 
land, Ohio,  machine  set  screws,  journal 
and  cross-head  linings :  Goldschmidt 
Thermit  Co,,  Xew  York,  thermit  welding 
compounds  and  apparatus;  Detroit  Lu- 
bricator Co.,  sight  feed  and  flange  lubri- 
cators ;  Manning.  Maxwell  &  Moore,  Chi- 
cago and  Xew  ^'ork.  locomotive  special- 
ties ;  Ben  Lowenthal,  Chicago,  the  Wil- 
helm  automatic  safety  coupler;  The  Chi- 
cago Pneumatic  Tool  Co.,  Chicago,  air 
compressors  and  air  driven  tools. 


The  Westinghouse  Strike  Over. 
The  senseless  strike  that  prevailed  at 
the  Westin.ghovise  works  at  F'ast  Pitts- 
burgh for  several  weeks  without  any  in- 
telligible cause  was  called  oflf  by  the 
workmen  on  July  9.  The  strikers'  pickets 
that  kept  many  of  the  people  from  going 
to  work  were  withdrawn  and  a  rush  into 
the  shops  was  at  once  made  by  the  op- 
eratives. One  week  later  found  almost 
all  of  the  workers  back  in  their  places 
and  very  soon  afterwards  the  works  were 
lunning  on  full  time.  .A  woman  agitator 
who  learned  her  business  of  objecting 
in  the  potato  fields  of  the  Emerald  Isle 
took  the  lead  in  drawing  that  great  host 
of  workers  into  the  wilderness  of  idle- 
ness, but  the  good  sense  of  the  workmen 
found  a  way  out  of  it,  and  the  feeling  be- 
tween employers  and  employees  was  never 
better  than  it  is  today. 
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Elements  of  Physical  Science 


By    JAMES    KENNEDY 


.\x.  \\  iii-,i;i.woi(K. 
Whatever  form  niacliiiies  may  have 
they  are  merely  cnml)inatiiins  of  tlie  six 
simple  medianical  powers  already  de- 
scribed. The  main  object  in  combinint; 
them  are  to  gain  power  or  direction  to 
the  motion  so  that  tlie  machinery  will  do 
the  work  rcqnired. 

It  may  he  readily  noted  that  the  wheel 
enters  more  largely  into  the  construction 
of  machinery  than  any  other  of  the  me- 
chanical powers,  and  a  combination  of  a 
number  of  wheels  is  called  a  train.  When 
there  are  only  two  wheels,  the  one  that 
imparts  the  motion  is  known  as  the 
driver,  while  the  one  that  receives  the 
motion  is  called  the  follower.  The  meth- 
ods of  transmitting  motion  from  one 
wheel  to  another  are  of  three  kinds,  either 
by  the  friction  of  their  outer  rims,  or  by 
a  band,  or  by  teeth.  Wheels  may  he 
moved  by  friction  on  their  smooth  rims, 
but  they  are  generally  roughened  so  that 
friction  prevents  the  moving  wheel  from 
slipping  over  tlie  one  at  rest,  and  uKjtiun 
is  imparted  !■■  the  one  at  rest.  Wheels 
connected  in  this  way  work  with  little 
noise  but  are  almost  useless  where  there 
is  much  resistance  to  be  overcome,  and 
hence  they  are  not  much  used. 

A  band  passing  around  the  circinufer- 
cnce  of  two  wheels  is  an  excellent 
method,  where  Convenient,  of  transmitting 
motion.  These  wrapping  connections  or 
endless  hands  or  Ix-Its  must  be  strettiud 
so  tight  that  the  frietinn  on  the  wheels 
must  be  gri_-ater  llian  the  amount  of  re- 
sistance to  be  overcome.  The  llexible 
band  has  several  advantages,  airiong  them 
being  the  pliability  to  move  the  two 
wheels  in  the  same  direction,  or  in  oppo- 
site directions,  as  may  be  desired,  the  bet- 
ter movetnent  being  accomplished  by  cr^  .ss- 
ing  the  band  lietwcen  the  two  wheels. 
The  motion  imparted  by  a  connector  band 
has  the  advantage  also  of  being  almost 
free  fnmi  inef|ualitics,  the  stretching  nf 
the  band  readily  adapting  itself  to  any 
sudden  variations  in  motion. 

When  wheels  are  moved  by  teeth  on 
the  circumference  of  each,  the  smaller 
toothed  wheel  is  called  a  pinion,  and  the 
teeth  are  called  l<-aves,  and  two  or  more 
wheels  so  connected  are  called  a  gearing, 
and  arc  said  to  be  in  gear  when  they  ari 
arrayed  so  lliat  the  teeth  work  sinoothK 
in  each  other  It  may  be  noted,  that,  .1- 
in  all  nieeh.'inical  combinations,  what  i- 
gained  in  speed  by  the  use  of  wdieels  im- 
parting motion  is  lost  in  power,  and  S'. 
power  is  increascrl  1)y  the  reduction  of 
speed.  The  element  fjf  friction  consumes 
some  of  the  power,  ten  per  cent.  generalU' 
heint;  allow  crl  a^  the  loss  incurred  in  large 


machines.  The  .Sliay  geared  locomotive 
is  an  excellent  illustration  of  the  gain  in 
power  by  the  use  of  teethed  wheels,  for 
wliile  the  speed  is  reduced  the  tractive 
etTort  is  correspondingly   increased. 

Of  tootlud  wlieels  there  are  three  kinds 
in  general  use — spur  wheels,  crown 
wheels  and  bevel  wheels.  The  teeth  in 
spur  wheels  have  their  teeth  perpendicu- 
lar to  their  axes,  and  are  either  made  in 
one  jiiece  with  the  rim  or  are  fitted  into 
the  rim,  and  in  the  latter  case  are  called 
cogs.  Crown  wheels,  on  the  other  hand, 
have  their  teeth  parallel  to  their  axes,  and 
while  running  vertically  communicate  a 
horizontal  motion  to  a  wheel  with  which 
it  is  in  gearing. 

Bevel  wheels  are  wheels  whose  teeth 
form  any  other  angle  with  their  axles 
than  a  right  angle.  Circular  motion  may 
readily  be  connected  into  rectilinear  mo- 
tion by  the  use  of  the  rack  and  pinion, 
the  revolving  pinion  moving  the  rack  as 
the  teeth  engage  each  other. 

Cranks  are  much  used  in  machinery  for 
converting  rectilinear  motion  into  circu- 
lar or  circular  into  rectilinear.  The  gen- 
eral fiirni  of  the  crank  is  by  bending  the 
axle.  It  will  be  readily  noted  that  the 
point  at  wliich  the  reciprocating  rod 
stands  at  rit^lit  unifies  to  the  axle  is  a  dead 
point  where  the  crank  loses  its  power  for 
an  instant,  and  it  must  be  carried  past  this 
point  by  acquired  momentum  or  other 
force. 

Fly  wheels  are  used  for  regulating  the 
motion  or  momentum  of  macliinery.  It 
appears  in  various  forms,  but  generally 
consists  of  a  heavy  iron  hoop  with  bars 
meeting  in  the  center.  It  is  set  in  motion 
l)y  the  machinery  and  its  momentum  pre- 
\eiits  the  motion  of  the  macliinery  from 
\aryiiig  to  any  great   extvut. 

NX  I,     rilK     MKl'II.WK'M.    I'oWKK-. 

.Ml  mechanical  contrivances  are  merely 
variations  of  six  simple  mechanical  pow- 
ers known  as  the  lever,  the  wheel  and 
axle,  the  pulley,  the  inclined  plane,  the 
wedge,  and  the  screw. 

.\  lever  is  ;in  inflexible  bar,  capable  of 
being  moved  ;ib..ut  a  fixed  point,  called 
the  fulcruni.  \\  hat  is  known  as  the  law 
..f  the  lever  is  the  f.ul  that  intensity  of 
force  is  gained,  aiirl  time  is  lost,  in  pro- 
portion ,is  the  ilistanre  between  the  jiower 
and  the  fulcrum  exceeds  the  distance  be- 
tween file  weight  and  the  fulcrum.  It 
was  said  of  Arcbime<lc-s  that  when  he  saw 
tile  immense  power  that  could  be  exerted 
V.  ith  the-  lever,  he  declared  that  with  a 
pkice  to  st.-ind  on  he  could  nv^ve  the 
earth    itself. 

The  wheil  and  axle  is  a  revolving 
U\er  li  will  be  noted  that  one  applica- 
tion of  the  lever  cannot  move  a  body  any 


great  distance,  but,  by  means  of  the 
wheel  and  axle,  the  action  of  the  lever  is 
continued  uniformly  and  uninterruptedly. 
As  in  the  simplest  form  of  lever,  the 
wheel  and  axle  creates  intensity  of  force 
and  loses  time  in  proportion  as  the  cir- 
cumference of  the  wheel  exceeds  that  of 
the  axle.  It  is  used  in  a  variety  of  forms, 
the  most  common  being  that  of  the  wind- 
lass. 

The  pulley  consists  of  a  wheel  with  a 
grooved  circumference,  over  which  a  rope 
passes,  and  an  axis  or  pin,  round  which 
the  wheel  may  be  made  to  turn.  Pulleys 
are  of  two  kinds,  fixed  and  movable,  the 
former  has  a  fixed  block.  There  is  no 
gain  of  power  in  the  case  of  a  fixed  pul- 
ley. It  is  used  to  change  the  direction  of 
motion,  as  in  the  case  of  hoisting  sails 
where  the  sailor,  instead  of  climbing  the 
mast  to  spread  the  canvas,  stands  on  the 
deck  and  pulling  a  rope  attached  to  a 
pulley  raises  the  sails  with  much  less  difii- 
culty.  The  pulley  is  so  cheap  and  con- 
venient that  it  is  much  used  in  its  simplest 
forms.  In  complicated  systems  much  of 
the  power  is  h.ist  by  friction,  and  conse- 
quently such  systems  of  pulleys  are  used 
only  when  large  weights  are  to  be  raised. 
The  inclined  plane  is  the  fourth  of  the 
simple  mechanical  powers.  .'\ny  plane 
surface  making  an  angle  with  the  horizon 
is  an  inclined  plane.  In  raising  weights 
the  work  is  facilitated  by  using  the  in- 
clined plane,  usually  in  the  form  of  long 
planks  or  skids.  This  simple  but  useful 
device  was  known  to  the  ancients.  It  is 
supposed  that  the  Egv'ptiaus  used  it  in 
raising  the  huge  blocks  of  stone  employed 
in  the  construction  of  the  pyramids  and 
other  buildings.  In  the  case  of  liodies 
rolling  down  an  inclined  plane,  they  have 
a  uniformly  accelerated  motion,  and  at- 
tain the  same  velocity  by  the  time  they 
reach  the  bottom  that  they  would  have  if 
drojiped  perpendicularly  from  the  starting 
point. 

The  wed-e  is  the  fifth  of  the  simple 
mechanical  powers,  and  the  power  gained 
by  its  use  uiuler  certain  conditions  is  in- 
calculable. When  driven  by  blows  the 
percussion  gives  such  a  shock  to  the  par- 
ties of  the  body  that  is  being  penetrated 
by  the  weduie  that  it  opens  in  advance  of 
the  wedge.  .\  general  law  is  that  the 
longer  the  wedt;e  the  more  easily  it  pene- 
trates. Ml  cutting  instruments  are 
wedges,  the  angles  of  inclination  differing 
from  each  other  to  suit  the  material  that 
it  is  intended  to  cut  or  jienetrate. 

The  screw  is  the  last  of  the  simple  me- 
chanical powers.  It  is  a  continuous  wedge 
and  takes  the  form  of  a  cylinder  with  a 
spiral  ridge  and  groove  winding  alter- 
nately  round   it    in   parallel   curves. 
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'*Pressurlohd/'  the  Prince-Groff  System  of  Water  Gauges 


\'arioiis  devices  have  been  used  in  se- 
curing safety  in  the  matter  of  water 
gauges  on  boilers.  As  is  well  known,  the 
danger  of  fracture  is  very  great,  and  a 
perfect  gauge  must  be  so  constructed  a.-, 
to  positively  prevent  flying  glass  and  tlie 
blowing  of  hot  water  and  steam  in  case 
a  glass  breaks,  and  at  the  same  tinie  the 
device  must  not  in  any  way  obstruct  the 
view  of  the  registering  glass.  The 
Princc-Groff  Company,  30  Church  street, 
New  York,  has  completely  perfected  a  sys- 
tem that  accomplishes  all  this  and  more 
than  this.  The  word  "Pressurlokd,"  apt- 
ly chosen  as  the  name  of  the  new  device, 
conveys  much  meaning,  as  the  glass  is 
pressure-locked  by  the  steam  pressure, 
that  is,  the  glass  is  surrounded  by  the 
steam  pressure.  It  consists  of  a  standard 
reflex  glass  encased  with  a  sealing  metal. 
with  the  exception  of  the  sight  porti<"ui 
in  front  and  the  reflex  portion  in  the 
rear.  The  joint  is  pressure-packed,  and 
the  sides,  ends  and  rear  of  the  shrouded 
glass  are  subjected  to  boiler  pressure, 
therefore,  it  is  held  under  compression. 
The  locking  area  around  the  sides  and 
ends  of  the  metal-encased  glass  is  twice  as 
great  as  the  pressure  area  over  the  sight 
opening.  A  fractured  glass  is  therefore 
positively  locked  in  position  and  cannot 
fly,  thus  entirely  preventing  the  escape 
of    steam     and    hot    water.      The    outer 
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pressure  upon  the  glass  keeps  the  frac- 
tures closed  in  case  it  shatters.  The 
shrouded   glass   is   held  to   its   seat    by    a 


resilient  spring  which  maintains  a  con- 
slant  pressure  on  the  metal-sealed  joint 
in  addition  to  the  steam  pressure,  and  at 
(he   same    time    relieves    the   glass   of   all 
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-train  caused  by  expansion  and  contrac- 
tion of  tiie  frame,  and  positively  prevents 
leaking  or  blowing  out. 

.\  feature  of  this  system  which  is  inter- 
esting is  the  registering  column,  which  is 
immediately  back  of  the  reflex  glass  and 
the  steam  passageway  and  water  column 
uliich  is  independent  of  the  registering 
cokimn  and  is  for  the  purpose  of  a  pas- 
sageway for  the  steam  when  the  steam 
valve  is  blown  and  also  to  steady  the 
readings  in  the  registering  column  there- 
liy  avoiding  steam  and  water  erosions  of 
tlie  reflexes  of  the  registering  glass. 

riie  appliance  has  also  the  decided  ad 
\aMtage  of  being  easily  cleaned  without 
disturbing  valves  or  joint  and  without 
removing  from  the  boiler,  and  is  as  easi- 
ly cleaned  while  the  boiler  is  under 
pressure  as  when  cold,  and  will  remain 
ui  continuous  service  without  any  adjust- 
ments. To  the  locomotive  engineer  it 
means  safety,  reliability  and  dependabil- 
ity, and  may  even  be  relied  upon  to  with- 
stand the  shock  of  accident  or  wreck.  It 
need  hardly  be  stated  that  the  older  types 
of  gauges  were  adapted  to  small  passage 
ways  and  angle  valves  which  are  liable 
to  clog,  and  frequently  do  not  show 
wliether  the  valves  are  open  or  closed. 
The  connections  also  had  a  tendency  to 
loosen,  and  by  the  methods  of  packing 
with  fibrous  material  which  occasionally 
crept    over    the    ends    of    the    glass,    the 


tendency  to  clog  was  ever  present.  All 
this  is  prevented  by  the  new  device,  as 
safety  having  been  positively  secured,  a 
large  opening  to  the  Ijoiler  is  made  pos- 
sible with  a  straight-way  connection  from 
boiler  to  reading  column  of  gauge,  insur- 
ing a  perfect  reliability  of  readings. 

In  an  accompanying  illustration  thi 
gauge  lamp  is  shown,  which  is  readily  ad 
justable  to  the  desired  point  when  neces- 
sary. It  will  also  be  observed  that  the 
openings  to  the  boiler  are  controlled  by 
valves  with  the  straight  type  of  handles 
that  precludes  the  possibility  of  any 
doubt  as  to  whether  the  valves  are  open 
or  shut,  so  that  every  detail  has  been 
carefully  mastered  with  the  result  that  a 
water  gauge  possessing  all  the  elements  of 
safety  and  reliability  has  been  brought  to 
a  degree  of  perfection,  that  leaves  no 
tendency  to  defect  to  be  remedied,  and 
at  the  same  time  the  simplicity  of  its  con- 
struction is  such  that  in  point  of  economy 
it  cannot  fail  to  appeal  to  all  who  desire 
complete  reliability  in  the  matter  of 
water  gauges  at  a  low  cost. 


The  Minister — "And  does  you  papa 
say  grace  at  the  table,  too?" 

The  Angel  Child — "Yes,  sir;  but  he 
doesn't  say  it  like  you  do." 

The  Minister — "What  does  he  say?" 
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The  Anctl  Child — 'Tic  sits  down  an' 
looks  round  an'  says.  'Great  Scot,  what 
a  dinner  1'  " 
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New   York   Duplex  Compressors. 

In  llii<  i^.■.lR■  ui-  have  .■,>;\<.Tal  \k\vs 
ot  the  New  York  Xo.  5-B  Diiple.s  air 
conipre.>sor.  whicli  is  the  present  stand- 
ard furni.sliecl  by  tlie  New  York  .\ir 
Brake  Co.  Tliese  compressors  diilVr 
from  tlic  .\o.  5-.\  in  tlial  tlie  separate 
receiving  valves  for  the  hi^Ii  pressure 
air  eylinder  have  lieeii  ..niitted.  which 
reduces  tile  nuinlier  of  part--  uithoiu 
alTecting  tlie  ehiciency  of  the  com- 
pressor. This  compressor  differs  from 
the  old  standard  Xo.  5  in  the  steam 
vahe  niechanism.  the  reversing  slide 
valves  bcin.?  replaced  with  piston 
valves. 

The  operation  of  tliese  compressors 
is  so  well  known  as  to  reepiire  no 
lengthy  explanation,  .as  is  in  the  case 
of  former  types,  the  reversing  valves 
control  the  dislrilmtion  of  steam  to  the 
cylinders,  one  piston  being  at  re--t 
while  the  other  is  in  motion.  .Atmos- 
pheric pressure  enters  the  low  i)ressur.- 
air  cylinder  through  the  receiviiv-; 
valves,  is  compressed  from  the  low 
jiressnre  into  tlu-  higli  i>ressnre  cylinder 
and   from  tlure  into  the  main   roervoir. 
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1  charge  of  the  tests 
fnur  most  important 
factors  liearin.y  upon  the  length  of  a  train 
>top  were:  brake  cylinder  pressure  ob- 
tained, time  in  which  it  is  developed, 
brake  riygini;  nr  foundation  brake  gear 
etViciencv   and    the    average   co-efficient    of 


i'iii.;mei 
that 


structiou  heavy  steel  passenger  cars,  to 
"define  the  proper  air  brake  CQuipment 
for  passenger  cars  weighing  130.000  lbs. 
or  over." 

The  committee  met  the  railroad  repre- 
sentatives at  Pittsburgh,  Pn.  Mr.  .\. 
W.  Gibbs,  general  superintendent  motive 
power,  Pennsylvania  Railroad,  was  elected 
chairman,  and  Mr.  A.  L.  Humphrey,  gen- 
eral manager  of  the  Westinghonse  Air 
Brake  Comiiaiiy,  was  asked  to  explain  the 
object  of  the  meeting. 


Air  Brake  Tests. 

In  191.3  the  Pennsylvania  Railroad  and 
the  Westinghonse  .\ir  Brake  Company. 
jointly,  conducted  the  most  scientitic  and 
exhaustive  air  brake  and  brake  shoe  tests 
that  have  been  instituted  since  the  \Ve-t- 
inghonse-f'.alton  tests  in  1S7H.  The  train 
tests  were  cmdticted  at  .Misecon.  X.  J., 
and  sulise'pieut  brake  shoe  tests  were 
conducted  in  the  laboratory  of  the  Amer- 
ican Brake  Shoe  .ukI  I'oundry  Co..  at 
Mahwah.   N.  J. 

The  Wcstinghouse-Claltoii  tests  cnn-ti- 
tuted  the  first  scientific  investigalion>  of 
the  action  of  brake  shoes  in  retarding  the 
motion  of  railway  vehicles,  and  are  still 
regarded  as  an  authority  and  ilie  only 
source  of  information  regarding  the  char- 
acteristics of  brake  shoe  friction  under 
certain  typical  road  service  conditions, 
but  they  were  made  at  a  time  when  the 
air  brake  was  in  its  infancy  and  but  \  ery 
light  vehicles  were  in  use :  consequently 
comparatively  low  breaking  pressures 
were  used  in  tin-  expcrimenls  and.  while 
the  results  ..btained  remain  conclusive  and 
accurate  as  to  general  principles,  th-se 
conditions  do  not  re|)resent  the  intensity 
of  the  modern  air  brake  problem  The 
lirinci[.al  object  sought  in  the  P.  P  K. 
tests  was  information  wliicli  w.>nld  bad 
to  the  perfection  of  an  efficient  brake  for 
modern   (passenger   trains,   and   it    was   un- 
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It  has  been  s,.me  time  since  we  have 
mentioned  the  Toled.,  tests  of  IW).  and 
at  thai  lime  it  will  be  reniemliered  that  a 
committee  of  the  Master  Car  P.nilders' 
.\ssMciati..n  was  called  upon  by  repre- 
sentatives of  several  of  the  largest  I'.ast- 
<rn  railroads,  which  had  in  course  of  con- 


.\lr.  lluniplirey  outlined  the  proposition 
confronting  the  air  brake  cmupany,  which 
was  to  furnish  a  brake  equipment  for  cars 
weighing  from  1-40,000  to  150,000  lbs.  and 
which  had  outgrown  the  foundation  brake 
rigging  of  that  day,  and  pointed  out  that 
.a  radically  new  design  of  rigging  was 
imperative,  and  further  stated  that  the 
conditions  miyht  possibly  be  met  there- 
after with  a  20  in.  brake  cylinder,  a  double 
brake  equipment  per  car.  a  clasp  type  of 
foundation  brake  gear  or  a  lengthening 
of  the  brake  cylinder  piston  travel,  all  of 
which    with    the    exception    of    the    clasp 
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brake  were  decidedly  objectionable,  and 
it  alone  could  not  be  expected  to  solve  the 
problem. 

While  discussing  tlic  subject,  the  con- 
sensus of  opinion  was  that  the  bral<e  ap- 
paratus had  not  kept  pace  with  the  in- 
creased weights  and  speed  of  the  modern 
passenger  train,  and  the  chief  factors 
which  necessitated  the  different  treatment 
in  the  application  of  braking  forces  were : 

1.  Increased  unbraktd  locomotive  weight. 

2.  Increased   train   momentum. 

3.  Increased  brake  rigging  deflection 
and  false  motion,  due  to  severe  stresses 
in  car  members  and  other  causes,  which 
greatly  increase  the  piston  travel. 

4.  Increased  brake  leverage  ratio,  with 
consequent  increased  piston  travel  and 
lower  maximum  cylinder  pressure. 


ly  adopted  by  a  vote  of  tlie  railroad  repre- 
sentatives present : 

Resolved,  Tliat  it  is  the  sense  of  this 
meeting  that  the  air  Ijrakes  provided  for 
tile  heavier  passenger  cars  now  building 
shall  be  of  such  design,  proportion  and 
capacity  as  to  enable  trains  of  the  said 
heavier  passenger  cars  to  be  stopped  in 
practically  the  same  distance  after  the 
brakes  are  applied  as  is  now  the  case  with 
existing  lighter  cars;  and  be  it  further 

Resolved,  That  for  the  use  of  this  com- 
mittee and  others  interested  in  making 
calculations  we  suggest  that  it  be  assumed 
that  the  theoretically  desirable  stop  is  one 
wliich  required  the  space  of  not  over  1,200 
ft.  after  the  I)rakes  are  applied,  the  speed 
iif  the  train  at  the  time  of  the  application 
of  the  l)rakes  lieing  sixty  miles  per  hour. 
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5.  Increased  time  to  obtain  brake  ef- 
fectiveness, on  account  of  large  cylinder 
volumes. 

6.  Decreased  brake  shoe  co-efficient  of 
friction,  due  to  greater  brake  shoe  pres- 
sure and  speeds. 

7.  Possible  breaking  down  of  the  brake 
shoe  under  the  severe  conditions  imposed. 

In  order  that  the  problem  might  be  con- 
sidered from  both  a  practical  and  theoret- 
ical standpoint,  a  sub-committee  was  ap- 
pointed to  determine  the  scope  of  and 
establish  a  basis  for  the  investigation,  and 
the  following  resolutions  were  unanimous- 


.\nother  sub-committee  was  then  ap- 
pointed to  make  recommendations  as  to 
the  maximum  load  per  lirakc  shoe,  from 
which  ligure  would  be  calculated  the  per- 
centage of  retardation  necessary  and  also 
to  make  recommendations  as  to  the  num- 
ber of  shoes  per  car  for  different  weights 
of  cars. 

From  tests  made  in  the  laboratory  of  the 
.American  Brake  Shoe  and  Foundry  Com- 
pany, indications  were  that  a  mean  co- 
efficient of  brake  shoe  friction  as  high  as 
10  per  cent,  could  probably  be  realized, 
under   modern   conditions,  and   tests   also 


indicated  that  the  maximum  brake  shoe 
pressure  employed  should  never  exceed 
18,000  lbs.  per  shoe,  or  400  lbs.  per  square 
inch.  .\  great  deal  of  additional  reliable 
information  was  obtained  and  placed  be- 
fore the  committee,  but  before  an  ac- 
ceptance of  the  recommendations  the 
committee  decided  that  a  demonstration 
should  be  made  by  actual  road  tests  of 
which  records  should  be  taken.  In  the 
meantime  the  representatives  of  the  Lake 
Shore  and  Michigan  Southern  Railroad 
presented  this  matter  to  the  officers  of 
that  road  wlio  arranged  to  have  the  tests 
conducted  at  Toledo,  Ohio. 

How  the  P.  M.,  L.  N.  and  L.  G.  X. 
brake  equipments  failed  in  producing  a 
stop  in  the  specified  distance  and  how 
the  P.  C.  ccpiipment  was  developed  and 
met  the  requirements  is  now  a  matter  of 
air  brake  history,  for  during  the  limited 
time  of  the  tests  the  Westinghouse  Air 
Brake  Company  were  able  to  design, 
build  ami  install  the  first  type  of  P.  C. 
brake  and  by  its  use  shortened  the  stop 
beyond  the  specified  distance  and  reduced 
the  lapsed  time  between  brake  application 
and  brake  effectiveness  to  two  seconds. 

The  performance  of  this  brake  also 
proved  that,  in  order  to  meet  the  condi- 
tions, an  emergency  braking  ratio  100  per 
cent,  greater  than  that  used  for  service 
operation  was  necessary,  and  that  brake 
application  and  brake  effectiveness  should 
theoretically  be  as  near  instantaneous  as 
possible  even  if  electric  current  was  nee 
essary  to  shorten  this  lapsed  time. 

During  tlie  tests,  a  train  of  heavy  steel 
8-wheel  cars  of  the  Pennsylvania  Rail- 
road were  run  for  the  purpose  of  com- 
parison with  the  .stops  made  W'ith  the  12- 
wheel  cars  of  the  Lake  Shore  Railroad, 
and  there  was  but  very  little  difference 
in  the  length  of  stops  either  with  the 
II.  S.  brake  or  the  L.  N.  equipment;  that 
is,  8-whecl  cars  were  stopped  in  about 
the  same  distances  under  the  same  con- 
ditions as  I2-\vheel  cars,  but  with  the 
L.  G.  N.  brake  the  stop  was  150  ft. 
longer,  and  with  the  H.  S.  brake  500  ft. 
longer  than  the  1.200  ft.  decided  upon  as 
a  reasonable  distance  by  the  Master  Car 
Builders"  Committee. 

As  a  result  of  the  tests,  the  .\'ew  York 
Central  Lines  adopted  the  P.  C.  brake  for 
heavy  passenger  cars,  but  the  test  de- 
partment of  the  Pennsylvania  Railroad 
conducted  another  test  with  various  types 
of  brake  shoes  and  the  clasp  type  of 
foundation  lirake  rigging,  and  again 
found  that  the  heavy  steel  passenger  cars 
could  not  be  stopped  in  tFie  required  dis- 
tance with  triple  valve  equipments.  The 
Westinghouse  .\ir  Brake  Company  then 
designed  and  built  what  is  known  as  the 
U.  C.  equipment  for  the  Pennsylvania 
Railroad.  This  brake,  which  has  been 
rlescribed  and  illustrated  in  these  col- 
umns, can  be  operated  either  electrically 
or  pneumatically,  and  when  referred  to 
as   the   U.   C.   it   will    indicate   pneumatic 
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operation  and  when  as  U.  E.  or  elcctro- 
pntumatic  it  will  indicate  that  the  trans- 
mission of  the  application  was  electric. 

This  is  the  improved  brake  that  was 
tested  out  at  Absecon,  N.  J.,  in  1913,  and 
any  statements  herealtcr  will  have  refer- 
ence to  those  tests. 

The  object  of  the  tests  was  to  deter- 
mine the  best  air  brake  equipment,  brake 
shoe  and  foundation  brake  arrangement 
for  heavy  steel  cars.  Those  who  have 
lead  the  descriptions  of  the  U.  C.  brake 
will  understand  that  it  contains  a  number 
oi  greatly  desired  features  not  possessed 
by  triple  valves,  which  it  was  also  pro- 
posed to  test  out.  The  principal  improve- 
ments sought  were  shortening  the  emer- 
gency stop,  safety  and  protective  features 
necessitated  by  severe  service  conditions, 
uniformity  of  brake  application  on  all 
cars,  certainty  of  application  and  release, 
added  flexibility  for  service  operation, 
and  a  separation  of  service  and  emer- 
gency functions;  that  is,  assurance  of 
quick-action  when  required  and  absolute 
prevention  during  service  operation. 

When  a  shortening  of  the  emergency 
slopping  distance  with  modern  equipment 
is  contemplated,  there  are  a  number  of 
factors  involved  which  must  receive  due 
i-onsideration.  One  of  the  most  impor- 
tant is  what  is  termed  the  brake  rigging 
efficiency. 

Deflection  of  rigging  and  lost  motion 
throughout  the  car  members  tends  to  in- 
crease emergency  piston  travel  to  such 
an  extent  that  full  brake  cylinder  jaes- 
sure  cannot  be  attained  and  in  many  in- 
stances a  large  percentage  of  the  force 
<leveloped  by  the  brake  cylinder,  to  be 
transmitted  to  the  brake  shoes,  is  lost 
through  ineflicient  brake  gear  and  lost 
motion. 

It  is  also  recognized  that  the  shortest 
possible  emergency  stop  involves  a  wide 
diflfercnce  between  service  and  emergency 
liraking  ratio.  The  braking  power  for 
service  operation  is  based  upon  tlic  light 
weight  of  the  car,  and  during  the  actual 
stop  this  braking  power  is  a  varialile 
quantity;  hence  it  is  termed  the  nominal 
percentage  of  braking  power  because  it  is 
a  very  meaningless  term  when  the  actual 
retarding  force  obtained  between  the 
wheel  and  the  rail  during  a  stop  is  con- 
sidered. As  service  braking  force  is  cal- 
culated for  low  speeds  and  protection 
against  wheel  sliding,  it  has  been  pr.jven 
that  much  higher  braking  forces  can  l)c 
used  for  emergency  stops,  and  that  full 
braking  power  can  be  retained  to  the  stop 
without  injury  to  the  wheel,  and  must  lie 
letained  if  the  shortest  possible  stop  is 
desired. 

.-Xs  the  actual  force  tending  to  cluck 
ilic  rotation  of  the  wheel  when  the  brake 
is  apiilied  averages  but  about  10  per  cent 
of  tlie  pressure  applied  to  the  brake  sbces 
during  modern  hi.:.,'h  speed  stops,  and  ;is 
percentages  of  braking  power  as  applie.l 
to  car  brake  equipment  and  actual  retard- 


ing force  obtained  arc  widely  different 
quantities,  one  of  the  principal  objects 
sought  in  the  tests  was  to  lind  the  maxi- 
mum rate  of  retardation  that  coidd  be  ob- 
tained with  reasonable  protection  against 
damaged  wheels  from  sliding,  or,  in  other 
words,  the  percentage  of  braking  power 
that  could  be  used  for  emergency  stops 
without  injurious  wheel  sliding,  and  as 
this  is  governed  by  the  adhesion  between 
the  wheel  and  the  rail,  it  follows  that 
limit  of  braking  power  cannot  be  so  low 
as  to  absolutely  prevent  slid  flat  wheels 
under  all  unfavorable  conditions  of  the 
rail  and  yet  cannot  be  so  high  as  to  pro- 
duce a  retarding  effect  that  would  exceed 
the  adhesion  of  the  wheel  to  the  rail  un- 
der average  conditions. 

When  tlic  term,  percentage  of  braking 
power,  is  used,  it  will,  of  course,  mean 
tliat  which  is  calculated  upon  the  light 
weight  of  the  car.  One  hundred  and  fifty 
per  cent,  braking  power  will  mean  that 
the  total  brake  shoe  pressure  is  calculated 
to  be  150  per  cent,  of  the  light  weight  of 
the  car. 

Service  braking  power  is  usually  based 
upon  90  per  cent,  of  the  light  weight  of 
the  car  for  either  the  P.  M.  or  P.  C. 
e(iui|)ments ;  with  the  former  it  is  based 
upon  a  ()0-Ib.  cylinder  pressure,  with  the 
latter  upon  an  86-lb.  pressure,  which  is  the 
point  of  equalization  of  the  service  reser- 
voir and  service  brake  cylinder. 

This  is  accornplished  with  a  24-lb.  brake 
pipe  reduction,  and  the  same  reduction 
brings  the  brake  cylinder  pressure  of  the 
f.  .M.  brake  up  to  60  lbs.,  or  the  adjust- 
ment of  the  high  speed  reducing  valves. 
In  fact,  it  is  recommended  that  for  pas- 
senger service  the  auxiliary  reservoir  and' 
brake  cylinder  be  proportioned  and  the 
brake  levers  arranged  to  produce  3-]:J  per 
cent,  braking  power  per  pound  of  brake 
pipe   reduction. 

Anotlier  factor  to  be  considered  in  ob- 
taining an  eflicicnt  brake  is  a  mechanism 
that  can  develop  a  brake  cylinder  pressure 
that  will  give  this  wide  difference  be- 
tween service  and  emergency  braking 
power  on  a  single  cylindered  car,  and 
develop  it  quickly  enough  to  bring  a  train 
stop  to  the  M.  C.  B.  reiiuirements. 

Ihe  cfliciency  of  the  brake  shoe  in 
transforming  the  pressure  ai)plied  to  it 
intr)  retarding  effect  at  the  surface  of  the 
wluel  will  be  mentioned  in  connection 
with  the  subject  of  brake  shoe  tests. 

A  train  of  12  steel  passenger  cars  weigh- 
ing about  f)l  tons  each  and  a  Pacific  type 
locomotive  weighing  about  200  tons  were 
used  in  the  tests.  Total  length  of  train 
was  1,040  ft.  The  locomotive  brake  %vas 
the  No.  6  E.  T.,  but  at  times  a  special  by- 
liass  valve  was  used  to  obtain  a  quicker 
rise  in  emergency  brake  cylinder  [iressurc 
and  a  higher  than  standar<l  pressure  in  the 
I  ngine  and  tender  brake  cylinders  at  times 
when  the  electro-pneumatic  brake  was  in 
rse.  The  object  was  to  have  the  loco- 
motive   brake    more    nearly    equ.il    to   the 


electro-pneumatic  brake  on  the  cars  so 
that,  on  account  of  the  higher  efficiency 
of  the  U.  E.  brake,  it  would  not  be  com- 
pelled to  retard  a  greater  per  cent,  of 
locomotive  weight  than  the  P.  M.  equip- 
ment under  similar  conditions  of  stop. 

One  hundred  and  ten  pounds  brake  pipe 
pressure  was  considered  as  standard  for 
passenger  service,  and  cars  were  equipped 
with  three  ditferent  styles  of  brake,  the 
P.  M.  or  triple  valve  equipment,  the  U.  C. 
iiuilt  up  to  equal  the  features  of  the  type 
P  triple  valves,  the  complete  U.  C.  and  the 
U.  E.  or  electro-pneumatic. 

The  cars  were  at  different  times 
equipped  with  the  standard  and  clasp  type 
of  foundation  brake  gear,  the  latter  in 
three  different  styles,  and  at  the  begin- 
ning of  each  run  the  piston  travel  was 
adjusted  to  O'/z  ins.  with  a  fidl  service 
application.  Six  hundred  and  ninety-one 
tests  were  made  during  the  three  months 
and  twelve  days"  time. 

The  most  modern  apparatus  was  used 
for  obtaining  records  of  the  tests,  both  on 
the  train  and  along  the  track ;  the  cars 
w-ere  furnished  with  brake  cylinder  in- 
dicators and  wheel  sliding  indicators.  In- 
dicators for  measuring  slack  action  were 
used  in  different  portions  of  the  train, 
and  telephones  located  in  a  number  of  the 
cars  facilitated  communication. 

Specially  designed  apparatus  was  used 
for  measuring  the  brake  shoe  pressure  de- 
livered to  the  shoes  during  some  of  the 
tests;  the  oliject  was  to  determine  the 
brake  rigging  efficiency.  The  usual 
chronograph  was  used  on  the  train ;  this 
instrument  gives  an  accurate  record  of 
speed,  rate  of  deterioration,  distance  of 
stop,  time  of  stop,  brake  pipe  and  brake 
cylinder  pressures.  The  train  was  also 
equipped  witli  the  electro-pneumatic  train 
signal  system. 

.\s  to  the  results  of  tests,  the  reader 
will  understand  that  distance  of  emergency 
stop  was  not  the  sole  consideration,  but 
that  improved  features  of  the  universal 
valve,  which  is  the  operating  valve  of  the 
U.  C.  and  U.  E.  equipments,  were  also 
demonstrated.  A  detailed  account  of  these 
need  not  now  be  given,  as  articles  on  the 
electro-pneumatic  brakes  that  have  appear- 
ed in  the  .\ir  Brake  Department  of  this 
magazine  were  based  upon  the  results  of 
these  tests,  and  the  improved  features  in 
the  design  i>f  the  universal  valve  were 
fully  demonstrated.  Certainly  a  few 
minor  changes  in  mechanical  construction 
cif  the  valve  were  made  as  a  result  of  the 
rigid  test,  but  the  original  type  of  valve 
was  used  throughout  the  test  without 
change. 

The  engineers  of  the  P.  K.  K  and  the 
W.  A.  B.  Co.  have  inade  a  thorough  analy- 
sis of  all  the  tests,  which  fills  a  volume  in 
air  brake  literature,  and  while  it  will  be 
impossible  to  go  into  the  results  in  detail 
this  subject  will  be  mentioned  in  future 
issues. 

.■\s  a  fair  comjiarison  of  the  P.   M.  and 
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the  U.  E.  brakes,  a  result  of  emergency 
stops,  which  is  always  interesting,  will  be 
given. 

But  for  the  fact  that  the  emergency 
stopping  distances  with  any  type  of  brake 
can  now  be  so  closely  calculated,  the  per- 
formance of  the  electro-pneumatic  brake 
in  railroad  service  would  have  exceeded 
Mr.  Turner's  fondest  expectations. 

From  a  speed  of  60  miles  per  hour  on 
a  level  track,  these  12  car  trains  of  120,000 
lbs.  per  car  were  stopped  with  the  P.  M. 
equipment  in  an  average  of  about  1,600 
ft.  Emergency  braking  power  1 13  per 
cent. 

The  U.  C.  brake  with  150  per  cent, 
braking  power  produced  a  stop  200  ft. 
shorter  than  the  P.  M.  brake. 

Twelve  car  trains  can  be  stopped  with 
the  electro-pneumatic  brake  from  60 
miles  per  hour  speeds,  150  per  cent,  brak- 
ing power  in  less  than  1,200  ft. 

The  shortest  stop  made  with  12  cars 
running  at  60  miles  per  hour  was  made 
in  1,021  ft.  distance.  This  was  made  with 
180  per  cent,  braking  power,  clasp  brake 
and  high  braking  power  on  the  locomo- 
tive. 

The  shortest  stop  for  a  single  car,  sixty 
miles  per  hour,  breakaway  (stop  without 
locomotive),  180  per  cent,  braking  power, 
clasp  type  (two  shoes  per  wheel),  founda- 
tion brake  rigging  and  flanged  brake 
shoes,  was  made  in  725  ft.  distance,  estab- 
lishing a  new  record  for  car  stops. 

These  demonstrations  prove  conclusive- 
ly that  a  brake  has  been  provided  for 
heavy  cars  that  is  as  efHcient  as  any  brake 
ever  used  on  lighter  cars,  and  a  contribut- 
ing factor  that  stands  out  prominently  is 
the  time  of  application.  As  a  result  of 
an  emergency  application  the  brakes  of 
the  P.  M.  start  to  apply  on  the  first  car 
in  less  than  0.5  of  a  second;  on  all  cars 
in  two  seconds.  Maximum  brake  cylinder 
pressure  is  attained  in  8  seconds. 

Compared  with  the  U.  E.  brake,  the 
emergency  (electric)  applies  the  first 
brake  in  less  than  0.5  of  a  second,  and  all 
brakes  m  less  than  0.5  of  a  second,  and 
maximum  brake  cylinder  pressure  is  at- 
tained in  2.25  seconds. 

.\s  electric  control  adds  no  braking 
power,  the  effect  of  the  time  element  in 
brake  application  stands  out  very  clearly. 
The  U.  E.  brake  is  working  its  maximum 
capacity  5'yi  seconds  ahead  of  the  P.  M. 
brake ;  in  fact,  the  U.  C.  equipment  de- 
velops maximum  emergency  brake  cylin- 
der pressure  4^  seconds  quicker  than 
the  P.  M.  brake,  and  obviously  this  re- 
markable shortenmg  of  the  emergency 
stopping  distance  is  due  principally  to 
high  emergency  braking  power  and  the 
reduction  in  the  time  of  application. 
.  To  just  what  extent  each  contrituites 
is  rather  a  difficult  matter  to  accurately 
determine  under  the  various  conditions, 
but  during  one  series  of  tests,  usint;  150 
per  cent,  braking  power,  the  .quicker  and 
more   powerful   emergency   application   of 


the  U.  C.  brake  shortened  the  stopping 
distance  from  tlie  60-mile-per-hour  speed 
from  over  1,600  ft.  made  by  the  P.  M. 
brake  to  about  1,400  ft.,  and  the  instant 
and  simultaneous  action  of  the  U.  E. 
brake  still  further  shortened  this  stop  to 
less  than  1,200  ft.  On  the  other  hand,  it 
was  also  noted  that  with  the  U.  E.  brake, 
for  every  increase  of  5  per  cent,  in  brak- 
ing power  (within  the  ratios  of  90  per 
cent,  to  180  per  cent.),  the  length  of  the 
emergency  stopping  distance  is  shortened 
2  ])er  cent. 

In  a  .scries  of  stops  where  the  by-pass 
or  higher  braking  power  was  used  on  the 
locomotive,  all  other  conditions  being 
equal  the  electric  emergency  application 
of  tlic  U.  E.  brake,  180  per  cent,  braking 
power  produced  a  stop  from  60  miles  per 
liour  in   1,020  ft. 

It  was  determined  that  improvements 
in  stopping  distances  could  be  made  in 
any  or  all  of  the  controlling  factors  with 
tile  possible  exception  of  co-efficient  of 
brake  shoe  friction ;  that  is,  in  type  of 
brake,  foundation  brake  rigging  and  nom- 
inal percentage  of  braking  power  em- 
ployed, or  as  one  of  the  factors  were 
heightened  another  could  be  correspond- 
ingly lowered,  the  distance  of  the  stop 
remaining  the  same;  that  is  to  say,  if  the 
brake  rigging  efficiency  or  the  brake  shoe 
effectiveness  is  increased,  the  percentage 
of  emergency  brakin.g  ratio  could  be 
lowered  if  considered  desirable ;  however, 
it  was  clearly  proven  that  the  determining 
factor  in  wheel  sliding  is  not  high  brak- 
ing power  alone,  but  rather  depends  more 
upon  rail  and  weather  conditions. 

Another  advantage  of  the  U.  E.  brake 
in  the  transmission  of  emcr-electric  emer- 
gency applications  is  that  it  eliminates 
shocks  even  if  used  at  low  speeds. 

While  we  cannot  be  favorable  to  cmer- 
.^ency  applications  at  low  rates  of  speeds 
unless  it  is  absolutely  necessary  to  prevent 
an  accident,  and  believe  that  in  many  in- 
stances enough  wheels  are  locked  in  this 
■manner  to  len.gtben  the  distance  of  stop 
beyond  that  which  would  result  from  a 
service  application,  the  V.  E.  equipment 
can  be  used  in  this  position  at  any  rate 
of  speed  without  any  danger  of  break-in- 
two  or  shock  even  if  used  at  a  rate  of 
10  miles  per  hour.  .At  this  rate  of  speed 
a  pneumatic  emergency  application  is  in 
efiFcct  equal  to  a  collision  between  the  rear 
and  forward  end  of  the  train. 

While  nearly  all  of  this  reference  is  to 
the  emergency  or  safety  features  of  the 
universal  valve,  it  may  be  surprising  but 
a  fact  nevertheless  that  80  per  cent,  of  the 
improvements  in  the  universal  valve  over 
the  triple  valve  are  in  the  service  features, 
and  as  it  is  impossible  to  give  a  very 
comprehensive  result  of  these  cpoch-mak- 
in.g  tests  in  a  single  number,  they  will  be 
referred  to  in  subsequent  issues,  and  it 
may  be  relied  upon  that  we  will  take 
care  to  furnish  such  information  that  may 
be  relied  upon  absolutely. 


Air  Brake   and   Triple   Valve   Grease. 

Dixon's  Graphite  Air  Brake  and 
Triple  Valve  Grease  for  use  in  brake 
cylinders  is  designed  to  be  used  any- 
where in  the  air  brake  system.  It  keeps 
the  packing  leathers  in  the  best  of  con- 
dition and  insures  most  delicate  and 
positive  regulation  of  the  air  brake 
equipment.  The  fact  that  this  lubricant 
has  been  adopted  as  the  standard  on 
many  roads  for  the  air  brake  equip- 
ment, as  well  as  the  signal  equipment, 
only  after  long  and  severe  tests  under 
most  trying  conditions,  is  conclusive 
proof  of  its  great  merits.  It  has  the 
merit  of  getting  to  the  various  parts 
with  the  air,  and  retains  its  consistency 
in  all  kinds  of  temperature. 


Neglecting  to  Make  Wheel  Reports. 

The  management  of  the  Erie  has 
found  it  necessary  to  protest  to  certain 
conductors  for  being  negligent  in  trans- 
mitting their  wheel  reports  promptly  after 
completion  of  their  runs;  also  account 
of  showing  incorrect  engine  and  car  num- 
bers, initials  and  omitting  portion  of  the 
information  called  for  on  these  reports. 

The  result  is  that  the  superintendent  of 
transportation  is  prevented  from  complet- 
ing per  diem  settlements  with  other  roads 
for  use  of  their  cars  and  reporting  mile- 
age made  by  passenger  equipment. 

Conductors  who  display  carelessness  in 
performance  of  that  important  duty  are 
likely  to  be  .  careless  on  matters  that 
jeopardize  the  safety  of  train  operating. 
Omitting  discipline  for  the  offense  is  mis- 
taken kindness. 


Suggestions  from  Employees  to  be  Paid 
For. 

The  management  of  the  Erie  Railroad 
has  decided  to  offer  a  prize  of  $25  on 
July  1  and  on  January  1  for  the  best  sug- 
gestions made  during  each  preceding  six 
rrionths'  period  for  improving  or  safe- 
guarding operations. 

Many  valuable  suggestions  have  been 
received  from  time  to  time  in  the  past, 
but  it  is  felt  that  the  experience  of  more 
employees  has  fitted  them  with  special 
knowledge  that  would  be  of  great  value 
to  the  successful  operation  of  this  rail- 
road, if  made  kn.iwn,  and  put  in  use. 
It  is  apiireciated  that  suggestions  have 
been  and  will  be  received  worth  many 
times  the  amount  of  the  prize,  which, 
therefore,  is  not  to  represent  the  value 
that  is  placed  upon  the  suggestions  by  the 
■  ■fficers.  but  as  a  token  of  appreciation 
and  to  stimulate  interest  in  the  efforts 
for  closer  co-operation. 

.All  classes  of  employees  are  eligible  for 
this  prize,  except  officers,  and  suggestions 
are  invited  for  improving,  safety,  reduc- 
ing the  cost  of  various  operations,  in- 
creasing the  efficiency  to  patrons,  or 
along  any  other  lines  that  will  make  the 
Erie  Railro.id  Viiguer.  Iieltcr  and  safer. 
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Consolidation  Locomotives  for  the  Western  Maryland  Railway 


Twenty  consolidation  locomotive- 
having  a  tractive  power  of  61,300  pound.s 
were  recently  delivered  to  the  Western 
Maryland  Railway  by  the  American 
Locomotive  Company.  These  locomo- 
tives were  bnilt  to  give  the  greatest 
possible  tractive  power  obtainable  with- 
in the  axle  load  limitations. 

The  mechanical  department  of  tlic 
railroad,  after  carefully  studying  tlie 
physical  conditions  of  the  division,  de- 
cided that  a  comparatively  low  factor 
of  adhesion  of  3.55  could  be  safely  used. 
By  the  use  of  tliis  factor  of  adliesion 
of  3.55  and  a  driving  wheel  52  inches 
in  diameter,  tliis  tractive  power  of  61.- 
300  pounds  was  obtained  without  sacri- 
ficing boiler  capacity.  It  is  tlicrefore 
very  interesting  to  note  the  wonderful 
work  these  engines  are  doing.  It  also 
proves  the  possibilities  of  this  type  of 
en.iiinc    with   a   relatively   small   driving 


.Many  Muli  runs  lia\e  lieeii  made  since 
thi>  tiuK-  .uul  It  i>  now  getting  to  be 
connnijii.  I'lie  asliuiishing  fact  to  every 
..lie  i>  the  e.\er!..ail  which  these  engines 
take  care  of. 

Such  heavy  trains  .leinaud  e-xcep- 
tK.nal  boiler  capacity.  The  boiler  is  of 
Ihe  straigln  top  type.  It  is  S2  inches  in 
diameter  at  the  front  end  and  87  inches 
111  diameter  at  the  largest  course.  The 
barrel  is  fitted  with  239  tubes  2'.,  inches 
in  diameter.  36  flues,  51j  inches  in 
iliameter  and  15  feet  3  inches  long, 
riie  tube  spacing  is  13-16  inch.  The 
firebox  is  110  inches  long  and  SO'4 
inches  wide,  and  has  a  thre.at  depth  of 
22  iuclies;  measuring  from  the  top  of 
i^ratc   to   the   center  of  h.west   tube. 

.Xccording  to  the  .\merican  Locomo- 
tive Company's  new  ratios,  25  inch 
cylinders  with  200  pounds  pressure 
t;ivcs   a   cylinder   hcirse   power   of  2.252. 


evai.oratiuii  of  44,330  pounds.  The 
evaporation  of  the  boiler,  44,300  divided 
by  the  evaporation  required,  46,840, 
.yi\es  a  ''5  per  cent,  boiler. 

.Maximum  c\liiider  horsepower  would 
not  be  rea.  bed  until  this  engine  was 
running  31  miles  per  hour.  As  the 
service  in  wliich  these  engines  are 
working  will  not  require  any  sucli 
speed,  a  "5  per  cent,  boiler  will  have 
ample  steain  making  capacity.  Mr.  H. 
R.  \\  aniock.  .Supt.  Motive  Power,  states 
as  follows:  "With  the  poorest  quality 
of  coal  I  have  ever  seen,  the  fireman 
Iiad  no  trouble  in  putting  up  the  second 
pop;  and  it  makes  no  difference  how 
long  you  full  stroke  this  engine,  there 
is  always  200  poumls  of  steam  on 
hand." 

This  design  was  developed  by  the 
mechanical  department  of  the  Western 
;\larylan.l      in      co-operation     with      the 


wheel  for  service  where  speed  does  not 
become  a  factor. 

After  leaving  Cumberland,  castbound, 
the  line  runs  over  an  undulating  profile, 
on  which  the  maximum  grade  against 
easlbonnd  traffic  is  0.3  per  cent,  for  74 
miles  to  Willianisport,  Md.  From  here 
it  rises  on  a  1  per  cent,  grade  into 
Hagerstown,  about  6  miles.  On  tliis 
division  the  railroad  company  figure.l 
these  consolidations  to  haul  4.725  tons. 

On  May  20  one  of  these  coiisolid.i- 
tions  left  Cumberland  at  2:30  A.  M. 
witli  114  loaded  cars,  weighing  7.014 
tons,  and  arrived  at  Willianisport  at 
9:1.S  A.  M.  .\t  this  point  15  loads  were 
set  off  and  tin-  train  was  given  tw.. 
Mallet  helpers,  leaving  at  10  04  .\.  M. 
and  arriving  at  Hagerstown  at  1105 
.•\.  M..  having  been  on  duly  fr'nii  the 
time  they  were  called  until  releas<d  at 
Hagerstown.    .'f    hours    and    35    minutes. 


(Jne  horse  p.  iwer  li..ur  reipiires  20. .S 
pounds  .if  superheate.l  steani.  Total 
steam  re.iuireil  per  hour  e.|uals  2.2S2  x 
20.8  or  46..S40  pounds.  I'irelio.x  and  fire- 
box water  tulies  have  an  evaporation  of 
55  pounds  of  steam  per  square  foot  of 
heating  surface.  Tubes  2'4  inches  in 
diameter.  15  feet  3  inches  long,  spaced 
13/16  inch  have  an  evaporation  of  10.605 
pounds  per  square  foot  of  heating  snr- 
f.ice;  and  fines  5'j  inches  in  diameter. 
15  feet  3  inches  long,  spaced  13/16  inch 
have  an  evaiioration  of  11.625  pounds 
per  square  foot  of  lieating  surface. 
This  boiler  has  a  lualing  surface  tor 
firebox  and  firelu.x  water  tubes  of  228.5 
s(|uare  feet,  for  tubes  of  2.133.7  square 
feet,  and  for  flues  785.6  sipiare  feet  The 
evaporation  for  firebox  and  water  tube 
is  22S.S  X  12.570  pounds:  f.ir  tulies. 
2.133.7  X  10.605  or  22.6.30;  for  fines.  785.6 
X  11.625  or  9.200  pounds;  giving  a  total 


.\niericaii  Locomotive  Company  as  a 
part  of  llie  program  of  tliis  road  in  re- 
ducing ..J. crating  costs.  Interesting  de- 
tails imlii.K'd  are  the  Baker  valve  gear, 
firebrick  ;irch,  superheater,  outside 
steani  pipes,  Woodard  engine  truck, 
hmg  main  driving  box.  Foulder  main 
rod  and  \,iiia(liuin  cast  steel  frames. 

The  f..ll..wing  arc  the  general  dimen- 
sions of  these  locomotives: 

Track  gauge.  4  ft.  8'S  ins.  Fuel,  bi- 
tuminons  coal. 

Cylinder  -Type,  simple  piston;  diam- 
eter. 25  ins  ;   stroke,  30  ins. 

Tracti\e   power— Simple.  61,300  lbs. 

Factor  of  adhesion — Simple.  3.52. 

Wheel  base  driving— 16  ft.  8  ins.; 
rigid.  16  ft.  8  ins.;  total.  26  ft.  2  ins.; 
total,  engine  and  tender,  68  ft.  0  ins. 

Weight— In  working  order,  244,500 
lbs.;  on  drivers.  217..S00  lbs.;  on  engine 
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truck,  27,000  lbs.;  engine  aiul  under, 
424,000  lbs. 

Boiler — Type,  straight  top;  O.  D. 
first  ring,  83>4  ins.;  working  pressure, 
200  lbs. 

1-irebox — Type,  wide;  length,  111  ins.; 
widlli,  80 '4  ins.;  thickness  of  crown, 
ys  in.;  tube,  yi  in.;  sides,  y&  in.; 
back,  Vi  in.;  water  space,  front,  4>2 
ins.;  sides,  4  ins.;  back,  4  ins.;  depth 
(top  of  grate  to  center  of  lowest  tube), 
22  ins. 

Crown  staying — Radial. 

Tubes — Material,  Spellerized  steel. 
Number,  239;  diameter  2^1  ins. 

Flues — Cold  Drawn  Steel  Number. 
36;  diameter,  SVz  ins. 

Thickness— Tubes,  No.  11  B.  W.  G.; 
flues,  No.  9  B.  W.  G. 

Tube — Length,  15  ft.  3  ins.;  spacing, 
13/16  in. 

Heating  surface — Tubes  and  flues. 
2,919.3  sq.  ft.;  firebox,  202  sq.  ft.;  arch 
tubes.  26.5  sq.ft.;  total,  3,147.8  sq.  ft. 


McKeen  Motor  Freight  Car 


For  the  Minneapolis  ^  Northern  Gasoline  Motor  Railway 

liLii4hl.   rail   to   roof. ...11   ft.  113/16  ins. 
Weight    56,000  lbs. 


Ihc  .Miiincai-iulis  &  .Xurtlicrn  Gaiolinc 
Motor  Railway  has  recently  purchased  a 
gasoline  motor  freight  car  from  the  Mc- 
Keen Motor  Car  Company  which  is  being 
used  for  freight  and  express  service  be- 
tween Minneapolis  and  Anoka,  Minn.  It 
is  a  scmi-convcrtible  car  which,  during 
periods  of  heavy  passenger  traffic,  can  be 
used  for  transportation  of  passengers — 
removable  seats  and  chairs  being  installed 
for  that  purpose. 

It  is  equipped  with  the  McKeen  Motor 
Car  Company  Type  "A"  Motor  Truck  in 
which  has  been  incorporated  many  of  the 
important  fool-proof  and  economic  feat- 
ures of  the  latest  model  Type  "C"  Motor 
Truck.  The  air  brake  system  has  a  spe- 
cial Gregory  motorman's  valve  for  opera- 
tion of  straight  air  on  motor  car  and 
automatic  air  on  trailers. 


Redeeming  New  Haven  Road. 

Receiving  bricks  viciously  thrown  has 
long  been  the  misfortune  of  the  New 
Haven  road,  but  we  now  notice  chang- 
ing sentiment  veering  about  the  com- 
pany's action  in  the  pensioning  of  old 
employees: 

Supplementing  its  action  of  last 
March  when  thirty-eight  faithful  em- 
ployees were  retired  on  pensions,  the 
board  of  directors  of  the  New  Haven 
has  placed  thirteen  additional  names 
on  the  company's  pension  roll,  making 
a  total  of  fifty-one  employees  retired 
in  a  period  of  three  months  on  pensions 
aggregating   SI. 547   a   month. 

These    employees    have    been    placed 


McKEEN    MOTOR  FREIGHT  C.\R  FOR  THE   MINNE.\POLIS    &    NORTHERN   GASOLINE  MOTOR  RAILW.W. 


Superheater  surface — 594.4  sq.  ft. 

Grate  area — 61.3  sq.  ft. 

Wheels — Driving  diameter  outside 
tire,  52  ins.;  center  diameter,  45  ins.; 
driving  material,  main,  cast  steel; 
others,  cast  steel;  engine  truck,  diam- 
eter, 30  ins.;  tender,  33  ins. 

.•\xles — Driving  journals  main,  11  x  20 
ins.;  other.  9  x  12  ins.;  engine  truck 
journals,  6  x  12  ins.;  tender  truck  jour- 
nals, 6x11  ins. 

Boxes — Driving  main  and  others  Gun 
iron. 

Engine — Truck.  2-wheel.  Woodard  type 

Exhaust  pipe — Single  nozzles  1-5% 
ins 

Grate — Style,  Rocking. 

Piston — Rod  diameter,  4  ins.;  piston 
packing  rings.  Gun  iron. 

Smoke  stack — Diameter,  18  ins.;  top 
above  rail.  14  ft.  Il'/s  ins. 

Tank — Style,  Water  bottom:  capa- 
city. 9,500  gals,;  fuel,  14  tons. 

Tender  frame — A.  L.  Go's,  built  up 
type. 

Valves — Type.  .■\mer.  Scmi-PUig: 
travel.  6!/S  ins.;  steam  lap,  1  in  :  ex 
CL  line  and  line;  setting,  H  lead. 


The    car's    length    over   end    sills   is   45 
ft.,  while  the  total  length  is  52  ft.  2  ins. 

The  accompanying  side  elevation  illus- 
trates the  general  design  of  the  car, , from 
which  it  will  be  noted  that  the  front  end 
is  wedge  shaped  and  the  rear  end  has  a 
platform  for  passengers'  ingress  and 
egress.  The  McKeen  depressed  center 
side  entrance  is  not  a  feature  of  this  car, 
inasmuch  as  its  use  is  chiefly  for  freight 
and  express  service.  The  car  structure 
consists  of  a  metal  underframe,  and  con- 
tinuous 2  in.  grooved  steel  combination 
side  posts  and  carlines  extending  from 
side  sill  to  side  sill  with  metal  diagonal 
bracing.  The  outside  and  inside  wall 
sheathing  is  of  13/16  in.  fir.  The  floor  is 
of  IS-^  in.  fir.     Main  dimensions  are: 

Length  over  end  sills 45  ft. 

Length  over  platform 49  ft. 

Length  over  all 52  ft. 

Width   over  side  silts 9  ft. 

Width  over  sheathing 9  ft. 

Width  over  all 10  ft. 

Width    inside    9  ft. 

Length,     freight     compart- 
ment     33  ft.  UVi  ins. 
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on  the  company's  pension  list  in  con- 
formity with  its  practice  of  providing 
for  those  who  have  performed  long 
and  faithful  service  for  the  company. 
Under  its  system  those  who  have  had 
thirty  years  of  continuous  service  and 
are  pronounced  incapacitated  by  a 
physician  can  apply  for  a  pension,  the 
basis  of  such  pensions  being  one  per 
cent,  of  the  average  monthly  earnings 
for  the  past  ten  years  for  each  year 
of  service,  with  the  maximum  fixed  at 
40  per  cent. 

In  the  list  just  pensioned  there  are 
three  crossingmen.  two  switchmen,  two 
watchmen,  one  clerk,  one  foreman 
painter,  one  train  baggagemasfer.  one 
station  baggagemaster.  one  section 
foreman  and  one  track  foreman.  The 
average  age  of  these  is  69.8  years  and 
the  average  length  of  service  41.8  years. 
The  pensions  awarded  the  thirteen  will 
aggregate  S286.72  a  month. 

It  is  very  much  to  the  credit  of  the 
railroad  company  that  the  threatening 
conditions  under  which  their  great  work 
is  carried  on,  their  philanthropic  plans 
are  not  disturbed. 
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Electrical  Department 


The   Aluminum   or   Electrolytic    Light- 
ning  Arrester. 

It  is  very  important  to  provide  some 
means  of  protecting  transmission  wires 
or  circuits,  over  which  el^.-ctric  power  is 
flowing,  against  lightning  and  potential 
surges.  Some  transmission  lines  extend 
over  distances  as  high  as  300  miles  and 
are  greatly  exposed  to  liglitning.  More 
over,  most  of  the  lines  are  at  high  volt- 
age, some  being  as  high  as  110,000  volts 
On  these  high  voltage  transmission  sys- 
tems, potential  surges  are  easily  set  iii'. 
i.  e.,  voltages  several  times  normal  nKi\ 
be  formed  and  must  be  dissipated. 

The  electrolytic  arrester  has  proven 
itself  far  superior  to  any  other  type  on 
these  high  voltage  systems,  for  it  has  an 
enormous  discharge  capacity.  They  can 
also  be  adjusted  to  operate  or  discharge 
at  only  a  small  iiercenlage  above  tin 
normal  voltage. 

The  design  of  the  arrester  is  l);ised  on 
the  characteristics  of  the  aluminum  cell 
which  consists  of  two  ahiminiim  iilates  on 
which  has  been  formed  a  film  of  alumi- 
niMi  hydro.xide.  tliere  two  plates  briri'-; 
spaced  less  than  1  inch  apart  and  enon,L;li 
of  the  electrolyte,  consisting  of  ahuiiinum 
hydroxide  in  solution,  placed  In  the  l>oi 
torn  plate  to  touch  the  top  one.  This  film 
lias  a  peculiar  although  an  importaiu 
characteristic,  known  as  its  critical  vi.lt 
age.  Up  to  a  certain  voU.iye  ln-tweeii  tin- 
two  plates  only  a  very  small  curreni 
flows,  but  if  this  voltage  is  exceeded  ever 
so  little  the  film  breaks  down  and  a  heav\ 
current  discharge  can  pass  through.  Tin- 
operation  of  the  film  is  annlngons  to  tin- 
steam  safety  valve,  whicli  c^rnfines  tin- 
steam  luitil  the  pressure  exceeds  a  cer- 
tain given  value.  The  breaking  down  of 
the  film  does  not  lake  place  in  one  spot, 
but  the  discharge  takes  place  eqn.dly 
over  the  entire  surface  of  the  film  toncbrrl 
liv  the  liipiid.  The  breaking  down  points 
are  minute  and  arc  thickly  and  eviith 
distriliuied. 

I'^rom  the  characteristics  of  this  cell  it 
is  easily  seen  that  when  lightning  strike^ 
tlic  line  the  high  voltage  will  at  once 
break  down  the  film  and  the  liglittiin;,,' 
will  difl'usc  ihroiigh  the  arrester.  .\s 
sor.n  as  all  of  the  liglitning  energy  i>  dis- 
>il.a1ed.  the  power  current  will  tend  t. 
follow,  as  the  film  is  in  a  brokiii-dou  ti 
conditir,n.  However,  at  that  time  il:e 
voltage  will  be  normal  and  the  i>,issai;r 
of  tliis  power  current  through  the  elec 
Irolyte  will  again  build  ni)  the  film  ,ind 
>  '  oke  r.ff  (he  current.  This  occurs  im- 
iii'diatcly  after  the  lightning  energy  lias 
-t-ppcd. 


iliis  lilm  li.jrnied  .  .u  the  aliimiiuini 
pl.ites  will  dissolve  il  the  liglitnnig  ar- 
rester is  left  idle,  and  ii  is  necessary, 
periodically,  to  connect  the  cells  to  the 
circuit  <o  that  a  small  anioiinl  of  currciil 
will  flow  and  keep  the  lilin  n.  its  full 
thickness. 


iruli.  The  electrolyte  is  p^mred  into  the 
cones,  partially  filling  the  space  between 
adjacent  ones.  A  certain  amount  is 
placed  in  each  one.  a  small  measuring 
can  being  used  to  get  the  desired  amount. 
Each  i)late  is  insulated  from  the  other 
1,\     nuiin^     I'l     iiorcebiin     insulators,    and 


i::r.t'.CTK(ii.\  IK    I  ii,irrM-Ni.    \hki:.>iii 

The  constrnclion  of  llie^e  arresters  is 
r.itlur  interesting.  The  illiislraliou  .shows 
one  for  operation  on  l.SO.ODO  volts.  It 
onsisls  of  a  series  of  iikites  or  cones, 
the  number  dejiending  on  >lie  Milt.ige  of 
the  |)ower  circuit,  jilaced  .lu  aliove  the 
•  tlier  at  a  distance  of  apiirosiniately  4/10 


|-(jK    \'iiI    1   \i,|-,S    1111,11110  TO   1511.0(10. 

,ifler  all  the  plates  are  assetnbled  the  tank 
is  Tilled  with  oil.  On  the  high-voltage 
types  insulating  tubes  are  placed  inside 
of  the  tank  to  increase  the  insulation. 
The  grade  of  oil  used  is  known  as  trans- 
former <iil.  wliicli  not  only  improves  the 
insulation    and    prevents    evaporation    of 
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the  electrolyte,  but  conducts  away  the 
lieat  generated  during  the  discharge  of 
liglitning   through   the   arrester. 

There  is  installed  with  each  arrester  a 
horn  gap  which  is  connected  in  series  with 
the  tap  from  the  supply.  The  horn  gap 
serves   a   triple   purpose : 

1.  The  tixed  gap  in  series  with  the 
cells  prevents  the  arrester  from  being 
subjected  continually  to  the  normal  line 
voltage,   which  would  overheat  the  cells. 

2.  They  act  as  a  disconnecting  switch, 
enabling  the  removal  of  the  arrester  for 
repairs,    inspection,   etc. 

3.  They  are  so  designed  that  they  can 
be  used  as  a  connecting  switch  for  daily 
charging.  As  mentioned  above,  the  film 
will  gradually  dissolve  and,  by  bringing 
the  gaps  together  for  a  few  seconds, 
enough  of  the  power  current  will  pass 
through  the  arrester  to  build  up  the  film. 

The  arresters  should  be  charged  daily, 
for  by  this  means  they  are  kept  in  tlic 
best  of  condition. 

On  the  lower"  voltage  lines  in  the  neigh- 
borhood of  20,000  volts,  the  lightning  ar- 
rester and  horn  gaps  are  usually  placed 
indoors.  For  higher  voltages  it  is  the 
Vractice  to  instal  them  out  of  doors,  and 
this  arrangement  has  met.  with  general 
favor. 

Care  must  be  taken  to  prevent  too 
.great  a  variation  temperature,  for  tlic 
electrolyte  will  freeze  at  about  20  degs. 
F.  and  the  film  will  dissolve  very  raii- 
idly  if  the  temperature  of  the  arrester  ex- 
ceeds 100  degs.  F'.  Thus,  it  is  very  im- 
portant to  protect  the  arrester  from  the 
direct  sun's  rays  and  cold  weather  to  get 
the   best   operating   results. 


Electromagnetic  Hammer- 

Fkctric  drive  has  increased  rapidly  on 
all  kinds  of  machine  tools  and  is  working 
into  many  new  fields.  One  of  the  latest 
applications  is  in  connection  with  sinall 
riveting  hammers  which  are  generally  op- 
erated by  compressed  air.  It  is  perfectly 
feasible  to  get  the  hammer  blow  by  means 
of  the  electromagnet,  but  the  difficulty 
has  been  to  prevent  sparking  when  the 
current  is  broken  to  allow  the  hammer  to 
iclurn  to  its  first  position  ready  for  the 
ne.xt  blow.  L.  Schueler,  in  the  Elck.  Fcil 
for  May,  1914,  describes  a  method  which 
he  has  used  very  .successfully.  The  de- 
sign is  shown  by  Fig.  1.  Only  the  ham- 
mer blow  is  produced  by  the  electric  cur- 
rent, as  the  armature  H  of  the  electro- 
magnet (M)  is  carried  back  bv  a  spring 
(S). 

These  hammers  operate  on  alternating 
current  so  that  the  pull  on  H  is  not  con- 
stant, but  periodical  at  so  many  times 
a  minute,  depending  on  the  frequency  of 
the  electric  current.  To  prevent  the 
sparking  the  control  is  such  that  the  cir- 
cuit to  the  electromagnet  is  broken  when 
the  current  value  passes  through  the  zero 
value.     Due   to  the   time   required   to   re- 


turn the  armature  H  with  the  spring,  it 
is  only  possible  to  get  the  hammer  blow 
every  fourth  cycle.  I'or  instance,  with 
an  alternate  current  of  60  cycles  there 
would  be  20  hammer  blows  per  second, 
which  is  the  usual  number  for  compressed 
air   hammers. 


Another  Use  for  the  Electric  Fan. 

During  the  hot  days  of  summer  the 
electric  fan  is  kept  constantly  in  use  in 
offices,  public  buildings,  etc.,  for  the 
comfort  of  mankind.  In  Salt  Lake  City 
the  fan,  probably  for  the  first  lime,  has 
been  installed  in  the  stables  of  the 
Utah  Light  &  Railway  Company.  The 
cost  of  operating  the  fans  is  about  40 
cents  per  horse  per  month,  but  is  inex- 
pensive when  it  is  considered  that  the 
horse  will  render  more  work  due  to  the 
better  ventilation  of  the  stable  and  the 
elimination  of  the  fly  nuisance. 


i;i.K(  tko.mac.vktk:  ii.v.mmkk. 


Electrification  of  the  Chicago,  Milwau- 
kee and  St.  Paul  R.R. 

The  C.  M.  &  St.  P.  R.R.  will  place 
shortly  an  order  for  substation  equip- 
ment and'  electric  locomotives.  It  is 
expected  that  the  first  section  of  113 
miles  l)Ctween  Three  Forks  and  Deer 
Lodge,  .Mont.,  will  be  completed  for 
electric  operation  by  June,  1915. 
Eighteen   locomotives  will   be   required. 


Oven  for  Drying  Paint  on  Cars. 

In  order  to  save  as  much  time  as 
possible  in  the  paint  shop  of  the  Detroit 
United  Railways  an  oven  has  been  in- 
stalled, large  enough  to  accommodate 
the  biggest  car,  to  dry  the  paint  so 
that  only  7  or  8  days  is  required  to  put 
the  car  through  the  paint  shop,  whereas 
formerly   15   to   18  days   were   required. 

The  heat  in  the  oven,  constructed 
with  two  walls,  the  outer  of  matched 
lumber,  and  tlic  inner  of  corrugated 
iron  with  an  intervening  air  space,  is 
obtained  from  electric  heaters  placed 
on  either  side  and  near  the  floor.  Ven- 
tilation is  provided  so  that  fresh  warm 
air  is  in  the  oven  at  all  times.  The 
temperature  is  not  raised  high  enough 


to  bake  the  paint,  but  simply  to  facili- 
tate its  drying  through  rapitl  evapora 
lion  and  the  carrying  away  of  gase> 
and  (umcs  from  the  paint  and  varnish. 
\  temperature  of  appr<jxiniately  9U 
dcg.  gives  the  best  results. 


Another  Application  of  Wireless. 

Experiments  were  conducted  in  Leg- 
horn, Italy,  to  show  the  practicability  oi 
setting  off  mines  by  wireless  from  a  dis- 
tance of  half  a  mile.  The  mines  were 
submerged  in  the  sea  about  450  feet  from 
the  shore  and  100  feet  apart.  The  mines 
were  exploded  separately  with  an  inter- 
vening period  of  about  two  seconds, 
without  any  interference  from  other 
wireless  stations  in  the  neighborhood. 


Long-Distance  Radiotelegraphy. 
-Messages  sent  out  from  the  wireless 
station  at  Nauen,  Germany,  have  been 
detected  5,600  miles  distant  in  the  South 
.•\tlantic  Ocean,  and  at  night  time  have 
been  received  without  difficulty  4,300 
miles.  More  than  half  of  this  distance 
was  over  the  land  areas  of  Europe  and 
.Africa. 


Tried  to  Pass  Law  Prohibiting  Rate 
Cutting. 

We  hear  so  much  these  days  about  the 
demand  of  railroads  for  increase  of  rates 
that  it  seems  strange  to  reflect  upon  a 
time  when  State  legislatures  were  trying 
to  prohibit  the  cutting  of  rates. 

.\n  article  that  appeared  in  this  paper 
in  1889  reads:  "A  bill  has  been  intro- 
duced into  the  Wisconsin  legislature  that 
is  intended  to  prevent  rate  cutting.  It 
provides  that  rates  shall  never  be  raised  : 
that  the  lowest  rate  reached  during  a 
cut  shall  become  the  fixed  rate  for  the 
service  until  another  cut  shall  be  made. 
.■\t  first  thought  this  looks  as  if  it  might 
prevent  some  of  the  ruinous  cuts  that 
do  so  much  harm  to  the  roads,  prevent- 
ing them  from  ))aying  dividends,  crowd- 
ing the  lines  w'ith  trifhc  one  month,  and 
causing  a  cut  in  wages  and  a  reduction  of 
the  men  emploved  the  next.  Rate  cut- 
ting is  a  menace  to  the  safety  of  every 
employee  on  the  road,  cuts  his  pay,  busts 
the  company,  and  stagnates  the  business 
of  the  country." 

The  railroa<l  managers  who  persisted  in 
rate  cutting  left  a  legacy  of  disaster  to 
those  of  the  present  day. 


.\  pair  of  Irishmen  secured  a  job  cut- 
ting ice  on  a  lake  in  New  Jersey.  Thc> 
received  a  cross-cut  saw  to  do  the  cut- 
ting and  proceeded  together  to  the 
scene  of  operations.  "This  is  a  fine  job 
we've  g"t."  remarked  Pat  to  his  com- 
panion as  they  approached  the  ice: 
"lliree  dollars  a  day  and  easy  work,  but 
I'm  puzzled  about  who  will  push  the 
end  of  the  saw  under  the  water." 
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.Mr.  .\.  lUlbrvclu  lias  Ixm  appuinti-d 
1.  ci.n.uUvc  tortinan  uf  tlic  Ihicayo 
Grt-at   Western,  at  HaylicUI.  Minn. 

Mr.  E.  L.  I'Vics  has  bi-tn  appuinticl 
.sjcncral  stori-keept-r  mi  tlu-  Uniuii 
I'acitic,  with  ol'tici-  at  Onialia.   .W-h. 

Mr.  F.  E.  Hotslor.l  has  bvi-n  ap- 
pointed car  lorernan  on  the  Chica.go. 
Circat    Western,   at    St.   Joseph.    .Mo. 

Mr.  W.  Wells  has  ,^■^■„  appouUed 
general  foreman  of  the  Canadian 
Pacific,  at   Mc.Achim  Junction.   X.    H. 

Mr.  F.  Johnson  has  been  appointed 
night  loconn)tive  foreman  of  the  Cana- 
dian  racillc.  at   North  Transeona,  Man. 

.Mr.  K.  Wood  has  been  appointed 
master  mechanic  of  the  Oneida  and 
Western,    with    oflice    at    (Jneida,    Tenn. 

Mr.  W.  J.  Kin;4  has  been  .appointed 
locomotive  foreman  of  the  Central 
Vermont  at   White    River  Junction.   \'t. 

Mr.  1).  D.  Cossar  has  been  appointed 
locomotive  foreman  on  the  Canadian 
Pacific,  with  ofiice  at  .Moose  Jaw,  .Sask.. 
(  anaila. 

Mr.  A.  !•'.  Dorley  lias  been  appointed 
principal  assistant  eiiifineer  of  the  .Mis- 
souri Pacific,  with  headcinarters  at  ."st. 
Louis,   .Mo. 

Mr.  George  W.  Hand  has  been  ap- 
pointed valuation  eii.i;iii<-er  on  the  Clii- 
cago  &  North  Western,  witli  ulXici^  a; 
ChicaKo.   111. 

Mr.  R.  II.  Ilallstead  lias  been  ap- 
pointed assistant  engineer  on  the  Mis- 
souri  Pacilic.  with  headqiiartirs  .it  Kan 
sas  City.  Mo. 

.Mr.  R.  II.  Hunter  has  been  a|ipoiiited 
traveling  engineer  on  the  ( )regon  .Short 
Line,  with  liead(|uarters  at  Gleniis 
l'\rry.   Idaho. 

Mr.  W.  I-".  lieinbach  has  been  ap- 
pointed enginehousc  foreman  of  the 
Philadelphia  &  Reading,  at  I'.ast  Peiin 
Junction.  Pa. 

Mr.  J.  Pfeiffer  has  been  appointed 
master  mechanic  of  the  Chicago,  Bur- 
lington and  (Juiiicy,  with  office  al 
Centerville.    la. 

-Mr,  David  Oattan  has  been  ap- 
pointed master  mechanic  on  the  Ore- 
gon Slu)rt  I.iiu-.  with  headquarters  at 
Pocatello.    Idaho. 

.Mr.  Win.  Pohlaman  has  been  ai> 
pointed  locoiiioti\c  shop  foreman  of  tin- 
Xeu-  'Sork,  Ontario  and  Western  al 
Middlet.,wn.   N.   ^^ 

Mr.  f"!.  II.  I'.inns  has  been  appointed 
district  master  mechanic  rif  the  Ca- 
nadian Pacific,  with  headf|iiarter'  at 
West    Toronto.    Out. 

Mr.  ().  I'",  Schroeder  has  been  ap- 
p'linted  day  roundhouse  foreman  of  the 


Miicag...    Rock     Island    .V     P.Kific. 
ofiice  at   .Manly,  Iowa. 

.Mr.  R,  (.'.  Cross,  locomotive  foreman 
.111  the  Chicago,  Great  Western,  has 
been  transferred  from  Haylield,  .Minn., 
lo    .Miiineai)olis,    Minn. 

-Mr.  I).  J.  Malone.  master  mechanic 
of  the  Oregon  Short  Line  R.  R..  at 
I  igdeii,  L'tali,  has  removed  his  head- 
(|uarters   to    Pocatello,    Idaho. 

Mr.  I".  C.  Balus  has  been  appointed 
engineer  of  bridges  and  buildings  on 
the  Uulutli.  Missabe  &  Nutten,  with 
headcinarters  at   Duluth,   Minn. 

.Mr.  Stephen  C.  Mason,  secretary  of 
the  .McCoiiway  &  Torley  Company,  has 
been  appointed  an  executive  member 
of  the   Railway   Business  Association. 

.Mr.  Hudley  O.  Johnson  has  been  ap- 
pointed branch  manager  of  the  Chicago 
office  of  the  Joseph  Dixon  Crucible 
C..)in])any,  succeeding  the  late  Mr.  Sam 
Mayer. 

Mr.  Walter  .\.  Polak.nv  has  been 
appointed  supervisor  of  power  plants 
on  the  New  N'ork.  New  Haven  &  Hart- 
tord.  with  headi|uarters  at  New  Haven, 
('onii. 

.Mr.  F.  L.  Willis,  formerly  assistant 
l(Koiiiotive  foreman,  has  been  a.])poiiited 
locoiiioti\  e  foreman  of  the  Canadian 
Pacific,  with  office  at  Mc.Xdaiii  Junc- 
tion, \.   i;. 

.Mr.  \.  J.  I'entland.  formerly  day 
loundhoiise  foreman  of  the  Canadian 
Pacific  at  Swift  Current.  Sask..  has 
lieeii  ai)lioiiited  locmnliM-  frircinan  at 
lu'iiace.   '  )nl. 

-Mr.  W.  Watin;in.  formerly  jtani;  fore- 
man of  the  Canadian  Pacific  at  Winni- 
I'Cg.  Man  .  has  been  appointed  erecting 
foreman  on  the  same  roail  with  ofiice 
al   \'ancoii\  ir.   B.  C. 

Mr.  Will.  I'eiiwick.  '.general  foreman 
..I  the  Wlieelm.^.  and  Lake  Erie,  al 
Canloii.  01n<.,  has  been  transferred  to 
a  similar  posiii,,ii  on  ihe  same  road 
al     Brewster.    <  )hio. 

Mr.  C.  H.  Iloldredge.  road  foreman 
of  engines  on  the  Scnithern  Pacific,  at 
Tucson,  .\riz..  has  been  transferred  to 
a  similar  position  mi  the  saiiu-  road  at 
San    Francisco.    Cal. 

-Mr.  David  llickey.  master  mechanic 
and  assistant  division  su])erintendent 
of  the  Southern  Pacific  Co..  at  Sparks. 
Xev..  has  been  appointed  m.-ister 
mechanic    at    '  le-den.    Clali 

Mr.  J.  M.  Hall.  loconi..tive  boiler  in 
siieclor  for  District  2H.  of  the  Interstate 
(Aiinmerce  Commission,  has  been  trans- 
ferrerl  to  District  No.  0.  with  liead- 
(piarters   at    Philadelphia.   Pa. 


^.r.  .\.  C.  Ilincklex.  superintendent 
of  motive  jH/wer  and  Hiachinery  of  the 
(  )regon  Short  Line,  has  moved  his 
ottice  from  Salt  Lake  City,  Utah,  to 
Pocatello,    Idaho. 

.Mr.  W.  G.  Willco.xon  has  been  ap- 
pointed representative  in  the  railway 
department  of  the  (iarratt-Callahan 
Company,  with  office  at  27  .South  Clin- 
ton street,   Chicago,   III, 

Mr.  C.  H.  McCormack  has  been  pro- 
moted to  the  position  of  vice-president 
of  the  Standard  Heat  &  Ventilating 
Company,  with  office  at  1949  Peoples 
Gas   Building.   Chicago,   III. 

Mr.  .\.  Sturrock,  formerly  erecting 
foreman  of  the  Canadian  Pacific  at 
A'ancouxer,  B.  C,  has  been  appointed 
general  foreman  on  the  same  road  at 
Ogdeii  shops,  Calgary.  .\lta. 

.Mr.  George  C.  Isbester.  for  several 
years  employed  in  the  New  York  office 
of  the  Rail  Joint  Company,  has  been 
appointed  to  take  charge  of  the  Chicago 
office  at  2Ls    l{xchange  building. 

Mr.  E.  C.  Sasser  has  been  promoted 
to  the  position  of  superintendent  of 
motive  power  for  the  Northern  and 
Eastern  districts  of  the  Southern,  with 
headquarters  at   Washington,   D.   C. 

Mr.  J.  (i.  Scliepp  has  been  appointed 
master  mechanic  of  the  Texas  and 
Pacific,  at  Texarkana.  Texas,  and  Mr. 
J.  A.  Carlestoii.  general  foreman  of  the 
locomotive  department  on  the  same 
road   at    .Marshall,   Tex. 

Mr.  J.  .\.  Power  has  lii-eii  a|ipointed 
-hop  superintendent  of  the  Houston 
and  Texas  Central,  and  Mr.  L.  F. 
I'.reaker  has  been  a|«poiiited  general 
foreman  on  the  same  road,  both  with 
offices    .It     Houston.    Tex. 

Mr.  IC  .\.  Sweeley,  formerly  super- 
visor of  car  repairs  of  the  -Atlantic 
l-'oast  Line,  li.is  been  aiipointed  master 
car  builder  of  the  Si'aboard  .\ir  Line, 
with  headqnarlers  at  Portsmouth.  Va. 
foreman   in   place  of   Mr.   Iloran. 

.Mr.  Thos.  Mcl-arlane  has  been  ap- 
|)ointed  traveling  en.gineer  on  the  I'lii- 
cago.  Milwaukee  it  St.  I'aul.  at  Ellens- 
Imrg.  Wash..  :iiid  Mr.  W.  \'oss  has  been 
appointed  tr.ivtling  engineer  on  the 
same    road    ,cl     I.ewistown,    Mont. 

Mr.  L.  1.  Moebeck  has  been  ap- 
pointed road  foreman  of  engines  of  the 
Northern  Pacific  at  I'.ast  Grand  Forks. 
Minn.,  and  Mr.  M.  Sidney  has  been 
ajiiiointed  road  foriinan  of  engines  on 
the    same    roa<l    at    Duluth.    Minn. 

Mr.  Geort;e  H.  Hansel  has  organized 
the  Railroad  Valuation  Company,  with 
offices  at  2S  Broad  street.  New  York. 
.Associated   with    this   company  arc   en- 
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gincers,  analysts  and  accountants  of 
wide  experience  and  experts  in  valua- 
tion work. 

Mr.  R.  1,.  Stewart  has  been  appointed 
mechanical  superintendent  of  the  Chi- 
cago, Rock  Island  and  Pacilic.  with 
headquarters  at  Ml  Reno,  Okla.,  and 
Mr.  \V.  M.  Wilson  has  been  appointed 
master  mechanic  on  the  same  road  with 
ofHce  at  Dalhart,  Tex. 

Mr.  Ralph  W.  Perry,  formerly  chem- 
ist and  engineer  of  tests  for  the  Michi- 
gan Central,  has  severed  his  connec- 
tion with  the  railway  company  and  has 
established  the  Perry  Laboratory,  lor 
conducting  a  general  chemical,  inspect- 
ing and  testing  business. 

Mr.  D.  F.  Kirkland  has  been  appointed 
general  manager  of  the  Georgia  & 
Florida.  He  began  railway  service  as  a 
bridge  laborer  on  the  South  Florida. 
He  has  tilled  almost  every  position  in 
the  transportation  department  on  a 
number  of  southern  railways. 

Mr.  F.  B.  Fisher  has  been  appointed 
master  mechanic  of  the  Central  New 
England  w-ith  office  at  Hartford,  Conn., 
and  Mr.  J.  F.  Dougherty  has  been  ap- 
pointed traveling  engineer  on  the  same 
road  with  hea(l(|uartcrs  at  Poiiiili- 
keepsie.    X.    Y. 

Mr.  Robert  Collctt.  formerly  superin- 
tendent of  locomotive  performance  "i 
the  St.  Louis  and  San  Francisco.  li;i~ 
resigned  and  accepted  the  position  <>< 
assistant  manager  of  the  railroad  <ir 
partmcnt  for  the  Pierce  Oil  Corpora 
tion  wii'.i   office  at  St.   Louis,  Mo. 

Mr.  W.  D.  Jenkins,  formerly  privai 
secretary  to  Judge  Freeman,  general 
counsel  of  the  Texas  &  Pacific,  ha-- 
been  appointed  southern  representati\  r 
of  the  Union  Railway  Equipment  Com 
pany,  Chicago.  HI,,  with  office  in  the 
Whieiiey  Central  building.  New  Or- 
leans, La. 

Mr.  John  Horan,  road  foreman  of 
th.e  Northern  Pacific  Ry.,  at  Min 
neapolis,  Minn.,  has  been  appointid 
acting  master  mechanic  at  that  place, 
succeeding  J.  R.  Neish.  who  has  been 
granted  leave  of  absence.  R.  E.  Ham- 
mond has  been  appointed  acting  road 
foreman  in   place  of  Mr.  Horan. 

Mr.  J.  W.  Williams,  assistant  chief  en- 
gineer of  the  Northwestern  Pacific,  has 
been  appointed  chief  engineer  of  construc- 
tion, succeeding  William  C.  Edes,  resigned, 
and  F.  K.  Zook,  engineer  maintenance 
of  way,  has  been  appointed  chief  engineer 
maintenance  and  .'structural  engineer,  both 
with  headquarters  at  San  Francisco.  Cal. 

Mr.  E.  Hartenstein  has  been  ap- 
pointed traveling  engineer  for  the 
Northern  district  of  the  Chicago  and 
.■\lton.  with  headquarters  at  Blooming- 
ton,  III,  Mr.  Hartenstein  was  formerly 
with  the  Westinghouse  Air  Brake  Co.. 
located  at  Chicago  office,  and  assigned 
to   territory   west   of  Chicago.    111. 

Mr,  John  C.  Neale,  formerly  assist- 
ant general  business  manager  of  sales 


of  the  Carnegie  Steel  Company,  has 
resigned  to  become  president  of  the 
Central  Steel  Company,  Massillon, 
Ohio,  and  Mr.  John  \V.  Uix  has  been 
appointed  assistant  general  manager  of 
sales  and  structural  engineer  of  the 
Carnegie  Steel  Company,  with  office  at 
Pittsburgh,   Pa. 

Mr.  W.  H.  Finley  has  been  appointed 
chief  engineer  on  the  Chicago  &  North- 
western, with  headquarters  at  Chicago. 
111.  .Mr.  Finley  has  tilled  many  import- 
ant positions  on  some  of  the  principal 
western  railroads.  He  was  for  several 
years  attached  to  the  bridge  and  build- 
ing department  of  the  Chicago,  Mil- 
waukee &  St.  Paul.  On  the  Chicago  & 
North  Western  he  filled  successively  the 
positions  of  engineer  of  bridges,  prin- 
cipal assistant  engineer,  and  assistant 
chief  engineer. 

Mr.  John  L.  Mohuii,  formerly  in  the 
motive  power  department  of  the  Penn- 
sylvania, has  been  appointed  assistant 
to  the  coiisnltiiiH;  engineer  nf  the  I'ninn 
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I'acific,  the  Oregon  Short  Line  and  the 
Oregon-Washington  Railroad  &  Navi- 
.gation  Company,  with  headquarters  in 
New  York.  Mr.  Mohun  served  his  ap- 
prenticeship as  a  machinist  in  the  .\1- 
toona  shops  of  the  Pennsylvania,  and 
was  rapidly  promoted,  serving  as  mas- 
ter mechanic  of  the  Juniata  shops,  and 
latterly  as  master  mechanic  and  assist- 
ant engineer  of  motive  power  at  Jersey 
City.   N.  J. 

Mr.  .Mbert  J.  Stone,  general  ir.an- 
ager  of  the  Erie,  at  New  York,  has 
been  elected  vice-president  in  charge 
of  the  operating  department.  Mr. 
Stone  was  born  at  Holly,  Mich,.  1S73. 
Educated  at  Horncll  High  School, 
Hornell.  N.  Y..  and  the  F.lmira  Busi- 
ness College,  at  Elmira,  N.  Y.  He 
entered  railway  service  in  1888  as  mes- 
senger on  the  New  York.  Lake  Eric  and 
Western,   and   remained   with   the   road 


and  its  successor  the  Erie,  in  various 
positions  in  the  operating  department 
until  1902,  when  he  became  assistant 
to  the  general  manager.  In  1903  .\lr. 
Stone  entered  the  service  of  the 
Delaware  and  Hudson  company  as 
general  superintendent.  In  1905  he 
was  appointed  assistant  general  man- 
ager of  the  Erie  and  its  controlled 
lines,  and  in  1907  he  became  general 
superintendent  of  the  same  road,  until 
January,  1913,  when  he  was  appointed 
general  manager. 

Mr.  Stone  has  risen  very  rapidly  in  the 
railroad  world  and,  of  course,  his  success 
has  not  been  due  to  accident.  Mr.  Stone's 
conspicuous  strength  has  been  fine  execu- 
tive ability  and  his  skill  in  managing  men. 
The  latter  characteristic  comes  from  his 
high  sense  of  justice  which  demands  fair- 
ness all  around  when  any  cause  for  fric- 
tion arises.  Mr.  Stone  rejiresents  the 
finest  type  of  modern  railroad  official 
actuated  by  the  desire  to  hold  men  to 
the  performance  of  duty  under  the  fairest 
kind   of  treatment. 


Pennsylvania    Pensioners. 

l-iirty-iive  employes  of  the  Pennsyl- 
\ania  Railroad  have  just  been  retired 
under  the  pension  rules  of  the  company. 
Two  of  them  have  been  in  the  com- 
jiany's  service  over  52  years,  while  20  of 
ihcm  have  worked  for  the  railroad  40 
years  or  longer. 

11.  O.  Hukill,  purchasing  agent  of  the 
Pennsylvania  lines  West  of  Pittsburgh. 
served  the  company  54  years  and  2 
months.  lie  was  employed  by  the  rail 
I  lad  in  -March.  lcS60.  as  messenger. 

Joseph  Brudon,  motornian  on  the 
\\  est  Jersey  &  Seashore  Railroad,  also 
served  the  railroad  53  years  and  3 
months. 

In  the  first  six  montiis  of  1914  the 
Pennsylvania  Railroad  placed  349  em- 
ployes on  the  pension  roll — Roll  of 
Honor,  it  is  called.  Nineteen  of  these 
railroad  men  had  worked  for  the  rail- 
road more  than  50  years,  while  174  had 
been  in  its  active  service  more  than 
40  years. 

Since  the  Pennsylvania  Railroad's  re- 
tirement plan  was  established  on  Janu- 
ary I.  1900,  tlie  railroad  has  paid  out  of 
its  treasury  in  pensions  to  its  employes 
SlO.Ol  7.978.4.8.  and  8.093  have  been 
placed  on  the  company's  roll  of  honor: 
3.957  of  these  have  died,  so  that  there 
are  to-day  on  the  railroad  roll  of  honor 
4.1.^6  employes. 


Committee  for  1915  Master  Mechanics' 
Convention. 
The  Executi\e  Comniiitec  nf  the  Rail- 
way Master  Mechanics'  .Xssoriation  met 
in  the  Karpen  Building,  Chicago,  and 
transacted  a  larcc  \oltime  of  routine 
business  .Trrau.ced  by  Secretary  Taylor, 
anmng  the  most  important  being  the  de- 
cision  on    Committees   to   report   at   ne.xt 
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year's  convention  and  appointing  the  per- 
sonnel of  the  committees.  Following  arc- 
the  subjects  and  the  members  appointed 
to  deal  with  them : 

.ST.\NDING    COM.MITTEli.-^. 

1.  KliVISION     OI-     STAXD.\RUb     .\N1)     KW" 

OM  MENDED  I'r.xctice.— W.  E.  Dunham 
(chairman),  S.  M.  P.  &  M.,  C.  &  X.  W. 
Ry.,  Winona,  Minn.;  A.  R.  Ayers,  C.  M 
i:.,  Xcw  York  Central  Lines,  Chicago, 
111.;  M.  H.  Ilaig,  M.  E.,  A.  T.  &  S.  F. 
Rv.,  Topeka,  Kan.;  A.  G.  Trumbull,  M.  .'-^.. 
Erie  R.  R.,  Jersey  City,  X.  J.;  C.  D. 
Young,  engineer  tests,  Pennsylvania  R.  K.. 
.Mtoona,   Pa. 

2.  Mech.\xic,\l  Stokeks.— .\.  Kearney 
(chairman),  A.  S.  M.  P..  X.  &  \V.  Ky., 
Roanoke,  Va. ;  M.  -\.  Kinney,  .^.  M.  P., 
Hocking  Valley  R.  R.,  Columbus,  Ohio: 
J  R.  Gould,  S.  M.  P.,  C.  &  O.  Ry.,  Rich- 
mond, \-a.:  T.  R.  Cook,  .\.  l'..  M.  P.. 
Pennsylvania  Lines,  Pittsburijh,  Pa.:  J. 
T.  Carroll,  A.  C.  S.  M.  P.,  Ualtimure  & 
Ohio  R.  R.,  Baltimore,  .Md. ;  J.  W.  Cyr, 
S.  M.  P.,  C.  P..  &  Q.  Ry,,  Chicago,  111  : 
.\.  J.  h'ries,  A.  S.  M.  P.,  Xcw  York  Cen- 
tral Lines,  Depew,  X  Y. 

3.  Smoke  Prevention.— E.  \V.  Pratt 
(chairman),  A.  S.  M.  P..  C.  &  X.  \V.  Ry., 
Chicago,  111.:  J.  F.  DeXCy,  A.  .S.  M.  P, 
C.  M.  &  St.  P.  Ry.,  \V.  Milwaukee,  Wi-.. : 
\V.  C.   Haves,  S.  L.  O.,  l-:rie   K.  R..  Xcw 


York  City:  T.  1 
Pemisylvania  Lin 
Chidley,  A.  S.  .M 
Cleveland,  Ohio; 


.  Co.>k.  A.  F.  M, 
s.  Pittsliuriih.  Pa. , 
P.,  L.  S.  &  M.  S. 
\.  (i.  Kantmann,  S 


.\.  C.  &  St.  L.  Ry.,  Xashville,  Tenn. 

J.  Tollerton,  G.  M.  S.,  C,  K.  I.  X  P.  K.v  . 

Chicago,   lU. 

4.  Fuel  Fconomv.— William  Schlafue 
(chairman).  G.  M.  S..  l-.rie  R.  R.,  Xe« 
York  City;  W.  H.  Flynn,  S.  M.  P.,  Michi 
•4an  Central,  Detroit,  Mich.;  D.  M. 
Pcrine,  S.  M.  P.,  Pennsylvania  R.  R. 
Xew  York  City;  Robert  Quayle,  S.  M.  P. 
C.  &  X.  W.  Ry.,  Chicago,  111.;  S.  C. 
Thomson,  S.  M.  P.  &  R-  E.,  Philadelphia 
&  Reading  R  R.,  Reading.  Pa;  D.  .1 
Redding.  A.  S.  M.  P.,  P.  &  P.  P.  P  1<  ■ 
.McKecs  Rocks,  Pa. 

SI'ECI.M.    COM>tITTEE?. 
S.       I)E.~1GN-,    CoNSTRirCTION    .\N»    InM'Ei- 

iioN  I  r  Locomotive  Boilers.— C.  E.  iMiller 
I  chairman),  S.  M.  P.,  Union  Pacific 
K  R,  Omaha,  Xeb. ;  A.  W.  Gibbs,  C.  M. 
I ;  ,  IVniisvlvania  R.  R.,  Philadelphia,  I\a  : 
I).  R.  MacP.ain,  S.  M,  P.,  T-ake  Shore  & 
Michigan  Southern  Ry.,  Cleveland.  Ohi..; 
M.  K.  Barnum.  G.  M.  I.,  B.  X  O.  R.  R  . 
Baltimore.  Md.;  R.  l'..  Smith.  G.  S.  M.  P.. 
\tlamic  C..a~t  Line  R.  R..  Wilmington. 
X  C  :  C  R.  Young.  M.  E..  C.  B.  &  Q 
K  R.  Chicago,  111.;  J.  Sn..udcn  Bell. 
Xrw   ^■ork  City. 

c,  Joist  Meftino.-.  .\.  R.  M  M  ■'^^-'■^ 
vNi.M.  C  B.  .Ass'n.— From  the  Master 
Meeliarie>'  Ass.icialion— J.  F.  DeVov 
A,  S.  M  P..  C.  M.  &  St.  P.  Rv..  W  Mil- 
v':,nkec.  Wis.:  C.  E.  Chambers.  ?  M.  P 
C    R     R    ■I    X.  J.  Jersey  City,   X.  J. 


C.  1'.  Giles.  S.  .\i.,  Louisville  &  Xashville 
K.  R.,  Loui^ville,  Ky. ;  from  the  Master 
Car  I'.uilders'  .\ssociation— R.  W.  Bur- 
nett, G.  M.  C.  B.,  Can.idiaii  Pacilic  Ry., 
.Montreal,  Can.;  J.  S.  Lentz,  M.  C.  B., 
L.  V.  R.  R.,  S.  Bethlehem,  l':i, :  T.  H- 
(ioodnow,  A.  S.  C.  D.,  C.  &  X  W  .  Ry., 
Chicago,   111. 

7.  Locomotive  Hk.M)1.ight>.  —  D.  F. 
Crawford  ( cliairinan),  G.  S.  M.  P.,  Penn- 
sylvania Lines,  Pittsburgh,  Pa.;  -\.  R. 
.\>ers,  G.  .M  F..,  -X'ew^  York  Central  Lines, 
Chica.gn,   111;  C.   II.  Rae,  G.  M.  M.,  L.  & 

X.  Rv-.  L.iiiisville.  Ky,:  1-.  .\,  Torrey, 
C,  S  M.  P.,  C.  P..  &  g.  Ry.,  Chicago,  111.; 
IL  T.  Bentley,  P.  A.  S.  M.  P.,  C.  &  N.  W. 

Ry.,  Chica.go,   111.:   M.  K.  Barnum,  G.  M. 

1.,'   Baltimore    it    Ohio    R,    R.,    Baltimore, 

.\id. ;    lleiir\    I'.artlett,   ti.   M.   S.,   B.   &   M. 

K.   R.,    l;..ston.    Mass, 
.S.    S,\ii:tv    -Vi'I'LI.vnces.— F.    F'.    Gaines 

ichairiium  I,  S.  M.  P.,  Central  of  Georgia 

Ry  ,    Savannah,   Ga, :    M     K.    Barnum,   G. 

M    I..  Baltimore  &  Ohio  R.  K.,  Baltimore, 

Md.;    C.   B.   Young.   M.   E..   C.    B.   &   Q. 

R.  R.,  Chicago,  111. 

9.  Stand.-\rdiz,\tion  ok  Tin\v,\re. — M. 
D.  Franey  (chairman),  M.  M.,  L.  S.  & 
M.  S.  Ry.,  Elkhart,  Ind. ;  J.  C.  Mengel, 
M.  M,,  Pennsylvania  R.  R..  .Mto.ma,  Pa.; 
W.  C.  Hayes,  S.  L.  O.,  Erie  R.  R,,  Xew 
York  City:  C.  S.  Goodwin,  M.  E.,  C,  R.  1. 
&•  P.  Ry.,  Chicago,  111.;  W.  C.  Moody, 
M.  I-:.,  Illinois  Central  R.  R.,  Chicago,  111. 

10.  SufERHE;\TER     LoCOMOTIVE.S.— H.     H. 

\'aughan  (chairman),  A.  V.  P.,  Canadian 
Pacific  Ry.,  Montreal,  Can.;  H.  W,  Codd- 
ington,  engineer  tests,  N.  &  W.  R.\..  R"- 
atir.ke,  Va, :  C.  H.  Hogan,  A.  S.  M.  P.. 
X,  Y  C,  &  11.  R.  R.  R.,  Albany,  N.  Y. : 
R.  W.  Bell,  G.  S.  M.  P.,  Illinois  Central 
R.  R.,  Chica.go,  111.:  T.  Roope,  S.  M.  P., 
C  P,.  &  O.  R.  R.,  Lincoln,  Neb,:  W.  J, 
rollerton,'"'G,  M.  S.,  C.  R.  1.  S.-  P.  Ry,. 
Chicago,  111.:  W.  C.  A.  Henry,  S,  M.  P.. 
Pennsylvania  Lines,  Columbus,  Ohio 

11.  Locomotive  Coiinterbai-.^ncing. — .\. 
W.  Gibbs,  C.  M.  E.,  Pennsylvania  R.  R., 
I'liiladelpliia,  Pa,;  S.  M,  Vauclain.  V.  P. 
r.abhviii  Locomotive  Wi.rks,  Philadel- 
phia, Pa.;  F.  J.  t:olc,  C.  C.  V...  .\incrir:iii 
l.i.ci. motive  Co.,  Schenectady,  X.  Y. ;  Jnbii 
I'urcell,  a.ssistant  to  president.  A,  T.  &■ 
S,  F.  Ry.,  Chicagn,  111  :  W.  H.  V.  Rosing, 
a-si'^tant  to  chief  ..peratmg  olViccr,  St.  1. 
&  S.  F.  Ry.,  Springfield.  Mo,;  O,  C, 
Cr..mwel!,  M.  F..  Baltimore  &  Ohio  R  R,. 
Baltimore.  Md,:  T.  W,  Heintzclman,  G, 
S.  M.  P.,  Soutbeni  Pacific  C,,  San  Fran 
ci>co,  Cal, 

12.  Mainten  \Nei-:  \Nn  Oper.mion  oi, 
l-'.:  i:c  TRie.M,  i:.jrii"MENT.--C-  H,  Quereau 
I  chairman  I,  X.  Y.  C,  &•  11,  K,  R  R-.  Xew 
Y..ik  City:  G.  C.  P.ish..,,.  S,  M,  P,.  L-nu 
I -land  R  R.  Richmond  Hill.  X.  Y,  :  G 
W  Wildin,  M  S,  X.  Y..  X.  II.  &  I  I 
K.  R.  Xew  Haven.  Conn.:  J.  H.  Davi^ 
electrical  engineer.  P.altimore  &  Ohi. 
R  R.  B:dlimore,  Md.:  R.  O  Hawkins 
S,  M,  P,  Great  Xorthern  Ry  ,  St.  Paul 
Minn. 


13.  Joint  Cummittee  to  co-operate  with 
L-eiinmittee  of  Master  Car  Builders  and  of 
Air  Brake  .\ssociatioon.  Members  not 
appointed. 

14.  Revision  oe  .-\ir  Brake  and  Train 
Signal  Instructions,— R.  B.  Kendig 
(chairman),  Xcw  York  Central  Lines, 
Xew  York  City;  J.  M.  Henry,  S.  M.  P., 
Pennsylvania  R.  R.,  Pittsburgh,  Pa.;  B. 
P.  Flory,  S.  M.  P.,  X.  Y.,  O.  &  W.  Ry., 
Middletown,  X.  Y.;  L.  P.  Streeter,  air 
brake  insjiector.  Illinois  Central  R.  R, 
Chicag...  111.:  .V.  J.  Cota,  M.  M.,  C.  P..  & 
Q.  R.  R,,  Chicago,  111.;  T.  L.  Burton. 
Westingbouse  Ah  Brake  Co.,  Wil- 
merding.  Pa.:  W.  J.  Hartman.  air  brake 
inspector,  C,  R.  1.  &  P.  R.v..  Chicago,   111- 

15.  Train  Resistance  and  Tonn.vge 
Rating.— P.  E.  Smith,  Jr.  (chairman), 
S.  M.  P.,  Pennsylvania  Lines,  Toled(-), 
Ohio;  W.  F-  Dunham,  S.  M.  P.  &  M., 
C.  &  X.  W,  Ry.,  Winona,  Minn.;  J.  S. 
Sheafe,  M.  .M.,  B.  &  O.  R.  R.,  Staten 
Island,  X.  Y.  ;  H.  C.  Manchester,  S.  .M.  P., 
I).,  L.  &  W.  R.  R,,  Scranton,  Pa.:  C.  ¥.. 
Chambers,  S.  M.  P.,  C.  R.  R,  of  X,  J.. 
Jersey  City,  X.  1.;  J.  II.  Manning,  S.  M. 
P..  D.  &  H.  Co.,  Walervliet,  X.  Y.;  Frank 
Zelcny,  engineer  tests,  C.  1!.  &  Q.  R.  R.. 
.\ur.,ra,  111. 

1().  P.oii-KR  W -\suing.— John  Purcell 
(chairman),  assistant  to  president,  .\,,  1'- 
&  S,  h'e  Ry-,  Chicago,  111-:  W.  H.  Fetiier, 
M.  M..  Ceiitial  of  Georgia  Ry.,  .Macon, 
(ia.;  J.  C.  Little,  M.  E.,  C.  &  N.  W.  Ry.. 
Chicago.  Ill-:  G.  W.  Rink,  M  I-"...  C  R.  R- 
ol  X-  J.,  Jer-ey  City.  X.  J.:  W.  P-  Car- 
roll, M  M,  Xew  York  Central  Lines. 
Rochester,  X.  Y. ;  E.  S.  Fitzsimmons. 
M.  S.,  Erie  R,  R.,  Cleveland,  Ohio;  G.  F. 
Sisco,  .-X.  E.  M.  P.,  Pennsylvania  Lines, 
Columbus,   Ohio 

17.  Dimensions  ok  Im.ance  .wri  Screw 
(.-'ofPLiNGS  lOR  Injectors.— O.  M.  I'oster 
(chairmanL  M.  M-,  L.  S.  &  M.  S.  Ry., 
(-•ollinwood.  Ohio;  T-  F.  Barton,  M.  M.. 
1)„  1.  &  \V,  R-  R-,  Kingsland,  X,  J,; 
.\l.  H,  Hmil;.  M,  F.,,  ,\..  T.  &  S,  b'e  Ry,, 
T.ipeka,  Kan  :  W.  Alexander.  M,  M,.  C 
M.  &  St,  P  Ry-.  Milwaukee.  Wis.:  W,  W, 
Wiiiterrowd,  .\1,  1",,  Cana.lian  Pacific  Ry,, 
Montreal,    C:in, 

!,«;,  SiiMicT--,  .\.  W,  (iibbs  I  cliair- 
inan), C,  M,  !•■  .  Pennsylvania  K  R. 
Philadeli-lii;i.  Pa,:  D.  R,  Mac  Pain,  S,  M 
P,,  L.  S.  X-  M.  S,  Ry,,  Clevelaml,  Ohio; 
C,  E.  l-"uller,  S.  M,  P„  Union  Pacilic  R.  R.. 
Omaha,    Xeb. 

IQ.  Arrangements.  —  1".  F.  Gaine- 
(chairman),  S.  M.  P..  Central  of  Georgia 
Ky-.  Savannali,  Ga  :  D-  F.  Crawford,  (;, 
I  S,M,  P..  Pinnsylvania  Lines  West.  Pitts- 
burgh. Pa,:  j  Will  Johnson.  Pyle-Xation- 
.d  Fbctric  He.idligbt  C.v,  Chicago,  111, 
i\mviiir,\i.    ivm'ERS, 

,\i.iov    SiiEi..— S,    M.    X'aiiclaiii.    \',    1',. 
1      ll.ddwin  Locomotive  Works,  Philadeliibia. 

,      Pa 

\Ari\hii   F\HArsTs.— J.  Snowden  Bell, 
Xew  York  City, 


AuRiist.   1914. 
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Says 

Old  Jerry: 

"  I'm  for  oil  on 
troubled  waters, 
but  give  me 

DIXON'S 

Flake 

GRAPHITE 

on  troubled 
bearings.  'It's 
all  in  the  flakes.'" 

Made  in  Jersey  City.  N.  J.,  by  the 

Joseph    Dixon 

Crucible      Company 

E«tablished  1827 


RAILROAD  NOTES. 

I  he     IViiiisylvania     will     build     1,000 
cc\  liox  cars  at  its  Altoona  shops. 


Tlic  Denver  &  Rio  Grande  is  reported 
the   market   lor   15,000  tons  of   rails. 


The   Hiiffalo,  Rochester  &  Pittsburgh 
l^   ill   the   market   for  ten   caboose   cars. 

Tile   Southern    I'acilic's   inquiry   is   for 
20    .Mikado    and    10    switching    loconio- 


1  lie  Intercolonial  has  ordered  three 
switchers  from  the  .Montreal  Locomo- 
tive  Works. 


The  l'>ie  has  ordered  five  Pacific 
locomoti\e.s  from  the  Baldwin  Loco- 
motive  Works. 


'i'he  Delaware,  Lackawanna  &  West- 
ern is  in  tlic  market  for  500  steel  under- 
frame  bo.\  cars. 


Tlie  .Souliierii  has  ordered  15.000  tons 
nf  rails  from  the  Tennessee  Coal,  Iron 
&  Railroad  Co. 


'i'he  Chicago.  Indianapolis  S:  Louis- 
ville is  reported  in  the  markel  for  250 
40-ton  box  cars. 


The  Pennsylvania  lias  placed  orders 
M.r  100,000  ton.-,  of  steel  rails  with 
\arious   companies. 

Tiic  Pittsburgh  .Shawniut  it  .\ortherii 
has  ordered  1.500  tons  of  rails  from  the 
Carnegie  Steel   Co. 


The  Canadian  Pacific  has  ordered 
ten  locomotives  from  the  .Montreal 
Locomotive  Works. 


The  Rus.^ian  Government  is  asking 
prices  on  a  large  number  of  locomo- 
tives of  various  types. 


The  Delaware,  Lackawanna  &  West- 
ern has  ordered  200  mine  cars  from  the 
.Magor   Car   Company. 

The  .Xtlantic  Coast  Line  is  in  the 
market  for  a  number  of  Mountain  and 
Pacific   type   locomotives. 


The  Canadian  .\orthern  has  placed 
an  order  for  ci.glit  passenger  cars  with 
the  Pressed  Steel  Car  Co. 


The  Pittsburgh  &  Shawmut  has  or- 
dered six  Mikado  locomotives  from  the 
Baldwin   Locomotive  Works. 


'I'he  Chicago  Elevated  Railways  have 
placed  an  order  for  122  all  steel  cars 
with   the   Cincinnati  Car  Company. 


'Ihe  .Missouri  Pacific  has  placed  an 
order  for  4,700  tons  of  rails  with  the 
Tennessee  Coal,  Iron  &  Railroad  Co. 


Winston  Brothers  Company,  .Minne- 
apolis, .Minn.,  are  in  the  market  for  8 
or   10  six-wheel   switching  locomotives. 


The  Chicago,  Milwaukee  &  St.  Paul 
has  ordered  five  Mikado  locomotives 
from  the  .American  Locomotive  Com- 
pany. 


The  Pittsburg,  Shawmut  &  Xortli- 
ern  has  ordered  25  refrigerator  cars 
from  the  .\merican  Car  &  Foundry 
Company. 


The  (.Chicago,  Burlington  &  Quincy 
has  orrlered  15  Santa  Fc  type  locomo- 
tives    from    the     Baldwin     Locomotive 

Works. 

The  Intereoliinial  Railway  of  Canada 
is  in  the  market  for  S  all-steel  sleeping 
cars  and  one  all-steel  compartment  ob- 
servation car. 


The  X'cirtliweslern  Pacific  is  in  the 
market  fur  4  ten-wheel  passenger,  2 
leii-whcel  freight  and  3  six-wheel 
switching  locomr)tives. 


The  Chilean  State  Railways  arc  pro- 
posing the  purchase  of  125  locomotives 
as  part  of  a  plan  fur  the  rehabilitation 
of  the  railwavs  of  Chile. 


The  Canadian  Northern  is  reported 
to  be  planning  an  expenditure  of  $10.- 
000.000  in  .Mbcrta  for  carrying  out  con- 
struction program  this  year. 


The  Green  Bay  &  Western  has  or- 
dered one  mogul  locomotive  from  the 
.\merican  Locomotive  Co.  It  will  be 
equipped  with  a  superheater. 


Chicagcp  &  Illinois  Midland  Ry.  has 
placed  an  order  fur  250  50-ton  drop- 
bottom  steel  .irondola  cars  with  the 
.\nierican  Car  &  Foundry  Co. 


The  contract  for  the  new  union  sta- 
tion and  terminals  at  Dallas.  Tex.,  has 
been  let  to  Tnhn  W.  Thompson,  St. 
Louis.  Mo.,  at  about  $.^.000,000. 


The  Pennsylvania  is  prucccdinp  with 
the  Cf)nstruction  of  S4  locomotives  at 
the  .Mtoona  sliops.  the  remainder  of  its 
1914  provision  for  motive  power  equip- 
ment. 


The    Canadian    Northern    has    placed  Tlic  Tllin.'is   Central  i<  in   the  market 

an    order   for   passenger   cars    with    the      for   .'*)    Mikadu   type   and   a   number   of 
Canadian  Car  &  Foundry  Co.  Pacitic    type    locomotives,    and    for    a 
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The  Soullieni  I'acilic  is  in  the  mar- 
ket for  2,600  50-ton  box  cars,  400  50- ton 
rial  cars,  850  40-ton  single  deck  stock 
cars.  250  50-ton  giMiciola  cars,  30U  50- 
ton  tank  cars  and  20  caboose  cars. 


number   ol    locomotives    for    hump-yard      concrete  shed,  two  cars  long,  permitUng 
service.  tin-   unloading   of   twelve   cars   at   once. 

The  shii)ping  gallery  has  a  capacity  for 
loading  ocean  steamers  of  650  feet 
length,  at  tlic  rate  of  60.000  bushels  per 
Ixiur. 

In  general  the  ele\alor  iihint  consists 
of  a  working  house  for  the  machiner\, 
track  shed,  storage  house  or  annex,  and 
conveyor  .gallery,  pier,  power  house  and 
drier.  Grain  is  received  in  the  track 
shed  receiving  pits,  and  after  unloading 
is  carried  to  one  of  fonr  receiving  ele- 
vator legs  and  elevated  to  the  garner 
o\er  a  receiving  scale,  from  where, 
after  weighing,  it  is  spouted  to  bins  in 
the  Working  house  for  cleaning  or  ship- 
ment to  vessels,  or  is  carried  on  a  con- 
veyor belt  to  the  annex  for  storage. 
.Shipping  facilities  to  vessels  are  pro- 
vided by  four  belt  conveyors  from  the 
Working  house  to  the  pier. 

The  new  elevator  is  cquipjied  wilii 
one  of  the  largest  grain  driers  in  the 
country.  It  has  a  capacity  of  3,000 
bushels  per  hour.  The  plant  also  has 
the  four  largest  grain  cleaning  machine-, 
in  the  country;  20.000  bushels  can  be 
cleaned  in   one  hour. 

To  the  east  of  the  working  house  and 
connected  to  it  by  a  concrete  tunnel  and 
bridge  is  the  storage  annex,  with  a  ca- 
pacity of  more  than  800.000  bushels. 


The  Bangor  &  .Aroostook  has  ordered 
5  superheater  Consolidation  locomo- 
tives from  the  American  Locomotixe 
Company.  These  locomotives  will  haxe 
23  by  30  in.  cylinders,  56  in.  driving 
wheels,  a  total  weight  in  working  order 
of  213,000  lb.,  and  a  steam  pressure  of 
175  lb. 


Tile  Cliicago,  Burlington  &  yuinc> 
has  improvements  now  under  way  in 
the  yards,  outside  of  .St.  Paul,  .Mmii., 
which  inchule  the  lilling  of  14  acre^  of 
marsh  land,  the  extension  of  the  pres- 
ent tracks  to  a  length  of  4,500  feet,  the 
construction  of  5  new  tracks,  a  coach 
ward  and  2  new  switchin.g  leads.  There 
will  also  be  erected  a  12-stall  round- 
house, a  large  transfer  platform  ami  a 
steel  water  tank  with  a  capacitv  of 
100.000  gallons. 


The  .Southern  Pacific  lias  orderc 
superheater  Mikado  type  [lassei 
and  10  superheater  switching  loco 
tives  from  Lima  Locomotive  Corp 
tion.  The  Mikado  locomotives 
have  26  by  2i<  in.  cylinders,  63  in.  d; 
eter  <lriving  wheels,  a  weight  on 
driving  wheels  of  218,000  lb,  and  a  t 
weight  in  working  order  of  30.- 
lb.  The  switching  locomotives 
have  10  by  26  in.  cylinders,  51  in.  di 
eter  driving  wheels  and  a  total  we 
in  working  order  of  155.000  lb.  I 
the  .Mikado  and  switching  locomot 
will  be  equijiiied  for  oil  Inirning. 
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Pennsylvania's  Grain   Elevator. 

The  i'eniisylvania  Railroad  has  place.l 
in  operation  its  new  1. 100.000  biislul 
grain  elexator  at  Girard  Point.  I'liila 
dclphia. 

The  new  elevator  was  built  al  a  >  o>l 
of  $1,200,000.  It  is  made  entirely  of  r,.n- 
crete  and  steel,  and  the  faciliiu  -  it 
affords  represent  the  last  word  in  scien- 
tific practice.  It  is  expected  to  i.r..\e 
lite  most  rapid  plant  ever  buili  lor 
transferring  grain  from  rail  to  water. 

The  elevator  proper  sits  back  .~0() 
feet  from  a  pier  900  feet  long,  on  boili 
sides  of  which  vessels  can  dock,  lirani 
will  be  delivered  to  ships  for  expi.rl  by 
a  conveying  gallery,  which  extendi  oiu 
to  the  enrl  of  the  pier. 

The  elevator  has  an  unloading  c.iim 
city  <,f  240  cars  per  day  of  [en  Ii.-uvv 
It  has  sufticient  track.ige  to  accnmi;:o 
date  400  cars.  The  capacity  an<l  ll.-i- 
Idlity  of  the  receiving  and  shippiiis 
plant  is  further  increased  bv  a  six-t-ick 


Testing    the    Erie    Triplex    Compound. 

I'll  I'ri.li\.  J.ily  24,  a  special  U^si 
of  the  new  niammotli  l{ric  Triplex  Com- 
poiiml  locomotive  was  made  on  the  I'Tie 
Railroad  at  P.inghamton,  N.  'i'.  .As  al- 
ready described  in  the  May  issue  of  R.\ii.- 
WAV  .\ND  Locomotive  Enginekri.n'g  the 
locomotive  is  a  new  departure  in  steam 
engine  construction,  being  furnished  with 
twenty-four  ilriving  wheels,  one  set  of 
ilrivers  being  placed  under  the  tender, 
the   loc'iinotivc   weighing  410  tons. 

The  othcers  in  charge  kept  adding  car 
.liter  car  of  coal  (,,  the  train  until  it  C(M1- 
sisted  of  2,sO  full.v-loaded  steel  "b.-ittle- 
ships,"  with  a  total  weight  of  2l,0lll)  tons, 
i  he  lociinolivc  pulled  this  train  for  40 
miles  at  the  rate  of  15  miles  an  hour. 
I  lie  tram  was  lO.OOO  tons  heavier  th.iii 
any   ever  pulleil  by  a  locomotive. 


Hardness  of  Woods. 

W.-.ods  are  g.iiiig  r.apidly  out  ..I 
fashion  in  railroad  car  constriicti.ni. 
when  riuly  a  few  brief  years  a.go  the\ 
fonueil   the   entire   structure   of  cars. 

The  relative  h.ardness  of  woods  is  cil 
ciliated  from  hickory  which  is  the  tough- 
est and  h.irdest  wood  in  |)opular  use. 
'■slimaling  hickory  at  100,  we  get  for 
wliite  oak,  84;  while  ash,  77;  dog  wood, 
74;  scrul)  oak,  7:^:  white  ha-'el,  72;  apple. 
70;  red  oak,  60;  white  birch,  65;  black 
walnul,  65;  lilack  hirch.  62;  yellow  .iiid 
hl.K-k  oak.  00;  hard  maple,  56;  white  elm. 
.-8;  cedar.  .s6 ;  cherry.  55;  yellou  piiu-. 
53;  chestnut,  52:  yellow  poplar.  51. 


GOLD 

Car 

Heating 

& 

Lighting 
Company 


Manufacturers  of 

ELECTRIC, 
STEAM  AND 
HOT  WATER 
HEATING 
APPARATUS 

FOR  RAILWAY  CARS 

VENTILATORS 

FOR    PASSENGER 

AND   REFRIGER- 

ATOR     CARS 

ACETYLENE  SYSTEM 
OF    CAR     LIGHTING 


Send  for  circular  of  our  combina- 
tion PRESSURE  AND  VAPOR 
SYSTEM  OF  CAR  HEATING, 
which  system  automatically  main- 
tains about  the  same  temperature  in 
the  car  regardless  of  the  outside 
weather  conditions. 

Main     Office,     Whitehall     Building 

17    BATTERY    PLACE 

NEW    YORK 


\u.mi<;t,   1914. 
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LEARN   MORE 
EARN  MORE 


Here  is  a  book 

of  practical 

money-earning 

value  to 

Locomotive 

Engineers  and 

Railway  Students 

EVERYWHERE 


"LOCOMOTIVE  SLIDE  VALVE  SETTING" 


Writte:.    from    practical    o.\ 


"THE  FIREMAN'S  GUIDE" 

A  handbook  on  the  care  of  boilers  in  plain, 
every   day   English;   very  complete    (12th    edi- 

Three  Books  Only  50  Cents  Each 

Cardboa.d     «., iking     model     ot     the     Wal- 
schaert   V  alve  (Jear,  with  full  descrip-  *1  cn 

.Send    f..r    Spfcia!    List    of    Pr.ic 
tic:d     llandh.M.kv.        M.iiled    ;•,;■. 

SPON  &  CHAMBERLAIN 

123  L  Liberty  street         Nev^  York 


NOW  IS  THE  TIME  to  install  a 

Rue  Boiler  Washe«* 
and  Tester, 

For  you  will  need  it  when  cold 
weather  conies.  It  will  wash  out, 
test  and  fill  your  boiler,  all  with 
hot  water,  and  have  it  ready  for 
use  in  one  hour. 

THINK    IT    OVER. 
Cntaloc  r.n  lioiler  Washers  A-3. 
Cntaloi;  on  Injectors  B-.'i. 

Rue  Manufacturing  Co., 

228  CHERRY  STREET 
PKiladelphia,  Pa. 

Mnn.ifai'tMr.rs    nf    'njnrtnrs.    K.j(>ctors. 

r..  il.r    Wnshers    an.i    ri-sters.    Boiler   Checks. 

Che.k    Valves. 


ASMTOIM 

POP  VALVES  AND  GAGES 

The  Qualify  Goods  that  La»t 

The  Aihton  Valve  Co. 
271   Franklin  Street,  Boston,  Mass. 
No.   174  Market  St..       Chicago.  III. 


BooKs,  Bulletins,  Catalogues,  Etc. 


Proceedings  of  the  21st  Annual  Con- 
vention of  the  Air  Brake 
Association. 
Tile  iiruceedinys  ul  the  .\ir  Urakc  As- 
sociation at  tlie  annual  convention,  held 
in  Detroit,  iMich.,  last  May,  are  already 
published  in  a  substantial  volume  of  over 
300  pages  and  elegantly  bound  in  flexible 
leather.  It  is  much  lo  the  credit  of  the 
association  that  the  volume  containing 
a  full  reproduction  of  the  many  papers 
and  reports  submitted  and  the  interesting 
debates  thereon  are  already  in  book 
form.  The  Air  Brake  officials  know  how 
to  keep  up  the  pressure  and  do  not  re- 
lax into  inactivity  after  the  annual  meet- 
ing is  over.  The  book  amply  sustains 
ihe  high  character  of  the  membership, 
and  all  who  desire  to  keep  abreast  of  air 
I  rake  practice  would  do  well  and  act 
wisely  to  secure  a  copy  of  the  work. 
The  illustrations,  although  not  numerous, 
;ire  of  real  value,  and  enhance  the  merit 
<if  the  publication.  Copies  may  be  had 
from  the  secretary,  Mr.  F.  M.  Nellis,  53 
.State  street,   T^oston,   Mass. 


Useful    Information    About    North 
Pacific  Ports. 

The  Terminal  Facilities  of  Xortli  Pa- 
cific Ports  is  the  title  of  a  volume  which 
lias  just  been  issued  by  the  Terminal 
Publishing  Co.,  Seattle.  It  covers  the 
principal  ports  from  San  Diego  on  the 
.snuth  to  Xome  on  the  north.  The  regu- 
lations governing  these  ports  are  given 
in  full,  and  all  charges  that  are  assessed 
.i,s{ainst  either  the  ship  or  the  cargo  are 
included.  The  names  and  addresses  of 
.uovernment  officials,  foreign  consuls  and 
iilhers  in  each  port,  whose  names  and 
.iddresses  are  of  value  to  masters  and- 
shippers,  are  given.  One  section  is  de- 
voted to  the  depth  of  water  in  all  the 
bays  and  inlets  on  the  United  States 
toast.  The  customs,  marine  insurance, 
immigration  regulations  and  matters  of 
that  sort  are  set  forth  in  detail. 

There  are  scores  of  tables  in  the  work. 
I  he  money  of  all  foreign  countries  is 
reduced  to  its  Canadian  and  United 
States  equivalent  and  foreign  weights  are 
reduced  to  avoirdupois  pounds.  One  re- 
markably useful  table  which  is  included 
and  which  is  here  published  for  the  first 
time  gives  at  a  glance  the  amount  of 
freight  due  on  any  shipment  that  is  paid 
by  its  cubic  measurement.  With  this 
l)ook  at  his  elbow  a  transportation  man 
need  waste  no  more  time  in  figurin.g  out 
rates.  To  find  the  cost  of  17  cubic  feet 
,11  $23  per  ton  entails  no  more  labor  than 
running  a  pencil  along  a  line  and  copying 
li'Wn  the  figures. 

The  Terminal  Facilities  of  North  Pa- 
cific Ports  retails  for  $2  per  volume  and 
will  be  published  annually,  by  the  Ter- 
minal   Publishing   Co..   Seattle,   Wash. 


Heat  Treating  Furnaces. 
Tale  Jones  &  Company,  Pittsburgh. 
Pa.,  has  just  issued  a  finely  illustrated 
catalogue  of  32  pages  on  the  subject  of 
annealing,  hardening  and  tempering  of 
steel,  and  all  heat  treating  operations. 
It  is  the  latest  word  on  the  scientific 
management  of  steel.  The  various  de- 
signs of  the  furnaces  have  been  perfected 
by  engineers  of  recognized  ability  in 
this  special  field,  and  every  problem 
that  could  possibly  arise  has  been  fore- 
seen and  provided  for,  and  the  pro- 
longed tests  of  daily  use  have  shown  the 
furnaces  to  be  economical  and  efficient. 
The  semi-muffle  furnaces  for  annealing 
and  general  hardening  with  oil  or  gas 
fuel  are  a  new  and  admirable  departure 
in  furnace  appliances  and  are  coming 
rapidly  into  popular  favor.  Various 
types  of  portable  furnaces  are  also  de- 
scribed and  these  are  particularly  suited 
for  establishments  that  are  too  small  to 
ecjuip  these  plants  with  the  larger  types. 
Equally  important  arc  the  new  types  of 
crucible  furnaces  with  hardening  both 
for  high  speed  and  carbon  steels.  .\ 
table  of  annealing  temperatures  recom- 
mended by  the  .\merican  Society  for 
Testing  .Materials  is  added,  and  alto- 
gether the  catalogue  is  the  best  yet  is- 
sued by  the  enterprising  firm.  Copies 
may  be  had  on  application  to  the  com- 
pany's office  at  Pittsburgh. 


Link  Motions,  Valve  Gears  and  Valve 
Setting. 
.■\  third  edition,  revised  and  enlarged, 
of  this  poriular  handbook,  by  Fred.  11. 
Colvin,  the  well-known  engineering 
writer,  has  just  been  issued  by  the  Nor- 
man W.  Henley  Publishing  Company. 
132  Nassau  street.  New  York.  Price  50 
cents.  This  is  one  of  the  few  engineer- 
ing books  that  have  stood  the  test  of  time 
and  has  remained  a  favorite  among  prac- 
tical railway  men.  The  successive  and 
extensive  editions  have  been  revised  and 
brought  up  to  date  to  meet  the  growing 
requirements  that  have  arisen  from  the 
introduction  of  new  valve  gears,  and  the 
adoption  of  new  forms  of  valve  gearing 
that  arc  slowly  but  surely  revolutionizing 
the  harnessin.i;  of  .<lcain  in  its  application 
to  the  modern  locomotives.  The  book 
has  the  genuine  merits  of  simplicity  and 
directness.  It  begins  at  the  beginning, 
and  the  stuilent  is  led  by  easy  stages  to 
a  complete  mastery  of  the  details  of  the 
various  valve  motions  described.  And 
all  this  is  done  without  the  use  of  in- 
volved mathematical  problems  or  unnec- 
essary scientific  nomenclature.  The  book 
is  severely  practical,  and  there  are  just 
enough  illustrations  to  render  the  work 
intelligible  to  the  reader  who  may  not 
have  any  previous  familiarity  with  the 
subjects,  and  at  the  same  time  admirably 
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suited  to  those  who  may  have  some  su- 
perficial knowledge  of  the  important  sub- 
jects treated.  That  the  book  will  con- 
tinue to  be  a  favorite,  especially  amon.ij 
the  younger  railway  men,  is  a  foregone 
conclusion.  The  earlier  and  elemental 
features  are  retained  and  the  new  addi- 
tions amply  sustain  the  original  merits 
of  the  work. 


The  Wonders  of  Utah. 
Among  the  numerous  bulletins  issued 
by  railway  companies  and  others,  the 
Salt  Lake  City  Passenger  Association 
has  issued  a  unique  folder  descrilnng 
and  illustrating  the  wonders  of  Utah, 
which  cannot  fail  to  attract  wide  atten- 
tion. Of  course,  tlie  traveling  public 
are  looking  for  something  new  all  the 
time,  and  the  enterprising  railway  men 
are  on  the  jol)  to  meet  the  demand.  In 
Utah  they  have  America's  Dead  Sea  so 
impregnated  with  solids  tliat  you  can- 
not sink.  Then  the  .Mormon  Temple 
and  Tabernacle,  with  its  unrivalled  pipe 
organ  that  shakes  the  earth.  Then 
there  are  copper  mines  where  one  thou- 
sand tons  of  copper  are  dragged  out  of 
the  lower  regions  every  hour  of  the 
day.  Then  the  canycns,  waterfalls  and 
kaleidoscopic  jjanorama  of  nature  in  all 
the  gorgeous  glow  of  rainliow  hues 
dazzle  tlie  beholder.  -Ml  this  and  more 
than  this  are  within  easy  reach  of  Salt 
Lake  City.  Mr.  J.  S.  Earley,  secretary 
of  the  Passenger  Association,  will  .send 
fuller  details  on  application  and  a  cijiy 
of  the  interesting  folder. 


Malleable  Iron  Coal  Picks. 

Tlie  malleable  iron  coal  picks  manu- 
factured l>y  the  National  .Malkaljle 
Castings  Company,  Cleveland,  Ohio, 
are  universally  acknowledged  to  have 
no  superior  for  use  in  locomotive  ten- 
ders, and  have  shown  their  utility  for  a 
great  many  years  in  many  of  the  largest 
railroads  in  America.  'I'lie  picks  are 
made  of  high  grade  niallcabU-  iron,  are 
carefully  designed,  neat  in  appearance, 
and  last  indefinitely.  Tliey  are  much 
more  reliable  than  cast  iron,  and  are 
cheaper  than  forged  steel,  and  can  at 
all  times  be  depended  upon.  A  new- 
circular.  No.  67,  has  just  been  issued  Ijy 
the  company  and  copies  inay  be  liad 
from  the  main  office  or  at  any  of  the 
branch  offices  at  Chicago,  Indianajx'lis 
or  Toledo. 


Tate  Flexible  Staybolts  and  Tools. 

The  Flannery  Bolt  Company.  X'aiia 
dium  Muilding.  Pittsburgh,  Pa.,  have 
pnblislied  their  catalogue  illustr.itinj: 
and  describing  staybolts  and  triol,  for 
the  installation  of  the  same.  This  ]>\\\t- 
liration  supersedes  previous  issue-,  and 
e.xtends  to  30  pages  of  letterpress  with 
64  illustrations.  Of  particular  interest 
is  the  full  and  clear  description  of  ihe 
tor, Is  for  installing  the  staybolts.     It  is 


hardly  necessary  to  repeat  the  fact  that 
the  service  records  of  the  Tate  Hexible 
staybolt  over  a  period  of  more  than  ten 
years  on  nearly  all  railroads  testify  lei 
the  economic  results  obtained,  com- 
pared to  the  service  of  the  rigid  stay- 
bolt.  Long  experience  has  shown  that 
tlie  earlier  designs  of  tlexible  staybolts 
contained  some  errors  which  have  been 
remedied  in  the  later  designs,  and  the 
staybolt  lias  now  been  reduced  to  a 
simple,  strong  and  serviceable  factor  in 
locomotive  boiler  construction  over- 
coming all  weakness  and  errors  in  past 
design.  The  revised  catalogue  contains 
lull  particulars  in  regard  to  the  latest 
designs  and  tools  for  applying  such, 
and  copies  of  the  catalogue  for  1914 
may  be  had  on  application  to  the  com- 
pany's office. 


Lock    Couplers    and    Packless    Valves. 

The  Gold  Car  Heating  &.  Ligliting 
Company,  17  Battery  Place,  New  York, 
is  ceinstantly  adding  to  its  stock  of  rail- 
way appliances.  Among  the  more  re- 
cent is  a  positive  lock  coupler  whicli 
shows  several  marked  improvements, 
especially  in  a  safety  device  whicli  pre- 
vents freezing  and  scalding  of  em- 
ployees. A  gravity  safety  trap  drains 
condensed  steam,  and  entirely  prevents 
freezing  of  hose  on  train  line.  It  is 
lighter  in  weight  than  the  older  styles 
and  consequently  causes  less  wear  on 
the  hose,  and  dry  steam  is  assured  at  all 
times.  Tlie  number  of  gaskets  is  also 
reduced.  It  is  easily  handled  and  will 
couple  perfectly  with  all  makes,  and 
only  needs  to  be  seen  to  be  appreciated. 
To  facilitate  the  handling  of  steam  heat 
a  packless  valve  has  been  perfected 
wliich  opens  or  closes  quickly  allowing 
the  trainmen  to  give  their  attention  to 
tlie  passengers.  There  is  also  a  twin 
type  of  this  valve  which  is  particularly 
intended  for  a  vapor  system,  but  can  be 
utilized  at  any  place  where  the  con- 
I  rolling  of  two  circuits  is  necessary. 
Circulars  describing  and  illustratin.L; 
these  clever  and  handy  appliances  may 
be  had  on  ;ipplication  to  the  company's 


Nev/  Branch  of  the  Joseph  T.  Ryerson 
&  Son  Company. 

Joseph  T.  Ryerson  &  Son  annouiu  i 
tile  eslalilishment  of  warehouses  in  St 
l.ouis  for  immediate  service  in  iheii 
lines  of  finished  steel  to  customers  in 
the  territory  tributary  to  St.  Louis. 
The  house  is  fortunate  in  entering  the 
field  with  the  taking  over  of  the  plant, 
merchandise,  equipment  and  good  will 
■  rf  the  W.  G.  Ilagar  Iron  Co..  and  also 
in  being  able  to  immediately  supple 
ment  this  plant  with  complete  modern 
warehouses  and  equipment  for  the 
handling  and  cutting  of  shapes,  jilates, 
reinforcing  bars  and  similar  hea\y  ma- 
terial. 


The  Armstrong 
Automatic  Drill  Drift 

IS  DRIFT  AND  HAMMER   COMBINED. 

M 


Tha    handle    or    driver    is    always 
ready    to    strike    a    blow    as    the 
spring     automatically     throws     i1 
back  into  position. 
LEAVES     ONE     HAND     FREE     TO 
SAVE   THE  TOOL. 
Special   Circular   mailed   on   Request. 

ARMSTRONG  BROS.  TOOL  COMPANY 

312   N.    Francisco   Ave.,   CHICAGO,    V.    S.    A. 


Nichols  Transfer  Tables 
Turntable  Tractors 

GEO.  P.  NICHOLS  &  BRO. 

1090  Old  Colony  Bldg.         CHICAGO 


Correspondence     Invited 

with   parties  owning   or   controlling 

RAILWAY     DEVICES 

of    Cast    Steel 

Readinfl   Specialties  Co  .    Sales  Aats 

Reading    Bayonne    Steel    Casting   0«., 

BEADING,    PA. 


Hydraulic 

Riveters   rixedand  Portable 

Punches,  Shears, 
Presses,  Lifts,  Cranes 
and   Accumulators. 

Matthews'  Fire  Hydrants, 

Eddy  Valves 

Valve  Indicator  Posts. 

The  Camden  High-Pressure  Valves. 


Cast  Iron  Pipe 


R.  D.  Wood  &  Company 

Engineers,  Iron 
Poundcr.s,  Machinists. 

100  Chestnut  St.,  Philadelphia,  Pa. 


CONGER'S 

AIR  BRAKE  CATECHISM 
AND  INSTRUCTION  BOOK 

i24th  Edilipn     270  pageB) 

Vary    Latest    on    Ooutruction    and    Oper* 
elon  of   Westinghouss  and  M.   Y.   Brakes. 

Oontains     Examination     Queation     for     Ea- 
glnemen   and  Trainmen. 

PRICE    ONE    DOLLAR 

ANGUS  StNClAlfi  CO.,  114  Liberty  SL,  New  Y»rt 
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German  Locomotives  for  the  South  Eastern  ®  Chatham  Railway 


Tlie  European  war-cloud  that  has  hurst 
with  such  unexpected  and  appalling  fury, 
as  it  were  out  of  a  summer  sky,  has  un- 
doubtedly cut  short  the  German  locomo- 
tive industry  as  well  as  many  other  in- 
dustries as  far  as  the  supply  to  the  foreign 
market  is  concerned.  It  may  not  be  gen- 
erally known  that  locomotives  made  in 
Germany  had  recently  begun  to  find  favor 
on  British  railways.  It  is  hardly  to  be 
imagined   that  the   material  or  workman- 


used  in  Great  Britain.  .\s  neutrals  wc 
refrain  from  venturing  any  opinion  on 
the  matter,  but  in  the  meantime  it  may 
interest  our  readers  to  learn  something  of 
the  most  recent  consignment  of  locomo- 
tives made  by  a  German  firm  and  now  in 
regular  service  in  Great  Britain. 

The  accompanying  illustration  shows 
the  type  of  ten  express  locomotives  built 
by  Messrs.  A.  Borsig.  of  Gegel.  Berlin, 
for   the    South    Kastcrn   &   Chatham    Rail- 


regularity  that  is  not  surpassed  on  any 
railway  in  Great  Britain,  and  some  of 
them  are  now  working  the  main  line  ex- 
press trains  in  connection  with  such  of 
the  European  Continental  service  as  is 
still  running. 

Some  of  the  general  dimensions  of  this 
type  of  locomotive  are  as  follows: 

Gauge,  4  ft.  S'/z  ins. 

Cvlinders,  205^  ins.  diameter  by  26  ins. 
stroke.  I 
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ship  were  in  any  respect  superior  to  that 
of  the  British  manufacturers,  but  the 
prices  were  lower,  inclusive  of  the  price 
of  shipment  from  the  German  ports,  and 
so  the  British  railroad  magnate  pocketed 
his  patriotic  pride  and  bought  in  the 
cheapest  market.  Possibly  the  Kaiser 
thinks  that  after  Europe  is  completely 
Germanized  all  the  locomotives  will  be 
made  in  Germany.  On  the  other  hand, 
many  enterprising  British  manufacturers 
are  convinced  that  they  have  seen  the 
last  of  the  articles  made  in  Germanv  and 


way  of  England.  The  locomotives  are 
equipped  with  superheater  appliances,  and 
although  the  engine  and  superheater  ap- 
paratus are  of  German  manufacture  the 
complete  boiler  mountings  as  well  as  all 
other  special  equipment  were  supplied  by 
British  manufacturers  to  the  specifications 
of  Mr.  R.  E.  L.  Mansell,  locomotive 
superintendent  of  the  South  Eastern  & 
Chatham  Railway.  The  locomotives  are 
said  to  be  fully  mee'.ing  the  expectations 
of  the  railway  officials  and  are  engaged 
in    high-speed   service   with   a   degree   of 


Coupled  wheels,  6  ft.  8  ins.  diameter. 

Bogie  wheels,  3  ft.  7  ins.  diameter. 

W'heclbase  of  engine,  24  ft.  3  ins. 

Wheelbase  of  tender,  13  ft. 

Total  wheelbase  of  engine  and  lender, 
46  ft.  2!4  ins. 

Boiler.  5  ft.  diameter:  length  11  ft.  5 
ins.  pressure,  160  ll»s. 

Tender,  capacity  3,450  gallons  of  water 
and  4  tons  of  coal. 

Total  length  over  buffers,  56  ft.  3"^  ins. 

Height  from  rail  to  top  of  smokestack, 
13  ft. 
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Rapid   Development  of  the  Virginian  Railway 
Largest  Coaling  Station  in  America 


It  may  not  be  generally  known  tbat 
Hampton  Roads  is  now  the  largest  coal- 
ing station  in  America.  The  pier  is  1,045 
ft.  long  from  bulkhead  to  outshore  end, 
built  entirely  of  steel  on  large  concrete 
foundations,  except  the  inshore  end 
which  consists  of  timber  trestle  ap- 
proaches. It  is  about  78  ft.  high  above 
water    level    at   outshore    end    and    is    65 


The  construction  of  the  Virginian  Rail- 
way had  tlie  effect  of  releasing  a  great 
domain  of  natural  resources,  for  it  is  un- 
questioned that  the  rich  and  extensive 
coal  deposits  of  West  Virginia  are  the 
most  important  body  of  wealth  of  the 
Old  Dominion,  next  to  that  of  Pennsyl- 
vania among  twenty-nine  coal  producing 
.States.     Xo  section  in   the   United   States 


GENER.SL  \'Ii:\V  OF  SE\V.\LL'S  POINT  C0.\1.  U.NI.OAIUXG  PIER  FROM  THE  SHORE. 


ft.  on  the  top,  accommodating  three 
tracks — two  delivery  tracks  and  one  cen- 
tral gravity  return  track.  The  capacity 
of  the  pier  is  over  15,000  tons  per  day  of 
ten  hours.  The  pier  can  accommodate 
eight  ships,  four  on  each  side. 

The  machinery  of  the  pier  takes  the 
coal  from  the  receiving  yard  and  pours 
it  into  vessels  lying  at  the  pier  at  the 
rate  of  a  car  every  two  minutes.  It  does 
this  by  means  of  a  number  of  hopper- 
bottom,  electrically-operated  shullle  cars. 
each  of  which  receives  an  entire  railmad 
carload  of  coal  at  a  time,  carries  it  ipiu 
on  the  pier,  and  unloads  it  througli  mi.\- 
ablc  chutes  into  tlie  vessel. 

This  immense  pier  is  the  lidiualer 
terminal  of  the  Virginian  Railway.  The 
basis  of  the  value  of  the  railway  is  coal — 
the  service  of  the  road  is  carrying  cn.d 
from  the  West  Virginia  mines  to  the 
seal)oard.  The  coal  territory  througli 
which  the  road  passe,  is  cxtri-mely  rich 
The  \'irginian  railroad  operates  frmn 
coal  fields  which  contain  over  twn  niillinn 
acres  of  the  finest  bituminous  coal  laml 
in  the  L'nited  States.  The  road  reunites 
the  two  sections  of  a  great  domain  wliich 
was  originally  the  single  Sl.itc  ■■!  \'ir- 
ginia.  Beginning  in  the  soutlurn  pan  "i 
West  X'irginia,  after  picrciui.'  the  .\1- 
Icgheny  Mountains,  traverses  Siiulh- 
erii  \irginia  to  the  Atlantic  Or<-.iu  Its 
terminal.  Sewall's  Point,  is  a  pt  Tiinsid.i, 
jutting  <iut  into  Hampton  Rtiads.  which 
form-  the  great  harbor  of  the  iiii]"irtant 
c'rniMurrial  and  niarilimc  cities  ..f  Nor- 
folk.   I'orisinoiith    and    Newport    News. 


cast  of  the  Mississippi  river  can  show 
a  greater  endowment  of  natural  resources 
than  these  wonderful  States.  There  are 
only  fdiu-  coimties  in  West  Virginia 
where  coal  is  not  foimd  in  paying 
(piantitifs. 

'Ihe  main  line  of  the  Virgnian  Railway 
is  442  miles  buig.  connecting  DeepwaliT. 
West     \irKinia,    a    gateway    c.t    Western 


stantial  kind,  adapted  for  extraordinary 
coal-carrying  work.  The  road  is  laid 
with  85-lb.  rail,  2,880  ties  to  the  mile— 
the  majority  of  white  oak — stone  ballast, 
steel  bridges  of  the  heaviest  American 
type  and  plate  girder  spans.  The  specified 
grades  were :  0.2  per  cent,  compensated 
against  eastbound  traffic — 80  loaded  cars 
of  100,000  pounds  capacity  from  the  yards 
at  the  coal  fields  to  tidewater,  and  0.6 
per  cent,  compensated  against  westbound 
traffic — returning  empties  in  trains  of 
equal  length.  The  location  and  grade  of 
the  road  w-as  determined  after  making 
hve  and  six  thousand  miles  of  field 
survexs. 

There  are  about  128  steel  structures  of 
different  lengths  from  8  to  2,155  feet  in 
length,  the  aggregate  length  of  the  steel 
structures  being  about  34,508  feet.  Ade- 
quate telegraph  and  telephone  train  dis- 
patching, signaling,  interlocking  and  de- 
railing, with  coal  and  water  appliances 
have  all  been  provided  for.  The  rapid 
growth  of  the  business  has  called  for 
extensive  additions  to  the  equipment. 
During  the  second  year  no  less  than 
3.CKX)  additi..nal  50-ton  steel  coal  cars 
were  placed  in  service.  The  locomotive 
and  car  equipment  in  service  is  the  best 
obtainable.  Tlie  locomotives  are  mostly 
of  the  heaviest  kind  of  the  Mikado  type. 
.A  number  of  Mallet  type  of  locomotives 
Iiave  recently  lieen  placed  in  service,  that 
are  among  the  lieaviest  and  most  power- 
fid  l.icomotives  in  the  world.  With  a 
tractive    effort    r,f    115.000    pounds    and    a 
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and  Southern  internal  CDmmcrce,  situated 
on  the  New  River  near  the  head  of 
navig.-ition,  with  Sewall's  Point  in  the 
.\tlantic  seaboard  already  referred  to.  It 
traverses  the  most  active,  productive  and 
valuable  coal  mines  in  West  \'irginia 
and  also  the  rich  agricultural  district  of 
s..uthern  \'irginia.  The  construction  of- 
the   road   througlioiu   is   of   the   most   sub- 


total  weiglit  of  744.(XX)  pounds,  these  en- 
gines are   in  a   class  by   theinselves. 

It  may  be  stated  that  the  crucial  point 
in     the     railway     is     a     portion     between 


Elmore  and  Clark's  Gap,  on  the 
water  division,  a  distance  of  al 
miles,  nearly  all  of  which  is  on 
per  cent,  grade  with  compensated 
of     12     degs.      Two     of    these    pc 
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Mallets  and  one  of  the  Mikado  type  haul 
over  4.500  tons  over  the  steep  grade 
referred  to  at  a  speed  of  over  15  miles 
per  hour.  The  majority  of  the  freight 
cars  are  of  the  flat  bottom  steel  gondola 
type,  adapted  to  the  coal  handling  method 
at  Sewall's  Point  pier,  and  also  for  gen- 
eral freight  service. 

The  Glen  Lyn  Bridge  over  the  New 
River  is  perhaps  the  most  striking  fea- 
ture of   this   remarkable   road.     It  stands 


moter.  As  a  proof  of  the  success  of  the 
enterprise  during  the  second  year  the 
receipts  from  operation  increased  about 
7S  per  cent.,  the  net  revenue  from  opera- 
tion increased  over  144  per  cent.,  and 
gross  revenue  increased  about  155  per 
cent. 

In  conclusion  it  may  be  conjectured  as 
to  what  comes  of  all  the  coal  now  find- 
ing its  way  in  increasing  quantity  to 
Sewall's    Point.     Xew    England   alone   re- 
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today  a  justified  model  of  engineering 
work.  Further  east  there  is  another 
viaduct  1,650  feet  in  length. 

The  traffic  of  the  Virginian  Railway  is 
logically  its  own.  Whatever  competi- 
tion there  has  been  with  existing  roads 
is  merely  incidental  and  has  not  reduced 
the  tonnage  of  these  roads,  but  has 
rather  increased  them  owing  to  the  in- 
flux of  population  in  the  regions  that  have 
been  opened  up  Iiy  the  Virginian  railway 


ceived  last  year  3,800.000  tons,  supplied 
by  vessels  from  the  great  port  of  Hamp- 
ton Roads,  and  the  increase  in  the  future 
will  doubtless  keep  pace  with  the  grow- 
ing requirements  of  the  country. 


The    Swiss    National   Exhibition. 

In  spite  of  the  appalling  clash  of  arms 
in  Europe  it  is  gratifying  to  observe  that 
considerable  interest  has  been  shown  in 
the  \'ery  comprehensive  exhibition  cover- 


rj.KX    LV.\    I;KI1J<,;E,    new    RI\ER.      the    L(5.\GEST    BRinCE    ON    THE    NIRGINIAN 
RAILWAV.     LENGTH,  2,155  FEEI. 


It  may  be  ad.Icd  that  the  great  and 
growing  railway  owes  its  existence  to 
the  mind  and  courage  of  Mr.  Henry  H. 
Rogers,  the  first  president  of  the  road. 
and  who  died  in  1909  a  few  months  be- 
fore the  road  went  on  an  operating  basis. 
The  enterprise  which  he  so  wisely  con- 
ceived and  so  firmly  established  is  being 
carried  on  with  a  high  intelligence  and 
a  fixed  resolution  worthy  of  its  first  pro- 


ing  railway  rolling  stock,  which  is  being 
held  in  Berne,  the  capital  of  the  Swiss 
republic.  The  Swiss  Federal  Railroads 
are  the  largest  exhibitors.  Among  other 
exhibits  is  the  first  locomotive  (now 
about  seventy  years  old)  ever  used  in 
Switzerland,  side  by  side  with  the  newest 
and  most  modern  locomotives  employed 
for  express  trains  on  the  St.  Gothard 
line.     The  new  Lotschberg  Railway  show 


their  2..S0O  horsepower  electric  engines, 
which,  being  the  most  powerful  locomo- 
tives of  the  kind  in  the  world,  prove 
of  utmost  interest  to  technicians.  The 
exhibits  include  also  special  invalid  rail- 
way carriages,  which  can  be  used  for  in- 
ternational traffic,  rotary  snow  ploughs, 
mail  and  luggage  vans,  also  vans  for  the 
transport  of  wine,  beer  and  meat,  and 
other  perishable  articles  or  goods  which 
must  be  kept  cool. 

The  machinery  hall  has  two  galleries 
reached  by  electric  elevators.  The  ma- 
chinery exhibited  includes  steam  and  wa- 
ter turbines,  pumps  and  mechanism  used 
in  the  preparation  of  food  products,  also 
a  Diesel  oil  engine.  There  are  two  main 
divisions  in  the  hall,  one  for  high-current 
and  the  other  for  low-current  machinery. 
The  exhibits  of  the  .\ssociation  of  Swiss 
Electro  Technicians  and  of  the  Swiss 
Electricity  Works  are  under  the  same 
roof,  Switzerland  being  one  of  the  fore- 
most countries  in  the  application  and 
knowledge  of  electricity. 


Chilean  Railway  Extension. 
The  Northern  Longitudinal  Railway  of 
Chile  is  now  in  full  operation  the  work 
being  entirely  completed  connecting 
Pisagua  in  the  north  of  Chile  with  \'al- 
paraiso,  Santiago,  and  Puerto  Montt,  well 
to  the  south  of  the  country,  a  distance  of 
about  1,960  miles.  The  new  portion  from 
Iquique  to  Calera,  a  distance  of  about 
750  miles,  has  been  constructed  within 
the  past  three  years  and  cost  about 
$40,000,000,-  and  is  to  be  operated  for  50 
years  by  the  Chilean  Northern  Railway 
Company,  Calera,  Chile,  an  operating 
company  organized  by  the  Howard  syn- 
dicate, which  supplied  the  money  under 
a  guaranty  from  the  Chilean  Government. 
The  gauge  of  this  line  is  3.28  feet,  while 
the  gauge  of  the  old  portion  of  the 
Longitudinal  Railway  is  5  feet  6  inches. 


Splendid  Engine  Performance. 

Much  intelligent  energy  has  been  de- 
voted to  training  locomotive  firemen  to 
do  their  work  so  that  the  fuel  that  they 
supply  to  fireboxes  shall  perform  its  full 
duty  in  steam  generation,  but  the  results, 
as  a  rule,  have  not  been  worth  txiasting 
about.  We  have,  however,  seen  figures  of 
fuel  used  during  a  run  on  the  Erie  Rail- 
road that  show  as  good  performance  as 
any  run  we  remember. 

Engine  2,536,  belonging  to  the  Erie 
Railroad,  made  recently  four  trips  over 
the  first  division,  a  distance  of  512  miles 
with  one  tank  of  coal.  The  fire  was 
cleaned  tour  times  on  this  supply  of  coal. 
The  coal  consumed  was  51  pounds  per 
mile.  In  one  direction  the  train  hauled 
consisted  of  seven  cars,  while  on  the  re- 
turn trip  there  were  11  cars.  The  engine 
crew  arc  naturally  proud  of  the  perform- 
ance, which  is  a  very  good  sign. 
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General  Correspondence 


Early  Locomotives. 

Edithk  : 
In  the  November,  1913,  issue  of  K.mi,- 

\V.\V      .\ND      LOCO.MOTIVE      ENGINEERING      ail 

article  appeared  in  regard  to  the  lirst  ten- 
wheel  locomotive,  and  credit  was  given 
to  the  Boston  firm  of  Hinckley  & 
Driiry.  In  the  December  number  follow- 
ing several  readers  took  exception  to  tlie 
claim  that  Hinckley  &  Drury  had  Iniilt 
the  tirst  ten-wheeler,  and  stated  that  the 
Norris  locomotive  "Chesapeake"  on  tlic 
Philadelphia  &  Reading  was  the  tirst  ui 
that  type.  As  it  was  built  in  1846,  the 
claim  is  evidently  well  founded,  because 
from  the  record  of  Hinckley  &  Dniry 
it  appears  that  their  first  ten-wheeler  was 
not  built  until  1847,  and  on  May  18  of 
that  year  they  delivered  to  the  Boston  &: 
Maine  the  engine  "New  Hampshire,"  witli 
six  coupled  drivers  and  a  four-wheeled 
truck.  This  engine  was  inside  connected, 
will]  cylinders  16  inches  by  20  inches  and 
driving  wheels  3  feet  10  inches  and 
weighing  43,700  pounds.  The  tank  liad  a 
capacity  of  1.600  gallons  and  was  mounted 
on  two  four-wheeled  trucks. 

(Jn  January  14,  1848.  they  delivered  a 
locomotive  of  similar  diinensions  to  tlie 
Northern  Railroad  of  New  Hampshire, 
and  on  June  29  and  30.  1848,.  two  more 
of  this  type  were  built  for  the  Michigan 
Central  and  bore  the  names  of  "Niagara" 
and  "Aetna."  These  were  followed  on 
August  9  and  10  of  the  same  year  by  two 
more,  named  "Hecla"  and  "Salamander," 
while  the  "N'csuvius"  came  next  in 
September. 

The  Michigan  Central  was  very  pr.i- 
gressive  in  its  early  motive  power,  and  if 
any  reader  of  R.mlw.w  and  I.ocomotivf. 
Engineering  is  fortunate  enough  to 
possess  a  photrjgraph  of  any  of  these  e.-irly 
ten-wheel  engines  the  writer  would  In 
pleased  to  hear  from  him. 

F.  S.  \Vv.M.\x. 

IValthinn.  Mass. 

Old  and  New   Australian   Locomotives. 

¥.iin"i< : 

Enclosed  arc  photographs  of  two  of 
our  locomotives,  representing  the  oldest 
and  newest  types.  Locomotive  No.  3  used 
in  1864.  It  was  built  by  Neil-on  &  Co.. 
Glasgow.  Its  cost  landed  in  QiHcnsland 
was  £1,800.  It  is  of  the  AlO  rl:,ss,  f,,nr 
coupled  wheels  of  3  ft.  diaiK'icr  wiib 
radial  pair  2  ft.  diameter  trailing.  Cyl- 
inders, 10  ins.  diameter  by  IS  ins  slmke. 
Boiler  pressure.  120  lbs.  Wei^;l;t  of  en- 
gine in  working  order,  13  tons  13  cwt. : 
weight  of  tender  carrying  2  li.ns  10  cwt. 
of   coal    and    560   gals,   of   water,   8   tons 


9  cwt. ;  total  weight  of  engine  and  tender, 
22  tons  1  cwt.  Tractive  efficiency,  4.800 
lbs.,  e(|u;d  to  hauling  53  tons  over  the 
Main  Range  at  a  speed  of  15  miles  per 
hdur,  or  110  tons  on  the  level. 

Locomotive    No.   692    (1914   type),    de- 
signed and  cunstructed  at  the  Government 


Gasoline  Driven  Hand  Cars. 

EiiiTOR : 

.■\  trip  across  the  American  continent 
will  reveal  to  any  observing  observer,  en- 
sconsed  in  the  luxury  of  our  tail-end  cars, 
that  the  West  is  not  so  delinquent  as  is 
tlic  East  in  furnishing  modern  devices  for 


l-lFT'i'  VKAR.i.lLD    r.<JCO.\Il.in\"  E    .STIl.l.    Rr.\.\lX(;    I.\    nrKK\SI,.\NL). 


K.iihvay  Workshops  at  Ipswich.  It  is  of 
tlie  C18  class.  Eight  coupled  wheels  of 
4  ft.  diameter;  four  wheeled  leading 
bMi^ie  with  wheels  2  ft.  4  ins.  diameter; 
d.inlile  bosie  tender  with  wheels  2  ft.  9  in. 
diameter.  Cylinders,  18  ins.  diameter  by 
23  ins.  stroke.  Weight  of  engine  in 
working  order  51  tons;  weight  of  tender 
carrying  7  tons  of  coal  and  3,500  gals, 
of  w.iicr.  40  Inns;   tntal   weisilit   of  engine 


her  sectirm  laborers.  I  was  not  a  little 
surprised  to  see  Western  section  men 
equipped  with  hand-cars  devoid  of  pump- 
ing handles,  same  having  been  stripped 
of  these  labor  absorbers  because  of  the 
installation  of  gasoline  motors  within  the 
bowels  of  the  car. 

In  the  East  it  is  still  the  duty  of  man 
to  expend  his  valuable  muscular  energy 
through  the  afores.-ild  handles  and  to  find 


i..\ri:sr  rvn-: 


)!•■   I.OCo.Moini-:  rON.STIU(   I  i;i>   l\   ofKKXSL.-XXU. 


.•ind  tender,  "!'!  tons.  Tractive  efficiency, 
21.735  lbs.,  equal  to  hauling  240  tons  over 
the  Main  Rani.;e  at  20  miles  per  hour,  or 
500  tons  on  tlie  level  at  40  miles  per 
hour.  It  is  filled  with  pneumatic  aslipau 
(operated  from  c.'ib)  and  first  locomotive 
in  Queensland  to  be  fitted  with  i)ision 
valves  and  su[)erheatcrs. 

Ek.vnk   .Anscii.xx. 
Marybnyiiu'^h.  Queensland. 


himself,  each  morning,  tired,  ambitionless 
at  the  [)art  of  his  maintenance  domain 
where  the  daily  labor  Iiegins. 

Such  are  the  peculiarities  of  the  East. 

I  am  in  favor  neither  of  the  East  nor 
of  the  West.  1  am  impartial.  But  to  give 
the  Eastern  railroad  man  a  tip,  I  might 
relate  the  methods  employed  by  Western 
section  foremen  in  furthering  their  own 
interests  and  the  interests  of  their  employ- 
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ing    corporation     or     railroad     company. 

These  foremen  bought  motors,  suitable 
for  hand-car  propulsion,  with  money  fur- 
nished from  their  own  pockets.  They  liad 
to  dig  down  pretty  deep,  too,  mind  you ; 
the  cost  of  good  power  equipment  total- 
ing, in  some  cases,  as  much  as  $100.  They 
did  not  act  in  unison,  for  it  was  not  a 
plot  against  the  railroad  company.  A  la- 
borer lovjs  comfort  and  efficiency  as  will 
as  you  and  I  do.  I  know,  for  I  once 
tamped  ties  and  drove  spikes,  all  of  which 
is  exhilarating  and  useful  labor.  Such 
labor  is  neces.sary,  whereas  pumping  a 
hand-car  via  the  hand-route  is  unneces- 
sary as  long  as  it  can  be  done  by  power. 

Other  foremen  on  the  same  sub- 
division beheld  this  car,  admired  it,  and 
coveted  it,  because  they  saw  with  half  an 
eye  that  it  was  good.  To  prove  their 
approval  every  foreman,  to  a  man,  bought 
an  engine  with  his  own  hard-earned  Loin. 
The  company,  pleased  with  its  progress- 
ive employees,  gladly  agreed  to  furnish 
the  necessary  gasoline.  And  after  a  time 
the  company  went  even  further.  The  com- 
pany bought,  outright,  the  entire  equip- 
ment that  had  been  previously  purchased 
by  the  foremen. 

The  company  now  owns  and  furnishes 
gasoline  hand-cars.  The  handle-cars  arc 
tabooed. 

Mathematically,  I  cannot  prove  that 
gasoline  cars  are  monej'-savers.  They 
save  time  morning,  noon,  and  evening  be- 
cause they  travel  at  twice  the  speed  at- 
tained by  hand-pumping,  and  the  money 
thus  saved  in  a  single  year  more  than  pays 
for  the  initial  cost  of  the  power  equip- 
ment, with  a  crew  of  five  men  and  a  fore- 
man. The  surplus  saving  just  about  pays 
for  the  gasoline.  The  venture,  therefore, 
comes  out  about  even,  figuring  roughly. 

Considering  all  points,  though,  I  favor 
power  drive  for  the  same  reason  that  I 
would  prefer  power  drive  on  my  wife's 
washing  machine — if  she  did  the  washing. 
Where  power  drive  is  possible,  and  if  it 
appears  to  be  economic,  use  it.  The 
chances  are  that,  eventually,  it  will  be 
economic.  N.  G.  Near. 

Woolworth  Building,  New  York,  A'.  )'. 


Fitting    Locomotive   Air   Pump    Piston 

Rings. 
Editor  : 

The  writer  has  noted  with  interest  the 
query  on  page  257,  July  issue  of  Railw.w 
A.Nu  Loco.MOTivE  ExciNEERiN-G.  relative  to 
the  above  subject.  After  having  tried  the 
various  methods  of  fitting  these  rings.  I 
have  adopted  the  springing  method  re- 
ferred to.  If  a  little  care  is  exercised, 
just  as  good,  and,  under  certain  condi- 
tions, better  results  can  be  obtained  by 
this  method,  and  with  a  fraction  of  the 
cost  of  the  spotting  method,  as  it  usually 
requires  only  about  ten  minutes  to  fit  the 
four  main  cylinder  rings. 

Where  it  is  desired  to  spot  these  rings, 


an  excellent  plan  is  to  provide  cast-iron 
templates,  J4  'i-  thick  and  15  ins.  wide, 
bored  to  standard  dimensions,  viz.,  9V2 
ins.,  9  9-16  ins.,  etc.,  with  an  adjustable 
bracket  to  hold  the  template  between  the 
operator  and  the  light,  the  relation  be- 
tw-een  the  periphery  of  the  ring  and  tem- 
plate bore  is  easily  observed,  and  with 
a  little  practice  the  ring  can  be  filed  down 


to  conform  to  the  template  bore  much 
quicker  than  spotting  the  ring  to  the  cyl- 
inder. Illustration  No.  1  shows  an  exag- 
gerated view  of  the  ring  in  a  template. 
The  use  of  these  templates  will  also  en- 
able one  to  easily  spring  down  a  large 
ring  to  fit  small  bores. 

.•\fter  the   ring  has  been  filed  down  to 


JAWS  OF  PINCERS 


FIG.   2. 

a  correct  bearing  it  becomes  eccentric 
shaped.  -According  to  theory,  in  order  to 
secure  a  constant  unit  stress  in  any  section 
of  the  ring  and  a  constant  bearing  pres- 
sure around  the  circumference,  the  ring 
would  have  zero  thickness  at  the  cut  and 
maximum  thickness  opposite  the  cut ;  this, 
of  course,  would   not  be   practicable,   but 


PINCERS  CLOSED 


goes  to  show  that  perfection  is  practically 
not  attainable  in  ordniary  ring  fitting. 

The  above  described  conditions  are  ap- 
proximated in  triple  valve,  or  governor 
rings,  etc. 

The  importance  of  having  rings  to  fit 
properly  in  the  groove  of  the  piston  can- 
not be  overestimated,  as  these  rings  are 
really  double-seated  check  valves,  which 
prevent  the  escape  ■  i  air  which  is  usually 


under  high  pressure,  and  under  these  con- 
ditions any  leakage  by  the  piston  rings 
means  a  marked  loss  of  pump  efficiency 
and  a  consequent  danger  of  excessive 
heating. 

Springing  a  ring  to  fit  a  cylinder  bore 
overcomes  the  necessity  of  disturbing  its 
periphery,  or,  in  other  words,  the  ring  is 
sjjrung  bodily  out  against  the  cylinder 
wall,  its  ends  being  used  as  a  fulcrum  to 
accomplish  the  same.  (I  might  add  just 
here  that  rings  furnished  by  the  Air  Brake 
Manufacturers  seem  to  be  just  right  for 
springing.) 

Just  enough  stock  is  removed  from  the 
ring  ends  to  permit  the  ring  to  spring 
out  against  the  cylinder  wall  all  around 
when  assembled  in  its  respective  piston 
groove.  To  determine  when  a  sufficient 
amount  of  stock  has  been  removed,  force 
the  ring  side  faces  together  with  a  pair 
of  pincers  or  some  other  suitable  tool, 
until  the  ring  fits  tightly  against  the  cyl- 
inder wall  (note  illustrations  Nos.  2  and 
3),  continue  to  file  down  the  lap  until  the 
ring  side  faces  are  drawn  almost  parallel 
or  until  an  overlap  of  about  0.002  in.  re- 
mains. Considerable  force  will  be  re- 
quired to  move  the  piston  and  rings  in  its 
cylinder ;  this  friction,  however,  has  a  ten- 
dency to  smooth-up  the  cylinder  quicker. 
( I  might  add  here  that  any  "bored"  cyl- 
inder is  more  or  less  rough,  and  must  be 
smoothed  up  by  the  action  of  the  rings 
against  it.)  A  9y2-\n.  pump  ring  has  a 
rubbing  surface  of  about  11  sq.  ins.  and 
the  cylinder  has  a  surface  of  about  300 
sq.  ins.,  hence  the  importance  of  smooth- 
ing up  the  cylinder  with  as  little  ring 
wear  as  possible. 

.'\fter    the    pump    has    been    assembled 
ready  for  test  the  air  cylinders  should  be 
liberally  lubricated  with  a  light  bodied  oil, 
preferably  through  a  sight  feed. 
J.  .•\.  Jesson, 
Louisville  &  Nashville  Ry. 

Corbiii,  Kv- 


British   Cars  and   Corridors. 

Editor  : 

In  reference  to  British  cars  described 
in  the  Au.gust  issue  it  is  inferred  that  as 
llie  corridors  arc  on  one  side,  the  vesti- 
bule is  also  on  the  side.  This  gives  a 
wrong  impression  because  the  vestibule 
is  central.  A  few  cars  with  vestibules  on 
the  side  were  built  many  years  ago,  at  the 
advent  of  the  corridor.  Of  course,  there 
are  a  great  many  non-corridor  cars  used 
on  shorter  runs,  and  naturally  when  cor- 
ridor cars  are  mixed  with  these  there  is 
no   inter-communication. 

.\nothcr  thing— it  is  stated  that  the 
cars  arc  unadorned.  It  struck  me  that 
r.nglish  cars  are  more  elaborately  deco- 
rated than  .American  cars,  but  I  think  the 
severe  simplicity  of  the  latter  is  prefer- 
able. .\  plan,  frequently  adopted  in  Eng- 
land, is  to  have  photographs  of  places 
served    by    that   particular    railway   fixed 
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around  the  walls  of  each  compartmeiu. 
This  serves  as  a  simple  decoration,  is  a 
good  advertisement  and  frequently  of  in- 
terest to  the  traveler. 

Although  the  English  system  of  Iian- 
dling  baggage  is  inferior  to  ours,  it  seems 
to  me  that  its  faults  are  exaggerated.  I 
have  traveled  in  England  in  a  party  of 
four  or  live  people,  and  we  never  had 
any  troul)lc  in  securing  baggage  promptly 
and  never  lost  anything.  Althougli  tliere 
arc  many  opportunities  for  liaggage  to  In- 
stolen,  it  must  not  be  forgotten  that  tliere 
are  diances  for  the  same  thing  lure. 
especially  at  smaller  stations  where 
trunks  and  other  articles  are  left  outside 
while  the  station  agent  may  be  at  tlie 
freight  house,  situated  a  consideraljle 
distance  away.         \\'ili.i.\m  ti.  Laxijo.n. 

.Vr-u.'   York.  X.   V. 


Setting    Eccentrics    and    Broken    Feed 

Valve   Pipe. 
Editor  : 

I  ha\e  read  in  \.iur  August  number  the 
article  on  "Setting  Slipped  Eccentrics," 
In  S.  K.  P...  whicli  I  note  he  regards  as 
a  \er\  simple  and  e.xpe<htinus  method. 
and  witli  your  permission  I  will  nmv  re- 
late how  l-"orney's  Catecllism  taught  the 
writer  to  set  eccentrics  on  an  intlirect 
motion   engine  in   1878. 

Place  the  crank  on  forward  center  on 
the  disabled  side,  if  the  foregoing  eccen- 
tric, i)!acc  the  reverse  lever  in  full  gear 
forward,  put  the  large  i)art  of  pulley 
above  the  axle,  and  move  it  forw;ird  im- 
til  steam  will  escape  from  front  cylinder 
cock,   then    fasten    it. 

If  the  back  going  one  on  the  same 
side,  jilace  reverse  lever  in  full  li.ick  ge.ir, 
put  large  part  of  pulley  below  the  axle, 
then  move  it  ahead  until  steam  will  es- 
cape from  the  same  cylinder  cock.  In 
days  gone  by.  many  slipped  eccentrics 
have  lieen  correctly  set  in  this  manner, 
ai'.d  it  is  for  your  readers  to  judge  wliich 
is    the    easier    method. 

Tl'.e  advice  given  in  your  .\iigust  num- 
ber by  .Messrs.  Ilahm  &•  P.urgh  re  bmk  -n 
pipes  on  Xo.  6  K.  V .  equiimient  d■.K•^  not. 
according'  to  my  understanding,  cover  the 
grouiiij  fully.  1  will  intrude  on  your 
space  by  referring  only  to  one  jiart  of 
their  comniunication  i.  c.,  "l-'eed  v.ilvc 
pipe  1)rriken  off  under  automatic  br.ikc 
valve."  and  will  olTer  the  folbjwing  as 
a    iiKrde   of   [jrocedure. 

Take  all  tension  from  regulating  spring 
oi  feed  v.ilve  and  plug  the  opening  unrler 
brake  valve,  .\djust  maximum  govern^jr 
head  for  the  desired  brake  pipe  pressure. 
r)i>^connect  distributing  valve  rele.-.-i  pipe 
fr^.m  automatic  brake  valve,  carry  brake 
v.ihe  midway  between  release  and  nm- 
nirg  I'ositir.n.  v.liich  .provides  ^n.  .ciint 
oiponiiig  to  siiii]>!y  lirakc  pipe  and  d  'c,. 
aw;iy  with  the  necessity  of  making  :c  blind 
j"int  on  oicr.-'.tin','  i>ipe  of  exce^-;  |ires- 
si:re  governor  be,-!.' 


^prm 
iirovi 


J.. lilt 


this  position  of  the  br.ike  valve  al- 

niain     reservoir    air    to    reach    the 

;    chamber   of    this   governor   head, 

led    the    i)ipe    connection    is    made 

e  lirake  valve.     If  it  happened  to  be 

luipmeiit   with  the  top  governor  pipe 

.■cted  to  same  part  of  the  feed  valve 

las    tliey    sometimes    are)     a    blind - 

would  then  be  required  in  the  oper- 

pipe    of    tiiis    governor    head,    and 

irake  valve  might  be  carried   in   full 

se    iiosition    if    desired. 

.;„,',.».  .V.  B.  I.  R.  C. 


Longest    Stretch    of    Straight    Railroad 
in  the  World. 


I  see  in  a  recent  issue  of  R.mlwav  and 
I.OCO.MOTIVE  EXGINEERING  you  State  the 
lipiigcst  stretch  of  straight  railroad  in  the 
worbl  without  a  curve  is  in  New  Zeal- 
,111(1.  the  distance  being  130  miles.  This 
IS  incorrect  as  you  will  find  liy  tlie  en- 
closed   iii;ips    of    New    South    Wales    and 


is  407  feet  in  length,  over  which  runs  a 
single  track  for  the  Canadian  Pacific  rail- 
road trains.  The  swinging  and  the  end 
piece  shoe-jacks  operate  by  electric  mo- 
tors from  a  center  cabin  elevated  over 
the  track.  l-Tom  tiine  to  time  it  was 
found  that  the  bridge  tended  to  tilt  to 
one  side,  especially  the  south  end,  wdiich 
is  on  a  curve,  and  finally  a  serious  crack 
developed  in  the  ma.sonry  wdiich  grew 
worse  every  day,  and  in  order  to  keep  the 
bridge  safe  we  had  to  devise  some  kind 
of  relief  or  safeguard  to  prevent  a  total 
rupture. 

Arrangements  had  to  be  made  to  make 
the  necessary  repairs  wdthout  interrupt- 
ing the  running  of  the  trains  on  the  track, 
and  at  the  same  time  not  to  interfere 
with  boats  passing  through  the  canal. 
The  accompanying  drawing  shows  the 
crack  in  the  masonry  which  amounted  to 
fifteen-sixteenths  of  an  inch,  and  also 
shows  how  the  repairs  were  accomplished. 
A  one-half  inch  steel  plate  was  made  in 
three   sections,   and   drilled   to   fit   on   the 
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New  Zealand.  Vou  will  lind  the  biiigi-st 
and  most  level  stretch  of  railroad  in  the 
world  is  across  the  plain  from  Nyngan 
to  I'.ourke  on  the  Western  Line  of  New 
South  Wales  (iovermneiit  Railways,  the 
distance  being,  according  to  tlie  olTici.'il 
lime-table,  126  miles.  Height  above  sea 
level  at  Xyngan,  570  feet,  and  at  P.ourke, 
3.iO  fec-t  ;  the  highest  point  between  the 
two  towns  being  at  Coolabah,  738  feet. 
The  longest  stretcli  of  straight  road  in 
.\'ew  Zealand  is  between  Hornby  and 
Rangitata.   about   70  miles. 

.\.     R.     MkHUII  IKLD. 

.Sv(/".-v,  .V.  .V.  (/'. 


Clever  Bridge  Repair. 

Kv  .1.  G.  KoiTM.. 

Kl.lX'TKICAI.    Sll'KHIXTK.\I»r..\T    OF    DRinGES, 
SAII.T    STK.     .MARIE,    ONTARIO,    CANAD.V. 

(In  the  end  piece  of  a  swing  bridge 
.rossing  the  Ste.  Marie  .Ship  Caii;d  .'it 
Soo,  Ont;uio.  ;i  rejjair  was  recently  maile 
in    a    verv    eliieieiil    manner.      The    bridge 


jack-shoe  b,.lt-.  and  one  jack-shoe  at  a 
time  was  removed  and  the  plate  laid  in 
place  and  the  jack-shoe  replaced.  When 
both  plates  were  secured  in  position,  then 
the  center  ]>l;iie  was  put  in  and  the  bolls 
screwed  down.  :ind  when  all  were  in  ten- 
sion the  masonry  was  drawn  into  its 
origin.-il  position,  while  a  mixture  of 
cement  was  poured  into  the  cr.ick,  which 
made  a  very  g.iod  job,  as  the  foundation 
is  now  apparently  as  good  as  could  be 
desired,  and  safer  than  the  original  struc- 
ture, as  nothing  short  of  .-iii  eanhi|Uakc 
could  move  the  steel  plate  thai  we  added 
tij  the  stnuture. 

Not  onlv  sM.  !,ut  it  is  evident  at  a  glance 
tliat  a  new  idea  has  been  added  to  slnic- 
tures  of  this  particular  kind.  Masonry 
under  direct  vertical  pressure  is  always 
reliable,  but  under  slightlv  horizontal 
pressure  of  an  intermittent  kind,  such  as 
is  caused  by  the  oscillation  of  a  heavy 
locomotive  and  attached  train  rounding  a 
curve  the  tendency  of  the  masonry  to 
crack  or  dis|.K-.-iie  is  very  great,  and  a 
reinforcing   plate   should   be  used. 
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Reminiscenses   of   Early   Air   Brakes, 
Uv    Ai.i.A.\    McDLhh, 
Cedar  Rapids,  Iowa. 

As  I  now  recall  about  the  year  1874 
when  were  were  all  studying  the  West- 
inghouse  air  brakes  with  the  B.  C.  K.  & 
N.  Railroad,  the  disposition  of  the  rail- 
road managers  in  those  days  was  to  in- 
crease the  speed  of  railway  trains,  espe- 
cially on  passenger  trains.  As  the  speed 
of  trains  was  increased,  the  necessity  for 
better  devices  to  effect  quick  and  power- 
ful brakes  was  augmented,  and  thus 
steam  or  other  power  brakes  had  been 
substituted  for  human  power.  Continuous 
straight  air  brakes  had  been  invented  by 
George  W'estinghouse,  all  tending  to  in- 
crease the  safety  of  passengers  and  pre- 
vent accidents.  Abundant  instances  were 
cited  wherein  the  safety  or  destruction  of 
a  fast  train  had  depended  upon  whether 
two  seconds  or  eighteen  seconds  had 
elapsed  between  the  application  of  the 
brake  and  the  development  of  the  retard- 
ing force  on  the  wheels  of  the  cars  in 
the  train.  It  was  claimed  at  this  time 
that  tests  had  been  made,  that  theoret- 
ically a  perfect  continuous  brake  should 
stop  a  train  running  at  40  miles  per  hour 
in  bad  weather  in  a  distance  of  800  to 
1,200  feet,  in  fair  weather  260  to  320  feet. 
The  first  W'estinghouse  air  pumps  we 
applied  on  locomotives  of  the  B.  C.  R.  & 
N.  R.  R.,  now  a  part  of  the  Rock  Island 
system,  were  the  long  stroke  "6"-inch  air 
pump,  with  main  square  piston  rod  and 
oscillating  reversing  piston  valve.  The 
brake  was  known  as  the  straight  air 
brake,  as  the  automatic  brake  had  not 
been  invented  at  this  time.  Had  the 
W'estinghouse  air  brakes  been  as  well  un- 
derstood by  locomotive  engineers  and 
other  men  in  charge  of  brakes  as  they  arc 
today,  the  W'estinghouse  straight  air 
brake  would  have  been  more  effective 
from  its  introduction,  and  would  have 
developed  more  quickly  during  the  first 
years  of  its  trial.  I,  like  a  great  many 
others  in  cliarge  of  the  W'estinghouse  air 
brakes  on  cars  and  engines,  and  in  charge 
of  the  repairs  of  same,  searched  for  in- 
formation on  the  principle  of  the  air 
pump,  but  the  only  way  to  find  this  in- 
formation was  to  study  it  out.  At  this 
time  there  was  no  air  pump  governor,  in- 
stead there  was  a  safety  valve,  and  on 
the  main  reservoir  there  were  no  triple 
valves.  Straight  air  brakes  did  not  need 
triple  valves.  The  engineer's  valve  was 
a  three-way  cock  without  any  retaining 
valve  in  train  i>ipe.  The  hose  was  rub- 
ber with  straig]it  coupling  with  valves  in 
ends  of  coupling,  the  valves  being  held 
open  in  hose  coupling  by  contact  with  one 
another.  Those  pioneer  air  pumps  and 
brakes  were  exposed  to  the  most  severe 
service.  When  the  engineer  would  apply 
the  brake,  he  would  turn  on  all  the  air  in 
the  main  reservoir  and  leave  the  full  com- 
munication open   between  main   reservoir 


and  train  line.  When  he  released  the 
brakes  he  exhausted  all  the  air  on  engine 
and  train,  then  the  pump  would  run  off 
at  a  high  rate  of  speed,  pounding  the 
lower  air  cylinder  head  and  jarring  the 
internal  mechanism  loose.  Other  bad 
things  to  be  contended  with  in  those  days 
were  the  pump  lubricant,  steam  cylinder, 
and  air  cylinder.  The  air  pump  had  to 
be  lubricated  with  tallow.  We  would  get 
a  luliricant  of  tallow  from  the  butcher 
shops  with  pieces  of  meat  in  it.  One  of 
the  defects  in  the  air  pump  at  the  time  I 
speak  of  would  be  what  you  might  call 
candle  in  the  valve  chambers  of  the  air 
cylinder  of  the  air  pump.  The  engineer,  as 
a  general  thing  in  those  days,  had  many 
ideas  of  how  fast  he  wasted  the  air  in 
making  a  stop,  and  when  he  did  not  have 
the  pressure  of  air  he  would  like  to  have, 
he  would  conclude  that  there  was  some- 


I  had  been  constantly  in  charge  of 
W  estinghouse  air  brakes  and  other  makes 
of  air  brakes  on  all  the  locomotives  and 
cars  of  the  B.  C.  R.  &  K.  from  1874  to 
1907,  and  my  experience  with  the  West- 
irghousc  air  brake  has  been  that  had  the 
brake  been  handled  in  the  same  manner 
from  1874  until  the  automatic  brake  was 
universally  applied,  the  results  would 
have  been  difTerent. 

1  have  known  engineers  that  have  run 
their  engines  into  the  hind  end  of  another 
train,  or  the  front  end  of  another  engine, 
and  reported  their  engineer's  valve  was 
out  of  order  and  would  not  operate  the 
brakes,  and  felt  outraged  because  they 
were  suspended  for  thirty  days.  They 
said  brakes  could  not  be  operated  with  an 
engineer's  valve  in  the  condition  that  the 
valve  on  their  engine  was  in;  they  knew 
V.  hat  they  were  talking  about,  and  it  was 
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thing  wrong  witli  the  air  end  of  tlie  pump, 
and  he  would  apply  the  tallow  pot  and 
till  the  valve  chambers  of  the  air  cylinder 
full  of  tallow  ;  air  strainers  on  the  intake 
were  not  general  in  those  days.  When 
the  tallow  would  become  chilled  and 
mixed  with  dust  in  valve  chambers  of  air 
cylinder  of  air  pump,  then  something 
would  go  wrong  with  the  pump,  there 
v.'ould  be  no  air  and  have  to  brake  by 
hand.  I  would  take  the  cap  of  the  upper 
air  valve  in  air  cylinder  and  tind  it  solid 
with  tallow  and  dust  combined.  Then  I 
would  remove  upper  air  valves  and  seats. 
valve  stop  on  lower  air  valve,  take  ofT 
lower  air  cylinder  lii;id.  then  take  a  ham- 
mer and  a  piece  of  a  broom  handle  and 
drive  a  stick  of  tal'^nv  the  full  length  of 
valve  air  chamber  and  diameter  of  valve 
seats,  out  of  the  air  end  of  the  pump,  and 
take  a  wire  and  i  ;>en  the  passage  way 
across  the  cylinder  head  on  upper  end  of 
air  cylinder.  Th've  were  the  principal 
devices  of  the  piciK-er  W'estinghouse  air 
pump  and  continu'iis  air  brakes. 


iload   wrong   lo   punish   a   man   for  some- 
thing he  was  nut  to  blame  for. 

I  would  have  the  engineer's  valve  re- 
moved fmm  the  engine,  and  coupled  up 
lo  the  train  en  the  instruction  car.  I 
would  call  the  traveling  engineer  and 
some  other  otiicer  into  the  construction 
car.  also  the  engineer  that  had  got  into 
trouble  on  account  of  his  engineer's  valve 
that  would  not  work.  He  did  not  know 
that  this  was  the  valve  that  was  taken  off 
his  engine.  Would  ask  the  engineer  to 
t.Tke  hold  of  tliat  engineer's  valve  and 
show  the  traveling  engineer  and  the  other 
parties  in  the  instruction  car  how  he  op- 
erated the  en.tinecr's  valve  on  his  engine 
when  the  train  brakes  would  not  take 
hold.  He  did  make  several  reductions  of 
air  on  train  line,  but  the  pistons  on  the 
brake  cylinder  would  move  out  2  or  ^ 
inches  and  go  liack  in  the  cylinder;  the 
engineer  could  not  sec  anything  wroni?, 
but  the  other  men  could.  He  did  mak. 
reduction  sufficient  to  apply  the  brake-, 
but   kept   on   making   a   reduction   on   h;< 
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train  that  was  not  sufficient  to  set  the 
brakes  until  all  the  air  on  his  train  was 
e.\liausted,  then  he  stopped  by  coming  in 
contact  with  tlie  other  train.  This  en- 
gineer was  told  that  the  engineer's  valve 
that  he  was  now  handling  was  the  en- 
gineer's valve  that  was  on  his  engine 
when  he  got  into  the  smash-up,  and  that 
there  was  not  anything  defective  about 
the  valve.  The  trouble  was  with  the 
engineer  and  he  was  shown  where  he 
made  the  mistake.  The  traveling  en- 
gineer took  hold  of  the  brake  valve  in 
instruction  car  that  was  blamed  for  the 
wreck  and  made  emergency  stops,  and 
service  stops  in  the  presence  of  this  en- 
gineer. Was  convinced  that  the  fault  was 
with  him,  and  also  had  convinced  this  en- 
gineer that  if  he  had  understood  this  en- 
gineer's valve  and  the  principle  of  the 
brake  he  could  use  this  valve  as  the  old 
three-way  cock  and  kept  out  of  trouble. 

MIXINU    APPARATUS. 

When  the  automatic  brakes  were  first 
applied  on  passenger  trains  they  had  to 
be  applied  as  the  engines  and  coaches 
were  in  the  shops  for  general  repairs. 
This  meant  that  it  required  three  or  four 
years  to  change  from  straight  air  brakes 
to  automatic  air  brakes,  and  during  this 
time,  on  a  three-car  train,  there  would  be 
at  times  two  cars  and  the  locomotive 
equipped  with  automatic  brakes  and  one 
car  with  straight  air  brake.  The  straight 
air  brake  would  be  cut  out,  and  the  train 
would  be  controlled  by  the  automatic 
brakes.  At  other  times  in  a  train  of  three 
or  four  cars  and  locomotive,  the  locomo- 
tive would  be  equipped  with  straight  air 
brakes  and  also  two  of  the  cars.  The 
automatic  brakes  in  this  case  would  be 
cut  out  and  the  train  operated  by  the 
straight  air  brake.  This  was  where  we 
had  the  trouljle.  It  appeared  to  be  out 
of  the  question  at  this  time  to  have  en- 
gineers and  trainmen  study  up  in  tlie 
principle  of  the  air  brakes,  and  they 
would  forget  Iiow  to  handle,  (jr  the  triple 
valve  should  Ijc  turned  on  a  train  of  cars 
with  mixed  air  brakes  and  the  trouble 
would  begin.  The  brakemen  would  have 
automatic  and  straight  air  brakes  cut  in 
on  the  same  train.  When  the  train  ]i\\n- 
and  au.xiliary  reservoir  were  charged  tor 
the  running  position  of  the  automatic 
brake,  the  straight  air  brake  would  set, 
and  when  the  straight  air  brake  was  re- 
leased the  automatic  brake  would  set ; 
then  there  would  be  something  wrong 
with  all  the  air  brakes  on  the  train,  and 
the  trainmen  would  conclude  that  there 
was  no  brake  like  the  old  Armstrong 
brake,  and  they  would  cut  oiU  the  air 
and  go  braking  by  hand;  but  when  the 
trainmen  were  compelled  to  get  acquaint- 
ed with  the  power  brakes  by  taking  in- 
struction in  the  instruction  car,  then  the 
air  brakes  began  to  show  their  advantage 
in  stopping  trains  over  the  ham!  br.ikc, 
and   the  trainmen   became  the   friiiicU   of 


the  power  of  the  air  brake.  The  instruc- 
tion car  was  the  educator  of  the  engine 
and  train  men  in  operating  the  Westing- 
house  air  brakes.  The  engineers  and 
trainmen  that  were  inclined  to  study 
would  spend  a  good  part  of  their  time  in 
the  instruction  car  and  become  experts 
in  the  handling  of  air  brakes. 

The  Western  Railway  Club,  the  Mas- 
ter Mechanics'  Association  and  the  Mas- 
ter Car  Builders'  Association  adopted 
general  rules  and  instructions  for  the 
care,  repair  and  operation  of  the  West- 
iiighouse  air  brakes.  The  principal  in- 
structions, in  my  judgment,  would  be  to 
keep  all  pipe  joints  and  hose  absolutely 
tight,  all  piston  travel  properly  adjusted 
and  all  main  and  auxiliary  reservoirs 
thoroughly  cleaned  out.  In  my  ex- 
perience of  thirty  years  with  the  West- 
inghouse  air  brakes,  there  was  more 
trouble  and  interruption  in  the  operation 
of  air  brakes  caused  by  dirty  main  and 
auxiliary  reservoirs  than  from  any  other 
cause.  When  the  engines  and  cars  are 
undergoing  general  repairs  the  main  and 
auxiliary  reservoirs  should  be  steamed 
out  internally  and  properly  cleaned  of  all 
oil  and  dust  that  have  accumulated.  The 
main  and  auxiliary  reservoirs  are  the 
most  neglected  of  any  part  of  the  air 
brake  system. 

When  locomotives  are  in  the  shop  for 
general  repairs,  the  engine  valves,  the 
triple  valves,  the  air  pump,  governor,  the 
air  signal  valve  used  to  go  out  as  they 
came  in ;  and  when  coaches  are  in  the 
shops  for  repair,  the  brake  cylinders 
triple  and  other  valves  are  cleaned  and 
repaired.  Imagine  a  passenger  train 
coming  out  of  the  shops  with  all  brake 
cylinders,  triple  valves,  engine  valves,  air 
pump  governor  and  other  valves  all 
cleaned  and  repaired  and  then  charged 
with  air  from  a  main  reservoir  that  is  in 
a  liltliy  condition.  On  account  of  the  oil 
.uid  dirt  that  are  allowed  to  remain  in  the 
main  reservoir,  any  valve  through  which 
this  air  passes  is  polluted.  As  all  the 
air  on  the  train  must  first  pass  through 
the  main  reservoir,  it  is  not  sufficient  to 
blow  it  out ;  the  main  and  auxiliary  reser- 
voirs should  be  thoroughly  cleaned  out 
with   steam. 

I  know  from  experience  that  the  great 
l>art  of  the  trmible  with  engine  valves, 
iripU-  vahes  and  other  valves  is  caused 
I  loin  a  filthy  main  reservoir. 

I  have  always  been  a  friend  of  the 
Wcslinghousc  air  brake.  The  Westing- 
house  air  brake  has  shortened  the  time, 
by  half,  between  the  Atlantic  and  Pacilic 
oceans  on  the  railroads.  The  travel  on 
these  trains  is  safer  today  than  when  the 
railroad  trains  made  a  speed  of  from 
fitteen  to  twenty  miles  per  hour.  '1  lie 
name  of  VN'estinghouse  should  be  placed 
in  history  as  one  of  the  greatest  bene- 
factors to  the  general  |>ublic  in  the  last 
fifty  years  of  this  country's  history. 


Tube  Making  an  Ancient  Art. 

It  is  wonderful  how  an  art  or  system 
of  manufacture  may  be  lost  sight  of  for 
centuries  and  after  many  days  revive  as 
something  new  and  original.  Iron  and 
steel  tube  making  is  now  one  of  the 
most  important  industries  of  the  iron 
and  steel  trade.  Yet  less  than  a  century 
ago  iron  pipes  did  not  practically  exist 
in  Europe  or  any  other  part  of  the  world. 
That  is  peculiarly  strange  because  it  is 
certain  that  wrought  iron  pipes  were  in 
use  long  before  the  revival  of  modern 
industries.  There  are  wrought  iron  pipes 
to  be  seen  connected  with  the  baths  of 
Pompeii  and  they  were  common  in  Rome 
and  other  ancient  cities. 

The  modern  manufacture  of  iron  pipes 
began  about  1820.  About  that  time  iron 
flange  pipes  were  cast  in  2yi  ft.  lengths 
and  the  joints  packed  with  old  bats.  In 
1811  and  1817  patents  were  secured  for 
welding  barrels  of  fire  arms  and  in 
1824  James  Russell  obtained  a  patent  for 
constructing  iron  tubing,  but  about  a  year 
later  Mr.  Whitehouse  obtained  a  patent 
on  an  improved  system  of  iron  tube 
making,  which  was  the  beginning  of  our 
great  tube   making   industry. 


Converting  Wood  Into  Metal. 

In  many  places  of  the  world  certain 
natural  conditions  have  acted  to  turn 
wood  into  stone  and  in  some  cases  this 
material  is  used  for  building  and  decorat- 
ive pttrposes.  We  are  not  aware  of  wood 
being  converted  into  metal  or  inade  to 
hold  the  property  of  metal  by  a  natural 
process,  but  it  can  be  done  by  artificial 
operations. 

To  convert  wood  to  the  resemblance  of 
metal  it  is  first  placed  in  a  bath  of  caustic 
alkali  at  a  temperature  about  190  degrees 
Fahr.,  where  it  remains  two  or  tliree 
hours,  the  time  depending  upon  the 
porosity  of  the  wood.  It  is  next  treated 
to  a  bath  of  hydro-sulphate  of  calcium, 
where  it  remains  for  about  twenty-four 
hours,  when  a  concentrated  solution  of 
sulphur  is  added.  After  remaining  in  this 
mixture  for  twenty-eight  hours  the  wood 
is  removed  to  a  bath  of  acetate  of  lead 
which  is  kept  at  a  temperature  of  100 
degrees  Fahr.  Here  it  rests  for  fifty 
hours  at  a  temperature  of  170  degrees 
Fahr.,  when  the  process  is  completed. 

When  the  wood  .subjected  to  this  ordeal 
is  dried,  it  is  susceptible  of  a  high  polish 
giving  the  appearance  of  a  metallic  mir- 
ror. It  remains  unaffected  by  moisture, 
displays  no  signs  of  decay  or  corrosion 
and  is  remarkably  duralile.  its  only  fault 
l)cing  that  it  is  not  so  strong  as  the  metal 
that   it   resembles. 

It  need  hardly  be  added  that  the  re- 
mains of  trees  that  grew  in  primeval 
forests  are  frequently  found  in  a  petrified 
state  as  hard  as  the  hardest  rock,  so  that 
nature  herself  has  means  of  changing 
soft  wood  into  hard  substances  resem- 
bling the  hardest  minerals. 
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Elements  of  Physical  Science 


By    JAMES    KENNEDY 


Hydrostatics  is  the  science  tliat  treats 
of  liquids  at  rest,  and  differs  from  hy- 
draulics that  treats  of  liquids  in  motion 
and  the  machines  in  which  the  motion  is 
applied.  The  incompressibility  of  liquids 
was  long  considered  as  a  fixed  fact,  but 
modern  experiments  have  proved  the  re- 
verse to  be  the  case.  It  has  been  discov- 
ered that  the  water  at  the  bottom  of  the 
ocean,  at  a  depth  of  five  miles,  is  one- 
fortieth  heavier,  volume  for  volume,  than 
the  water  at  the  surface.  Water  subtnit- 
ed  to  a  pressure  of  10,000  lbs.  to  the 
square  inch  loses  one  thirty-sixth  of  its 
bulk. 

The  general  law  of  hydrostatics  is  that 
water  at  rest  always  finds  its  level.  Ad- 
vantage of  this  law  is  taken  in  supplying 
cities  with  water  from  elevated  lakes  or 
streams.  The  water  may  be  conveyed 
through  extensive  depressions,  but  will 
rise  again  to  the  level  from  which  it 
started.  It  is  a  remarkable  fact  that 
while  the  ancient  Romans  were  familiar 
with  the  use  of  pipes  in  conveying  water, 
they  brought  water  to  the  cities  through 
vast  level  aqueducts  which  were  built  at 
enormous  expense.  Possibly  the  difficulty 
in  making  strong  iron  pipes  and  keeping 
them  tight  at  that  time  compelled  the  use 
of  the  great  architectural  works,  some  of 
which  are  still  standing. 

The  spirit  level,  an  'instrument  much 
used  in  all  building  operations,  is  an  illus- 
tration of  water  finding  its  own  level.  If 
the  air  bubble  in  the  instrument  is  in  any 
other  place  than  the  center  it  shows  that 
one  end  of  the  tube  is  higher  than  the 
other,  and  consequently  that  the  surface 
on  which  it  rests  is  not  level. 

.X.XIII.      LIQUID   PRESSURE. 

The  transmission  of  pressure  in  liquids 
differs  from  that  on  solids  by  reason 
of  the  fact  that  pressure  on  the  latter 
continues  only  in  the  line  in  which  it  is 
exerted,  while  in  the  former  it  is  trans- 
mitted in  every  direction.  There  is  an 
increase  in  the  lateral  pressure  of  liquids 
according  to  the  depth,  hence  the  walls 
of  dams  and  breakwaters  should  increase 
in  strength  toward  their  bases.  This  law 
leads  to  very  remarkable  results.  Incred- 
ible effects  may  be  produced  by  a  small 
body  of  liquid  liaving  considerable  depth. 
A  strong  cask  may  be  burst  with  a  few 
ounces  of  water  in  a  long  pipe  inserted 
in  the  top  of  the  cask.  The  cask  being 
filled  with  water  it  will  readily  be  rent 
asunder  by  simply  pouring  water  into 
the  tube.  Many  convulsions  in  the  earth 
have  been  caused  by  this  means,  as  a 
crevice  in  the  earth's  crust  may  be  filled 


witli  ram  water,  and  if  the  rent  in  tlie 
earth  lie  sufliciently  deep  it  may  generate 
pressure  so  great  that  rocks  may  be  rent 
in   fragments. 

Liquid  pressure  being  thus  in  propor- 
tion to  depth  alone,  a  very  small  quantity 
of  liquid  will  balanace  any  larger  quan- 
tity. This  remarkable  quality  is  called  the 
hydrostatic  paradox.  The  best  illustra- 
tions in  mechanism  are  in  heavy  presses 
where  a  small  jet  of  water  is  forced  into 
a  larger  cylindrical  vessel  where  the 
power  may  be  multiplied  a  thousand 
times,  the  exact  ratio  being  as  the  square 
of  the  diameters  of  the  feed  pipe  and  the 
square  of  the  diameter  of  the  press  cyl- 
inder. Truck  and  engine  wheels  are 
pressed  into  place  on  the  axles  by  this 
means.  There  is  no  limit  to  the  power 
of  the  hydrostatic  press  other  than  the 
strength  of  the  materials  of  which  the 
press  is  composed. 

XXIV.      SPECIFIC  GR.WITV. 

The  term  specific  gravity  is  used  to  ex- 
press the  weight  of  different  substances. 
The  standard  employed  is  distilled  water 
at  60  degrees.  Distilled  water  is  taken 
on  account  of  its  purity.  The  tempera- 
ture is  fixed  because  at  a  higher  or  lower 
degree  of  heat  the  density  of  the  water 
would  be  affected.  Fluids  that  do  not 
mix  when  brought  together,  quickly  ar- 
range themselves  in  the  order  of  their 
density,  the  heaviest  finding  their  way  to 
the  bottom.  The  specific  gravity  of  a 
body  is  its  weight  compared  with  that  of 
a  like  bulk  of  water.  The  finding  of  the 
specific  gravity  of  liquids  is  usually  ac- 
complished by  the  use  of  a  glass  vessel 
whose  weight  is  known.  Fill  the  vessel 
to  a  certain  height  and  weigh  it ;  sub- 
stract  the  weight  of  the  vessel,  and  note 
the  weight  of  the  water  alone.  Then  fill 
the  vessel  to  the  same  height  with  the 
liquid  in  question,  weigh  it  again  and  sub- 
tract the  weight  of  the  vessel  as  before. 
Divide  its  weight  by  that  of  the  water 
and  the  result  will  be  the  specific  gravity 
of  the  liquid  in  question. 

The  specific  gravity  of  solids  is  found 
by  taking  a  certain  bulk  of  the  solid,  as- 
certain its  wciglit,  and  divide  it  by  the 
weight  of  a  like  bulk  of  water.  In  the 
case  of  difficulty  arising  in  obtaining  a 
certain  bulk  of  a  solid  body,  other  meth- 
ods may  be  resorte<I  to,  the  simplest  be- 
ing first  to  ascertain  if  the  solid  sinks  in 
water,  then  weigh  it  first  in  air,  and  then 
in  water  by  means  ^  f  a  balance  prepared 
for  the  purpose.  Di\  ide  its  weight  in  air 
by  the  weight  it  K  ;l-5  in  water,  and  the 
quotient  will  be  its  specific  gravity.  From 
these  calculations   i:    will   readilv  be  seen 


that  if  wc  know  the  specific  gravity  of  a 
body  we  can  easily  find  how  much  any 
given  bulk  of  it  weighs.  A  cubic  foot  of 
water  weighs  1,000  ounces,  or  62Y2  lbs., 
the  weight  of  a  cubic  foot  of  any  given 
substance  will  therefore  be  equal  to  62^4 
multiplied  by  its  specific  gravity. 

The  following  table  gives  the  specific 
gravity  of  a  few  of  the  most  important 
substances,  the  specific  gravity  of  water 
being  estimated  at   1  : 

Platinum    22.069 

Gold    19.358 

Lead   11.445 

Copper  8.788 

Tin    7.291 

Iron,  cast    7.207 

Anthracite  coal   1.800 

Soft  coal   1.250 

Ice   930 

Alcohol    792 


Oiling  an  Old  Fashioned  Throttle 
Valve. 
Troublesome  experience  had  instructed 
me  to  oil  the  throttle  valve  by  turning 
the  cylinders  into  force  pumps,  but  the 
first  time  I  saw  this  done,  remarked  an 
old  master  mechanic,  imparted  a  lesson 
I  have  never  forgotten.  While  still  a 
rather  green  fireman,  I  was  called  one 
morning  to  go  out  on  the  66.  I  reached 
the  round  house  in  good  season  and  pro- 
ceeded to  oil  round,  a  practice  then  in 
vogue.  When  this  work  was  done  I  took 
hold  of  the  throttle  lever  to  run  the  en- 
gine out  of  the  house  and  found  it  ap- 
parently immovable.  Having  seen  acci- 
dents caused  by  greenhorns  trying  to 
handle  engines  with  hard-working  throt- 
tle valves,  I  decided  to  leave  this  one  for 
the  engineer. 

When  the  engineer  came,  a  stout, 
brawny  man,  to  whom  the  engine  was 
strange,  he  took  hold  of  the  throttle  lever 
but  did  not  start  it.  ,\fter  meditating  a 
little  he  finally  succeeded  in  opening  the 
valve  sufficiently  to  admit  steam  to  the 
cylinders  and  we  proceeded  to  join  the 
train. 

The  train  was  started  all  right,  and 
when  it  was  going  at  a  good  pace  the 
engineer  oiled  the  valves  very  liberally, 
then  suddenly  reversed  the  engine  for  a 
few  turns  and  proceeded  upon  the  jour- 
ney. He  then  explained  that  reversing 
the  engine  converted  the  cylinders  into 
force  pumps,  driving  the  oil  back  upon 
the  throttle  valve.  I  thought  the  proceed- 
ing to  be  very  clever,  but  I  afterwards 
found  that  the  practice  was  quite  com- 
mon with  locomotives  having  slide  throt- 
tle valves. 
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Catechism  of  Railroad  Operation 


.NEW    ^ERIE^. 

Third  Year's  Examination. 

(CoiitiiiKfd  from  /-ui't-  288,  .hiiiust,  1914.) 
Q.  71.— Why  is  the  eccentric  on  must 
Walschaerts  geared  engines  placed  more 
tlian  a  quarter  cf  a  turn  back  ui  the 
main  pin  ulu-n  fnllouinii  tlie  main  pin. 
and  less  than  a  quarter  .if  a  turn  altead 
of  the  main  pin  when  leading  the  main 
pin. 

A.— To  overcome  tlie  effect  of  the 
angularity  of  the   eccentric   rod. 

Note. — On  most  modern  engines  the 
link  is  suspended  so  liigli  that  it  is  neces- 
sary to  make  the  ccmnection  between  the 
eccentric  rod  and  link  foot  above  the 
center  line  of  motion.  .As  a  consequence 
of  this  condition  in  the  construction  of 
the  engine  tlie  distance  between  the 
eccentric  crank  and  point  of  connection 
with  link  foot  when  link  was  standing 
perpendicular  (as  it  should  be  when  main 
pins  are  on  the  dead  centers)  would  be 
greater  when  eccentric  was  below  tlie 
center  line  of  motion  than  when  the 
eccentric  was  above  the  center  line  of 
motion  if  the  eccentric  was  placed  at 
exactly  right  angle  to  the  main  pin.  This 
is  on  account  of  the  angularity  of  the 
eccentric  rod,  and  would  cause  a  distor- 
tion in  the  moveinent  of  the  valve  and 
an  unequal  distribution  of  tlie  steam.  To 
overcome  this  cfTect  the  eccentric  is  so 
placed  that  with  main  pins  on  either  dead 
center,  the  distance  between  link  foot 
connection,  to  eccentric  rod.  and  eccentric 
will  be  cfpial.  wlien  link  stands  pcrpendic- 
ula.-  and  tlie  eccentric  is  either  above 
or  below  tlic  center  line  of  motion. 

Q.  72,_llnw  is  the  effect  of  the  angular- 
ity of  the  main  rtxl  overcunie  with  the 
Walschaerts  valve  motion? 

A.— The  combination  lever  establishes  a 
connection  lietween  the  piston  and  valve 
which  will  harmoni/e  the  travel  of  the 
valve  with  the  travel  of  tlie  piston,  in 
this  nianner  eliminating  the  effect  of  the 
angul.irilv  of  the  main  rod. 

Q.  7.3.— How  is  the  link  of  the 
WaUchaerts  valve  gear  carried  or  sus 
pen  deli ' 

.\.— It  is  hung  on  trunni'-n  pin-  at  its 
exact  center  as  regards  width  aiirl  Knmli. 
and  the  trunnion  pins  rest  in  b..xes  fi.rmed 
in  the  trunnion  pin  brackets  so  the  link 
may  mtate  about  the  centers  of  the 
trunnion  pins. 

O.  74. —How  is  the  eccentric  connected 

to  the  link  on  the  Walschaerts  valve  gear? 

A.^P.v  the  eccentric  rod  which  connects 

the    eccentric    to    an    arm    which    extends 

down    from    the    Unvcr    en.l    of    the    link 


(called  "Ihe  Link  Foot")  and  as  the 
eccentric  rotates  it  gives  the  link  the  ac- 
tion of  the  upper  and  lower  rocker  arms 
in   the   Stephenson   gear. 

O.  75.— What  is  the  object  of  the  "'link 
foot"  in  the  Walschaerts  gear? 

A.— To  extend  the  lower  end  of  the 
link  di'wn  as  near  as  possible  to  the 
center  line  of  motion  for  connection  with 
the  eccentric  rod. 

Note.— I  he  link  foot  is  merely  a  con- 
venience to  perfect  the  point  of  connection 
with  the  eccentric  rod  and  reduce  the 
angularity  of  the  eccentric  rod  as  much 
as  is  practicalile. 

Q.  76.— To  what  is  the  link  l)lock  in  the 
\\'alschaerts  gear  connected? 

A.— To  the  radius  rod  which  establishes 
a  ci'nnecli.'n  with  the  valve  through  the 
coniliiiiati"n   lever   and   valve   stem. 

g.  77.— Why  is  the  "radius  rod"  so- 
called  :- 

A.— Because  the  length  of  the  radius 
rod.  from  center  of  point  of  connection 
with  link  block  to  center  of  point  of  con- 
nection witli  combination  lever,  is  the 
exact  length  of  the  line  used  to  describe 
the  circle  of  which  the  link  is  an  arc. 

O.  78.— What  duties  arc  performed  by 
the  ciiinbination  lever? 

A.— The  c.iiibination  lever  gets  the  lap 
of  the  valve  out  of  the  way  for  admission 
of  steam,  gets  the  port  open  the  desired 
amount  of  lead  at  the  beginning  of  stroke 


of  piston,  anil  eliminates  the 


ect  of  the 


angularity  of  the  main  rod  by  lianin  ni/^ing 
the  travel  of  the  valve  with  the  travel 
of   the   piston 

(J.  79.— How  is  the  Walscliaerts  geared 
engine   reversed?" 

.\.  Hy  changing  the  maiuKT  of  trans- 
mitting the  motion  from  eccentric  to  the 
valve— cb.-mging  it  from  direct  motion  to 
indirect  motion  or  vice  versa. 

Note.- 'ihe  nianner  of  changing  manner 
of  transmitting  motion  is  made  possil)le 
ibrongh  having  the  link  suspended  at  its 
center  and  the  link  block  moved  above 
or  below  the  point  of  suspension. 

O.  ,«0.— Wliy  is  there  a  difference  in 
m.iiincr  of  [daciiig  eccentric  in  relation  to 
the'   ni.iin   pin   on   different   engines - 

.\  I'.ec.iuse  there  is  a  difference  in  the 
construction  of  the  valve  or  on  account  of 
a  difference  in  nianner  of  transmitting 
the  motion  from  the  eccentric  to  the  valve 

O.  81  -What  is  the  difference  in  man- 
ner of  placing  the  eccentric  where  the 
valves  are  the  same  but  the  nianner  of 
transmitting  motion  is  different,  or  where 
the  valves  are  different  and  nianner  of 
transmitting  m<.li.in  is  the  sanu- ,•' 


A.— Just  one-half  of  a  turn  difference 
or  180  degrees. 

Q.  32.— How  far  will  the  Walschaerts 
eccentric  move  the  valve  without  any 
other  influence  brought  to  bear  on  move- 
ment of  valve? 

.\.— When  in  full  control  it  will  move 
the  valve  built  line  and  line  (that  would 
be  a  valve  without  any  lap)  just  far 
enough  to  give  the  full  port  opening  each 
way  and  no  more,  or  we  might  say  that 
it  will  move  the  valve  just  the  width  of 
the  port  each  way  from  the  center  of  its 
seat. 

Q.  83.— How  far  will  the  combination 
lever  move  the  valve? 

A.— Just  twice  the  lap  plus  twice  the 
lead  of  the  valve  during  one  complete 
stroke  of  the  piston. 

Note.- Without  any  eccentric  connec- 
tion, and  with  the  link  block  placed  in  the 
center  of  the  link  so  as  to  give  a  positive 
fulcrum  for  the  combination  lever  on  for- 
w^ard  end  of  radius  rod,  the  combination 
lever  will  move  the  valve  far  enough  to 
have  the  port  open  the  amount  of  lead 
when  piston  is  at  end  of  stroke. 

O.  ,S4— How  is  the  proper  location  of 
the  Walsch.ierts  eccentric  found? 

A. —  When  the  connection  between 
eccentric  rod  and  link  foot  is  made  above 
or  below  the  center  line  of  motion  (at 
which  time  the  angularity  of  the  eccentric 
rod  would  affect  the  distribution  of 
steam)  the  engine  is  placed  with  main 
jiin  on  forward  dead  center  so  that  center 
line  of  motion  will  cut  the  center  of  main 
pin  and  center  of  main  axle,  the  link  is 
placed  esaclly  perpeiiilicular  and  the 
eccentric  is  set  at  right  angles  to  a  line 
drawn  from  the  center  of  the  point  of 
connection  wiili  link  foot  to  the  center 
of  main   axle. 

O.  S.s— Ib.w  much  clearance  is  given 
the  piston  .at  each  end  of  the  cylinder 
and   wliy  is  it   neci-ssary ." 

.\.— Tile  piston  is  given  from  one-fourth 
to  one-half  of  an  inch  clearance,  generally 
aliout  three-eighths  of  an  inch  .at  each  end 
of  the  cylinder  to  allow  for  the  wear  of 
the  connections  of  the  reciprocating  parts 
and  wear  on  shoes  and  wedges,  to  pre- 
vent knocking  out  cylinder  heads. 

Q  86.— What  results  obtain  wdien  the 
combination  lever  on  a  Walschaerts  gear 
is  liroken  and  the  radius  rod  is  connected 
1..  the  valve  stem  as  is  possible  on  some 
classes   of   engines" 

\  _T1k-  valve  is  moved  far  enough 
each  wav  (  with  reverse  lever  in  the  ex- 
treme end  of  quailrantl  to  open  the  port 
the    width    of    port    less    the    lap    of    the 
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valve,  and  this  opening  will  occur  when 
the  crank  pins  are  passing  the  top  and 
bottom  quarters. 

Q.  87. — What  causes  the  cylinder  to  be 
ruptured  or  burst  on  engines  equipped 
with  W'alschaerts  valve  gear  and  having 
piston  valves: 

A. — When  the  union  link  breaks  it  will 
allow  the  valve  to  move  to  the  center  of 
its  seat  and  confine  pressure  in  the  cylinder 
which  will  be  compressed  by  the  piston 
until  the  walls  of  cylinder  or  the  cylinder 
head  gives  out  under  the  great  pressure. 

Q.  88. — What  generally  causes  steam 
chests  to  burst? 

A. — Compressed  air.  account  of  revers- 
ing the  engine  with  cylinder  cocks  and 
throttle  closed. 

Note. — By  reversing  the  engine  you 
immediately  change  the  engines  cylinders 
into  air  compressors,  and  with  the  throttle 
closed  this  compressed  air  is  confined  in 
the  steam  chests  and  steam  pipes  until 
they  burst.  By  opening  the  throttle  the 
compressed  air  would  pass  into  the  boiler 
and  the  safety  valves  would  relieve  the 
excessive  pressure. 

Q.  89. — Where  docs  this  air  get  into  the 
cylinders  and  steam  chests? 

A. — It  comes  down  through  the  stack, 
nozzles  and  exhaust  channels. 

Q.  90. — If  the  exhaust  gets  out  of  square 
on  the  road  what  does  it  indicate? 

A. — It  indicates  an  improper  distribu- 
tion of  steam,  caused  by  some  defect  in 
valve  motion  or  lack  of  lubrication 
causing  friction  to  take  up  all  the  slack 
in  worn  parts  of  valve  motion.  Where 
the  double  exhaust  tip  is  used,  a  bushing 
lost  out  of  one  tip  will  cause  the  exhaust 
to  be  out  of  square. 


Washing  Instead  of  Wiping  Locomo- 
tives. 

Ill  llie  course  of  an  exhaustive  discus- 
sion of  Engine  House  Economy  at  the 
Railway  General  Foremen's  Conven- 
tion, one  member  advocated  the  aban- 
donment of  wiping  locomotives  and 
said  that  the  Delaware,  Lackawanna  & 
Western  had  adopted  the  practice  of 
spraying  the  engines  with  hot  water 
and  kerosene,  and  that  the  results  were 
very  satisfactory.  Mention  was  also 
made  that  the  .\tlantic  Coast  Line  is 
trying  this  practice  of  cleanin.g  the  en- 
gines and  the  company's  officials  are 
well  pleased  with  the  experiment  as  far 
as  it  has  gone. 

We  are  aware  that  certain  railroad 
companies  have  for  years  been  in  the 
habit  of  spraying  with  a  water  and  oil 
emulsion  the  machinery  parts  of  loco- 
motives ahout  to  pass  through  the  re- 
pair shops  and  it  was  found  a  better 
plan  than  that  of  wiping  besides  bein.g 
much  cheaper. 

The  practice  of  washing  instead  of 
wiping  locomotives  strikes  us  very  fav- 
orably because  the  work  of  removing 
the    dirt    is    likely    to    be    much    more 


thoroughly  done  than  it  is  by  the  ordi- 
nary wiper.  Wipers  generally  remove 
only  the  grease  and  dirt  that  comes 
most  conveniently  to  their  hands  and 
defects  of  mechanism,  such  as  cracks, 
are  overlooked  because  the  dirt  cover- 
ing them  lias  not  been  removed.  This 
is  particularly  the  case  willi  parts  of 
the  running  gear  that  are  seldom 
touched  by  the  wipers'  waste  and  are 
frequently  heavily  coated  with  grease 
and  the  contents  of  the  road  bed. 

When  an  engine  that  has  been  thor- 
oughly washed  goes  into  the  back  shop 
for  repairs,  the  workmen  will  be  spared 
much  disagreeable  work  in  separating 
the  parts  that  need  work  and  rigid 
examination.  Dipping  the  mechanism 
in  vats  charged  with  caustic  ingredi- 
ents has  become  a  widespread  prac- 
tice, but  a  thorough  washing  is  a  more 
efifective  means  of  having  the  parts 
ready  for  repairing.  We  predict  that 
the  practice  of  washing  instead  of  wip- 
ing locomotives  is  destined  to  uni- 
versal adoption. 


The  Locomotive  Engineer. 

Some  people  have  a  curious  idea  of  the 
duties  and  responsibilities  of  the  loco- 
motive engineer.  .-\  publication  with  pre- 
tensions to  educate  country  people  con- 
cerning pojiular  science  has  this  to  say 
concerning  the  locomotive  engineer : 

"The  engineer  is  the  large,  quiet  man  in 
overalls  who  acts  as  watchout  of  the 
modern  locomotive.  In  the  last  thirty 
years  locomotives  have  quadrupled  in 
weight,  but  the  same  sized  engineers  are 
still  used,  and  are  giving  very  good  sat- 
isfaction. 

"The  engineer  is  one  of  the  few  men 
who  can  ride  free  on  our  railroad  trains 
nowadays.  His  is  a  pleasant  life.  All  he 
has  to  do  is  to  sit  on  a  cushion  seat  and 
career  blithely  over  and  through  the 
space  and  scenery  and  various  obstruc- 
tion.s. 

"He  does  not  have  to  work  at  all.  The 
fireman  does  the  work.  .Ml  the  engineer 
does  is  to  pull  the  throttle  and  yank  the 
reverse  lever  and  manipulate  the  brake 
and  watcli  the  steam  ,eau,ge  and  supervise 
the  forced  draft  and  jolly  along  the  head- 
light dynamo  and  lubricate  the  steam 
dome  and  keep  an  eye  on  the  superheater 
and  block  up  one  side  occasionally,  when 
the  high  pressure  cylinder  head  blows  out. 

"The  rest  of  the  time  he  rides  entirely 
at  his  ease  and  amu'ses  himself  by  won- 
dering if  he  can  pirk  up  the  next  switch 
signal  soon  enou.eh  t'i  stop  the  train  if  it 
happens   to   be   red 

"The  engineer,  it  will  thus  he  seen, 
leads  a  jolly  life  and  enjoys  a  creat  deal 
of  travel  durin.e  :'ii-  year.  He  usually 
travels  ahout  2.S0  n 'les  a  day.  and  when 
he  eets  oflf  his  r-ieine  he  looks  like 
Othello  in  overall:.  If  he  travels  too  fast 
the  company  lay?  him  off  for  specdinj. 
If  he  travels  too  mow.  the  train  dispatch- 


er reports  him,  and  if  he  suddenly  stops 
traveling  altogether  in  the  middle  of  the 
journey,  the  coroner  usually  sits  upon 
him  and  the  ofticials  try  to  prove  that  he 
wrecked  his  train  and  himself  on  purpose. 

"'1  he  engineer  is  always  present  at  all 
train  wrecks,  and  usually  he  is  in  a  re- 
served seat  in  the  front  row.  When  the 
engineer  observes  another  200-ton  en- 
gine a|)proaching  his  on  the  same  track 
at  the  rate  of  60  miles  an  hour  he  is 
'supposed  by  etiquette  to  remain  at  his 
post.  This  he  usually  does,  and  when 
the  wreckage  is  cleared  away  he  is  dis- 
covered holding  the  attacking  engine  in 
his   lap. 

"There  are  a  great  many  different 
causes  of  wrecks  in  this  country,  hut 
there  is  usually  one  standard  result.  The 
engineer  is  ruined  for  all  future  use  as 
a  citizen.  It  almost  seems,  sometimes, 
as  if  many  railroad  companies  used  no 
precaution  against  accidents  beyond  sup- 
plying engineers  to  serve  as  buffers  be- 
tween the  opposing  trains." 


The  Voice  of  the  Locomotive. 

There  i.~  sumcthing  amusing  about  the 
different  capabilities  for  making  noise 
which  different  locomotives  develop.  When 
a  locomotive  is  in  first-class  condition, 
properly  proportioned  and  put  together 
in  a  sound  workmanlike  manner ;  when  all 
the  working  parts  are  in  proper  condition, 
every  rubbing  surface  lubricated,  every 
bolt,  brace  and  nut  tight,  the  only  noises 
which  ought  to  be  heard  in  running  are 
the  beats  of  the  exhaust  steam  and  the 
vibrations  of  the  wheels  on  the  rails  on 
striking  the  joints.  Beyond  the.se  sounds 
every  noise  is  a  discord.  But  discords 
are  no  exception  in  the  oratorio  of  loco- 
motive engine  running,  for  in  many  in- 
stances they  are  the  rule  instead  of  the 
exception. 

A  skillful  thinking  engineer  can  detect 
the  cause  of  every  noise  made  by  the 
engine  he  is  running,  but  some  locomo- 
tives give  forth  such  a  tumult  of  violent 
sounds  that  no  ear  CuU  identify  the  vari- 
ous notes.  Some  engines  resemble  men 
in  their  capacity  for  making  noises.  It 
is  not  always  that  they  are  in  bad  order 
that  they  rattle  and  pound,  and  tumble 
and  jar  everything  near  them.  Engines 
of  this  kind  get  comparatively  smooth 
and  quiet  as  they  work  loose,  while 
others  are  luerely  suffering  from  being 
too  long  debarred  from  their  final  goal, 
the  scrap  heap,  and  are  uttering  com- 
plaints of  the  usage  they  are  receiving 
and  pass  throimh  the  peaceful  country  like 
a  peripatetic  boiler  shop  with  riveters 
working  fidl  time.  Even  when  off  work 
engineers  have  a  curious  habit  of  listen- 
ing to  noises  of  distant  locomotives  and 
making  comments  that  are  always  per- 
tinent as  trv  the  condition  of  the  locomo- 
tive, particularly  of  the  adjustment  of  the 
valve  gear. 
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General  Foremen's  Department 


Locating     Eccentric     Keyways     Before 
Setting  the  Valves. 

I'.v   l.i.NWinu  Skeli.in<;kk. 

n.M.TlMllKK     .\     (UUO     TERMINWL,     EAST 
CHICAGO,    ILL. 

In  the  course  of  my  work  as  a  loco- 
motive iiiacliinist  I  liavc  liccn  called 
upon  to  "set  valves"  a  great  many  times. 

i|L  CfANK  PIN. 


center  Ime  of  the  link  motion.  Then  as 
the  distance  between  the  center  of  the 
axle  and  tile  link  block  is  to  the  radius 
of  the  a.\le  so  the  distance  the  center  of 
the  link  block  is  up  is  to  v,  or 
as  52  ins.  is  to  4.5  ins.  so  ,3  ins.  is  to  y 
then  y  =  .25962  in. 
As  it  is  the  distance  between  the  center 
line  of  the  main   rod  and  the  center  line 


r^^\ 


CCNTCR     \      , 
Itjt  of  l^ttlicn  1^.  -*- 
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and  having  done  consideraljle  studying  on 
the  subject  \-  worked  up  a  method  of 
locating  the  eccentric  keyways  in  the  axle 
so  that  the  valves  would  have  the  correct 
lead  and  save  the  work  of  changing  keys 
just  when  the  engine  was  about  done 
and  everybody  hurrying  to  get  finished. 
I  have  used  this  method  of  locating  the 
keyways  on  six  different  engines  and  only 
found  it  necessary  to  change  three  keys, 
and  these  were  on  the  first  two  engines. 

The  first  point  is  to  find  the  location 
of  the  center  line  of  the  link  motion  in 
regard  to  the  crank  pins.     (See  Fig.   1.) 

In  order  to  ilo  this  it  is  necessary  to 
find  whether  the  center  line  of  the  cyl- 
inders is  above  the  horizontal  center 
line  of  tlic  driving  wheels  and  if  so,  how 
much,  and  to  find  if  the  center  of  the 
link  block  is  above  or  l)elow  the  center 
line  of  the  wheels  and  how  much.  P.y 
referring  to  b'ig.  1  it  will  be  seen  that  in 
the  case  I  will  use,  for  an  example,  the 
center  line  oi  the  cylinders  is  up  4  ins. 
and  the  center  of  the  link  block  is  up 
3  ins. 

By  referring  to  b'ig.  2  it  will  lie  seen 
how  these  three  lines  cross  the  radius  of 
the  ecceiurics  fit  (the  diameter  of  the 
axle  where  the  eccentrics  are  located) 
which  is  9  ins.  in  this  case.  Supp' ise  we 
called  the  distance  between  the  ceiiur  line 
of  the  wheels  and  the  center  line  ..f  the 
main  rod  .r,  then  as  the  length  .f  the 
main  rod  plus  one-half  the  stroke  is  to 
the  radius  nf  the  axle,  so  the  distance  the 
center  line  of  the  cylinder  is  up  is  !•.   r,  or 

32 
as  130  A is  to  4.5  ins.  so  4  ins.  i^  t"  x. 


iHmlKft    WWFBl  C \_ 


.if  valvL-  niutiun  that  we  must  know  we 
will  find  tlie  dilTerence  between  .v  and  y, 
which  is  Mb\i  ins.  or  9/64  in.,  and  as 
center  line  of  motion  is  above  the  crank 
pin    we    must    set    the    forward    eccentric 


The  valve  travel  in  full  gear  is  5;<^  ins., 
so  the  ratio  between  the  two  is  as  5?  .  is 
to  6. 

The  valves  have  J/g,  in.  steam  lap,  and  in 
this  case  were  to  be  set  line  and  line,  so 
we  can  state  our  problem  as  follows.  As 
the  valve  travel  is  to  the  eccentric  throw, 
so  the  lap  of  tlie  valve  is  to  the  angular 
advance,  or 

as  5.5  ins.  is  to  6  ins.  so  .875  in.  is  to  x. 
Then  x  =  .95455  in.,  or  51/64  in.  on  6  ins. 
diameter   circle. 

As  we  must  work  on  the  outside  of 
the  axle  we  will  find  the  amount  of 
movement  on  a  9-in.  circle  so 

as  6  is  to  9  so  .95455  in.  is  to  x 
then  .V  =   1.43183  or  1  7/16  ins. 

Our  next  move  is  to  lay  out  the  axle 
and  as  it  may  or  may  not  be  pressed  on 
the  wheels  I  will  give  a  method  to  cover 
both  cases.  In  case  the  wheels  are  not 
pressed  on  we  can  place  the  axle  on  a 
face  plate,  plug  up  the  center  hole  in  the 
right  end  with  lead,  relocate  the  center  in 


146    :  4.5    : 

.\nw.     let 

the    center 


X.  then  X  =  .1232''  ■: 
z  the  distance  hi  um 
■  .f    the    wheels    and    i 


9/(>4  in.  closer  to  the  crank  pin  than  we 
do  with  the  backward  eccentric. 

The  next  step  is  to  find  the  angular 
advance  of  the  eccentric  wliich  can  also 
lie  done  by  a  problem  in  ratio  and 
proportion. 

The  stroke  of  the  eccentric  is  6  ins. 


the  lead  and  then  lay  out  the  lines  shown 
in  Fig.  2,  as  the  center  lines  of  motion 
main  rod  for  right  and  left  side.  It  is 
not  necessary  to  put  the  center  line  of 
the  wheels  cm  the  axle.  Now,  draw 
two  lines,  one  parallel  to  each  center 
line    of    motion    and    1    7/16    in.    distant, 
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toward  the  side  where  the  crank  pins 
will  be. 

Where  these  last  two  lines  cross  the 
9-in.  diameter  circle  is  the  center  of  an 
eccentric  key  and  can  be  rolled  until  one 
of  these  intersections  is  the  same  height, 
as  the  center  of  the  axle  and  the  point 
showing  the  center  of  a  key  transferred 
to  the  proper  position  on  the  axle  with  a 
surface  gauge.  Repeat  for  the  other  three 
keys  and  the  two  driving  wheel  keys. 

It  is  important  that  the  driving  wheel 
keyways  be  located  correctly  in  regard 
to  the  eccentric  keyways  and  that  the 
wheels  be  pressed  on  so  that  the   crank 


locate  each  keyway  from  these  lines.  It 
is  better  to  take  two  steps  with  the 
dividers,  however,  as  it  is  very  hard  to 
handle  them  on  the  curved  surface  of 
the  axle. 

In  case  it  is  impossible  to  accurately 
locate  the  center  of  the  crank  pins  on  the 
inside  of  the  wheels  a  different  method 
must  be  followed,  in  fact  I  use  it  alto- 
gether, as  it  gives  as  good  results  as  can 
be  obtained  from  the  use  of  any  of  the 
others  described  in  this  paper. 

Find  the  diameter  of  the  crankpin 
just  where  it  enters  the  wheel  and  scribe 
a    circle    with    equal    diameter,    using   the 


f'C 


pins    will    not    be    out    in    regard    to    the 
eccentrics. 

Suppose  the  wheels  have  been  pressed 
on  the  axle  and  the  crank  pin  pressed  in 
the  wheels,  then  we  must  proceed  dif- 
ferently. If  it  is  possible  to  locate  the 
center  of  the  crank  pins  on  the  inside 
of  the  wheel  use  a  pair  of  tram  points 
and  transfer  a  line  down  to  and  across 
the  axle  for  each  pin.  Now  draw  another 
line  parallel  to  the  first  line  1  9/64  ins. 
distant,  being  very  careful  to  move  up 
on  the  axle  when  the  crank  pin  is  on 
forward  center.  Now,  set  a  pair  of 
dividers  to  cover  the  distance  between 
the  center  line  of  motion  and  the  center 
of   one   of   the   keys   and    it    is    easy    to 


center  of  the  axle  as  a  center  upon  both 
ends  of  the  axle. 

Xow,  roll  the  wheels  until  the  right 
crankpin  is  on  the  top  quarter  and  drop 
a  line  over  the  crankpin  with  a  pair  of 
plumb  bobs  on  the  ends  of  the  line.  Roll 
the  wheels  until  the  lines  are  exactly  in 
front  of  the  circle  on  the  axle.  Xow, 
take  a  combination  square  and  place  a 
center  head  on  the  scale  with  square 
head.  Put  the  center  head  on  the  axle 
and  push  the  scale  down  until  it  just 
touches  the  axle  and  move  around  until 
the  level  in  the  square  head  shows  the 
bubble  just  level. 

It  is  plain  that  -.lie  corner  of  the  scale 
touching  the  axle  i.s  exactly  in  line  with 


the  crank  pin.  This  is  important. 
I  suppose  some  will  say  that  it  is  easy 
to  do  this  locating  of  eccentric  keyway-- 
on  new  axles  and  on  an  engine  where 
all  the  parts  are  correct  to  drawing  and 
I  agree  with  them,  and  I  will  give  an 
account  of  how  I  placed  the  eccentrics  on 
the  axle  of  locomotive  No.  5485  on  the 
Chicago,  Indiana  &  Southern  Ry.  at 
Gibson,  Ind.,  in  August,  1913,  after  I  had 
laid  the  axle  out  for  locomotive  No. 
5491. 

The  keyways  were  already  drilled  and 
chipped  and  the  eccentrics  had  keyways 
cut  in  them  and  no  eccentric  had  the 
keyway  located  correctly.  In  checking 
up  on  engine  5485  I  found  that  the  engine 
was  1  in.  higher  on  the  spring  rigging  than 
standard,  so  that  was  necessary  to  figure 
out  the  center  line  of  motion  again  as  the 
center  line  of  the  cylinder  was  up  5  ins. 
instead  of  4  ins.  and  the  center  of  the 
link  block  was  up  4  ins.  instead  of  3  ins., 
so  we  have 

146  :  4.5  ::  5  :  .r.  x  =  .15411  in. 
52  :  4.5  : :  4  :  jt.  y  =  .34615. 
I  he  difference  =  .192  =  12/64  or  3/16  in. 
In  checking  up  the  port  lines  on  engine 
5485  I  found  that  the  right  side  had 
Yi  in.  lap  and  the  left  side  had  29/32  in. 
lap.  Upon  trying  the  motion  work  with 
a  bar  I  found  Ys,  in.  lost  motion  on  the 
right  side  and  Y  in.  lost  motion  on  the 
left  side.  Upon  referring  this  to  the  fore- 
man I  was  told  that  inasmuch  as  the 
engine  only  needed  a  new  main  axle  to 
replace  the  broken  one  to  put  it  in  service 
that  no  work  was  to  be  done  on  the 
motion  work  at  all  and  that  they  wanted 
the  engine  to  be  line  and  line  regardless 
of  the  lost  motion  in  the  links  and  other 
attachments. 

On  account  of  the  difference  between 
the  two  sides  in  regard  to  steam  lap  of 
the  valves  and  the  amount  of  lost  motion 
it  was  necessary  to  figure  the  angular 
advance  of  the  eccentrics  for  both  sides. 
We  will  take  the  right  side  first: 
Let  .r  =  angular  advance,  then 

5.5  ins.    :  6  ins.     :  .875  in.   :  x. 
X  —  .95455  in.  or  61/64  in. 
To  61/64  in.  it  is  necessary  to  add  one- 
half  of  the  lost  motion,   making  it  61/64 
-r  1/16  =  65/64  in.,  or  1.01705  in. 
6:9::  1.01705   :  x 
then  x  —  1.52559  =  1  17/32  in. 
Xow  take  the  left  side :   29/32  in.  lap  = 
.90625  in. 

5.5    :  6   ::  .90625   :  x 
then  X  =  .98636. 
To  .98636  we  must  add  one-half  of  the 
lost  motion,  which  is  Y  in.,  or  .25  in. 
.98636  -f  .25/2  =  1.11136  in. 
6:9::  1.11136   :  x 
then  X  —  1.66674  in.,  or  1  43/64  in. 
Fig.  3  will  show  a  diagram  of  the  key- 
ways  in  the  axle  the  same  as  in  Fig.  2, 
but  with   the  new  centers   for  the  eccen- 
trics as  they  should  be  placed  on  locomo- 
tive Xo.  5485.     The  key-xvays  in  the  axle 
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were  already  drilled  and  chipped  l!i  in. 
wide  bv  ?s  in.  deep,  but  the  keyways  in 
the  eccentrics  on  engine  54.S5  were  only 
1  in.  wide  by  9/16  in.  deep  and  no  eccen- 
tric keyway  was  laid  out  correctly  cen- 
tral to'  the  center  line  of  the  eccentric, 
which  is  also  shown  in  Fig.  3. 

The  offset  for  the  left  backward  key 
was  so  much  that  it  only  left  one-half  of 
the  kev,  so  I  sent  the  eccentric  to  the 
machine  shop  and  had  'A  in.  planed  out 
on  one  side  of  the  keyway,  and  added  an 
equal  amount  to  the  key  so  the  key  wmiUl 
be  strong  enough.  I  had  all  the  keys 
planed  as  shown  in  Fig.  3  and  keyed  the 
eccentrics  on  the  axle,  and  as  they  were 
supposed  to  be  correct  I  did  not  put  the 
valve  rollers  under  the  wheels  at  all,  but 
caught  the  centers  both  ways  by  pinching 
the  engine  to  fmd  the  changes  to  be  made 
on  the  eccentric  blades  and  to  prove  the 
laying  out  of  the  keyways. 

The  following  list  gives  tlie   result: 
Right  forward  eccentric. ..  .1/64  in.  lead. 
Right   backward   eccentric...  000  in.  lead. 

Left    forward    eccentric 1/32  in.  lead. 

Left   backward  eccentric 1/64  in.  lead. 

This  is  very  close  considering  the 
amount  of  lost  motion  in  the  valve  gear, 
so  the  blades  were  changed  to  square  the 
valves  and  the  engine  returned  to  service 
in  considerable  less  time  than  it  would 
have  been  had  it  been  necessary  to  re- 
move all  eccentrics  from  the  axle,  put  in 
new  keys  and  replace  tliem. 


Filing   Metal. 

To  file  a  surface  true,  it  is  necessary 
on  commencing  to  squeeze  the  file  tight- 
ly between  the  third  and  fourth  fingers 
a'n<l  palm  of  your  hand  until  you  become 
used  to  it.  Your  position  in  filing  should 
be  lialf  face  to  your  work,  with  the 
middle  of  your  right  foot  fifteen  inches 
behind  your  left  heel;  and  to  file  your 
work  true  or  square,  it  is  necessary  to 
reverse  your  work  often,  as  by  this  means 
you  are  enabled  to  see  the  whole  sur- 
face you  are  filing  and  see  while  filing 
wlielher  yuu  are  filing  true  or  not.  When, 
however,  your  work  is  so  heavy  that 
you  camiiit  reverse  it,  you  had  better  file 
first  to  the  right  and  then  to  the  left, 
as  by  this  means  you  can  plainly  see  the 
file  works,  and  this  again  helps  you  in 
filing   true. 


Topic  No.  1. 


V.VLVES    .\.ND   V.-\LVE   GE.\RING. 

W.  Smith,  chairman,  C.  &  N.  W.  Ry., 
Chicago,  111. 

Committee.— Charles  .A.  Barnes,  C.  & 
W.  I.  Ry.,  Chicago,  111.;  J.  Miller,  I.  C. 
Ry.,  Chicago,  111. ;  G.  W.  Keller,  N.  &  W. 
Ry.,  Portsmouth,  O. ;  N.  J.  Shasberger, 
L.  S.  &  M.  S.,  CoUingwood,  O. ;  T.  M. 
Dewar,  C.  &  O.,  Covington,  Ky.;  C.  D. 
Rafferty,  K.  &  M.,  Middleport,  O.;  F. 
.Anderson,  C,  St.  P.,  M.  &  O.,  Sioux  City, 
la.;  B.  F.  Harris,  S.  P.  Ry.,  Oakland,  Cal., 
and  H.  J.  Sentman,  Big.  4,  Bradford,  O. 


Coloring  Metals. 

Metals    may    be    colored    quickly     and 
cheaply    b\'    forming    on    their    surface    a 
coaling  of  a  thin  film  of  a  sulphide.     In 
five  minutes  brass  articles  may  be  coated 
any  color,   varying   from   gold  to   opper- 
red,  then  to  carmine,  dark  red,  and  from 
light    aniline    blue    to    a    blue-white,    like 
sulphide  of   lead,   and   at   last   a   reddish- 
white,  according  to  the  thickness   of   the 
coat,  which  depends  on  the  length  of  time 
the   metal    remains   in   the   soUuion    used. 
The   colors    possess    a   very    good    luster, 
and  if  the  articles  to  be  colored  have  been 
previously   thoroughly   cleaned   by    means 
of     acids     and     alkalies,    they    adhere    so 
firmly  that  they  may  be  operated  upon  l.y 
the  p.disliing  steel.     To  prepare  the  solu- 
tion  dissolve   ;{•  oz.  hyposulphite  of  soda 
in  1  lb.  of  water  and  add  'A  oz.  of  acetate 
of  lead  dissolved  in  'A  lb.  of  water.    W'lun 
this  clear  s-lution  is  heated  to   fr-m   1''0 
dei;5.   to   2(J0  degs.   Fahrenheit   it   ileo.m- 
poses   slowly   and   precipitates   sulphide   of 
lead   in    brown   fiakes.     If   metal   be   now 
present,  a  (lart  of  the  sulphide  of  had  is 
dipositetl    thereon,    and    according    to    the 
thickness    of    the    deposited    sulphide    of 
le.id  the  above  colors  arc  prr>duced.     To 
produce    an    even    coloring,    the    articles 
must  be  evenly  heated.     Iron  heated  with 
thi^  ^..lution  takes  a   steel-blue  color  and 
will  retain  the  coloring  unless  some  abra- 
sive is  used  to  remove  it. 


Early  Authority  on  Locomotives. 

In  1835,  when  railways  were  yet  in 
their  infancy.  Chevalier  De  Pambour,  a 
French  engineer,  wrote  a  book  called  "A 
Practical  Treatise  on  Locomotive  En- 
gines." which  was  for  years  the  best  au- 
thority on  the  construction  and  operation 
of  the  locomotive.  The  work  was  to  a 
great  extent  based  on  experiments  car- 
ried out  on  the  Liverpool  &  Manchester 
Railway.  Much  attention  was  devoted  to 
f.iciion  and  the  resistance  of  trains.  In 
that  respect  Pambour  was  the  most  re- 
liable authority  until  D.  Kinnear  Clark 
experimented  in  the  same  line  twenty 
^eurs  later. 


Toi'ic  No.  2. 

RODS,     TIKES,     WHEELS,     .^XLES     .\SD    CR.VNK 
PIXS. 

A.  A.  Masters,  chairman,  D.  &  H.  Ry., 
Watervliet,  X.  Y'. 

Committee.— H.  E.  Warner,  L.  S.  & 
M.  S.,  Elkhart,  Ind. ;  A.  F.  Taylor,  Soo 
Line,  N.  Fond-du-Lac,  Wis.;  W.  T.  Gale, 
C.  &  N.  W..  Chicago,  111.;  W.  G.  Reyer, 
X.  C.  St.  L.,  Xashville,  Tenn. ;  A.  B.  Clark, 
C.  G.  W.  R.,  Olewein,  la.;  -A.  B.  Corbett, 
.M.  K.  &  T.,  Dennison,  Tex.;  W.  F.  Lauer, 
1.  C,  Memphis,  Tenn.;  F.  O.  Miller,  C. 
M.  &  St.  P.,  Dubuque,  la.,  and  M.  J. 
Hayes,  T.  H.  &  B.,  Hamilton,  Out. 


Market   for   American   Railroad   Equip- 
ment. 

The  railroads  of  Portugal  are  greatly 
ill  nreil  of  new  eipiipment,  and  there 
should  be  a  market  for  .American  loco- 
mntives.  The  only  service  which  is  satis- 
factory to  the  traveling  public  includes 
two  trains  a  day  to  Oporto,  a  wagon-lit 
(sleeiiing  car)  service  daily  to  Paris,  and 
another  three  times  a  week  to  Madrid. 
The  tracks  are  all  broadgaugc.  as  in 
Spain,  With  the  exception  of  the  ac- 
commodations on  the  trains  mentioned 
the  eqiiipnunt   is   poor. 


Topic  No.  3. 

SHOP  EFFICIEXCV. 

George  H.  Logan,  chairman,  C.  N.  W. 
Ry.,  Clinton,  la. 

Committee.— M.  H.  Westbrook,  G.  T. 
Ry.,  Battle  Creek,  Mich.;  E.  E.  Griest, 
Penna.  Lines,  Ft.  Wayne,  Ind. ;  J.  M. 
Kerwin,  R.  I.  Ry.,  Silvis,  III.;  J.  Miller, 
I.  C.  Ry.,  Burnside,  111.;  F.  A.  Byers,  St. 
L.  &  S.  F.,  Springfield,  Mo.;  I.  C.  New- 
march.  L.  S.  &  M.  S..  Cleveland,  O. ;  Wm. 
Smith.  P.  &  L.  P..  McKeesport,  Pa.,  and 
C.  M.  Newman,  .K.  C.  L.,  Rocky  Mountain, 
N.  C. 


List    of    Committees    and    Subjects    for 
1915. 

Ihr  following  are  the  list  of  topics  and 
subsidiary  papers  which  will  be  presented 
for  discussion  at  the  next  annual  conven- 
tion of  the  International  Railway  General 
l-'oremeii's  .\ssociation.  and  the  names  of 
the  chairman  and  mcmlx-rs  of  the  various 
committees  having  the  subjects  under  con- 
sideration. It  will  be  noted  that  the  sub- 
ieeis  are  of  importance  and  much  vahiaMe 
information  of  a  first-hand  kind  may  lie 
exiHCted.  in  \  iew  of  the  experience  and 
ability  of  the  members  forming  the  com- 
mittees : 


Srii>im.\RV    P-VPER    No.    2. 

ONV-ACETVIINE    WELDI.XG. 

F.  A.  liyers,  chairman,  'Frisco  Line, 
Springfield,  Mo. 

Committee.— J.  M  Kerwin.  C.  R.  I.  & 
P.,  Silvis.  111.;  L.  A.  Hardin,  C.  .S:  N.  W. 
Ry.,  Boone,  la.;  C.  L.  Dickert,  C.  of  Ga., 
Macon,  Ga. ;  I.  C.  Newmarch,  L.  S.  & 
M.  S.,  Cleveland.  O.,  and  J.  F.  P.ergcn- 
hcimer,  L.  &  X.  Ry.,  New  Albany,  Ind. 

Sui!Sini.\RV     P.\PER     No.     1. 
ROl'ND    H0t:SE   EFFICIEX'CV. 

N.  R.  Whitsel,  C.  &  W.  I.  Ry..  chairman. 

Committee.— .A.  W.  Ensign,  C.  G.  W. 
Ry.,  Clarion,  la.;  W.  S.  Whitford,  C.  & 
N.  W.  Ry.,  Milwaukee,  Wis. ;  Chas.  Sny- 
der, A.  T.  &  St.  P.,  Chicago,  111.;  S.  J. 
Harper,  Y.  M.  V.  Ry.,  Vicksburg,  Miss., 
and  W.  B.  Middleton,  A.  C.  L.,  S.  Rocky 
Mountain,   X.  C. 
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Questions  Answered 

TESTING  FOR  LEAK. 

C.  E.  A.,  Harrisbiirg  Pa.,  asks:  How 
would  you  test  defective  cylinder  packing, 
■defective  valves  or  valve  rings,  and  how 
can  it  be  ascertained  on  which  side  the 
leak  occurs?  A. — Cylinder  packing  may 
he  readily  tested  by  having  the  engine 
moved  until  the  piston  is  some  inches 
from  the  end  of  the  stroke.  Admit  steam 
to  the  piston  and  open  the  cylinder  cocks. 
An  escape  of  steam  from  both  cocks  in- 
<iicates  a  leak  in  the  piston  rings.  The 
valves  may  be  tested  by  placing  the  valve 
in  the  center  and  by  opening  the  cylinder 
■cocks,  or  observing  the  exhaust  pipe  it 
will  readily  be  noted  if  steam  is  escaping. 
The  trained  ear  readily  detects  the  varia- 
tion between  a  leak  on  the  valves  as  dis- 
tinguished from  a  leak  in  the  pistons. 
A  leaky  valve  produces  a  screaming 
Sound,  a  leak  in  the  piston  rings  has  a 
deeper  or  groaning  sound.  The  open  cyl- 
inder cocks  or  exhaust  pipe  will  readily 
indicate  on  which  side  the  leak  occurs. 

TR.\CK   GAUGE. 

E.  B.  S.,  Hartford,  Conn.,  writes :  In 
your  July  issue  on  page  259  you  describe 
the  new  locomotives  purchased  by  the 
Pennsylvania  railroad  company.  In  the 
•notice  of  the  general  dimensions  the 
gauge  is  given  as  being  4  feet  9  inches. 
Why  is  this  given  instead  of  4  feet  Syi 
inches,  as  it  has  always  been  given  be- 
fore? A. — The  gauge  of  the  Pennsyl- 
vania railroad  admits  4  ft.  9  ins.,  and  the 
<limensions  of  the  locomotives  referred  to 
■were  in  accordance  with  the  specifications 
submitted  by  the  company's  engineers. 


DEFECTIVE    EXHAUST    WHEN    PRIMING. 

.A.  C.  R.,  Burghersdorp.  South  .Africa, 
writes :  We  still  have  a  number  of  .Amer- 
ican locomotives  employed  on  some  of 
our  lines  equipped  with  the  balanced  slide 
valves,  indirect  motion.  In  working  these 
•engines  we  find  that  when  priming  takes 
place  that  the  engine  will  lose  one  of  the 
exhaust  beats,  that  is  instead  of  having 
•four  beats  there  w'ill  be  only  three  beats. 
This  only  occurs  when  the  boiler  is  prim- 
ing. .'\s  may  be  expected  this  subject  has 
-caused  a  consideral)le  amount  of  contro- 
versy among  the  enginemcn  here,  and 
much  variety  of  opinion  exists  as  to  the 
■cause.  We  would  be  pleased  to  have  your 
opinion  as  to  what  causes  this  apparent 
peculiarity,  and  thercliy  help  us  to  quell 
the  controversy.  A. — This  is  not  due  to 
the  action  of  the  valves,  but  may  be  ow- 
ing to  the  fact  that  so  much  water  col- 
lects in  the  cylinders  that  it  chokes  or 
muffles  the  exhaust,  and  some  of  the  beats 
are  apparently  lost.  When  priming  oc- 
curs, the  cylinder  cocks  should  be  kept 
•open.  Some  enginemen  are  apt  to  over- 
look this  necessity  The  fact  that  the 
•%'alves  are  of  the  balanced  type  is  a  de- 


cided advantage  as  compared  with  unbal- 
.•iMced  slide  valves.  It  has  also  been  noted 
that  an  excessive  amount  of  water  in  the 
boiler  affects  the  action  of  the  valves 
when  the  valves  and  valve  seats  are  much 
worn  as  the  water  finds  its  way  between 
the  valve  and  seat,  choking  the  exhaust. 
It  is  also  to  be  expected  that  water  strik- 
ing in  the  cavity  of  the  valve  has  the  ef- 
fect of  momentarily  lifting  the  valve  from 
its  seat  and  so  induce  a  choking  of  the 
exhaust,  but  a  continuance  of  three  clear- 
ly uninterrupted  beats  and  a  complete 
pause  where  the  fourth  beat  should  occur 
is  a  very  singular  occurence.  If  this  is 
really  so,  and  the  regularity  unvarying, 
two  things  are  apparent,  first  that  the 
hiatus  occurs  on  one  side  only,  and  sec- 
ondly that  there  must  be  some  peculiarity 
in  the  valve  motion  on  that  particular 
side  that  should  be  the  subject  of  special 
investigation.  

Al'TO.MATIC    SANDERS. 

E.  S.  Hamilton,  N.  S.  W.,  writes: 
Could  you  tell  me  if  there  is  any  brake 
in  use  on  American  railways  or  electric 
Imes  that  operates  a  sand  valve  in  con- 
junction with  the  brake  application?  A. — 
In  railroad  service  the  track  sanding  de- 
vices, while  operated  with  compressed  air, 
.Tre  generally  separated  from  the  brake  ap- 
l)aratus ;  however,  the  Westinghouse  .-Mr 
Brake  Company  is  prepared  to  furnish 
brake  valve  attachments  whereby  a  move- 
ment of  the  handle  either  to  service  or 
emergency  position  automatically  opens 
the  sanding  valve,  or  rather  the  arrange- 
ment is  such  that  a  downward  pressure 
on  the  brake  valve  handle  opens  the  Sand- 
ers, therefore  sand  can  be  started  at  any 
time  with  the  brake  valve,  or  need  not  be 
used  if  considered  undesirable. 


ROUGH    STOPS. 

J.  B.,  Montgomery,  .Ma.,  asks :  Will 
you  tell  iTie  in  your  question  and  answer 
columns,  why  is  it  that  rougher  stops  are 
made  with  passc:iger  trains  when  the  en- 
gine has  the  "E.  T."  brake  than  when  the 
older  "G-6"  brake  valve  is  used? 

A. — It  is  due  to  some  incorrect  handling 
of  the  brake  valve,  as  the  "H-6"  brake 
valve  has  the  identical  features  of  the 
"G-6"'  valve  and  some  others  that  can  be 
used  or  dispensed  with  at  the  will  of  the 
engineer;  hence,  if  the  smooth  stop  can 
be  made  with  the  "G-6''  valve,  the  same 
thing  can  be  dune  with  the  "M-6."  It 
you  will  state  some  specific  case  giving 
the  make-up  of  a  train  type  of  brake 
equipments  on  cars  and  method  of  manip- 
ulation, we  may  bo  able  to  point  out  just 
where  the  luistakc  is  being  made  and  how 
the  rough  stop  ni  ly  be  avoided. 


where  it  is  desirable  to  use  iron  wire, 
but  it  is  not  economical  unless  the  size 
of  copper  wire  which  would  give  satis- 
factory operation  is  too  small  for  me- 
chanical. For  instance,  if  a  No.  20  copper 
wire,  which  is  .032  in.  in  diameter,  was 
correct  lor  electrical  reasons,  still  it  is 
not  suitable  for  mechanical  reasons  due 
to  its  small  size,  and  iron  wire  could  be 
used  to  advantage. 

The  resistance  of  iron  wire  to  alternat- 
ing current  is  higher  than  for  direct  cur- 
rent by  2  to  3  times  and  this  fact  should 
be  borne  in  mind  when  calculating  the 
proper  size  of  iron  wire.  The  resistance 
to  alternating  current  compared  to  the 
same  size  of  copper  wire  is  20  to  1. 

Leaflet  3723,  issued  by  the  Westing- 
house  Electric  &  Manufacturing  Com- 
pany describing  Baldwin-Westinghouse  in- 
dustrial locomotives,  shows  a  number  of 
installation  views  of  this  class  of  ap- 
paratus, and  a  description  of  the  char- 
acteristics of  the  locomotives  is  also  given. 


SUBSTITUTE    VAL\T    CHAMBER    CAP. 

J.  B.,  Montgomery,  Ala.,  writes :  Can 
the  cap  nut  of  an  lJ4-in-  angle  cock  be 
used  in  place  of  the  reversing  valve  cham- 
ber cap  of  the  9;4  pump  in  case  the  air 
pump  cap  nut  is  lost? 

.\.^The  threaded  portions  are  of  the 
same  size,  and  if  the  pump  is  in  good 
condition  otherwise  it  will  run,  but  have 
a  heavy  blow  at  the  exhaust  on  the  up 
stroke  of  the  piston. 


Recovery  of  Waste  CoaL 

The  old  culm  banks  in  the  Pennsyl- 
vania anthracite  coal  region  are  rapidly 
disappearing.  Since  the  first  washcry 
was  constructed  in  1890  the  total  re- 
covery of  this  waste  product  has  been 
50.000,000  long  tons  of  usable  fuel.  The 
average  value  increased  in  1913  to  J2.39 
per  ton.  The  waste  from  the  washerit - 
serves  a  useful  purpose;  flushed  into  tin 
mines  it  partly  fills  old  workin.gs,  wherr 
it  cements  to.gether  and  supports  the  ror  i 
thus  preserving  farm  lands. 


Removal  of  Chicago  Car  Heating  Com- 
pany's   Southern    0£Rce. 

The  Southern  ofiice  of  the  Chicago  Car 
Heating  Company  has  removed  from  521 
Realty  Trust  building,  .■\tlanta,  Ga.,  to 
829  Munscy  building,  Washington,  D.  C. 
The  oflice  will  be  in  charge  of  Mr.  Harrj- 
F.  Lowman,  Southern  manager,  whose 
qualities  have  endeared  him  to  the  South- 
ern patrons  of  the  company. 


POWER    TRANSMISSION. 

R.  .S.  M.,  of  Dallas,  Texas,  writes: 
Why  is  it  not  (!'>irable  to  use  iron  wire 
instead  of  coppi  r  wire  for  power  trans- 
mission?   A. — TIhtc  may  be  special  cases 


\\  m.  \\  barton.  Jr.  &  Co..  Inc.,  Phila- 
delphia. Pa.,  have  appointed  R.  T.  HoflF- 
man  &  Co..  Inc.,  thtir  representatives  for 
the  southern  .Vtlantic  coast  states,  effec- 
tive .•\u.cu5t  1.  The  latter  company  has 
main  offices  in  the  Continental  Bank 
building.  Baltimore,  Md..  and  an  .Atlanta. 
Ga..  ofiicc  in  charge  of  H.  F.  McDermott 
in  the  Candler  building. 
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The    Railway    Freight    Decision. 

Alter  many  months  of  waiting  the  In- 
terstate Commerce  Commission  lias  at 
last  given  out  its  decision  on  the  applica- 
tion of  tlie  railroads  of  the  Eastern  Dis- 
trict for  an  increase  of  live  per  cent,  in 
freight  rates.  The  commission  has  re- 
fused to  do  anytliing  for  railroads  in  the 
territory  east  of  Pittsburgh  and  Buffalo, 
hut  between  these  points  and  the  Missis- 
sip|)i  River  it  authorized  increases  in 
commodity  rates  that  will  probably  add 
SI. =;.()(  10,000  a  year  to  the  gross  receipts  of 
the  roads  Ijenelited.  This  decision  comes 
at  a  time  when  it  has  become  a  matter 
'if  minor  importance  not  only  on  account 
of  the  war  in  Europe,  but  of  other  im- 
iM.rlant  changes  and  conditions  whi.h 
i'".k  place  last  month. 

The  commission  has  not  added  to  its 
[opularily    by    its    decision. 

In  the  lirst  place  the  Interstate  Com- 
merce Commission  has  become  so  bureau- 


cratic in  its  methods  of  doing  business 
and  its  dilatory  practices  and  hair-split- 
ting rulings  that  any  shipper  or  railroad 
having  a  case  before  it  finds  that  its 
procedure  is  no  improvement  on  that  of 
the  ordinary  courts,  regarding  which  ev- 
ery one  is  agreed,  and  which  may  some 
day  be  reformed  along  the  lines  laid  down 
by  ex-President  Taft  in  repeated  utter- 
ances upon  the  subject.  The  commission's 
ruling  in  this  case  includes  a  lot  of  ad- 
vice to  the  railroads,  some  of  which  sur- 
prises the  people  of  this  country.  The 
commission  recommends  the  railroads  to 
increase  their  passenger  rates  and  make 
good  their  deficits  or  increased  expend- 
itures for  labor  out  of  the  pockets  of  the 
traveling  puldic.  The  burden  is  to  be 
heaviest  on  the  pocketbooks  of  those  who 
travel  in  first  class  sleeping  coaches,  and 
tlie  conimissi.'n  favors  the  division  of 
passengers  into  three  or  four  classes  such 
as  they  have  on  European  government 
railroads  where  class  distinctions  go  nat- 
urally witli  an  aristocratic  form  of  gov- 
ernment and  a  vast  standing  army  offi- 
cered by  men  who  are  allowed  to  e.xalt 
themselves  above  the  masses  in  many  an- 
noying ways  as  a  means  of  maintaining 
the  dignity  of  the  army  uniform. 

Class  distinctions,  as  such,  have  no 
place  in  the  United  States  and  the  rail- 
roads were  compelled  many  years  ago  to 
give  up  almost  altogether  the  distinctions 
between  the  service  given  to  first,  second 
and  third  class  passengers.  Reduced  fares 
for  immigrants  to  important  points  in  the 
interior  have  always  been  made.  but.  in 
order  to  avoid  friction,  such  passengers 
liave  been  transported  on  special  trains 
as  far  as  the  railroads  could  manage  to 
do  so.  Every  American  citizen  feels  that 
he  is  as  good  as  anybody  else  and  is  in- 
clined til  act  up  to  his  conviction.  He 
may  iidI  clioose  to  sleep  in  a  Pullman 
car,  but  he  almost  invariably  insists  on 
getting  a  ticket  tliat  will  entitle  him  to 
sleeping  car  jirivileges  if  he  cliooses  to 
pay  the  extra  charge. 

In  the  early  days  of  railroading  in  tliis 
country  the  system  of  classifying  passen- 
gers and  providing  different  standards  of 
accommodation  for  each  was  tested  and 
never  worked  well.  Even  tlie  policy  of 
some  of  the  leading  trunk  lines  in  charg- 
ing an  extra  fare  on  limited  trains  com- 
posed wholly  of  sleeping  and  drawing 
room  coaclies  has  always  created  more  or 
Uss  friction  because  it  is  almost  a  daily 
occurrence  that  some  obstreperous  Amer- 
ican citizen  demands  his  rights  by  getting 
on  board  one  of  these  trains  with  nothing 
more  than  an  ordinary  first  class  ticket. 
To  make  money  out  of  low  fares  for  third 
class  or  immigrant  passengers  the  rail- 
roads would  have  to  lower  the  standard 
of  the  accommodation  they  now  give  to 
that  which  is  furnished  on  the  Continent 
of  Europe. 

T  his  ailvicc  l)y  the  commission  to  the 
railroads     that      a      substantial     increase 


should  be  made  in  the  rate  paid  by  all 
passengers  using  sleeping  or  drawing 
room  coaches  furnishes  another  instance 
of  the  maddening  uncertainty  the  rail- 
roads must  meet  when  dealing  in  any  way 
with  the  Interstate  Commerce  Commis- 
sion. It  was  only  months  ago  that  this 
same  commission  ordered  reductions  in 
the  sleeping  car  fares  and  made  a  ruling 
that  the  rates  for  upper  berths  should  be 
substantially  lower  than  for  lower  berths 
ir.  ordinary  sleeping  cars.  The  public  was 
well  satisfied  with  this  ruling  and  it  was 
particularly  pleasing  because  it  gratified 
the  innate  sense  of  equality  so  widespread 
in  this  country  which  makes  every  citizen 
desire  the  best  and  get  it  whenever  he 
can  possilbly  afiford  it.  By  hitting  the 
average  American  citizen  in  his  tenderest 
spot,  that  is  by  dividing  him  into  social 
classes  when  traveling  on  American  rail- 
roads, the  general  public  may  be  induced 
to  take  more  interest  in  the  railroad  side 
of  these  interminable  disputes. 

In  justifying  its  refusal  to  do  anything 
for  the  trunk  lines  east  of  Buffalo  and 
Pittsburgh  the  commission  seems  to  have 
based  its  judgment  on  the  prosperity  of 
two  or  three  of  them.  Though  the  spe- 
cific instances  are  not  mentioned  it  is  evi- 
dent that  the  .great  success  of  the  Lacka- 
wanna Railroad  and  the  rapid  rise  in  the 
earnings  and  the  market  value  of  the 
stock  of  the  Reading  Railroad  within  a 
few  years  led  the  commission  to  conclude 
that  all  the  other  railroads  in  the  same 
territory  would  be  equally  prosperous  if 
they  had  been  equally  thrifty.  The  com- 
mission hits  the  expenditure  of  money  on 
fine  terminal  stations  in  New  York  City 
and  Philadelphia  very  hard.  As  this  af- 
fects the  New  York  Central  directly,  the 
commission  should  have  taken  into  ac- 
count the  extreme  penuriousness  of  the 
same  railroad  in  its  provisions  for  the 
accommodation  of  passengers  at  Bufifalo 
and  many  important  intermediate  points. 
This  criticism  of  expenditures  for  pas- 
senger stations  will  not  be  relished  by 
cities  like  Buffalo  that  have  been  waiting 
their  turn  for  such  improvements  for 
more  than  a  generation.  The  commission 
seems  to  be  now  even  more  at  issue  with 
the  public  than  with  the  railroads.  Freight 
rates  arc  indirect  levies,  but  passenger 
rates  are  direct  taxation  of  the  individual. 


Western   Mechanics — Skill  and   Knowl- 
edge. 

The  railroad  mechanics  of  .America 
have  become  so  cosmopolitan  that  a  vis- 
itor to  difl^erent  sections  ought  to  meet 
with  uniformity  in  ability,  skill  and  pro- 
duction, but  such  is  not  the  case.  It  was 
long  the  pride  and  boast  of  Western 
mechanics,  machinists  in  particular,  that 
they  could  do  work  without  proper  facil- 
ities that  would  vanquish  the  machinists 
of  any  other  section.  The  philosopher 
Carlyle  asserts  that  the  striking  diflfcrence 
between    the    savage    and    the    civilized 
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man  arises  from  the  ability  of  the  latter 
to  handle  tools.  The  crowning  triumph 
of  the  Western  mechanic  lies  in  his  strik- 
ing ability  to  perform  work  creditably 
with  inferior  tools  or  without  tools. 

This  is  not  the  characteristic  of  all 
Western  workmen,  but  it  seems  better 
developed  there  than  elsewhere.  Inferior 
mechanics  are  common  enough  in  the 
West,  but  they  do  not  generally  pass 
muster  as  first-class  men,  for  their  short- 
comings show  out  conspicuously  where 
they  are  continually  required  to  do  work 
on  their  own  judgment,  without  direction 
of  gang  boss  or  foreman.  Perhaps  this 
is  the  reason  why  Western  machinists, 
as  a  rule,  are  so  persistently  adverse  to 
admitting  that  one  machinist  can  be  better 
than  another.  The  progress  of  applied 
mechanics  has  a  constant  tendency  to  de- 
velop special  skill  on  the  part  of  work- 
men, in  putting  complex  machines  to- 
gether, and  in  handling  and  repairing 
them  after  they  have  been  in  operation. 

There  are  machines  and  tools  in  every 
day  use  that  require  master  touches  of 
refined  skill  at  the  hands  of  the  fitter, 
and  the  exercise  of  real  ingenuity  and 
judgment  must  be  displayed  in  detecting 
causes  of  derangement  after  the  ma- 
chines have  been  at  work.  Yet  it  is  diffi- 
cult to  convince  the  average  machinist 
that  the  man  who  works  with  the  power 
of  his  brain,  who  by  thought,  investiga- 
tion and  study  has  prepared  himself  to 
solve  mechanical  difficulties  that  others 
fail  to  understand,  is  entitled  to  more 
pay  tlian  the  mere  skillful  mechanic  with 
his  brain  never  in  evidence.  Men  who 
are  otherwise  sensible  and  considerate 
display  no  kind  of  liberality  when  such 
questions  come  before  them.  All  at  once 
they  become  zealous  for  uniformity. 
When  it  is  applied  to  details  of  machine 
construction,  uniformity  is  intensely  de- 
sirable, but  the  spirit  which  attempts  to 
reduce  men's  liability  to  uniform  medioc- 
rity cannot  be  too  strongly  repudiated. 

The  work  of  railroad  machine  shops 
is  extremely  varied  and  the  greater  part 
of  it  can  be  performed  satisfactorily  by 
men  who  possess  no  exalted  order  of 
mechanical  abilitj'.  But  on  the  other 
hand,  special  work  occasionally  arises 
which  calls  for  the  highest  order  of 
dexterity,  besides  the  exercise  of  unerring 
judgment  and  keen  sagacity.  A  compli- 
cated machine  stops  working  and  has  to 
be  repaired.  .'\  tool  gets  out  of  order 
whose  anatomy  is  a  mystery  to  nine- 
tenths  of  the  machinists.  .^ir  pumps, 
hydraulic  rams,  pumps  and  jacks,  steam 
hammers,  pressure  gauges,  brake  attach- 
ments, indicators,  injectors  and  kindred 
articles  are  simple  enough  in  their  mech- 
anism to  those  who  are  accustomed  to 
working  on  them,  but  when  such  appliances 
get  out  of  working  order  hundreds  of 
miles  away  from  the  makers  and  liavc  to 
be  repaired  without  delay,  the  man  who 
proves  himself  competent  to  do  the  work 


is  a  valuable  personage  in  a  machine 
shop  and  deserves  more  pay  than  the 
common  mechanic. 

For  the  repairing  of  intricate  machines 
and  tools,  essentials  of  machine  shops, 
whose  operation  is  imperfectly  understood 
even  among  good  mechanics,  special 
knowledge    more   than    skill    is    requisite. 

An  air  pump  comes  in  working  indiffer- 
ently, is  intermittent  in  its  action,  and 
seems  to  pound  the  cylinder  head. 
A  macliinist  who  can  work  as  closely  as 
a  mathematical  instrument  maker  takes 
the  pump  apart  and  can  perceive  nothing 
wrong.  The  pistons  are  apparently  in 
good  order,  the  valves  seem  to  be  fault- 
less, and  the  workman  can  change  noth- 
ing with  the  probability  of  doing  more 
harm  than  good.  Still  the  pump  pounds. 
.A.nother  machinist  goes  through  the  pump 
and  previous  investigation  and  study  of 
such  machines  give  intelligent  direction 
to  his  examination  and  he  quickly  dis- 
covers that  the  trouble  lies  in  the  air 
valve  having  too  much  lift.  Knowledge 
gives  this  man  power.  Knowledge  and 
skill  together  have  made  him  an  expert 
in  this  particular  line,  and  he  is  justly 
entitled  to  enhanced  remuneration  just  as 
much  as  experts  in  other  lines  of  scientific 
industrv. 


Traveling  Engineers'  Convention. 

The  Traveling  Engineers'  .Association 
meet  in  convention  in  Chicago  on  Septem- 
ber 15  and  we  anticipate  that  the  meeting 
will  bring  forth  the  usual  good  work  for 
which  the  organization  has  been  celebrated 
since  on  January  9,  1893,  a  group  of 
traveling  engineers  met  in  the  office  of 
Loco.MOTivE  Engineering,  New-York,  and 
raising  the  motto :  "To  Improve  the 
Locomotive  Engine  Service  of  .American 
Railroads,"  formed  the  Traveling  En- 
gineers' .Association.  The  association 
started  out  with  53  charter  members. 
The  editor  of  this  journal  in  commend- 
ing the  new  organization  to  railroad  men, 
referring  to  the  motto  wrote:  "If  that 
motto  does  not  enlist  the  sympathy  and 
support  of  every  railroad  officer  in  the 
country,  it  will  be  because  that  officer 
ought  to  go  off  the  road  into  the  ice 
business." 

We  do  not  remember  any  association 
that  organized  under  better  auspices 
than  the  Travelina:  Engineers  and  the 
good  start  seemed  to  start  it  along  at  a 
progressive  pace  it  has  never  faltered  on. 
It  has  always  had  excellent  officers,  and 
the  fact  of  Mr.  W.  O.  Thompson  being" 
secretary  from  the  beginning  has  contri- 
buted in  no  small  measure  to  the  success 
and  prosperity  oi  ilic  association. 

In  the  last  annu  ,1  report  a  fine  synopsis 
of  all  previous  rn  ■'rt>  is  published  wliich 
gives  a  real  histi  ly  nf  what  the  associa- 
tion has  done  sin  c  it  was  formed.  .After 
exhaustive  stud\  of  the  work  done  at 
the  various  conventions  we  do  not  think 


that  any  subject  of  investigation  that 
covers  the  motto,  "To  improve  the  Loco- 
motive Engine  Service  of  American  Rail- 
roads," has  been  neglected,  while  the  sub- 
jects of  greatest  importance  for  railroad 
interests  have  been  kept  repeatedly  before 
the  members.  One  of  the  greatest  ex- 
penditures of  a  railroad  is  for  fuel.  It 
costs  anywhere  from  fifteen  to  twenty 
cents  per  train  mile  for  fuel  alone,  so  it 
can  readily  be  seen  that  efforts  on  the 
part  of  enginemen  that  would  reduce  the 
fuel  consumption  two  or  three  pounds 
per  mile  would  make  a  great  difference  to 
the  expenses  of  running  a  railroad.  That 
the  Traveling  Engineers  have  been  keenly 
alive  to  the  importance  of  this  line  of 
expense  is  proved  by  the  fact  that  in  the 
twenty-one  conventions  fuel  saving  sub- 
jects have  been  discussed  twenty-seven 
times.  That  the  subject  is  not  considered 
exhausted  is  proved  by  the  fact  that  of 
seven  subjects  up  for  discussion  three  of 
them  relate  to  methods  that  result  in 
economy  of  fuel. 

.Although  the  list  of  subjects  for  in- 
vestigation and  discussion  at  the  twenty- 
second  convention  is  short  we  are 
pursuaded  that  it  will  be  worked  in  such 
fashion  as  will  make  the  meeting  notable 
for  its  interest  and  usefulness.  The  grow- 
ing trouble  with  most  technical  conven- 
tions is,  that  they  attempt  to  do  too 
much  and  find  it  necessary  to  hurry  over 
important  business  in  the  closing  hours. 
We  congratulate  the  Traveling  Engineers' 
.Association  that  they  have  avoided  this 
serious  blunder  in  the  coming  convention. 


Railroads  as  Manufacturers. 

We  recently  heard  the  assertion  made 
that  railroad  companies  are  better  pre- 
pared to  build  their  own  steel  cars  at  low 
cost  than  to  contract  for  them  with  build- 
ers who  make  a  specialty  of  building  such 
cars. 

This  is  a  comparatively  old  question 
and  broadly  means,  can  railroad  com- 
panies manufacture  rolling  stock  as 
cheaply  and  as  well  as  concerns  that 
make  a  specialty  of  the  business?  We 
have  long  experience  behind  us  to  guide 
judgment  concerning  this  question,  and 
we  do  not  believe  that  any  railway  com- 
pany can  manufacture  the  appliances  they 
use  so  cheaply  as  they  can  be  purchased 
in   the  open   market. 

We  believe  it  is  safe  to  assert  that  the 
railway  companies  which  liave  been  and 
are  able  to  use  the  greatest  proportion  of 
the  income  earned  for  the  purpose  of  pay- 
ing interest,  taxes  and  dividends,  are 
those  that  have  followed  strictly  the  busi- 
ness of  transporting  passengers  and 
freight  and  have  left  the  business  of  man- 
ufacturing railway  appliances  to  those 
who  make  that  kind  of  production  a  spe- 
cialty. It  is  necessary  for  most  railroad 
companies  to  maintain  shops  for  the  re- 
pair of  their  rolling  stock,  but  the  more 
rigidly   such   establishments   are   confined 
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to  a  narrow  line  of  operations  the  better 
i?  is  for  the  financial  prosperity  of  the 
company.  It  is  often  necessary  to  pre- 
vent expensive  fluctuations  of  work  in  re- 
pair shops  to  keep  the  construction  of  a 
few  now  loconnitivcs  or  new  cars  going 
on  :  but  the  company  that  undertakes  to 
build  new  rolling  stock  for  themselves  in 
competition  with  manufacturers  always 
pay  dear  for  their  enterprise. 

It  is  a  common  practice  for  foreign 
railway  companies  to  engage  in  the  man- 
ufacture of  their  own  equipment,  even 
rails  being  rolled  in  mills  belonging  to 
the  railway  cotnpanics,  but  there  is  no 
doubt  that  in  every  case  the  equipment 
could  be  bought  cheaper  from  those  en- 
gaged regularly  in  the  manufacture.  The 
managers  of  railway  shops,  having  un  spe- 
cial means  of  cheap  production,  frequent- 
ly cling  to  the  making  of  locomotives,  cars 
and  even  telegraph  instruments,  and  they 
will  boast  that  they  can  make  the  articles 
much  cheaper  than  they  can  be  bought  in 
the  open  market,  although  no  accur.ite 
method  is  ever  tried  to  count  the  cust. 

In  no  country  has  .sub-division  of  man- 
ufacturing operations  and  the  employ- 
ment of  special  production  methods,  aided 
by  special  tools  for  the  cheapening  of 
manufacture,  been  carried  to  the  same 
perfection  as  they  have  been  brought  to 
in  .America.  Yet  some  railroad  companies 
using  antiquated  machinery  and  ancient 
methods  of  operation  will  pretend  that 
they  can  compete  with  up-to-date  manu- 
facturers. Happily  they  are  rare  on  this 
side  of  the  Atlantic.  The  wise  users  of 
machinery  or  rolling  stock  are  those  who 
buy  from  those  who  have  given  intelligent 
attention  to  the  art  of  producing  well- 
made  goods  at  the  least  possible  cost. 


General  Miller  Vanquishes  Brandeis. 

lo  employ  Louis  D.  Brandeis  by  the 
Interstate  Conunerce  Commission  as  spe- 
cial counsel  was  a  very  injudicious  pro- 
ceeding, for  it  is  notorious  that  Branrleis 
persecutes  railroad  interests  every  lime 
opportunity  offers.  In  a  recent  cisc  he  at- 
tempted to  show  that  the  railroads  of  the 
L'uiled  Slates  were  too  friendly  with  tlie 
Gakii.i  Signal  Oil  Company  and  were 
wasting  nitiney  by  using  that  C(.inpany's 
goods.  In  the  way  of  proof  Mr.  I'raiideis 
alleged  thai  the  Isthmian  Canal  Commis- 
sion had  effected  material  savings  by 
purchasint:  lubricants  in  the  open  market. 

(leneral  Charles  Miller,  chairman  of 
the  board  of  the  Galena-Signal  Oil  Com- 
pany. Contended  that  Mr.  nran<lLi8  was 
misrcprenntiiig  the  case  intentionally  or 
otherwise,  .ind  in  an  interview  with  a 
representative  of  the  /Ko//  Sli\,-t  Journal 
said  : 

".As  the  Gali-na  siqiplics  luljiicaiing  oil 
for  all  the  equipment  on  a  large  iiL-rcent- 
age  of  the  mileage  of  the  railro.ids  in  the 
Ciiited  States  and  Canada  and  o;!ier  for- 
eign countries,  we  naturallv  feel  uc  know 


something  about  the  subject  of  lubrica- 
tion. 

"The  railroads  are  our  customers  and 
they  need  the  increase  in  rates.  If  the 
roads  get  their  increase  our  oils  will  need 
no  defense,  for  the  roads  know  our  prod- 
ucts. 

"We  have  just  completed  our  answ-er 
to  that  portion  of  Mr.  Brandeis'  brief, 
which  we  are  filing  with  the  Interstate 
Commerce  Commission.  A  casual  read- 
ing of  this  should  make  it  clear,  even  to 
the  layman,  that  Mr.  Brandeis  has  been 
misled   by  erroneous   data. 

"In   his   brief,   Mr.   Brandeis   stated: 

"  'In  the  Eastern  .Advance  Rate  Case 
0911,  p.  30,^"),  the  commission  declared: 
'But  it  should  lie  further  said  that  before 
any  general  advance  can  be  permitted, 
it  must  appear  with  reasonable  certainty 
that  carriers  have  exercised  proper  econ- 
omy   in    the    purchase    of    their    supplies 

"  'There  is  reason  tn  believe  that  on 
many  of  the  railroads  important  econ- 
omies may  be  effected  through  improve- 
ments in  methods  of  selecting,  purchas- 
ing and  using  supplies  similar  to  those 
introduced  by  Colonel  Goethals  on  the 
canal   railroads.' '' 

"In  support  of  Iiis  contention  Mr. 
Brandeis  quotes  at  length  from  the  I'^ll 
report  of  the  Istlimian  Canal  Commissi.iu. 
Summarized  liis  allegations  aTid  our 
statement  of  the  facts  are: 

"Mr.  Brandeis  alleged  that:  Lubricat- 
ing and  illnminating  oils  and  greases  in 
the  fiscal  vcar  1910  cost  $137,500  and  in 
the  year   1911   only  $80,600. 

"The  Galena-Signal  Oil  Company  did 
not  furnish  any  oils  to  the  Commission 
after  June  30.  1908,  nor  to  the  Panama 
railroad  after  December  7.  1909.  and  for 
the  respective  last  years  only  a  total  of 
$"2,131.  The  comparison,  tlierefore,  is 
inaccurate  and   misleading. 

"Mr.  Brandeis  alleged  that:  Decrease 
in  cost  of  oil  on  the  Panama  railroad  at- 
tained in  ^]>iti'  of  .an  increase  in  fuel  con- 
sumption of  .-ilDut  13  per  cent.,  which 
woidd  nalur;dl\-  be  accompanied  by  an 
increase  in   the  use  of  lubricants. 

"I~uel  costs  ,,n  tlic  isthmus  were  about 
$6  per  Ion  for  coal  and  $1.10  per  barrel 
for  fuel  oil  Tlie  increase  in  consiunption 
in  1010  11.  conqiar.'d  with  1008-09,  was 
?1.27X.(ilO.  with  a  decrease  nf  nine  loco- 
n:oiives  and  fourteen  steam  shovels  in 
ser\ice.  Therefore,  the  apparent  de- 
crease ill  cost  of  lubricants,  with  the 
enormous  increase  in  fuel  consumption, 
with  less  equipment  in  service,  is  so  in- 
consistent that  no  further  comment  is 
necessary. 

"Mr.  Brandeis  alle.ced  that:  CH  Sav- 
ing of  $.30,000  was  due  to  reduction  in 
price  of  lubricants  and  receiving  oil  in 
iron  drums  instead  of  barrels  and  tins. 
(2)  Saving  of  $20,000  was  due  to  sub- 
stituting cheap  oils  for  hi.irh-priccd  oils 
on   chains,   and   supervisi<in  by  experts. 


"(1)  The  Galena  Signal  Oil  Company 
urged  upon  the  Panama  officials  this  re- 
form as  early  as  1907-8,  three  years  prior 
to  its  adoption,  and  if  it  had  been  adopt- 
ed it  would  have  made  a  reduction  in  the 
cost  of  oils  sold  by  the  Galena-Signal  to 
the  Commission  of  6  cents  to  7  cents  per 
gallon.  (2)  The  Galena  Signal  Oil  Com- 
pany offered  the  services  of  an  expert 
repeatedly,  but  this  offer  was  rejected. 
The  railroads  of  the  United  States  have 
been  following  this  system  for  twenty  or 
thirty  years,  the  same  having  been  insti- 
tuted by  the  Galena-Signal  Company. 
Therefore,  these  claimed  economies  were 
due  to  the  adoption  of  Galena  methods. 

"Mr.  Brandeis  alleged  that:  The  Canal 
Commission  and  Panama  railroad  are 
lubricating  cheaper  than  railroads  in  the 
United  States. 

"The  service  on  the  istlimus  consists  of 
light  equipment  and  mostly  of  switching 
and  work  train  service,  and  cannot  be 
compared  with  the  railroads  of  the  Unit- 
ed States,  and  if  coal  consumption  and 
repairs  are  considered  it  will  be  shown 
that  the  cost  on  the  isthmus  is  much 
greater. 

"Mr.  Brandeis  alleged  that :  Panama 
railroad  locomotives  are  making  fifty- 
three  miles  to  a  pint  of  cylinder  oil  and 
twenty-three  miles  to  a  pint  of  engine  oil. 

"The  Galena  Signal  Oil  Company  can 
show  records  of  many  lines  in  the  United 
States  having  heavy  equipment  and  trains 
making  average  mileage  much  in  e.xcess 
of  these  figures.  When  Galena  oils  were 
used  on  the  isthmus,  Mr.  Desborough,  at 
I'anama,  reported  making  ninety  miles  to 
a  pint  of  cylinder  oil  and  forty-five  miles 
to  a  pint  of  engine  oil. 

"Mr.  Brandeis  laid  great  stress  on  the 
placing  of  all  equipment  on  a  fixed  daily 
or  monthly  lubricating  oil  allowance  and 
the  close  supervision  by  traveling  en- 
gineers. 

"This  system  has  been  in  vogue  on  the 
.American  railways  for  twenty  to  thirty 
years,  through  the  instrumentality  of  the 
Galena-Signal  Oil  Company,  and  if  the 
commission  officials  had  accepted  the 
services  olTered  by  the  Galena  when  it 
was  supplying  the  oil.  the  costs  would 
have  been  very  much  reduced  during  that 
time,  and  for  two  or  tliree  x'ears  prior  to 
tlie  adoption  in   1910-11. 

"Mr.  Brandeis  alleged  that:  If  the  rail- 
roads in  the  I'nited  States  were  able  to 
etpial  the  figures  on  the  isthmus,  making 
allowance  for  service  and  size  of  equip- 
ment, it  would  be  to  their  very  material 
advantage,  a  benefit  they  could  very  just- 
ly attribute  to  the  construction  of  the 
Panama  canal. 

"If  conip.arative  estimates  were  made 
Iiy  (pialified  experts  as  to  the  costs  per 
unit  of  work,  performed  by  the  railroads, 
it  would  be  friund  that  the  railroads  in 
ihe  United  States  are  lubricating  their 
equipment  much  cheaper  than  this  service 
is    performed    on    the    isthmus.      The    in- 
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ference   is   that    low-priced   oils    and   the     close  on  the  limit  of  a  man's  active  use-     health  stimulant  by  performing  for  a  few 
supervision  given  on  the  isthmus  are  set     fulness     Few  railway  companies  will  hire     montTis    the    duties    of   road    foreman    of 


up  as  standards,  whereas  railroads  in  the     a  man  who  has  reached  the  age  of  forty 
United   States    have   been   following   this     years,  which  we  consider  a  mistake,  for  at 


practice  of  supervision  for  many  years, 
and  if  a  fair  comparison  were  made  with 
accurate  statistics,  considering  character 
of  service  and  comparative  units  of  work 
performed,  it  would  be  demonstrated  that 
the  railroads  in  the  United  States  are 
lubricating  at  a  cost  much  less  than  is 
obtained  on  the  isthmus." 


forty  a  man  should  be  in  his  prime  both 
mentally  and  physically.  That  a  man  has 
an  aged  appearance  at  forty  is  generally 
his  own  blame,  and  is  due  to  habits  that 
induce  premature  old  age 


Railroads    for   Alaska. 
The  United   States   Government  is  go- 
ing to  construct  and  operate  a  thousand 
rniles    of    railroads    in    Alaska    and    has 
There  is  a  vicious  belief  among  work-     agreed  to  spend  $35,000,000  of  the  people's 

money  on  that  undertaking.     Information 


Why  Electric  Locomotives  Exert  More 
Power  than  Steam  Locomotives. 

A  valued  corrtspuiuknt  working  on  a 
road  that  employs  electric  motors  for 
certain  work  writes,  saying  that  an  elec- 
tric locomotive  will  draw  a  heavier  train 
than  a  steam  locomotive,  and  wishes  to 
know  why  this  comes  about.  He  holds 
that  power  applied  to  the  drawbar  ought 
to  produce  the  same  effect,  be  it  originat- 
ed by  steam  or  electricity.  He  adds  that 
the  subject  has  been  discussed  frequently 
by  the  en.»inemen  and  that  an  impres- 
sion prevails  that  some  electric  condition 
of  the  rails  and  wheels  causes  the  differ- 
ence, but  he  does  not  believe  it.  Good 
for  our  correspondent  who  hails  from 
Baltimore. 

There  is  no  doubt  that  the  difference 
in  tractive  power  exists,  but  it  comes 
about  in  this  way:  The  rotative  power 
applied  to  the  wheels  of  an  electric  loco- 
motive or  motor  is  constant,  whereas  the 
power  of  the  steam  locomotive  is  inter- 
mittent. To  make  the  difference  plain 
we  will  suppose  that  the  steam  locomo- 
tive has  a  single  cylinder  and  the  power 
required  to  draw  the  train  is  700  pounds. 
The  force  e.xerted  by  the  pistons  would 
be  0  when  the  crank  was  on  the  dead 
center  and  1.100  pounds  at  the  maximum, 
so  that  while  the  electric  motor  doing  the 
same  work  would  exert  only  700  pounds 
toward  turning  the  wheels,  the  steam  lo- 
comotive, with  one  cylinder,  would  at 
times  exert  a  force  of  1,100  pounds 


men  and  others  who  have  to  work  for  a 
living,  that  it  is  good  for  their  health  to 
take  all  the  ease  that  their  duties  will 
permit.  The  working  hours  of  the  or- 
dinary shop,  factory  or  office  worker  are 
not  sufficiently  long  or  arduous  to  call  for 
hours  of  recuperation ;  yet  it  is  the  com- 
mon practice  for  such  people  to  imagine 
that  protracted  hours  of  leisure  are  nec- 
essary to  prepare  them  for  the  labor  of 


concerning  this  enterprise  has  been  wide- 
ly disseminated  and  we  are  receiving  in- 
quiries from  readers  of  Railway  and 
Locomotive  Engineering  as  to  the  parties 
they  ought  to  apply  to  for  positions  on 
the  railroads  referred  to. 

We  have  no  direct  information  on  this 
subject,  but  from  a  recent  issue  of  the 
Locomotive  Engineers'  Journal  we  learn 


recurring  days.    As  a  matter  of  fact  most     that    the    Washington    representatives    of 


of  them  are  more  in  need  of  active  re- 
creation than  they  require  lounging  in  in- 
active idleness.  The  person  who  keeps 
mind  and  body  active  during  leisure 
hours  is  the  person  w-ho  reaches  a  green 
old  age  without  infirmity  or  sickness. 

Dr.  Andrew  Carnegie,  the  great  capital- 
ist   and    philanthropist,    is    seventy-seven 


the  Brotherhood  of  Locomotive  Engi- 
neers, Messrs.  Wills,  Clark,  McNamara 
and  Fitzpatrick,  have  been  making  in- 
quiries of  the  Hon.  Franklin  K.  Lane, 
Secretary  of  the  Interior,  and  received 
the  following  official  statement  concern- 
ing the  matter: 

"The   details   of   this   project   have   not 


years  of  age.  but  he  is  hale  and  hearty     been    worked    out.    the    route    which    the 


and  looks  more  than  ten  years  younger 
a  condition  brought  about  by  his  leisure 
hours  being  filled  with  active  duties  and 
amusements.  Golf  and  other  forms  of 
walking  keep   Dr.   Carnegie  young.     Our 


road  will  follow  has  not  been  selected, 
and  personal' matters  in  connection  with 
the  construction  of  the  road  have  not 
as  yet  been  taken  up.  This  being  so,  of 
course  there   is   no  information  available 


own   chief,   Dr.   Sinclair,  though  younger     at  this  time  as  to  train  service  positions 


than  Dr.  Carnegie,  surprises  his  friends 
at  every  convention  by  his  youthful  ap- 
pearance, a  result  brought  about  by  the 
same  methods  employed  by  Dr.  Carnegie 
—active  work,  mental  and  physical. 

.\  great  deal  of  old  age  in  this  country 
is  artificial.  A  man  of  forty  should  not 
show  the  least  sign  of  artery  hardening, 
or  lack  of  coordination  between  brain  and 


to  be  open  after  the  road  is  constructed, 
and  I  am  quite  sure  that  any  such  infor- 
mation that  may  have  been  given  out 
did  not  come  from  an  official  source." 

To  our  anxious  inquirers  who  see 
fortunes  in  working  on  the  government 
railroads  in  Alaska  we  would  say  go 
slow.  There  are  restless  railroad  men 
over    the   country    who   imagine   that 


muscle.      His   creative   faculty   should   be  they  see  in  every  new  railroad  enterprise 

just  as  good  as  when  he  was  twenty-five,  opportunities  for  advancement  not  to  be 

and    the    added    experience    which    only  found  at  home,  which  is  generally  a  de- 

ycars  can  give  should  make  him  far  more  cided     mistake.       We     have     repeatedly 


It   is   true   that   steam   locomotives   are     ''^'"^'^'^  '°  ^n  employer  than   a   man  of     known  of  cases  where  trainmen  left  good 


not  worked  by  one  cylinder,  and  at  first 
sight  it  would  seem  that  that  makes  a 
vast  difference,  and  that  with  two  cyl- 
inders the  impulse  to  turn  the  wheels  is 
almost  constant :  but  even  assuming  the 
steam  pressure  to  be  constant  there  is  a 
vast  difference  in  turning  effort  between 
the  time  that  the  pistons  are  nearest  to 
the  dead  center  and  when  they  are  near- 
est to  the  middle  of  their  stroke  with  the 
cranks  at  the  points  of  their  maximum 
power. 


twenty-five.     He   has   di.scovered   how 
avoid  mistakes  and  to  make  the  best  of 
every  situation. 

Coming  back  to  the  traveling  engineers, 
we  believe  that  as  a  body  numbering  over 
one  thousand  they  are  the  best  preserved 
men  who  gather  together  in  the  United 
States.  They  are  naturally  selected  as  the 
most  representative  of  about  75,000  loco- 
motive   engineers,    which    covers    Canada 


jobs  to  accept  positions  on  railroads  new- 
ly put  into  operation  and  discovered  the 
work  less  congenial  and  the  prospects  of 
advancement  much  inferior  to  what  they 
were  on   the   road  deserted. 

The  railroads  in  Alaska  will  be  oper- 
ated by  L'nited  States  Government  of- 
ficials and  will  be  a  novelty  that  does 
not  appeal  to  railroad  men  who  have  al- 
ways   worked    under    private    ownership. 


and    Mexico    besides    the    United    States     Tiicre  are  not  a  few  government  operated 


To  Avoid  Growing  Old 

At  the  last  convention  of  the  Traveling 
Engineers'  Association  we  were  much 
struck  with  the  youthful  appearance  of 
the  members  as  a  whole,  for  few  of  them 
were  under  forty  years  of  age,  an  age 
considered   by   some  authorities   as  being 


railroads  which  in  1913  were  operated  by 
63,378  locomotives.  The  duties  of  travel- 
ing engineers,  although  not  onerous  or 
nerve-racking,  keej  the  men  active  men- 
tally and  physically  and  account  for  the 
splendid  appearance  of  these  men.  Few 
of  them  need  to  v,  nnder  over  golf  links 
to  keep  them  vigor  :i5.  Many  other  rail- 
road men  whose  »•  rk  is  sedentary  and 
apathy    inspiring    vv.  uld    reap    substantial 


railways  in  the  world  and  none  of  them 
is  noted  for  efficiency  in  operation  or 
fairness   towards   the   employees. 

We  consider  the  United  States  Gov- 
ernment is  acting  justly  and  fairly  in 
undertaking  the  construction  and  opera- 
tion of  railroads  in  Alaska,  for  the  coun- 
try is  sparsely  settled  and  is  altogether  a 
tremendously  large  territory  rich  and  lull 
of  prospects. 
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2-10-2  Locomotives  for  the  Chicago,  Burlington  ^  Quincy 


In  the  spring  of  1912,  the  Baldwin  Lo- 
comotive Works  built  five  locomotives  of 
the  2-10-2  type  for  the  Chicago,  Burling- 
ton and  Quincy  R.  R.  These  were  at  that 
time  the  largest  non-articulated  locomo- 
tives in  service.  They  have  proved  effi- 
cient and  economical  in  handling  heavy 
coal  traffic,  and  ten  additional  locomotives 
generally  similar  in  design  have  recently 
been  constructed  for  this  road  by  the 
same  builders.  The  rated  tractive  force 
of  all  these  locomotives  is  71,500  pounds, 
and  with  equal  hauling  capacities  and  a 
large  number  of  interchangeable  detail 
parts  they  constitute  a  notable  group  of 
unusually  large  units. 

One  of  the  most  difficult  problems  in 
designing  large  locomotives  with  com- 
paratively small  driving  wheels  is  to 
properly  counterbalance  the  reciprocating 
and  revolving  weights.  A  number  of  eight 


ample  bearing  area.  The  packing  rings 
are  also  of  cast  iron.  The  piston  rods  are 
of  nickel-chrome  steel,  annealed.  They 
liave  a  diameter  of  4j^  ins.,  with  a  214- 
inch  diameter  tiole  in  the  center.  The 
crosshead  is  of  the  Laird  type,  with  an 
unusually  liglit  section.  The  body  is  of 
.40  carbon  steel,  annealed,  and  the  bearing 
shoe  is  of  bronze.  The  piston  rod  has  a 
taper  fit  in  the  crosshead,  and  is  secured 
by  an  oil-tempered  steel  key,  while  the 
crosshead  pin  is  of  nickel  steel.  The  main 
and  side  rods,  stub  straps,  and  main 
crank  pins  are  of  nickel  chrome  steel,  an- 
nealed. The  main  pin  has  a  9-inch  diam- 
eter fit  in  the  wheel  center,  and  is  drilled 
w  ith  a  4-inch  hole.  The  main  driving- 
axle  is  of  vanadium  steel.  .\11  the  mds 
are  channeled  to  an  I-section.  The  main 
and  side  rod  stubs  on  the  main  pin  are 
lilted   with   straps,   and   have   a   wedge   ad- 


Tlie  use  of  special  materials,  as  de- 
scribed above,  has  effected  a  saving  in 
weight  of  reciprocating  parts  on  each 
side,  amounting  to  379  pounds,  or  sixteen 
per  cent.,  as  compared  with  the  other  lo- 
comotives using  heavier  parts.  The  bal- 
ancing of  the  main  wheels  is  greatly  im- 
proved, and  there  is  a  material  reduction 
in  the  amount  of  excess  weight  to  be  ap- 
plied to  the  other  wheels.  The  result  is 
less  wear  and  tear  on  the  locomotive  and 
track,  while  the  lighter  parts  are  more 
easily  Iiandled  in  the  shop  when  making 
repairs. 

The  valve  gear  is  of  the  Walschaerts 
pattern,  controlled  by  the  Ragonnet  power 
reverse  mechanism.  The  eccentric  crank 
has  been  lightened  to  reduce  the  weight 
on  the  main  pin.  The  crank  weighs  125 
lbs.,  as  against  160  lbs.  for  the  cranks  used 
on     the     previous     engines.      The     piston 
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Daldwin   Locomotive  Works,   liuilders. 


and  ten-coui)led  locomotive>  b.iilt  liy  tile 
Baldwin  Locotuotive  Works  have  been 
fitted  with  counterweights  keyed  to  the 
main  a.xle,  and  these,  in  conjinution  with 
the  usual  weights  in  the  wlieel  centers, 
have  balanced  a  suflicicntly  large  propor- 
tion r,f  the  reciprocating  and  revolving 
parts  to  avoid  destructive  effects  at  the 
speeds  at  which  these  engines  are  run. 
This  arrangement  is  used  in  eiglit  of  the 
ten  new  Burlington  locomotives.  In  tlie 
two  remaining  locomotives  the  weights  of 
the  reciiir^jcating  parts  ha\e  been  suffi- 
ciently reduced  by  the  use  of  special  steels 
to  avoid  the  necessity  of  applying  addi- 
tional counterweights.  Thi  locomotive 
illustrated  herewith  is  one  •  i  the  two 
equipped  with  the  lighter  parts. 

The  pistons  of  this  loconv  live  have 
<lished  bodies  of  .40  carbon  mh-I,  an- 
nealed. These  are  riveted  t'  las;  ir^n 
liull  rings,  which  are  6  ills  ji,  uidlh, 
widened   to   8   ins.    at   the   botl'.m   to   give 


justmeiit  iiir  the  lirasses.  The  stubs  are 
m1  the  s<.bd  end  pattern.  The  stubs  on 
tile  secniid  and  fourth  pairs  of  wlieels  are 
pro\idecl  uitli  knuckle  joints,  and  tlie 
knuckle  pins  are  fitted  into  splierical 
busliings  of  case-hardened  steel.  Tlie 
bushing  is  held  in  place  by  a  divided 
brass,  wliicli  is  fitted  with  a  key  for  tak- 
ing up  wear.  This  construction  allows 
the  rods  a  limited  amount  of  lateral  fii-x- 
ibility.  The  lateral  play  between  tlie 
wheel  liubs  and  boxes  is  f.s  in.  for  the 
front  and  liack  driving-wheels,  and  '/i  in. 
for  the  main  and  intermediate  pairs.  The 
main  driving-wheels  have  plain  tires;  on 
tlic  second  and  fourth  pairs  there  is  a  to- 
tal play  between  rails  and  flanges  of  -Sji 
in.,  while  on  the  first  and  fifth  pairs  the 
play  is  ",s  in.  With  these  provisions  for 
lloxiliility  the  locomotives  can  traverse 
curves  of  21  degrees,  notwithstan<ling  the 
fact  that  they  have  a  driving-wheel  base 
of  20  ft.  9  ins. 


v.dves  are  15  ins.  in  diameter,  and  are 
set  with  a  lead  of  'i  in.  Tlie  cylinders 
are  fitted  witli  vacuum  relief  valves,  but 
no  l)y-pass  valves  are  used. 

The  frames  are  6  ins.  wide,  each  main 
frame  being  cast  in  one  piece  with  a 
single  rail  front  section,  while  the  rear 
sections  are  separate,  and  of  .slab  form. 
The  rear  truck  is  of  the  Hodges  type, 
and  it  is  equalized  with  tlie  fourth  and 
liltli  pairs  of  driving-wlieels.  The  back 
truck  spring  hangers  are  pinned  to  brack- 
ets, which  are  bolted  to  the  engine 
frames.  These  brackets,  together  with 
the  foot  plate,  serve  as  supports  for  a 
wide  expansion  iilate  which  carries  the 
back  end  of  tlie  firebox.  The  front  end 
of  the  fireliox  is  also  supported  on  an  ex- 
pansion plate.  This  is  bolted  to  a  steel 
casting,  which  supports  the  radius  bar 
jiin  for  the  hack  truck,  and  also  braces 
tlie  frames  at  the  splice  between  the  main 
and  rear  sections. 
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The  boilers  of  the  ten  new  locomotives 
are  all  alike.  The  firebox  has  a  combus- 
tion chamber  ZSyi  ins.  long,  and  is 
equipped  with  a  security  sectional  arch 
supported  on  four  3;  ;-inch  tubes  A  street 
mechanical  s'okcr  is  applied.  The  boiler 
shell  has  a  straight  top,  but  the  third 
barrel  ring  has  a  slope  on  the  bottom  in 
order  to  provide  a  sufficiently  deep  water 
space  under  the  combustion  chamber.  In 
this  way  the  shell  diameter  is  increased 
from  SSyi  ins.  at  the  front  ring  to  100  ins. 
at  the  throat.  The  longitudinal  seams  on 
the  barrel  rings  are  all  placed  on  the  top 
center  line.  The  main  dome  is  placed  on 
the  second  ring  and  the  auxiliary  dome 
on  the  third,  and  the  seams  on  these  rings 
are  welded  throughout  their  entire  length. 
The  main  dome  is  of  pressed  steel,  in 
one  piece,  measuring  33  ins.  in  diameter 
and  18  ins.  in  height.  The  opening  under 
the  auxiliary  dome  is  16  ins.  in  diameter, 
so  that  a  man  can  enter  the  boiler  to 
make  an  inspection,  without  dismantling 
the  fittings  in  the  main  dome.  The  super- 
heater is  of  the  Schmidt  top-header  type, 
with  45  elements  and  a  superheating  sur- 
face of  1,232  square  feet.  With  ample 
grate  area  and  heating  surface,  mechan- 
ical stoking  and  high  superheat  this 
boiler  is  fully  capable  of  supplying  all  the 
steam  needed  for  the  most  severe  class 
of  service. 

The  continued  use  of  this  design  of  lo- 
comotive on  the  Burlington  road,  after 
thorough  service  tests  of  the  locomotives 
built  two  years  ago,  indicates  a  more  gen- 
eral adoption  of  the  2-10-2  type  for  heavy 
freight  service.  With  25  per  cent,  greater 
hauling  capacity  than  a  Mikado  type  loco- 
motive carrying  the  same  weight  per  pair 
of  driving-wheels,  this  type  will  under 
favorable  conditions  effect  a  material  re- 
duction in  the  cost  per  ton  mile  of  mov- 
ing freight. 

The  following  are  the  general  dimen- 
sions of  this  type  of  locomotive : 

Gauge,  4  ft.  8;-$  ins. ;  cylinders,  30  ins. 
by  32  ins. ;  valves,  piston,  15  ins.  diam- 
eter. 

Boiler — Type,  straight;  diameter,  8S'A 
ins. :  thickness  of  sheets,  %  in. ;  working 
pressure,  175  lbs.;  fuel,  soft  coal;  staying, 
radial. 

Fire  Box — Material,  steel;  length,  132 
ins. ;  width,  96  ins. ;  depth,  front,  89.3:4  ins. ; 
depth,  back,  75  ins. ;  thickness  of  sheets, 
sides,  ^  in.;  thickness  of  sheets,  back,  ^ 
in. ;  thickness  of  sheets,  crown,  }i  in. ; 
thickness  of  sheet.s,  tube,  %  in. 

Water  Space — Front,  6  ins. ;  sides,  6 
ins.  to  4  ins. ;  ba.-k,  4  ins. 

Tubes — Diameter,  S'/i  ins.  and  2]4  ins. ; 
material,  5;^  ins.,  steel,  2]4  ins.  iron; 
thickness,  Syi  ins.,  No.  8  W.  G. ;  thick- 
ness, 2%  ins..  No.  11  W.  G. ;  number, 
S'A  ins.,  45 ;  2;4  ins.,  264.  Length,  22  ft. 
7H  ins. 

Heating  Surface — Firebox,  272  sq.  ft. ; 
combustion  chamber,  68  sq.  ft.;  tubes, 
4966   sq.    ft.;    firebrick   tubes,   43   sq.    ft.; 


total,  5,349  sq.  ft.;  grate  area,  88  sq.   ft. 

Driving  Wheels— Diameter,  outside,  60 
ins. ;  diameter,  center,  52  ins. ;  journals, 
main.  12  ins.  by  12  ins.;  journals,  others, 
11  ins.  by  12  ins. 

Truck  Wheels— Diameter,  front,  33 
ins.;  journals,  6  ins.  by  10  ins.;  diameter, 
back,  42'i.  ins.;  journals,  8  ins.  by  14  ins. 

Wheel  Base — Driving,  20  ft.  9  ins.; 
rigid,  20  ft.  9  ins.;  total  engine,  40  ft.  1 
in. ;  total  engine  and  tender,  74  ft.  9!4  ins. 

Weight— On  driving  wheels,  293,000 
lbs.;  on  truck,  front,  27.900  lbs.;  on  truck, 
back,  49,100  lbs.;  total  engine,  370,000 
lbs. ;  total  engine  and  tender,  about 
555.000  lbs. 

Tender— Wheels,  number,  8;  wheels, 
diameter,  33  ins.;  journals,  6  ins.  by  11 
ins. ;  tank  capacity,  10,000  gals. ;  fuel  ca- 
pacity,  15  tons ;  service,  freight. 

Locomotive  equipped  with  Schmidt  su- 
])erheater. 

Superheating  surface,  1,232  sq.  ft. 


Making  Parts  Interchangeable. 

One  of  the  oldest  metal  industries  was 
watch  making,  which  exerted  great  in- 
fiuence  upon  the  development  of  exact 
operations  in  machine  work.  The  de- 
tailed mechanism  of  a  watch  are  so  small 
that  it  might  be  supposed  that  the  makers 
of  watches  would  have  readily  agreed  to 
uniformity  of  parts,  but  the  opposite 
tendency  prevailed  for  many  years  among 
the  pioneer  watchmakers.  Instead  of 
working  towards  uniformity  and  inter- 
changeability,  the  ancient  watchmaker 
labored  with  much  ingenuity  to  produce 
screws,  for  instance,  that  no  other  maker 
could  readily  reproduce.  This  tendency 
was  followed  by  millwrights,  blacksmiths 
and  other  users  of  screws  and  led  to  a 
deplorable  condition  in  the  machine  trade, 
which  was  growing  worse  confounded 
when  William  Sellers  first  made  the  at- 
tempt to  introduce  uniformity  in  the  de- 
sign of  screw  threads.  That  really  ef- 
fected a  beneficent  revolution. 

It  used  to  be  amusing  to  hear  petty 
manufacturers  prate  about  "our  standard 
screws."  L'ntil  the  Master  Car  Builders' 
-Xssociation  proceeded  vigorously  to  ad- 
vocate adoption  of  the  Sellers  screw 
threads,  there  were  car  manufacturers 
and  locomotive  builders  that  had  standard 
systems  of  their  own.  Such  people  ad- 
hered rigidly  to  their  own  standard  to 
the  sorrow  of  those  who  had  to  do  repairs. 
That  has  all  been  changed  now,  thanks 
to  the  action  of  the  blaster  Car  Builders' 
and  Master  Mechanics'  Associations  in 
adopting  the  Seller?  dimension  of  screw 
threads.  It  might  lie  well  to  explain  that 
the  interchangeable  screw  thread  system 
was  first  brought  out  by  William  Sellers, 
of  Philadelphia,  in  1864  and  was  soon 
afterwards  adopt-  1  by  the  Franklin  In- 
stitute of  Philadelphia  and  for  a  time 
thereafter  was  to  many  persons  called  the 
Franklin  Institute  System.    Still  later  the 


Sellers  system  of  screw  threads  and  nuts 
was  adopted  by  the  United  States  Govern- 
ment and  is  now  known  as  United  States 
Standard. 

This  .system  of  uniformity  in  screw 
threads,  although  advocated  by  highly  in- 
fluential supporters,  made  almost  no  pro- 
gress into  favor  until  it  was  adopted  by 
the  Master  Car  Builders'  Association, 
which  was  done  in  the  convention  held  at 
Richmond,  Va.,  in  1871.  From  that  time 
every  car  that  had  to  be  repaired  away 
from  the  road  of  its  owners,  acted  as  an 
advertisement  of  the  United  States  stand- 
ard screw  threads.  It  very  soon  became 
known  from  Maine  to  Texas  that  what 
was  now  the  standard  nuts  and  bolts  of 
the  association  could  be  used  in  repairs 
of  cars  but  no  others.  Xo  invention  ever 
received  such  stimulating  influences  into 
general  adoption  as  the  Sellers  screw 
threads  received  from  the  Master  Car 
Builders'   Association. 

In  the  previous  year  at  a  convention 
held  in  Philadelphia  the  Railway  Master 
Mechanics'  Association  adopted  the  Sel- 
lers screw  threads  as  a  standard,  which 
helped  the  cause  of  interchangeability. 
But  as  locomotives  seldom  go  away  from 
the  railroad  they  belong  to,  the  act  of 
the  Motive  Power  organization  was  not 
so  far  reaching  as  was  that  of  the  Master 
Car    Builders. 

The  report  of  the  Committee  on  Stand- 
ard Nuts  submitted  to  the  Philadelphia 
convention  in  1870  reveals  a  condition  of 
the  screw  thread  question  that  is  inter- 
esting. The  committee  had  sent  out 
about  one  hundred  circulars  making  in- 
quiries for  particulars  of  dimensions  of 
nuts  and  bolts  used  by  the  members. 
About  fifty  replies  were  received  and  no 
two  of  the  answers  indicated  the  same 
practice.  It  was  assumed  that  every 
railroad  had  a  standard  of  its  own.  The 
committee  did  not  think  that  having  uni- 
form nuts  and  bolts  was  of  much  con- 
sequence in  the  construction  of  locomo- 
tives ;  but  they  consented  to  the  adop- 
tion of  the  United  States  standard  screw 
threads.  -And  that  was  no  longer  ago 
than   1870! 

Buffalo   Railway   Terminals. 

Railway  terminal  work  in  Buffalo, 
N.  Y.,  calling  for  an  expenditure  of  $15,- 
000,000  to  $17,000,000,  will  be  placed  under 
construction  in  the  next  year  or  two. 
Plans  for  a  new  station  and  other  im- 
provements for  the  Lehigh  Valley,  to  cost 
about  $5,000,000,  have  been  approved  by 
the  Buffalo  Terminal  Commission.  The 
Lehigh  facilities  will  be  shared  by  the 
Grand  Trunk,  Erie,  Nickel  Plate  and 
Wabash.  The  New  York  Central  lines 
are  developing  a  scheme  for  a  new 
terminal,  which  according  to  present  plans 
will  cost  close  to  $10,000,000.  In  addition 
work  is  now  progressing  on  the  new 
Lackawanna  station  which  will  cost  about 
$2,500,000. 
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Air  BraKe  Department 


Equipment  A.  M.  M. 

Following  up  a  desire  to  illustrate  the 
improvements  that  have  been  made  in 
brakes  for  electric  cars,  we  have  some 
views  of  the  Westinghouse  A.  M.  M. 
equipment  which  is  designed  for  trains  of 
from  one  to  three  cars,  and  is  especially 
adapted  to  high-speed  interurban  train 
service.  It  is  also  an  clTicient  lirakc  for 
electric  locomotives  or  motor  cars  used 
in  light  switching  service,  as  it  provides 
l(.r  quick  and  flexible  operati(m  of  the 
lirakes  on  a  single  unit  liy  straight  air 
with  the  added  facility  of  immediately 
changing  to  automatic  operation  when 
coupled  to  cars.  Tliis  is  a  combined 
"automatic  and  straight  air"  brake  and 
both  features  are  incorporated  in  one 
brake  valve.  The  brake  valve  is  known 
as    the    M    22    and    the    operating    valve 
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electric  cumpressor  governor,  a  fuse  bo.x 
and  snap  switches,  two  main  reservoirs, 
a  safety  valve,  a  feed  valve,  two  duplex 
air  gages,  two  brake  valves,  exhaust 
mufflers,  a  triple  valve,  a  No.  14  double 
check  valve,  an  auxiliary  reservoir,  a 
brake  cylinder,  a  conductor's  valve,  and 
the  usual  cut-out  cocks,  air  strainers,  hose 
cmiplings,   etc. 

Next  montli  we  will  describe  the  opera- 
tion of  the  brake  as  well  as  it  will  be 
possible  to  do  in  a  very  limited  space, 
compared  with  the  features  embodied  in 
the  brake  equipment,  but  as  instructions 
covering  the  operation  of  tlie  equipments 
are  always  furnished  to  tlinse  interested 
a  limited  description  here  will  suffice. 


"Excess  Pressure  Governor  Top." 

The  ixcess  pressure  governor  top  used 


The  operation  of  this  governor  is  now 
so  well  known  as  to  require  no  explana- 
tion and  it  is  a  well  known  fact  that  if 
brake  pipe  leakage  at  any  time  exceeds 
the  capacity  of  the  feed  valve  the  gov- 
ernor will  automatically  throttle  the  com- 
pressor or  entirely  stop  it. 

If  it  is  desired  to  run  trains  over  the 
road  with  uncoupled  hose  and  bursted 
brake  pipes  the  governor  top  is  very  un- 
desirable, l)Ut  if  the  brake  pipe  is  to  be 
maintained  free  from  excessive  leakage  so 
that  the  engineer  can  make  the  stop  with 
the  brake  valve  instead  of  brake  pipe 
leakage  making  it,  this  governor  top  can 
be  successfully  used  and  it  will  be  of 
some  advantage  to  the  engineer.  By  stop- 
ping the  compressor  it  at  once  notifies  the 
engineer  that  the  leaks  in  the  brake  i)ipe 
are   in  excess  of  the   feed  valve  capacity 


of  the  equipment  is  the  type  M  triple 
valve  and  an  improved  design  of  double 
check  valve  is  used. 

The  triple  valve  is  of  the  plain  pipelcss 
type,  and  in  addition  to  the  regular  fea- 
tures of  the  plain  triple,  it  contains  quick 
service,  quick  recharge,  graduated  release 
,md  high  pressure  emergency. 

The  No.  14  double  check  valve  has  pipe 
connections  to  the  brake  cylintUr,  aux- 
iliary reservoir,  the  triple  valve  connection 
..n  the  brake  cylinder  lu-ad  and  to  the 
straight  air  application  and  release  piiic 
and  air  passes  through  this  valve  in  ap- 
plying brakes  either  in  service  or  <mer- 
gcncy   or   in   straight   air  application. 

The  M  22  brake  valve  has  six  posiiir,ns. 
namely,  release,  straight  air  lap,  straight 
air  application,  automatic  lap,  automatic 
service  and  emergency. 

The  principal  parts  of  the  ((luipment 
are    a    motor    driven    air   conipn '.^or.    an 


TO  BRAKE  CYU, 


TKIPI.r.   V.\I,\E— VF.RTU  Al,   .-~KC  TKlN? 


with  the  1'..  T.  equipment,  principally  for 
the  purpose  <'i  maintaining  main  reservoir 
pressure  at  a  figure  20  pounds  higher  than 
brake  pipe  pressure,  regardless  as  to  what 
the  pressure  may  be,  has  in  some  in- 
stances been  discarded  from  the  locomo- 
tive. Tliere  are  several  reasons  for  this, 
as  its  use  is  not  an  absolute  necessity, 
aiul  if  it  is  desired  to  maintain  main  rese- 
voir  pressure  at  a  fixed  figure  a  single  top 
governor  is  all  lb;it  is  necessary;  however, 
the  majority  of  roads  prefer  a  variable 
main  reservoir  pressure;  tliat  is.  a  rea- 
sonalily  low  pressure  when  the  brake  is 
not  in  use  and  a  much  higher  pressure 
for  releasing  and  recharging  the  brakes. 
L'nder  ordinary  conditions  this  excess 
pressure  toi)  provides  a  practically  perfect 
regulation  of  reservoir  pressure  and  one 
of  the  chief  fc'atures  to  wliich  the  most 
objection  is  ofTered  is  from  another  point 
of  view  the  most  desirable. 


and  it  is  then  necessary  to  reduce  the 
brake  pipe  leakage  or  run  with  the  valve 
handle  partially  in  release  position;  leav- 
ing a  terminal  with  the  valve  handle  in- 
release  position  is  not  permissible,  as  it 
not  only  takes  the  train  control  away 
from  the  engineer,  but  there  are  circum- 
stances under  which,  with  the  large  capac- 
ity compressors,  a  train  might  be  parted 
and  the  forward  portion  continue  on  for 
some  miles  before  it  would  be  discovered, 
whereas  with  the  handle  in  the  proper 
position  this  cannot  occur  without  at  least 
being  indicated  by  the  air  gage. 

This  iieculiarity  of  the  governor  in 
question  necessitates  charging  a  train  with 
the  brake  valve  handle  in  release  position, 
and  after  waiting  a  reasonable  length  of 
time  to  charge  the  train  and  with  the  gage 
hands  at  about  the  figure  of  feed  valve 
adjustment,  sliould  the  compressor  stop, 
evcrv  time  the  handle  is  brought  to  run- 
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ning  position,  it  indicates  that  the  pres- 
sure is  still  leaving  the  brake  pipe  faster 
than  it  can  flow  through  the  feed  valve 
and  it  is  certainly  necessary  to  remedy 
the  condition  before  the  train  is  ready  to 
proceed. 

Restrictions  are  frequently  found  in  the 
brake  valve  and  feed  valve  parts,  and  in 
the  piping  on  the  locomotive,  therefore  if 
the  train  crew  insists  that  there  is  no  ex- 
cessive leakage  it  will  become  necessary 
to  make  a  feed  valve  capacity  test. 

This  may  be  done  by  closing  the  brake 
valve  cut-out  cock  and  allowing  the  pres- 
sure to   pump  up  to  standard,  then  open 


ing  the  test  and  thus  interfere  with  it, 
it  would  at  once  indicate  that  there  was 
a  restriction  in  the  brake  valve  or  brake 
pipe  and  that  because  of  it  feed  valve 
pipe  pressure  was  being  maintained  at  ihe 
feed  valve  adjustment,  which  could  not 
occur  if  tlicre  had  been  the  usual  opening. 

One  defect  of  this  governor  which  has 
caused  more  or  less  annoyance  is  the  fit 
of  the  diaphragm  valve  in  the  spring  box. 
It  was  formerly  a  practice  to  make  this  a 
neat  sliding  fit  and  when  the  brass  became 
heated  a  slight  expansion  would  cause 
the  diaphragm  to  stick  in  the  spring  box. 

The  correct  way  to   remedy   this   is   to 
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the  brake  pijie  to  the  atmosphere  ami  with 
the  engine  brake  released  open  the  brake 
valve  cut-out  cock  and  note  the  fall  of 
main  reservoir  pressure.  The  rate  of  drr.p 
will  be  in  proportion  to  the  main  r(scrv<jir 
volume  and  with  the  average  70,000  to 
80,000  cubic  inch  capacity  reservoir,  main 
reservoir  pressure  should  fall  20  ]•  uiid-; 
in  about  30  seconds  if  the  .feed  val\c  is 
v.'orking  at  its  maximum  capacity.  aii<I  it 
there  is  no  restriction  elsewhere.  If  hiw- 
cver  it  requires  45  or  50  seconf's  to  srvre 
a  20  poiind  drop,  the  locomotive  had  :  '  t- 
ter  be  taken  back  to  the  shop,  becausi-  v.v.- 
der  such  rnndilions  no  repairs  coul  '  l, 
made   nw.iy    from    the   shops. 

Should  the  compressor  fail  to  stop  ''  :i 


ream  out  llie  spring  box  a  trifle,  but  some 
repairmen  <leveloped  the  habit  of  reducing 
the  diaiihragm  body  with  a  file,  which  at 
times  did  not  reduce  the  size  the  desired 
distance,  so  tliat  if  the  pressure  suddenly 
left  the  sprini;  box  the  valve  would  lift 
high  enough  t.)  stick.  Under  this  oudi- 
lion  the  govern. ir  would  operate  perfectly 
on  the  lone  engine,  but  when  coupled  to 
an  unclia'rged  train,  a  ra|)id  change  of 
pressure  occurs,  which  may  result  in  stick- 
ing the  diaphragm  valve  open  and  hold- 
uw,  the  compressor  shut  down.  After  the 
train  has  been  charged  any  ordinary  de- 
fect of  this  governor  or  the  feed  valve 
will  be  indicated  by  the  position  of  the 
hands  on  the  air  gauge.    If,  while  running 


along  the  road,  it  was  discovered  that  the 
compressor  had  stopped,  the  positions  of 
the  gage  hands  would  be  noted  before 
any  movement  of  the  brake  valve  was 
made. 

If  the  hands  were  found  more  than  20 
lbs.  apart  with  the  brake  pipe  hand  below 
the  figure  of  the  feed  valve  adjustment  it 
would  indicate  that  either  a  serious  brake 
pipe  le;.k  had  started  or  that  the  feed 
valve  i)istnn  had  stuck  shut.  If  the  nan- 
die  is  then  moved  to  release  position  and 
the  conrressor  starts  it  indicates  brake 
pipe  leakage,  but  if  the  compressor  will 
not  start  it  indicates  that  the  feed  valve 
piston  is  stuck.  The  reason  the  com- 
pressor will  not  start  is  that  in  release 
position  of  the  brake  valve  the  feed  valve 
pipe  pressure  is  governed  by  the  feed 
valve  and  if  it  is  closed  the  pressure  in 
the  spring  box  of  the  governor  cannot 
be  maintained. 

Should  a  feed  valve  piston  stick  shut 
en  route,  or  should  the  feed  valve  action 
become  erratic  enough  to  permit  such  wide 
variations  in  brake  pipe  pressure  that  the 
governor  would  hold  the  compressor  in- 
operative for  a  sufificient  length  of  time 
for  brake  application  to  occur,  the  brake 
valve  handle  can  be  moved  toward  release 
position  just  a  sufiicient  distance  to  main- 
tain brake  pipe  leakage  and  feed  valve 
pipe  pressure  at  the  same  time  and  thus 
keep  the  compressor  in  operation  until 
such  time  as  the  necessary  repairs  can  be 
made. 

If,  however,  the  compressor  stops  and 
the  hands  show  that  main  reservoir  and 
brake  pipe  pressures  are  less  than  20  lbs. 
apart,  it  indicates  that  the  governor  is  at 
fault,  and  the  brake  valve  handle  should 
be  placed  in  lap  position  to  cut  out  the 
excess  pressure  governor  top,  and  if  the 
compressor  then  starts  and  stops  every 
time  the  handle  is  brought  to  running  posi- 
tion, the  ga.ge  hands  being  less  than  20 
lbs.  apart,  it  points  to  a  defective  excess 
pressure  top  and  the  handle  should  be 
kept  in  lap  position  long  enough  to  place 
a  blind  gasket  in  the  operating  pipe. 

If  the  compressor  will  not  start  after 
the  handle  is  placed  on  lap  position  it  in- 
dicates that  the  maximum  pressure  top  is 
at  fault,  or  that  the  compressor  is  dry  or 
broken  down,  and  it  woidd  only  be  neces- 
sary to  proceed  according  to  standard 
instructions  governing  the  location  of 
the  pump  and  governor  troubles.  In 
some  instances  the  excess  pressure  gov- 
ernor connections  have  been  changed  so 
that  the  operating  pipe  is  connected  direct 
to  the  main  reservoir  instead  of  the  brake 
\alve.  and  if  such  happens  to  be  the  case 
it  w-ill  conflict  with  tlie  foregoing  in  that, 
when  the  valve  handle  is  placed  in  lap 
position  the  excess  pressure  top  will  not 
tie  eliminated  from  the  causes  for  com- 
pressor failing  to  start,  but  if  the  engineer 
will  note  while  oiling  the  engine  that  the 
relief  port  nf  the  governor  is  open  before 
coupling  to  a  train,  he  will  have  no  diffi- 
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culty  in  determining  whether  the  governor 
is  holding  the  compressor  throttled  or 
whether  it  has  stopped  I'rom  some  disorder 
in  itself. 


Storage  Capacity  of  Passenger  Brakes. 

We  frequently  overhear  remarks  to  the 
effect  that  with  the  advent  of  the  large 
capacity  air  compressor,  the  tightening  up 
of  brake  pipe  leakage  has  been  relegated 
to  the  lost  arts,  but  be  that  as  it  may, 
there  is,  nevertheless,  a  heavy  demand  for 
the  large  compressor  for  both  freight  and 
passenger  service.  It  cannot  be  disputed 
that  these  compressors  are  a  necessity 
where  trains  of  from  90  to  140  freight  cars 
are  being  hauled  in  one  train,  because  if 
there  is  to  be  any  assurance  whatever  of  a 
release  of  brakes  on  the  rear  end  of  the 
trains  large  capacity  compressors  must  be 
used.  With  the  long  trains  of  today,  main 
reservoir  volume  is  a  secondary  considera- 
tion  to   proper  air  pump  capacity. 

As  to  whether  the  cross  compound  and 
duplex  compressors  are  necessary  for  pas- 
senger service,  a  glance  at  the  sizes  of 
auxiliary,  service,  emergency  and  supple- 
mentary reservoirs  on  modern  passenger 
cars  will  give  a  very  fair  idea  of  the  type 
of  air  pump  required.  It  is  well  known 
that  nearly  all  terminals  are  equipped  with 
storage  plants  and  that  during  an  applica- 
tion of  train  brakes  either  in  full  service 
or  emegency,  but  a  brake  cylinder  full  of 
compressed  air  can  be  lost  on  applications 
regardless  of  the  type  of  equipment,  but 
there  are  many  conditions  under  which  a 
locomotive  may  be  called  upon  to  charge 
up  a  train  of  these  cars. 

In  yard  switching  service  many  delays 
occur  while  trains  of  the  cars  are  being 
charged,  and  as  the  general  impression 
seems  to  prevail  that  3  or  4  minutes  is 
ample  time  for  charging  any  passenger 
train  with  any  kind  of  an  air  pump,  it 
may  be  interesting  to  m.ake  an  approxi- 
mate estimate  of  the  time  required  to 
charge  a  train  of  modern  passenger  cars 
with  an  11-in.  pump.  Assuming  that  we 
have  a  train  of  12  cars,  that  may  have 
P.  C,  U.  C,  and  single  and  double  L.  N. 
equipments,  we  would  find,  with  an  18-in. 
L.  N.,  one  16  x  42  auxiliary  reservoir  and 
one  22V4  -x  54  supplementary  or  two  sup- 
plementary reservoirs  with  approximately 
the  same  capacity,  namely,  about  19,000 
cu.  ins.,  and  with  7,300  in  the  auxiliary 
and  at  least  1,000  more  in  the  brake  pipe. 
we  can  find  about  16  cu.  ft.  of  space  to  be 
filled  with  compressed  air  on  such  a  car. 

An  L.  X.  equipment  of  two  14-in.  cyl- 
inders will  have  two  14  x  33  reservoirs, 
and  two  20%  x  36  supplementary  reser- 
voirs, with  a  total  of  about  30,000  cu.  ins. 
or  about  17  cu.  ft. 

A  P.  C.  2-16  will  have  a  20'/2  x  36  serv- 
ice reservoir  of  20,000  cu.  ins.,  and  an 
emergency  reservoir  16  x  48  of  over  8.500, 
which  with  the  brake  pipe  and  pressure 
chamber  will  have  about  12  cu.  ft.  of  space 
to  be  filled. 


The  U.  C.  16  will  have  a  20'/;  x  48 
emergency  reservoir  of  14,000  cu.  ins.,  one 
4  .X  33  service,  a  10  x  33  auxiliary,  and  a 
10  X  33  additional  emergency  reservoir, 
and  in  all  about  13  cu.  ft.  of  space  to  be 
charged  on  one  of  these  cars. 

.•\n  L.  N.  16  will  contain  about  11  cu. 
ft.,  and  a  P.  C.  2-14  or  an  L.  N.  2-12  will 
contain  approximately  9  ft.  each,  which 
will  in  itself  give  a  good  general  idea  of 
the  demand  upon  an  air  compressor  in 
charging  these  cars. 

.-\ssuming  then  that  12  cars  averaging 
13  cu.  ft.  each  and  no  allowance  whatever 
for  train  signal,  water  raising  or  lighting 
.systems,  13  x  12,  will  mean  156  cu.  ft.  of 
space  to  be  filled  with  compressed  air  for 
tlie  brake  system  alone. 

In  110  lbs.  gage  pressure  there  are  8.5 
atmospheres,  and  to  charge  this  train 
would  require  7.5  atmospheres  from  the 
compressor  or  156  x  7.5  =  1,160  cu.  ft.  of 
free  air  required. 

It  will  be  understood  that  the  main 
reservoir  pressure  on  the  engine  would 
not  reduce  the  volume  required,  as  that 
admitted  to  the  brake  pipe  for  recharging 
must  necessai-ily  be  replaced  before  maxi- 
mum pressure  is  attained,  and  in  addition 
to  this  leakage  must  be  taken  into  con- 
sideration. 

Supposing  an  average  leakage  of  lyi 
lbs.  per  minute  from  the  cars  and  loco- 
motive, but  considering  for  convenience 
the  cars  alone,  at  110  lbs.  pressure,  1-110 
of  1,160  cu.  ft.,  or  a  little  over  10  cu.  ft., 
would  escape  \>er  minute,  and  at  I'/s  lbs. 
al)out  15  cu.  ft.  per  minute  would  be  lost. 
If  this  was  intended  to  be  accurate  in 
technical  details,  we  would  assume  that 
one  of  the  atmospheres  could  not  escape 
through  leakage,  then  it  would  be  assumed 
that  only  a  percentage  of  7.5  atmospheres 
would  escape,  and  with  a  little  calcula- 
tion it  will  appear  that  one  pound  per 
minute  leakage  means  the  same  number 
of  cu.  ft.  of  free  air  expanded  regardless 
of  the  pressure  so  long  as  the  volume  of 
the  brake  pipe  decs  not  vary.  With  an 
opening  of  fixed  size,  the  higher  the  pres- 
sure the  greater  the  number  of  cu.  ft.  of 
free  air  that  can  escape  per  minute,  but 
where  rate  of  leaka.gc  remains  constant,  it 
may  be  assumed  that  the  loss  in  cu.  ft. 
of  free  air  is  constant.  As  an  example, 
at  70  lbs.  pressure  4.7  atmospheres  are 
free  to  escape  under  pressure,  and  156  x 
4.7  =  7,330,  of  which  1-70  is  a  little  over 
10  cu.  ft.,  and  similarly,  at  30  lbs.  pressure 
two  atmospheres  ran  escape  through  leak- 
age when  156  x  2  =  312.  of  which  1-30  is 
al.so  a  little  over  10  cu.  ft. 

.•\s  it  is  only  desired  to  give  an  approxi- 
mate estimate  of  the  time  required  to 
charge  one  of  these  trains,  the  technicali- 
ties may  be  disrotrarded.  and  when  an  en- 
gine with  an  1 1  in.  pump  is  coupled  to  ■ 
such  a  train,  t':<-  recommended  speed  is 
100  strokes  per  minute,  and  the  capacity 
about  45  cu.  ft.  ('■  free  air  per  minute,  and 
if    the    speed    i^    increased,    say    to    130 


strokes,  which  is  nearly  the  maximum 
speed,  with  a  1-in.  steampipe  working 
against  100  lbs.  air  pressure  with  200  lbs. 
steam  pressure,  the  capacity  of  the  pump 
may  be  increased  to  about  55  cu.  ft.,  and  if 
15  ft.  per  minute  is  lost  through  leakage, 
the  time  required  to  charge  this  train  of 
12  modern  cars,  from  0  to  110  lbs.,  is 
1,160  -7-  40  (55  —  15).  or  =  29  minutes' 
time. 

The  rapidity  with  which  modern  pas- 
senger traffic  is  handled  does  not  permit 
of  29  minutes'  time  for  charging  a  train, 
for  a  brake  test,  therefore  yard  test  plants 
are  provided,  even  if  they  are  not  always 
accessible  from  all  yard  tracks,  and  where 
conditions  may  necessitate  the  charging 
of  trains  with  yard  or  road  engines,  the 
advantage  of  the  cross-compound  com- 
pressor is  readily  observed,  as  it  will 
easily  compress  115  cu.  ft.  of  free  air  per 
minute  against  110  lbs.  gage  pressure  with 
200  lbs.  steam  pressure,  so  that  in  doing 
the  w-ork  that  required  29  minutes  for  the 
11-in.  pump  the  cross  compound  will  con- 
sume but  about  IIVL'  minutes,  or  1,160  -i- 
100  (115  —  15)   =  11.6. 


Teaching  Children  Manual  Skill. 

Agitation  is  constantly  going  on  to 
teach  the  mechanical  trades  in  common 
schools,  which  is  a  pernicious  fallacy,  for 
it  would  interfere  with  the  literary  in- 
struction without  giving  valuable  manual 
training,  .^n  innovation  w-hich  has  been 
introduced  into  some  schools  in  New 
York  City  that  aims  at  manual  training 
is  we  think  worthy  of  imitation.  The 
majority  of  school  children  have  no  op- 
portunitj'  to  go  to  the  country  in  sum- 
mer, and  the  school  trustees  have  ar- 
ranged to  give  them  the  opportunity  of 
acquiring  skill   in   manual  operations. 

On  July  1  thirty-four  schools  were 
opened  for  pupils  to  engage  in  manual 
work.  Most  of  the  schools  are  in  the 
congested  districts.  Instead  of  running 
wild,  as  they  generally  do  during  the 
school  vacation  periods,  the  children  will 
have  teaching  in  basketry,  chair  caning, 
bench  work,  and  the  household  arts  allied 
with  sewing  and  cooking.  Pupils  who 
have  not  been  promoted  and  those  who 
are  over  age.  besides  foreigners  who  find 
difficulties  witli  the  language  and  children 
who  wish  {•-•  complete  the  allotted  time 
of  attendance  required  for  working  pa- 
pers, will  take  the  regular  opportunities 
for  schooling  that  are  afforded.  .Mso, 
there  will  be  classes  in  the  kindergartens. 

There  is  no  mental  strain  in  this  work. 
It  merely  regulates  the  normal  activities 
of  children.  Periods  of  rest  and  receSs 
are  abundant.  Proper  arrangements  can 
be  made  for  the  welfare  of  the  teachers 
in  overlapping  periods  of  the  year,  or 
they  may  receive  higher  salaries,  as  they 
elect.  It  is  improvident  to  permit  the 
huge  educational  plant  of  the  city  to  be 
idle  during  the  summer  months. 
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Mechanical  Organizations  and  Their  WorR 


By   DR..   ANGUi  SINCLAIR 


.MR    1!K.\KI-;    .\.-;SliCI.\TlnN. 

.About  tweniy-rivt  years  ago  the  care 
ol  air  brakes  became  such  important 
work  that  agitation  arose  among  rail- 
way men  in  favor  of  establishing  an 
air  brake  organization  where  men  par- 
ticularly familiar  with  air  lirake  mech- 
anism ntight  meet  periodically  and  dis- 
cuss subjects  of  mutual  interest.  This 
culminated  in  1894  in  the  organization 
of  the  -Air  Brake  Association,  which  lia- 
grown  in  numbers  and  influence  so  tliat 
its  inemliers  are  now  considered  the 
most  inlluential  oflicials  regarding  tlie 
operation  and  maintenance  of  air 
brakes. 

The  air  brake  has  deveh.ped  -,l..wly 
from  the  simple  apparatus  that  u^eil 
straight  air  to  push  the  shoes  against 
car  w'heels,  thereby  controlling  the 
speed  of  short  trains  in  a  very  ineffi- 
cient manner,  to  the  modern  automatic 
brake  which  does  its  work  properly  on 
any  length  of  train  and  under  the  most 
trying  conditions  of  speed  and  grades. 
Every  advance  made  in  train  lirake 
mechanism  has  been  carefully  studied 
by  the  .Air  Urake  Association.  Reports 
have  been  read  about  them  and  ex- 
haustive discussions  of  details  have 
served  to  keep  railroail  men  generally 
informed  on  everything  wurth  kninving 
about  air  brakes.  The  efticiency  of  the 
air  brake  and  the  extraordinary  skill 
displayed  in  handling  it  has  been  due 
in  a  great  measure  to  the  intelligent 
labors  of  the  .\ir  I'.rake  .Association. 

.A  few  i)articulars  of  the  work  done 
at  different  convenli.ms  at  the  .Air 
Brake  .Association  will  give  you  an  idea 
of  the  proceedings  of  a  particularly 
earnest  ami  elficient  body  of  experts. 

At  tile  iirst  annual  convention  reiiorts 
were  read  on'  Cleaning  and  Oiling 
Triple  \'alves,  .\ir  Pump  Repairs; 
Maintenance  of  Freight  and  Passenger 
Train  Brakes;  and  Handling  I'reiglit  or 
Passenger  Trains  Wliolly,  or  I'.irtly 
Equipped  witht  .Air  Brakes. 

At  the  second  annual  convention  ludd 
at  St.  Louis  in  189S  the  follr)wiiig  sub- 
jects were  reported  on  and  thorMughly 
discussed:  Pump  Governors  and  .Air 
Gauges,  .Air  Pump  Piston,  ('are  of 
Engineer's  Brake  Valve,  Foundation 
Brakes,  Care  of  Signal  .\ppar.itus  and 
Conductor's  Valve,  Slid  Flat  Wheels, 
Driver  and  Engine  Truck  Brakes. 
Stack  .Adjusters.  Handling  Trains  on 
Heavy  Grades,  Tests  Made  to  De- 
termine the  Stopping  Power  of  Engines 
Reversed,  With  and  Without  ("se  of 
Air    Brakes, 

The  progress  between  the  second  and 
tlic    twentv-first   convention    reveals   an 


immense  amount  of  valuable  work  per- 
fiirmed.  I  o  give  one  an  idea  of  the 
vvnrk  ilone  at  the  twenty-hrst  conven- 
tion held  at  Detroit  in  May  last,  I  quote 
a  .synopsis  of  the  proceedings  issued 
bv    Secretary    Nellis   as    follows: 

Caboo^e  .Air  Gauge  and  Conductor's 
\al\e. — -A  spirited  discussion  followed 
the  reading  of  this  paper  by  Mr.  Mark 
I'urcell,  some  Eastern  members  belie\- 
ing  such  installation  productive  of  more 
luirin  tlian  good,  the  Western  members 
and  some  Eastern  members  citing 
cases  where  accidents  have  been  averted 
by  an  intelligent  use  of  the  devices. 
Tlie  discussion  on  the  whole  indicated 
that  intelligently  used,  the  devices  were 
of  the  safety  order  and  beneficial,  but 
improperly  used  were  detrimental. 

Clasp  Type  of  Foundation  Brake 
Gear  for  Heavy  Passenger  Equipment 
tars. — Mr.  T.  L.  Burton  made  an  ex- 
cellent presentation  of  his  subject.  He 
showed  clearly  and  cited  cases,  where 
certain  types  of  clasp  brakes  proved 
less  efficient  than  a  single  sh(.)e  type. 
Careful  analysis  of  each  individual  case 
and  scientific  treatment  of  numerous 
details  must  be  made  to  procure  a 
highly  efficient  clasp  brake.  See  pro- 
ceedings for  details. 

.\ir  Hose.— Mr.  T.  W.  Dow,  in 
presenting  his  paper,  sought  greater 
pliability  than  the  present  hose  pos- 
sessed. The  discussion  showed  that 
the  teiidenc\-  of  hose  to  absorb 
moisture,  and  freeze  with  attendant 
troubles,  was  the  greatest  lault  at 
present.  It  was  hoped  that  the  new 
1''13  Al.  C,  B,  specifications  might  iiro- 
duce  a  betterment  in  this  respect. 
Hand  mounting  \c■rsu^,  maciiine  mount- 
ing was  discussed. 

(Jiie  Hundred  Per  Cent.  I'.fficiency  of 
[■"reight  Traill  Brakes. — Mr.  Von  Ber- 
gen was  not  present  to  introduce  and 
defend  lii>  paper;  however,  an  active 
disciissi.iii  brought  out  much  to  sh"W 
wliy  eiideav..r  slmuld  lie  made  Xn  ;ip- 
priiach  the  iileal  as  near  as  possibly. 
I  Inly  constant  and  vigorous  pounding 
c.iild  bring  a  close  approach,  it  was 
b<lie\ed.    to    reasonable    efficiency. 

l-'.lec!r< I- Pneumatic  Signal  System  for 
Passenger  Trains.  Mr.  I..  II.  .Arm- 
strong's papiT  was  presented  cuicisely 
'and  interestingly.  It  showed  the  great 
advantage  of  accurate  signalling  made 
possible  by  tlie  assistance  of  electric 
current,  .\ctual  service  tests  on  trains 
for  live  or  six  years  were  described. 
Modern  Train  Building. — Mr.  Geo. 
W.  Nidand,  a  yard  service  man.  showed 
in  his  paper  how  break-in-twos  could 
be  avoided   in   a   large  degree   by   giving 


more  intelligent  attention  to  building 
up  trains  in  yards,  placing  steel  and 
steel  underframe  cars  of  greater  weight 
on  the  head  end,  and  older  and  lighter 
cars  in  a  more  protected  position  on 
the  rear  end.     See  Proceedings. 

Development  of  the  Air  Brake. — Mr. 
W  .  \'.  Turner  gave,  as  usual,  an  inter- 
esting and  instructive  lecture,  illus- 
trated by  lantern  slides,  tij  one  of  his 
largest  audiences.  He  began  with  the 
Iirst  |)laiii  triple  valve  idea  and  prog- 
ressed to  the  most  modern  type  "U" 
triple  valve,  holding  his  audience  of 
over  two  hundred  for  more  than  three 
hours.  Those  who  were  privile,ged  to 
h.ear  him  pronounced  the  lecture  the 
best  he  has  yet  given. 

INTEKXATlll.NAl.      R.MLW.W      CE\ER.\L      FORE- 
.ME.X'S     .\SSI  CI.^TION". 

For  ni;iny  years  after  railways  were 
in  operati'-'ii,  the  master  mechanic  was 
superintendent,  chief  draftsman,  general 
loreman  and  e\ery  other  kind  of  fore- 
man who  was  responsible  for  opera- 
tions connected  with  the  repair  and 
nianagement  of  rolling  stock.  The 
duties  imposed  upon  the  head  of  the 
rolling  stock  department  gradually  lie- 
came  too  onerous  and  aids  were  estab- 
lished as  the  necessity  arose  in  the 
form  of  traveling  engineers,  air  brake 
experts,  general  foremen,  etc. 

The  International  Railway  General 
Foremen's  .Association  was  organized  in 
1"I15  and  at  ■.mce  became  noted  for  the 
\  igorous  reports  and  discussions  they 
carried  on  concerning  shop  repair 
work  and  the  methods  of  per- 
forming reiiairs  at  the  lowest  possible 
expense.  I  have  noticed  at  the  Rail- 
way Alaster  .Mechanics  .Association 
t'oiiveiitions,  which  1  have  attended  for 
many  years,  a  cinnmon  practice  was 
for  certain  members  to  seclude  them- 
selves away  from  the  maddening  crowd 
and  exchange  ]ioiiits  of  experience  by 
which  dittiiiilties  were  overcome  and 
work  facilitated.  I  have  always  be- 
lieved, that  the  information  exchan.ged 
at  these  private  interviews,  were  worth 
about  as  much  as  the  instruction  re- 
ceived from  lislening  to  the  reading  of 
reports  and   the   discussions  thereon. 

l-'rom  my  intercourse  with  the  pro- 
ceedings of  the  General  Foremen's  As- 
sociation. I  .1111  inclined  to  think  that 
the  individual  members  obtain  as  much 
valuable  information  by  that  [irocess  of 
exchanging  notes  of  experience,  as  the 
Master  Mechanics  and  Traveling  En- 
gineers do  by  the  same  process. 

By  iiicntirming  a  few  of  the  reports 
and  discussions  of  the  same  carried  on 


September,    1914. 


RAILWAY  AND   LOCOMOTIVE  ENGINEERING. 


343 


by  tbe  Railway  General  Foremen's  As- 
sociation, you  may  form  a  correct  idea 
concerning  the  work  they  are  perform- 
ing. 

During  the  lirst  lour  of  their  Con- 
ventions, the  General  Foremen  kept 
closely  to  the  discussion  of  shop  mat- 
ters, but  later  they  have  ventured  into 
a  wider  engineering  field.  I  shall  men- 
tion the  subjects  reported  on  and  dis- 
cussed at  two  Conventions  which  will 
suffice.  In  speaking  of  the  work  done 
by  the  General  Foremen  at  their  Con- 
ventions, 1  wish  to  testify  to  the  earn- 
estness manifested  and  the  zealous  way 
that  the  members  attend  the  various 
sessions.  Instead  of  holding  Conven- 
tions for  three  days  only,  as  is  the  usual 
custom,  they  extend  the  Convention 
over  four  or  five  days  and  hold  two 
sessions  each  day.  They  are  so  ambi- 
tious to  do  a  great  deal  of  work  that 
they  sometimes  discuss  subjects  that 
do  not  come  within  their  natural  juris- 
diction— such  as  position  of  check 
valves. 

The  following  subjects  were  reported 
upon  and  discussed  at  the  Fifth  Annual 
Convention: 

1.  Air  Brake  Equipment,  including 
pumps  and  all  classes  of  service. 

2.  Best  method  of  arriving  at  cost  of 
repairs. 

3.  Coaling  of  Engines  with  coaling 
machines. 

4.  IIow  to  obtain  the  quickest  and 
best  routine  of  handling  engines. 

5.  .Advisability  of  installing  hot  uatir 
wash  out  and  filling  systems. 

6.  The  use  of  oxy-acetylene  process 
of  welding  fire-boxes,  boiler  sheets, 
frames  and  other  locomotive  work. 

7.  Pouring  of  driving  box  brasses 
into  driving-boxes. 

8.  Location  of  the  point  of  water  de- 
livery. 

9.  Thermit  Welding. 

The  discussions  of  all  the  subjects 
were  remarkably  exhaustive  and  hi.tjhly 
practical. 

Last  year's  convention  kept  up  the 
reputation  which  the  Association  had 
earned.  The  topics  reported  on  and 
discussed  were: 

1.  Superheated   Locomotives. 

2.  Apprenticeships. 

3.  Shop  Schedules. 

4.  The   Dispatch   and   Calendar    Rtile. 

5.  Driving  Boxes. 

6.  Engine  House  Efificiency. 

All  these  reports  are  excellent  and  it 
may  seem  invidious  to  select  any  for 
special  commendation,  but  I  can 
scarcely  avoid  giving  praise  to  that  on 
Superheated  Locomotives  which  was 
prepared  by  Mr.  P.  C.  Linck,  general 
foreman,  Chicago  &  Eastern  Illinois 
Railroad. 

The  report  on  superheaters  submitted 
to  the  Traveling  Engineers'  .Association 
has  been  highly  commended,  but  it  was 


not  more  valuable  than  that  prepared 
by  Mr.  Linck.  The  especially  valuable 
features  of  the  Traveling  Engineers'  re- 
imri  was  in  the  practical  information 
concerning  the  management  of  super- 
heated locomotives,  given  to  all  persons 
connected  with  handling  that  type  of 
engine.  The  report  on  Superheated 
Locomotives  presented  to  the  General 
Foremen's  Association  relates  princi- 
pally to  the  conducting  of  repairs  of 
the  same  in  the  shops,  and  also  to  the 
disorders  in  operating  likely  to  demand 
attention.  It  is,  however,  an  admirable 
report  of  shop  work  skilfully  carried 
out. 

RAILWAY    FUEL    AS.SOCIATION. 

Besides  the  minor  mechanical  asso- 
ciations, tliere  are  a  variety  of  others 
doing  good  work  in  limited  lines,  all  of 
them  deserving  support  from  the  higher 
officials  of  our  railroad  companies. 
The  most  important  of  these  is  the 
Railway  Fuel  Association,  which  has 
642  members.  Mr.  D.  R.  McBain, 
superintendent  of  motive  power  of  the 
Lake  Shore  &  Michigan  Southern,  being 
president,  aided  bj'  several  influential 
railroad  officials  as  vice  president  and 
executive  committee.  Mr.  C.  G.  Hall, 
McCormick  Building.  Chicago,  is  sec- 
retary. 

The  principal  work  carried  on  by  the 
Railway  Fuel  .Association  relates  to  the 
fuel  used  by  railway  companies  and 
methods  for  using  the  same  economic- 
ally. Scientific  combustion  and  heat 
conserving  appliances  have  received 
searching  investi.gation  from  the  mem- 
bers. Some  of  the  best  reports  on  the 
combustion  of  coal  ever  published  have 
been  prepared  by  members  of  this  asso- 
ciation. 


An  Uncomfortable  Night  Journey. 

In  an  article  on  "Evolution  of  Com- 
fort in  Railway  Traveling,"  contributed 
I)y  Angus  Sincla'r  some  years  ago  to 
the  Pall  Mall  Magazine  of  London,  the 
foUowin.g  amusing  note  of  travel  is 
related  : 

"At  Port  Jervis  a  six-footand-a-half 
lumberman  enters  a  sleeper  and  is  dis- 
gusted to  find  all  the  berths  taken. 
Finds  a  seat  in  a  day  car  and  prepares 
to  make  himself  as  comfortable  as  cir- 
cumstances will  permit.  Takes  off  his 
boots  and  rests  his  feet  on  his  bag  to 
keep  them  off  the  floor.  After  a  brief 
trial,  he  finds  his  knees  in  the  way 
and  slides  them  up  to  the  top  of  the 
seat  in  front.  Body  and  legs  now  form 
an  inverted  X  and  he  falls  asleep. 
When  the  conductor  rouses  him  half 
an  hour  later  to  ask  for  his  ticket,  he 
imagines  that  liis  neck  is  broken,  but 
he  has  merely  C't  cramps.  He  decides 
to  try  another  plan,  so  he  takes  up  his 
bag  to  use  as  a  pillow.  As  he  lays  his 
cheek  upon  the  bag  he  finds  that  it  had 


picked  up  an  abandoned  chew.  He  says 
^  —  —  two  or  three  times,  and  then 
lakes  out  his  knife  and  scrapes  oflf 
the  tobacco.  After  that  he  lies  down 
and  stretches  liis  legs  over  into  the 
ais'e.  "Comfort  at  last,"  he  grunts, 
and  has  just  fallen  asleep,  when  a 
passenger  comes  along  to  take  a  drink 
and  rouses  him  with  the  demand  to 
take  his  long  legs  out  of  the  passage. 
He  raises  them  into  a  perpendicular 
position,  like  the  draw  of  the  Tower 
Bridge,  until  the  person  gets  through 
going  and  returning.  Again  he  goes  to 
sleep,  and  has  hardly  begun  to  snore, 
when  another  passenger  demands  the 
right  of  way  to  the  water  cooler.  By 
the  time  that  eleven  others  have  taken 
their  turn,  and  the  trainmen  have 
claimed  the  right  of  way  seven  times, 
he  decides  that  it  is  better  to  sit  up. 
".After  a  time  he  prevails  upon  a 
brakeman  to  turn  the  back  of  the  seat 
next  to  his,  which  was  empty.  Taking 
his  bag  for  a  pillow,  he  curls  himself 
into  an  irregular  U,  and  occupies  both 
seats.  He  is  now  comfortable,  and 
dreams  that  he  is  visiting  Florida;  but 
presently  the  scene  changes  to  the 
arctic  regions,  and  he  imagines  him- 
self searching  for  the  North  Pole.  On 
awaking  with  a  start,  he  finds  that  the 
passenger  who  went  out  at  Corning 
had  forgotten  to  close  the  door,  and  a 
zero  wind  is  blowing  in  at  forty  miles 
an  hour.  He  blesses  the  careless  pas- 
senger as  lumbermen  bless,  prepares  to 
warm  up  with  a  drink,  but  finds  that 
his  bottle  has  got  broken,  and  he  re- 
marks again and   walks  in  the 

aisle  to  renew  his  circulation.  By  the 
time  he  reaches  Buffalo,  he  has  made 
up  his  mind  to  adopt  the  practice  of 
cnga.ging  a  sleeper  a  month  nluad  or 
of  staying  at  home." 


To  Redeem  Iowa. 

.A  worthy  citizen  of  Iowa  who  feels 
aggrieved  at  sonic  omissions  and  commis- 
sions of  Inwa  legislators  writes  con- 
pratulating  our  chief  on  having  cut  all 
connection  with  his  old  State.  Our  friend 
also  drafts  a  form  of  petition  which  he 
proposes  to  use  upon  the  present  legis- 
lature.    It  reads : 

We,  the  principal  citi;!ens  of  Linn 
County,  do  hereby  petition  your  honor- 
able body  to  pass  laws  to  hang  all  the 
druggists  in  the  State :  to  abolish  rail- 
road companies  and  send  their  officers  to 
the  penitentiary:  to  provide  a  public 
guardian  in  each  township  whose  duty 
will  be  to  prevent  any  person  from  mak- 
ing a  bad  bargain ;  to  compel  banks  and 
note  sliavirs  to  lend  money  for  two  per 
cent,  a  yr.nr.  Further  we  petition  your 
august  and  honorable  body  to  then  ad- 
journ and  !ii"'\c  out  of  the  .State  and  send 
the  clerk-  ■  f  the  committees  to  the  or- 
phans' hfinic  and  all  constables  and  other 
useless  iiT'i'.  i'b,;als  to  jail. 
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Electrical  Department 


Portable    Arc    Welder. 

In  one  uf  our  rtcciit  issues  wc  ilescrilicil 
the  process  of  arc  welding  and  pointed 
out  a  few  of  its  many  applications  to  rail- 
way  repair   work. 

Many  times  it  is  a  sreat  convenience  to 
l)c  able  to  move  the  arc  welding  apparatus 
to  the  "job"  rather  than  moving  the  "job" 
to  apparatus,  and  with  tliis  in  mind  the 
C.  &  C.  h"lectric  Company,  of  Garwood, 
X.  J.,  have  designed  a  portable  arc  welder, 
shown  in  the  illustration,  which  has  all 
the  features  of  the  larger  stationary  equip- 
ments. I%xtreme  tlc.\ibility  for  welding 
and  repair  work  is  obtained  and  is  of 
si)ecial  advantage  in  shi]i  yards,  macliine 
sln.ps.   Inci  .motive   slif>|>s  and    foun(lrie<;. 


di\idual  uebbng  circuits.  A  set  of  401) 
amperes  will  jirovide  for  one  grapliite 
electrode  or  two  metallic  electrodes  lor 
welding.  The  graphite  electrode  gives  a 
temperature  of  about  4,(XX)  dcgs.  C.  and 
is  used  for  ciUting.  preheating  and  weld- 
ing with  au.xiliary  bar.  The  metallic  elec- 
trode for  welding  furnishes  the  welding 
metal  directly  and  can  be  used  on  vertical 
or  overhead  work. 


Electric  Motors  for  Oil  Wells. 

The  dulling  of  a  petroleimi  oil  well  is 
a  dilVicult  luidertaking.  Tliese  wells, 
which  vary  from  four  to  twenty  inches 
in  diameter  and  from  one  half  to  three- 
(luarters    of    a    mile    deep,    must    be    kejjt 


Mir.ril'l.l 


The  apparatus,  consisting  of  dynamotor, 
rr.ntrol  apparatus  and  sw^itchboard  are 
siipp'^'rted  on  a  base  of  I-beams  and 
mounted  on  a  heavy  iron  truck  on  wiieeK. 
The  welding  current  is  generated  liy  a 
110-voIt  dynamotor,  the  generator  end 
Iia\'nK  a  capacity  of  200  amperes  at  70 
volts.  'I'hc  motor  shaft  is  e\tende<l  for 
receiving  a  pulley  for  bell  drive  by  g.is. 
oil  or  sle.im  engine  when  in  use  on  b;irges, 
shop  yards  or  where  electric  current  is 
not   availalile, 

.\s  illustrated  the  starting  box  and  field 
Control  rheostat  arc  mounted  on  the 
frame  structure  supporting  the  switch- 
board. Th<-  switchboard  carrier  main  line 
switcli  and  circuit  breaker  for  the  motor, 
an<l  aiUom;ilic  control   rela\s   for  two  in- 


]\\. 


free  from  sand.  mud.  etc..  dining  the 
tinie  of  pumping  which  lasts  many 
niontlis.  Tin-  steam  engine  Ii.is  driMU 
and  pmnped  most  of  the  wells,  miinlier- 
ing  nearly  i(X).(KX).  but  within  the  last 
tliree  or  four  years  electric  motors  have 
been  used.  The  use  of  the  electric  motor 
was  liroughl  .ibout  more  due  to  the  dro|) 
in  the  price  of  (.il  than  anytliing  else. 
While  prices  were  high  the  uneconomical 
use  of  the  ste.am  engine  and  gas  engine 
did  not  appeal  tfi  the  oil  producer,  but 
with  lower  prices  the  large  s.avings  in 
operating  expenses  due  to  the  use  of  tlie 
eh'ctric  mot..r  are  a  factor.  .Xt  fust  elec- 
tric motors  were  developed  for  pumping  , an 
oil  well  that  h.ad  previously  be.ii  drilled, 
but   later   .i   drilling   motor   was   built. 


There  are  two  modern  methods  of 
drilling  oil  wells,  one  the  standard  cable- 
tool  method  and  the  other  the  rotary 
process. 

In  cable  drilling  a  heavy  stem  and  bit 
is  hung  from  a  walking  beam  and  is 
raised  and  dropped  on  the  bottom.  The 
drillings  are  mixed  with  water  and  re 
moved  by  boiling.  In  the  rotary  process 
the  bit  IS  fastened  to  the  lower  end  of 
a  i)ipe  which  is  rotated  and  is  lowered 
as  the  drilling  progresses.  A  mixture  of 
thin  mud  is  circulated  down  through  the 
stem  and  up  on  the  outside  washing  out 
the  drillings  and  also  plastering  up  the 
sides  of  the  hole,  thus  preventing  caving. 
.\s  the  hole  progresses  more  and  more 
power  is  recpiired  to  turn  the  pipe,  and 
this  is  where  the  electric  motor  is  of  ad- 
\antage,  for  it  is  capable  of  developing 
bi.gb   tonpie  or   turning  power. 

I  he  advantages  of  electric  operation 
c.ui    lie  summed   up  as  follows: 

The  work  is  done  faster,  hence  it  is 
a  time  saver.  The  operating  expen.ses 
are  decreased  and  the  production  is  in- 
creased, as  the  electric  motor  can  be 
o|)erated  practically  continuously  without 
shuuing  down.  l-"ire  risks  are  reduced 
due    to    eiunin.ition    of   boilers. 


The    Carbon    Incandescent    Lamp — Its 
Manufacture. 

-Mtliougli  the  metallic  tungsten  lamp 
has  paniallx  replaced  the  carbon  hlament 
lamp,  still  then-  are  a  good  many  manu- 
lactured  and  the  manufacture  of  the  lamp 
is  interesting,  especially  the  Idament. 
which  process  we  will  briefly  describe. 

The  hlament  is  made  from  a  high  grade 
cotton.  This  cotton  is  dissolved  usually 
by  a  strong  hot  solution  of  zinc  chloride 
and  hydrochloric  acid.  At  first  the  cot- 
ton forms  sort  of  a  jelly-like  substance, 
but  after  standing  for  a  few  hours  it  is 
completely  dissolved  or  absorbed  by  the 
solution  .and  the  result  is  a  heavy  syrup 
which  is  c.dle.l  cellulose.  While  still  h..t 
it  is  lillired  to  remove  all  impurities. 
.\fter  the  solution  has  cooled  it  is  pl.iced 
in  another  jar  which  has  a  platinum  die 
in  the  bottom.  The  die  contains  a  small 
hole  and  the  cellulose  runs  through  this 
hole  ;is  a  continuous  thread,  dropping 
into  ,-1  jar  conl.-iining  wood  alcobid.  TIu' 
wood  alcohol  solidities  the  thread  which 
is  coiled  in  the  bottom  of  the  jar  from 
which  it  is  Liter  removed  and  washeil. 
and  afterw.irds  wound  in  large  drums, 
about  4  ft.  in  diameter,  and  dried. 

The  next  process  is  to  carboni/e  the 
cellulose.  This  is  accomplished  by  baking. 
I  he  thread   is   wra|iped   on   forms  to  give 
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it  tlif  [iroper  shape  and  turns  for  the 
lilaiiKiU  and  is  then  embedded  in  charcoal 
or  graphite  and  heated  to  3,000  degs.  C. 

The  filament  is  now  formed,  but  to 
increase  its  efticiency  it  is  treated  or 
Hashed.  The  filaments  are  cut  to  the 
correct  length  and  then  clamped  in  a 
receptacle  from  which  the  air  has  been 
removed  and  carboniferous  gas,  usually 
gasoline  vapor,  has  been  substituted.  Elec- 
tric current  is  passed  through  the  filament, 
hinging  it  up  to  a  glow.  The  heat 
causes  carbon  to  be  deposited  on  the  fila- 
ment reducing  the  electrical  resistance 
and  increasing  the  mechanical  strength. 

The  filament  is  now  completed  and 
ready  for  assembly.  It  is  mounted  in  a 
glass  stem  and  connected  to  the  leading 
in  wires.  The  stem  is  then  sealed  into 
the  bulb,  after  which  the  bulb  is  exhausted 
and  sealed.  The  bases  are  then  put  in 
the  lamp  and  it  is  ready  for  use. 


Electrically  Driven  Planers. 

The  electric  drive  for  machines  has 
proven  itself  to  be  economical  and  most 
reliable  and  motors  are  being  used  on  all 
kinds  of  machine  tools. 

The  electric  drive  for  planers,  draw-cut 
sliapers,  slotters,  gear  cutters  and  similar 
machines  has  been  worked  up  in  detail  by 
the  Westinghouse  Electric  and  Manu- 
facturing Company  and  wonderful  results 
are  being  obtained. 

Direct  connected  motors  are  used,  thus 
eliminating  belts,  tight  and  loose  pulleys, 
and  a  positive  and  bi;ihly  efficient  drive  is 
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obtained.  With  the  elimination  of  tlie 
belts  it  is  necessary  to  reverse  the  mot^r 
for  the  return  speed. 

The  Westinghouse  Electric  &  Manu- 
facturing Company  have  designed  a  special 
motor  for  this  kind  of  service.  The 
complete  equipment  consists  of  a  special 
motor  and  a  controller  which  is  operated 
automatically  by  the  movements  of  the 
machine.  It  is  possible  to  get  the  cutting 
rmd  returning  speeds  adjusted  within 
wide  limits  and  each  can  be  adjusted  in- 
dependently of  the  other.  With  ni^jtor 
drive  it  is  thus  possible  to  use  the  speed 
giving  ma.ximum  production  for  all  varia- 
tions in  length  of  stroke,  depth  of  cut  and 
weight  on  platen.  Furthermore  the  to.>I 
is  under  accurate  control ;  there  is  no  slow 
down  due  to  belt  slippage  under  heavy 
loads  and  no  expense  for  belt  upkeep. 


The  apparatus  consists  of  a  motor, 
magnet-switch  control  panel,  a  master 
switch,  a  field  rheostat  and  a  resister  for 
use  in  starting  and  stopping  the  motor. 
These  parts  are  all  separate  for  con- 
venience in  mounting  in  the  most  suitable 
manner.  In  addition  to  the  above  there 
can  be  installed  a  pendent  switch  for 
controlling  the  motor  when  adjusting  the 
work,  and  an  emergency  brake  control 
Iianel  for  automatically  stopping  the  motor 
<|uickly  on  an  overhead  or  on  failure  of 
the    line    voltage. 

The  motor  must  be  of  special  design 
and  very   strongly  built  to  withstand  the 


M.\STER   SWITCH. 

severe  service.  The  frame  must  be  heavy 
and  the  bearing  extra  large.  In  order. to 
cut  down  the  flywheel  effect  the  armature 
is  l)uilt  relatively  small  in  diameter,  which 
|)ermits  the  motor  to  be  started,  stopped 
and  reversed  quickly. 

The  cycle  of  operation  is  as  follows : 
When  the  master  switch  is  tripped  the 
motor  is  automatically  started  and  ac- 
celerated to  full  speed.  The  starting  is 
accomplished  by  the  control  panel  which 
is  made  up  of  several  magnet  switches. 
I'liese  switches  make  the  proper  connec- 
tions to  the  motor  and  automatically 
firings  the  motor  up  to  speed  step  by  step. 
It  is  impossilile  for  these  switches  to 
operate  wrongly  as  each  is  interlocked 
with  the  other  and  a  definite  cycle  of 
"IHration  is  obtained,  .\fter  the  motor 
has  started  up  the  desired  speed  for  both 
I  he  cutting  and  reverse  strokes  is  obtained 
liy  adjusting  the  field  rheostats,  which  are 
connected  alternately  in  the  motor  field 
circuit,  one  during  the  cutting  stroke  and 
the  other  durin.g  the  return  stroke.  T'or 
the  average  planer  the  platen  speed  can 
lie  adjusted  nn  the  cutting  stroke  between 
2.S  and  50  ft.  per  minute  and  on  the  return 
stroke  between  50  and  100  feet  per  minute. 

The  master  switch  is  mounted  on  the 
planer  bed  and  tripped  by  dogs  attached 
to  the  platen.  A  spring  throws  the  drum 
to  the  forward  or  reverse  position  with  a 
quick  snap  action. 


Paper  Money  Counted  by  Electricity. 
The  Ruckley  Rill-Counting  Machine 
Company,  of  Washington,  T).  C,  demon- 
strated recently  at  one  of  the  large  New 
York  department  stores  an  electrically 
operated  machine  for  counting  paper 
money.  As  the  lill?  are  sorted  on  the 
machine  table  tiny  are  drawn  between 
rolls,  counted  and  stacked  info  compart- 


ments. If  two  bills  are  stuck  together 
the  machine  will  stop  until  one  of  the 
bills  is  pulled  out.  To  show  the  in- 
genuity of  the  device,  a  single  folded  bill 
will   pass   and   be  counted   as  one. 

Each  set  of  money-feeding  rolls  is  con- 
nected with  a  magnet  which  operates  the 
counter  so  that  the  separation  of  the  rolls 
will  operate  the  magnet  and  move  the 
counter  one  step  forward.  The  compart- 
ments receiving  the  bills  arc  so  arranged 
that  the  last  counted  money  is  separated 
from  some  previously  counted. 


The  Electric  Motor  in  the  Agricultural 
Field. 
It  has  only  been  comparatively  a  few 
years  since  the  farmer  has  had  any  means 
of  threshing  grain.  He  was  accustomed 
to  the  use  of  the  flails,  beating  out  the 
grain  on  the  floor.  The  first  step  in  ad- 
vance of  this  was  a  horse-driven  ma- 
chine. Next  came  the  substitution  of  the 
steam  engine  and  later  the  gas  engine  for 
the  horse.  The  electric  motor  has  now 
entered  the  field  and  the  number  of  appli- 
cations should  increase  rapidly,  for  the 
first  cost  is  lower,  the  operation  costs  less, 
an<l  there  is  no  danger  of  fire,  due  to 
elimination  of  cinders  thrown  from  the 
smoke  stack.  .*\n  electric  operated 
thresher  will  cost  about  $800,  while  a 
steam  or  gasoline  engine  of  the  same 
capacity   will   cost   about  $2,000.      Results 


iii;i.i>  Kiii:(isi.\T  I'.XNEL. 

from  sets  in  operation  show  that  the 
operating  costs  arc  approximately  25  per 
cent.   Ics.~. 


New  York  Subway. 

The  New  \'ork  Public  Service  Com- 
mission. I-'irst  district,  will  ask  for  bids  on 
September  11  for  the  construction  of 
Routes  Nos.  43  and  26,  the  diagonal  sta- 
tion at  Forty-second  street  connecting  the 
Lexington  avenue  subway  with  the  exist- 
ing subway  at  the  Grand  Central  station. 
This  conlr.ict  extends  from  points  in 
Park  awiiue  near  Thirty-eighth  and 
Forty-first  streets  nciriherly  to  the  north 
line  of  Forty-second  street. 
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Items  of  Personal  Interest 


Mr.  M.  Carroll  has  been  appointed  gen- 
eral foreman  on  tlie  Atlantic  Coast  Lines, 
with  office  at  Tampa,  Fla. 

Mr.  R.  L.  Chriscnhcrry  has  been  ap- 
pointed general  foreman  on  the  Southern. 
with  office  at  Toeca,  Ga. 

Mr.  E.  Lakans  has  been  appointed  mas- 
ter mechanic  on  tlie  Southern,  with  i^f- 
lice  at  liinninyham,  .\la. 

Mr.  E.  P.  Gray  has  lieen  appointed  gen- 
eral foreman  on  the  Santa  Fe,  with  oflue 
at  .\rkansas  City,  Kans. 

Mr.  A.  M.  Lawhar  lias  been  appointed 
general  foreman  on  the  .Soutliern,  witli 
office  at   Princeton,   Ind. 

Mr.  J.  A.  Wilking  has  been  appointed 
general  foreman  on  the  Southern,  with 
office  at  Birmingham,  Ala. 

Mr.  G.  X.  MacDougald  has  been  ap- 
pointed signal  engineer  on  the  \'irginia, 
with  office  at  Norfolk,  Va. 

Mr.  ().  K.  Male  has  been  appointed 
storekeeper  on  the  Wichita  Valley,  with 
office  at  Wichita  Falls,  Tex. 

Mr.  A.  L.  Gautliier  has  been  appointed 
general  foreman  on  the  Boston  S:  Maine, 
with  office  at  Boston,  Mass. 

Mr.  W.  1'".  Norman  has  been  appointed 
master  mechanic  on  the  Florida  railway, 
with  ofTice  at   Live  Oak,  Fla. 

.Mr.  .X.  Dallas  has  been  appointed  mas- 
ter mechanic  of  the  Des  Moines  L'niim, 
witli  office  at  Des  Moines,  la. 

Mr.  J.  J.  Herlihy  has  been  .ippointed 
general  foreman  on  the  Baltimore  &  Oliio. 
with  office  at  Cleveland.  Ohio. 

Mr.  B.  .X.  F.ldridge  has  lieen  ajipoinled 
general  foreman  on  tlie  Santa  Fe,  with 
otiice  at  Arkansas  City,  Kansas. 

Mr.  C.  A.  Brown  has  been  appointed 
master  mechanic  on  the  Toledo  &  U'est- 
ern,  with  office  at  Toledo.  Ohio. 

.Mr.  H.  V.  Harris  has  been  appointed 
master  mechanic  on  tlie  Tami)a  &  Gulf 
Coast,  with  office  at  Odessa,  Fla. 

Mr  J.  C"oots  has  been  appointed  siiper- 
\isor  of  locomotive  operation  on  the  I'.rie, 
with  office  at  Jersey  City,  N.  J. 

Mr.  C.  Hill  has  been  appointed  master 
mechanic  on  the  Live  Oak,  Perry  and 
Gidf,  with  office  at  Live  Oak,  La 

Mr.  O.  Scruggs  has  been  appointed 
chief  dispatcher  on  the  Denver  &  Salt 
Lake,  with  office  at   Denver,  Colo. 

Mr.  I".  M.  Jones  has  been  a]ipoinfed 
chief  dispatcher  on  tlie  Denver  &  Salt 
Lake,  with  office  at   Denver,  Colo. 

Mr.  G.  I".  Richards  has  been  appoiiu.  d 
ijeneral  foreman  on  llie  .Vlhiiitic  C  i-i 
Lines,    with   office   at   Lakeland.   Ga. 

Mr  II.  F.  Martyr  h;is  l)een  appointed 
suiJerinlendeni    of    motive    power    on    ilir 


.\rkansas  Southeastern,  witli  office  at 
Randolph,   Pa. 

Mr.  J.  11.  Penny  lias  been  appointed 
load  foreman  of  engines  on  the  Western 
I'acilic,  with  office  at  Oroville,  Cal. 

Mr.  .A.  P.  Wall  has  been  appointed 
master  car  builder  on  the  Florida  rail- 
way, with  office  at  Live  Oak,   Fla. 

Mr.  M.  J.  Kehoe  has  been  appointed 
electric  engineer  on  the  Ohio  Electric 
Railway,  with  office  at  Lima,  Ohio. 

Mr.  P.  H.  Lever  has  been  appointed 
shop  foreinan  of  the  Nevada  Copper  Belt 
railroad,  with  office  at  Mozon,  Nev. 

Mr.  G.  L.  Dibble  has  been  appointed 
general  foreman  on  the  Atlantic  Coast 
Line,  with  office  at  Charleston,  S.  C. 

Mr.  A.  S.  Touhy  has  been  apjiointed 
master  mechanic  on  the  Colorado  &  Wy- 
cniing,   with  office  at  Segundo,   Colo. 

Mr.  D.  Kavanagh  has  been  appointed 
general  storekeeper  on  the  Western  Mary- 
land, with  office  at  Hagerstown,  Md. 

Mr.  iVl.  L.  Gray  has  been  appointed 
general  foreman  on  the  Atlantic  Coast 
Lines,  witli  office  at  Charleston,  S.  C. 

Mr.  J.  W.  Hackett  has  been  appointed 
nuL--tcr  mechanic  of  the  Houston  I'elt  & 
Terminal,  with  office  at  Houston.  Tex. 

Mr.  M.  !•".  Kincaid  has  been  app'iinted 
m.ister  niechanic  on  the  Northern  Pacific 
■i'erminal.  witli  office  at   Portland,  Ore. 

Mr.  W.  C.  Hayes  has  been  appointed 
general  foreman  on  the  Detroit.  Toledo 
&   Ironton,  with  office  at  fronton.  (  )hio. 

Mr.  C.  H.  Quinn  has  been  appMinteil 
chief  electrical  engineer  on  llie  Norfolk 
X-  Western,  witli  office  at  Roanoke,  \'a. 

.Mr.  ('•.  h'.  Callahan  has  been  appointe<l 
general  sliop  foreman  on  tile  Denver  & 
Salt   Lake,  with  office  at  Denver.  Colo. 

Mr.  W.  J.  Hill  lias  been  appointed  mas- 
ter niechanic  on  the  Kansas  Southwest- 
ern, witli  office  at  Arkansas  City,  Kans. 

Mr.  J.  L.  .Armstrong  has  been  appoint- 
ed general  foreman  on  the  .Santa  b'e.  with 
■  •nice  at   the  Corwith  Slioiis,  Cliicagn,   Hi. 

.Mr.  P.  C.  Loux  has  lieen  appointed 
T'lad  foreman  of  engines  on  the  Bahi- 
inore  S:  Ohio,  witli  office  at  Lorain.  Ohio. 

Mr.  G.  A.  Baals  has  been  appointed 
loail  fr)reman  of  engines  on  the  Chesa- 
peake X-  Ohio,  with  office  at  .'\shlan,  Ky. 

Mr.  J.  Bekrends  has  been  ajiiiointed 
ii.ister  machanic  on  the  Ibmston  &  l^>ra- 
/.■  -    X'alley,    with   office   at    Ireeport,   Tex. 

Mr.  j  I',  .Singleon  has  been  appointed 
masier  im-clianic  on  the  Missouri,  Okla- 
li''m:i  &  l;ull'.  with  office  at  Deiiison,  T<-x. 

Mr.  II  i:,  Chubbnck  lias  been  a].point- 
<d  i;eiur.d  manager  of  tlie  Cliicag...  Ot- 
tawa S:   RcMiia.  witli  offices  ,it  Peoria,  III. 

Mr.    G     II.    Kaiser   has   been   aiipointecl 


road  foreman  of  engines  on  tlie  Balti- 
more &  Ohio,  with  office  at  Lorain,  Ohio. 

Mr.  P.  McCIain  has  been  appointed 
master  mechanic  on  the  Arkansas,  Loui- 
siana &  Gulf,  with  office  at  Monroe,  La. 

Mr.  W.  Rife  has  been  appointed  signal 
supervisor  on  the  Santa  Fe,  Prescott  and 
Phoeni.x  Lines,  with  office  at  La  Junta. 
Col. 

Mr.  W.  J.  Eddington  has  been  appoint- 
ed general  foreman  at  the  Corwith  shops 
of  the  Santa  Fe,  with  office  at  Chicago, 
111. 

Mr.  John  Ilixson  has  been  appointed 
master  mechanic  of  the  Kansas  South- 
western, with  office  at  Arkansas  City, 
Kans. 

Mr.  F.  C.  Ferry  has  been  appointed 
master  mechanic  on  the  Louisville,  Hen- 
derson &  St.  Louis,  with  office  at  Clover- 
port,  Ky. 

Mr.  J.  A.  Nunemacher  has  been  aii- 
pointed  master  car  builder  on  the  Loui- 
siana .Southern,  with  office  at  New  Or- 
leans, La. 

Mr.  P.  M.  Hammett  has  been  appoint- 
ed superintendent  of  motive  jiower  on  the 
Portland  Terminal,  witli  office  at  Port- 
land. Me. 

Mr.  C.  Bach  has  been  appointed  fore- 
man of  water  supply  on  the  Cliicago  & 
North  Western,  with  office  at  Bella 
Plaine,  la, 

Mr.  W.  J.  Duffy  has  been  appointed 
assistant  mad  foreman  of  engines  on  the 
Baltimore  &  Ohio,  with  office  at  Wheel- 
ing, W.  \'a. 

Mr.  W.  L.  Wilson  has  been  appointed 
foreman  of  the  machine  department  on 
the  Cliesapcake  S:  Ohio,  with  office  at 
Peru,   Ind. 

Mr.  L.  H.  Tliacker  has  been  appointed 
master  mechanic  nn  tlic  San  Benito  S 
Rio  Grande  \'allev,  with  office  at  San 
Benito,  Tex. 

Mr.  George  Searle  has  been  appointed 
master  mechanic  on  the  .San  Pedro,  Los 
.Angeles  iK:  S.ilt  Lake,  with  office  at  Las 
\'egas,   Nev. 

Mr.  E.  II.  Mattingly  has  been  appoint- 
ed general  foreman  of  the  car  department 
on  the  Baltimore  &  Ohio,  with  office  at 
Garrett.   Ind. 

Mr.  K.  L.  Brown  has  been  appointed 
chief  disi)atclier  on  the  Colorado  Lines  of 
the  Denver  it  Rio  Grande,  with  office  at 
Pueblo,  C<do. 

Mr.  R.  H.  Kautzky  has  been  appointed 
master  mechanic  on  the  Des  Moines 
I'nion.  termin.il  road,  with  office  at  Des 
Moities.   Iowa, 

Mr.  .\.  Ci,  Kinyon  has  been  appointed 
superintendent  of  locomotive  operation  on 
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the  Seaboard  Air  Line,  witli  oflice  at 
Kaleigli,  N.  C. 

Mr.  J.  Hinds  has  been  appuiiited  mas- 
ter mechanic  of  the  Grand  Junction  & 
Grand  River  Valley,  with  offices  at  Grand 
Junction,  Colo. 

Mr.  E.  v..  Kichar  has  been  appointed 
chief  dispatcher  on  the  Colorado  Lines 
of  the  Denver  &  Rio  Grande,  with  office 
at  Pueblo,  Colo. 

Mr.  E.  W.  Young  has  been  appointed 
locomotive  boiler  inspector  on  the  Chi- 
cago, Milwaukee  &  St.  Paul,  with  office 
at  Dubuque,  Iowa. 

Mr.  A.  R.  Manderson  has  been  appoint- 
ed assistant  superintendent  of  motive 
power  on  the  Portland  Terminal,  with  of- 
lice at  Portland,  Me. 

Mr.  H.  P.  Smith  has  been  appointed 
master  mechanic  on  the  Grand  Junction 
&  Grand  River  Valley,  witli  office  at 
Grand  Junction,   Colo. 

Mr.  E.  J.  Fulghum  has  been  ap|ioiiited 
superintendent  of  motive  power  on  the 
I'joyne  City,  Gaylord  &  Alpena,  with  of- 
fice at  Boyne  City,  Mich. 

Mr.  P.  Simms  has  been  appointed  car 
foreman  on  the  Puget  Sound  Lines  of 
the  Chicago,  Milwaukee  &  St.  Paul,  with 
office  at  Miles  City,  Mont. 

Mr.  R.  L.  Schneider  has  been  appointed 
general  foreman  of  the  car  department  on 
the  Baltimore  &  Ohio,  with  office  at  Lo- 
cust Point,  Baltimore,  Ind. 

Mr.  II.  S.  Williams,  engine  house  fore- 
man of  the  Grand  Rapids  and  Indiana,  at 
(jrand  Rapids,  Mich.,  has  resigned  to  be- 
come general  foreman  of  shops  of  the 
Louisville,  Henderson  and  St.  Louis,  at 
Cloverport,  Ky. 

Mr.  J.  E.  Epler,  formerly  assistant  to 
the  general  manager  of  the  Chicago  & 
Eastern  Illinois,  has  been  appointed  su- 
perintendent of  motive  power  on  the  same 
road,  with  offices  at  Danville,  111.  Mr. 
Epler  succeeds  Mr.  J.  H.  Tinker,  resigned. 

Mr.  William  O'Brien  has  been  ap- 
pointed master  mechanic  of  the  Spring- 
field division  of  the  Illinois  Central,  witli 
office  at  Clinton,  111.,  succeeding  Mr. 
Fred  M.  Baunigardner  who  resigned  to 
accept  service  with  the  United  States 
government. 

Mr.  A.  J.  Ironsides,  formerly  district 
master  mechanic  on  the  Manito1)a  divi- 
sion of  the  Canadian  Pacific,  at  Saska- 
toon, Sask.,  has  been  appointed  district 
master  mechanic  of  the  Alberta  division, 
and  Mr.  H.  Marshall  has  been  appointed 
liridge  and  building  master,  both  witli 
otTices  at  Edmonton,  .Mta. 

Mr.  T.  R.  McLeod,  formerly  master 
mechanic  of  the  Canadian,  Northern  On- 
tario and  the  Bay  of  Quinte  railways  at 
Toronto,  Ont.,  has  been  appointed  divi- 
sion master  mechanic  of  the  Ontario 
Grand  division  of  the  Canadian  North- 
ern, Eastern  lines,  with  heaikpiarters  at 
Toronto.  Mr.  R.  A.  Miller  has  been  ap- 
liointed  general  foreman  and  Mr.  W.  C. 
Moore  has  been  appointed  road  foreman 


of  engines  of  the  Ottawa  division,  both 
with  offices  at  Trenton;  and  Mr.  J.  W. 
Findlay  has  been  appointed  general  fore- 
man of  the  Toronto  division,  with  office 
at  Perry  Sound,  Ont. 

Mr.  James  M.  Gruber,  who' has  been 
recently  appointed  president  of  the  Min- 
neapolis Western,  has  had  a  notable 
career  as  a  railroad  man.  Graduating 
from  Iowa  City  High  School  in  1885,  he 
entered  railway  service  in  the  same  year 
as  stenographer  and  clerk  in  the  freight 
department  of  the  St.  Paul,  Minneapolis 
&  Manitoba  railway,  and  in  1889  he  was 
stenographer  to  the  president  of  the 
Santa  Ee  at  Chicago.  In  1890  he  entered 
I  lie  service  of  the  Gulf,  Colorado  &  Santa 
l"e,  and  from  that  year  until  1897  he 
served  in  various  capacities  on  the  .same 
road.  In  1897  he  was  appointed  general 
superintendent  of  the  Montana  Central  at 
Green  Falls,  Mont.  In  1903  he  was  super- 
intendent of  the  western  district  of  the 
Rock  Island  &  Pacific  at  Topeka,  Kans. 
In  1904  he  was  appointed  general  super- 
intendent of  the  Union  Pacific,  and  from 
Feliruary,  1905,  to  October,  1907,  general 
manager  of  the  Burlington  &  Quincy 
Lines  east  of  the  Missouri,  and  from  Oc- 
tol)cr,  1907,  to  October,  1912,  general 
manager  of  the  Great  Northern  at  St. 
Paul,  and  in  the  same  year  he  was  elect- 
ed vice-president  of  the  same  road. 


Obituary. 
The  death  of  Major  J.  G.  Pangborn  oc- 
curred on  August  15,  at  Baltimore,  Md., 
in  his  71st  vcar.     .-Kt  the  time  of  his  death 


JOSEPH  G.  P.XNOBORN. 
he  was  chairman  of  the  general  safety 
committee  of  the  Baltimore  &  Ohio  Rail- 
road and  had  been  employed  by  the  com- 
pany in  various  capacities  for  many  years. 
He  won  distinction  in  the  civil  war,  and 
then  engaged  in  newspaper  work,  being 
for  sonic  time  editor  of  the  Kansas  City 
Times.     At  the  World's  Fair  in   1893  he 


was  in  charge  of  the  railroad  exhibits 
made  by  the  Baltimore  &  Ohio.  He  was 
a  constant  contributor  to  the  periodical 
press  generally  and  the  engineering  jour- 
nals, particularly.  "Thp  History  of  the 
World's  Rail  Way,"  "Sidelights  on  the 
World's  System  of  Railways,"  were  among 
his  principal  productions  in  book  form. 
The  former  is  an  illustrated  memorial 
volume  of  rare  value,  on  account  of  the 
artistic  colored  reproductions  of  early 
locomotives  with  which  it  is  profusely 
emlicllishcd. 


Master  Car  Builders'  Association. 

Committees  selected  for  the  1915  con- 
vention : 

ST.\N[)ING    COMMITTEES. 

1.  Arbitration; 

J.  J.  Hennessey  (chairman),  M.  C.  B., 
C.  M.  &  St.  P.  Ry.,  Milwaukee,  Wis.;  T. 
W.  Deniarest,  S.  M.  P.,  Pcnna.  Lines,  Ft. 
Wayne,  Ind.;  Jas.  Coleman,  S.  C.  D., 
Grand  Trunk  Ry.,  Montreal,  Can. ;  M.  K. 
Barnum,  G.  M.  I.,  B.  &  O.  R.  R.,  Balti- 
more, Md. ;  F.  W.  Brazier,  S.  R  S.,  N.  Y. 
C.  &  H.  R.  R.  R.,  New  York  City. 

2.  Revision  of  Standards  and  Recom- 
mended  Practice  : 

T.  H.  Goodnow  (chairman),  A.  S.  C. 
D.,  C.  &  i\.  W.  Ry.,  Chicago,  111. ;  W.  H. 
\'.  Rosing,  assistant  to  V.-P.,  St.  L.  &  S. 
1".  R.  R..  St.  Louis,  Mo.;  C.  E.  Fuller,  S. 
M.  P.,  Union  Pacific  R.  R.,  Omaha,  Neb.; 
A.  R.  Ayers.  C.  M.  E.,  N.  Y.  C.  Lines, 
Chicago,  111.;  O.  C.  Cromwell.  M.  E., 
Balto.  &  Ohio  R.  R.,  Baltimore,  Md.; 
O.  J.  Parks,  G.  C.  I.,  Penna.  Lines,  Ft. 
Wayne,  Ind.;  R.  E.  Smith,  G.  S.  M.  P., 
Atlantic  Coast  Line  R.  R.,  Wilmington, 
N    C. 

3.  Train  Brake  and  Signal  Equipment ; 
R.    B.    Kendig    (chairman),   G.    M.    E., 

N  Y.  C.  Lines.  New  York  City;  B.  P. 
Flory,  S.  M.  P.,  N.  Y.  O.  &  W.  R.  R., 
Middletown,  NY.;  J.  M.  Henry,  S.  M.  P.. 
Pcnna.  R.  R.,  Pittsburgh,  Pa. ;  L.  P.  Street- 
cr,  air  brake  engr.,  111.  Cent.  R.  R.,  Chicago. 
111.;  R.  II.  Rasbridge,  C.  C.  I..  Phila.  & 
Reading  Ry.,  Rea<ling,  Pa. ;  W.  J.  Hart- 
man,  Air  Brake  Inst.,  C.  R.  I.  &  P.  Ry.. 
Chicago.  III.;  .-\.  J.  Cota,  M.  M.,  C.  B.  & 
Q.  R.  R.,  Chicago.  111. 

4.  Brake  Shoe  and  Brake  Beam  Equip- 
ment : 

Chas.  H.  Benjamin  (chairman),  Pur- 
due University.  I.af.iyette.  Ind.;  C.  D. 
Young,  eng.  tests.  Penna.  R.  R.,  .Mtonna, 
Pa.;  R.  B.  Kendig.  G.  M.  E.,  N.  Y.  C. 
Lines,  New  York  City:  J.  F.  DcX'oy.  A. 
S.  M.  P.,  C.  M.  &  St.  P.  Ry..  W.  Mil- 
waukee. Wis. ;  C.  B.  Young,  M.  E.,  C.  B. 
S-  Q.  R.  R..  Chicago.  III. 

5.  Coupkr.< : 

R.  L.  KIrine.  C.  C.  I.,  Penna.  R.  R..  Al- 
toona,  Pa  ;  G.  W.  Wildin,  M.  S.,  N.  Y. 
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N.  H.  &  H.  R.  K.  Now  Haven,  Ci>nn. : 
F.  W.  Rrazicr,  S.  K.  S.,  N.  Y.  C.  &  II 
R  R.  R.,  New  Y..rk  City.;  E.  H.  Stark. 
Supt.  R.  ?,  .Montour  R.  R.  Co.,  Coraop- 
olis,  Pa.:  .1.  I".  DcVoy,  A.  S.  M.  P.,  C. 
M.  S:  St.  P  Ky.,  W.  Milwaukee,  Wis.; 
n.  Julicn,  C  h'.  C.  \)..  Union  Pacific  R. 
R,  Omaha,  Neb.;  J.  W.  Small,  S.  M.  P.. 
S.  .\.  L.  Ry..  Portsmouth,  Va. 

6.  Loading  Rules : 

A.  Kearney  (chairman),  A.  S.  M.  P.. 
N.  iH:  W.  Ry.,  Roanoke,  Va. ;  A.  13.  Cor- 
with.  G.  C.  I..  A.  C.  L.  R.  R.,  Wilming- 
ttn.  N.  C;  I..  H.  Turner,  S.  M.  P.,  P. 
S-  L.  E.  R.  R.,  Pittsburgh,  Pa.;  R.  L. 
Klcinc,  C.  C.  I.,  Penna.  R.  R.,  Altoona, 
Pa.;  J.  M.  Borrowdale.  S.  C.  D.,  111.  Cent. 
R.  R..  Chicago,  III.;  C.  N.  Swanson.  S. 
C.  S.,  A.  T.  &■  S.  F.  Ry.,  Topeka,  Kan.; 
(i.  H.  Gilman.  M.  C.  1'..,  Northern  Pac. 
Ry..  St.  Paul.  Minn. 

7.  Car  Wheels ; 

W.  C.  A.  Henry  (chairman"),  S.  M.  P., 
Penna.  Lines.  Columbus.  Ohio;  .\.  E. 
Manchester,  S.  M.  P.,  C.  M.  &  St.  P.  Ry.. 
Milwaukee,  Wis.;  R.  W.  Burnett,  G.  M. 
C.  R.,  Can.  Pac.  Ry.,  Montreal,  Can. ;  R. 
L.  Ettengcr,  C.  M.  E.,  Southern  Ry.. 
Washington,  D.  C. ;  T.  A.  Pilchcr,  M.  E., 
\.  &■  W.  Ry,,  Roanoke.  Va. ;  O.  C.  Crom- 
well, M.  E..  H.  &  O.  R.  R.,  Baltimore, 
M<1.:  P.  P.  Mirtz,  M.  E..  L.  S.  &  M.  S. 
Ry..    Cleveland.    Oliio. 

8.  Safety  .'Vpplianccs : 

D.  F.  Crawford  (chairman),  G.  S.  M. 
P.,   Penna.   Lines   West,   Pittsburgh.    Pa. ; 

C.  E.  Fuller,  S.  M.  P.,  Union  Pac.  Ry., 
Omaha.  Neb.;  Joseph  L.  Hainen.  G.  S. 
M.   P.   &   E..   Southern   Ry..   Wasliington, 

D.  C;  O.  J.  Parks.  G.  C.  I.,  Penna.  Lines, 
Ft.  Wayne,  Ind.;  C.  B.  Young.  M.  E..  C. 

B.  &  Q.  R.  R.,  Chicago,  III.;  H.  Bartlett. 
G.  S.  M.  P.,  B.  &  M.  R.  R..  Boston,  M.ass ; 
W.  O.  Thompson.  M.  C.  P...  N.  Y.  C.  & 
H.  R.  R.  R..  Buffalo,  N.  Y. 

9.  Car  Construction: 

W.  F.  Keisil.  jr.  (chairman).  A.  M. 
E..  Penna  K.  K..  Alt..ona,  Pa.;  .\,  R. 
Ayers,  ('•.  M.  E.,  N.  Y.  Central  Lines, 
Chicago,  111.;  S.  G.  Thomson.  S.  M.  P. 
&  R.  E.,  Pliila.  &  Reading  R.  R.,  Rearl- 
ing.  Pa.;  C.  E.  I'uller,  S.  M.  P..  Vuh^u 
Pacific  R.  1\.,  Omaha,  Nel). ;  11.  11. 
X'aughan,  asst.  to  v. -p..  Can.  Pac  Ry,. 
Montreal.  Can.;  E.  G.  Chenowilh,  .\I     E., 

C.  R.  I.  &  P.  Ry.,  Chicago,  111.;  .1.  C. 
Fritts.  M.  C.  B.,  I).  L.  &  W.  R.  R  .  .Scran- 
t.^n.  Pa.;  T.  M.  Ramsdell,  M.  C.  B..  O.- 
W.  R.  R.  &  Nav.  Co.,  Portland,  Ore.;  C 
L  .Meister,  M.  V...  Atlantic  Coast  Line  R. 
R..  Wilmington,  N.  C. 

in,  Sprcllications  and  Tests  f.r  Ma- 
li-rials : 

C,  O,  Youn,g  (cliairm.in).  engr,  te-t-. 
Penna,  R,  R.,  Altoona,  Pa.;  .1.  R,  '"n.l.r- 
donk,   cngr.    tests,    Balto.    &   Ohi..    k     f;.. 


Baltimore.  Md. ;  J.  1.  Birch,  D.  C.  I., 
N..rfolk  X-  Western  Ry.,  Roanoke.  Va. ; 
1.  S.  l)..wniii,i;,  G.  -M.  C.  B.,  C.  C.  C.  &  St. 
L,  Uy..  Indianapolis,  Ind.;  E.  P.  Tilt, 
engr.  tests,  Can.  I'ac.  Ry.,  Montreal, 
Can. ;  bVank  Zeleny,  eiigr.  tests,  C.  B.  & 
Q.  R.  R.,  Aurora,  111.;  G.  M.  Davidson, 
chemist  and  engr.  tests,  C.  &  N.  W.  Ry., 
Chica,go,  III.;  A.  Copony,  M.  C.  B.,  Grand 
Trunk  Ry..  C"hicago,  111.;  A.  H.  Fetters, 
M,  l{,.  L'liiou  Pacific  Ry.,  Omaha,  Neb.; 
J     W.   Taylor,   secretary,   Chicago,  111. 


11,  C: 


Sri-,CI.\L    COMMITTEES. 


Trucks 


J,  T.  Wallis  (chairman),  G.  S.  M.  P., 
iv'nna,  R.  R„  Altoona.  Pa.;  E.  W.  Pratt. 
.\  S.  M.  P.,  C.  &  N,  W.  Ry.,  Chica.go, 
111.;  Jas.  Coleman,  S.  C.  I).,  Grand  Trunk 
Ry.,  Montreal,  Can.;  J.  J.  Tatum,  S.  l-', 
C"  D.,  R.  &•  n.  R,  r",  Baltimore,  Md. ; 
Prof.  E.  C.  Schmidt,  University  of  Il- 
linois, Urbana.  Ill,;  L.  C.  Ord,  G.  C.  I., 
Can.  Pac.  Ry.,  Montreal,  Can. ;  T.  Mc- 
Mullen,  M.  .s'..  Erie  R.  R.,  Meadville.  Pa. 


12.    Prices   for   La]i. 


and   M:iterial : 


F.   H,   Clark    (chairman).  G.   S.   .M.   P.. 

B.  &  O.  R.  R.,  Baltimore,  Md. :  G.  E. 
Carson,  D.  M.  C.  B..  N.  Y.  C.  X-  II.  R.  R. 
R,,  W^   Albany,   N.  Y. ;   C.   V.  Thielc,  G. 

C.  L.  P.  C.  C.  &  St.  L.  Ry„  Columbus, 
Ohio;  Ira  Everett,  G.  F.  C.  R.,  Lelii.gh 
Valley  Ry.,  Packerton,  Pa,;  H.  H.  Har- 
vey, G.  C:.  !■".,  C.  B.  &  Q.  R.  R,.  Chica,go, 
111';  C.  N.  Swanson.  S.  C,  S,.  A,  T.  &  S. 
F.  Ry.,  Tojieka,  Kan.  ;  Sanmel  Lynn,  M. 
C  B.,  Pitts.  &  Lake  Erie  R.  R-.  Pitts- 
burgh.  Pa. 

1.'.   Train   Lighting   and    Equipment : 

T,  R,  Cook  (chairman).  A.  E.  M.  P.. 
I'cnna,  Lines,  Pittsbur.gh,  Pa,;  C,  .-X. 
Brandt,  A.  M,  M.,  C.  C.  C.  &  St.  L.  Ry.. 
Indianapolis.  Ind.;  Ward  Barnum.  elcc. 
cngr.,  L.  &  N.  R.  R.,  Louisville,  Ky. ;  1. 
II.  D.avis.  elec.  engr..  B.  &•  O.  R.  R..  Bal- 
timore. Md-;  C.  H.  Quinn.  A.  F,  M.  P.. 
N.  X-  W.  Ky,.  Roanoke.  \^a. ;  D,  J.  Cart- 
wright,  dec.  cngr,.- Lehigh  X'alley  Iv  R.. 
So.  liethlebem.  Pa.;  E.  W.  Janscn,  elcc. 
engr..  Illinois  Central  R.   R.,  Chicago.  Ill 

14.    Noniiii.ations  ; 

F.  W.  Brazier  (chairman),  S.  R.  S.,  N, 
V.  C.  &•  H.  R.  R.  R.,  New  York  City:  A. 
W.  Gibbs.  C.  M.  E.,  Penna.  Lines.  Pliila- 
delphia.   Pa,:    F.    H.   Clark.   G    S.   M.    P., 

B.  &•  O.  R.  R,,  P.altimore.  Md, ;  F.  F. 
Gaines.  S,  M,  P..  Cent,  of  Ga.  Ry,.  Sa- 
vannah.  Ga. ;    I.   .1,    Hennessey.    M.   C.    P.., 

C.  M.  &•   St.   P.   Ry,.  W.   Milwaukee.   Wis, 

LS.    .Xrrangemenls  : 

1),  Iv  CiMwford.  G,  S,  .\I,  P.  Penna. 
Lines    W,•^t.    Pittslnirgh.    Pa, 

I'l,   Tank   Cars: 

A,  W.  C.ibbs  (chairman),  C.  M.  E., 
I'eiina     Fines,     Philadelphia,     Pa.;    Thos. 


Beaghan,  Jr.,  M.  C.  B.,  Union  Tank  Line. 
New  York  City;  J.  W.  Fogg,  M.  M.,  B. 
&  O.,  Chicago  Ter.  Ry.,  Chicago,  111.;  C. 

E.  Chambers,  S.  M.  P„  C.  R.  R.  of  N.  J., 
Jersey  City,  N.  J.;  Wm.  Schlafge,  G.  M. 
S.,  Erie  R.  R..  New  Y'ork  City;  C.  A. 
.Shoemaker,  (i.  .S.,  German-American  Car 
Lines,  East  Chicago,  Ind.;  J.  S.  Sheafe, 
M.  M.,  B.  &  O.  R.  R.,  Staten  Island, 
N.  Y. 

17.  Settlement  Prices  for  Reinforced 
Wooden  Cars ; 

J.  McMuIlen  (chairman),  M.  S.,  Erie 
R.  R.,  Meadville,  Pa.;  H.  G.  Griffin,  G. 
C.  L,  Can,  Pac.  Ry.,  Montreal,  Can.;  T. 
J  Burns,  .M,  C.  B.,  Mich.,  Central  Ry., 
Detroit.  .Mich.;  J.  T.  Mehan,  asst.  to  M. 
C.  B.,  C.  .\I.  &  St.  P.  Ry.,  W.  Milwaukee, 
Wis,;  II,  H.  Harvey.  G.  C.  I.,  C.  B.  &  Q. 
R.  R,,  Chicago.  111.;  C.  N.  Swanson,  S. 
C.   S.,  A.  T.  &  S.  F.  Ry.,  Topeka,  Kan.; 

F.  F.  Gaines,  S.  M.  P.,  Cent,  of  Ga.  Ry., 
Savannah,  Ga. 

18.  Compensation    for   Car   Repairs: 

1).  ]■■.  Crawford  (chairman),  G.  S.  M. 
P..  Penna.  Lines  West,  Pittsburgh,  Pa.; 
F'.  F.  Gaines,  S.  M.  P.,  Cent,  of  Ga.  Ry., 
Savannah,  Ga. ;  M.  K.  Barnum,  G.  M.  I., 
B.  &  O.  R.  R..  Baltimore,  M<I. ;  C,  E.  Ful- 
ler, S.  .M.  P.  &  M.,  Union  Pacific  R.  R.. 
Omalia.  Neb.;  C.  F.  Giles,  S.  M.,  Louis- 
ville &  Nashville  R.  R..  Louisville.  Ky. ; 
Thos.  Bea.ghan,  M.  C.  B,.  Union  Tank 
Line.  New  York  City;  H.  L  Osnian,  S. 
C  1).,  Morris  X  Co.,  Chicago,  111.;  M.  F. 
Covert.  A,  .M.  C.  B.,  Swift  Refr.  Trans. 
Co.,  Chicago.  111. 

19.  l)r:Lft    Gear: 

J,  1-.  !)c\..y  (cliairmiLU).  A.  S.  M.  P.. 
C  M,  S  St,  P,  Uy..  W.  .Milwaukee.  Wis.: 
W.  E,  Duidiam.  supr.  M.  P.  &  M.,  C.  & 
N.  W.  Ky,.  Winona.  Minn.;  E.  A.  Gil- 
bert. ,genl,  insp,  M.  P..  .So.  Pac.  Co..  San 
I'rancisco,  Ca\-.  J.   R.   Onderdonk,   M.   F... 

B,  &  (),  K,  K.  Baltimore.  Md.;  .V.  R. 
Kipp.  .M.  S,.  M,  St,  P,  &•  S,  S.  M.  Ry.. 
I'ond   du   l.:ic.  Wis.;  G.   W.   Kink,  M.  E.. 

C.  K.  K.  nf  .\.  .1  .  Jersey  City.  N.  J.;  P. 
I-".  STnilli.  jr.  S,  .M,  P,.  Peima.  Lines 
West.    Tole.Io.    {  )hio. 

-'(),  Joint  Meetings  Master  Car  Build- 
ers' .\ssoii.iiion  .and  .\tnerican  Railway 
.Master    .Mec!ianii-s'    .Association: 

I'Voin  the  .M.ister  t_'ar  Builders'  .Asso- 
ciation-K,  W.  Burnett.  G.  .\1.  C.  B.,  Can. 
I'ac,  Ky,.  Montreal,  Can.;  J.  S.  Lentz.  M. 
C.  1'.,.  1..  \'.  K,  K,.  South  Bethlehem.  Pa.; 
r.  11,  (,o,.dnow.  ,\,  S,  C,  1).,  C.  &  N.  W, 
Uy,.  Chicago,   111, 

b'rom  the  .American  Railway  Master 
.Mecb.Tincs'  .Association— J.  V.  DeX'oy.  .A. 
S.  M,  P..  C.  .M.  \-  St.  P.  Ry..  W.  Mil- 
waukee. Wis,:  C.  E.  Chambers,  S.  M.  P.. 
C.  R.  K,  of  N.  J..  Jersey  City,  N.  J.;  C. 
I-',  (liles,  S.  M.,  L.  K:  N.  R,  R.,  Louisville, 
Ky. 
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Dixon's 
Flake  Graphite 


TRADE '.'APK. 

DIXON'S 

TICONDEROGA  AMERICAN 

FLAKE 
GRAPHITE 

PERFECT  LUBRICANT 


The  splendid  results 
which  follow  the  use  of 
Dixon's  Flake  Graph- 
ite in  railway  service 
come  from  the  fact  that, 
being  a  solid  lubricant, 
it  resists  the  pressure 
which  squeezes  out  all 
oils  or  greases  from  a 
bearing. 

Oil  or  grease  must  be 
used  as  a  medium  for 
distributing  the  flake 
graphite  through  the 
bearing — and  t)f  course 
they  have  a  certain  lu- 
bricating value. 
i!ut  the  lasting,  dc- 
pendalile  luliricatioii 
which  cuts  down  the 
wear  and  saves  the 
power  is  afiforded  by 
the  unctuous  veneer  of 
pure  graphite  that  is 
liuilt  up,  flake  by  flake, 
over  the  liearing  sur- 
faces. 

Metal  on  metal  contact 
and  grinding  are  thus 
replaced  l)y  graphite  on 
graphite  gliding  —  a 
condition  which  no 
amount  of  heat  or  pres- 
sure or  speed  can  de- 
stroy. 

Study  the  many  appli- 
cations of  r^ixon's 
I''lake  Graphite  in 
"Graphite  Products  For 
The  Railroad,"  No.  69 
— sent  free. 


Made  in  Jersey  City,  N.  J.,  by  ihc 

Joseph  Dixon 
Crucible  Co. 

Kstihlishci).  1S27 


RAILROAD  NOTES. 

I  lif  r.allini.iic  iV  Oliio  will  place  ad- 
ilitioiial  or.Urs  lor   15,000  tons  of  rails. 

riic  SouiIktii  I'acilk  lias  ordered  40 
passenger  cars  from  tlie  rullman  Com- 
pany. 

I  lie  Grand  Trunk  has  ordered  six 
locomotives  from  the  .Montreal  Locomo- 
tive Works. 

The  Chicago,  Milwaukee  &  St.  Paul  is 
Considering  building  new  roundhouse  at 
r.eloit,   Wis. 


smoking  ears,  4 
c.Nprcss  cars. 


Iiair  cars  and  3  mail  and 


The  New  York  Municipal  Railways  arc 
in  the  market  for  100  steel  cars  for  sub- 
way  operation. 

rile  Cleveland,  Cincinnati,  Chicago  & 
.St.  Louis  is  in  the  market  for  five  Pacific 
type  locomotives. 

The  Pittsburgh  &  Shawmut  has  ordered 
25  box  cars  from  the  .American  Car  & 
Foundry   Company. 

The  Toledo  &  Ohio  Central  has  ordered 
1,000  freight  cars  from  the  Haskell  & 
I'arkcr  Car  Company. 

The  Louisiana  &  .\rkansas  has  pur- 
chased seven  acres  near  Joncsville,  I^i., 
as  a  site  for  repair  shops. 

Ihc  Inter-Monnlain,  it  is  reported,  has 
or(k-re<l  four  locomotives  from  the  Lima 
l.MC, .motive  Corporation. 


The  Delaware.  Lackawanna  &  Western 
has  ordered  .500  gondola  cars  from  the 
Pressed    Steel    Car   Company. 

1  he  Grand  Rapids  &  Northwestern  has 
placed  an  order  for  locomotives  with  the 
Pialdwin   Locomotive  Works. 


The  Bangor  &  .Aroostook  has  ordered 
five  consolidation  locomotives  from  the 
.■\merican  Locomotive  Company. 

The  San  Diego  &  .Arizona  has  ordered 
a  consolidation  locomotive  from  the 
.American    Locomotive   Company. 

The  Cincinnati,  Hamilton  &  Dayton  is 
said  to  be  in  the  market  for  30  Mikado 
and  S  Pacific  type  locomotives. 


The  Pacific  Great  Eastern  has  ordered 
40  steel  underframe  flat  cars  from  the 
Canadian  Car  &  Foundry  Company. 


'I  he  San  Diego  &  Arizona  has  placed 
an  order  for  1,200  tons  of  material  for 
a  viaduct  with  the  Llewellyn  Iron  Works, 
San  Francisco. 

The  Paducah  &  Illinois  has  ordered 
18,000  tons  of  steel  from  the  American 
Bridge  Company,  to  be  used  in  its  new 
bridge  at  Metropolis,  111. 


The  Dululh,  Missabe  &  Northern  has 
ordered  251  tons  of  steel  from  the  Ameri- 
can Bridge  Company  for  a  connecting 
trestle  at  Dulmh,  Minn. 


The  Erie  has  ordered  200  gondola  cars 
from  the  Standard  Steel  Car  Company. 
It  is  said  that  this  road  will  soon  place 
orders  for  600  more  cars. 


The  Delaware,  Lackawanna  &  Western 
has  ordered  96  suburban  coaches  and  14 
combination  baggage  and  smoking  cars 
from  the  Pullman   Company. 


The  Chicago,  Milwaukee  &  St.  Paul  has 
ordered  20  Mikado  locomotives  from  the 
American  Locomotive  Company.  They 
will  be  c(|uipped  with  superheaters. 

The  Atchison,  Topeka  &  Santa  Fe  has 
given  Henry  Bennett  &  Sons,  Topeka, 
Kan.,  a  contract  for  an  engine  house  at 
.Albuquerque,  N.  M.,  to  cost  $100,000. 


The  Minneapolis  &  St.  Louis  has  or- 
dered two  postal  cars  from  the  Pullman 
Company.  This  read  is  said  to  be  in  the 
market  for  500  gondolas  and  750  bo.\  cars. 

The  Denver  L^nion  Terminal  Company 
has  opened  bids  for  remodeling  and  en- 
larging the  union  station  at  Denver, 
Colo.  This  is  first  work  undertaken  in 
connection  with  terminal  improvements 
that  will  cost  $4,000,000. 

The  South  Dakota  Central  has  ordered 
two  Consolidation  locomotives  from  the 
.American  Locomotive  Company.  They 
wmII  have  20  by  24  in.  cylinders,  51  in. 
driving  wheels  and  a  total  weight  in 
working  order  of  138.000  lbs. 

The  Chicago  Junction  has  ordered  2 
six-wheel  switching  locomotives  from  the 
.Ainerican  Locomotive  Company.  They 
will  have  20  by  26  in.  cylinders,  51  in. 
driving  wheels  and  a  total  weight  in 
working  order  of  149.000  lbs. 


The   St.   Louis.   Brownsville  &   Mexico  The   Baltimore  &   Ohio  has   contracted 

has  placed  an  order  for  15  passenger  cars  with    the    Inion    Switch   &    Signal   Com- 

from     the     .American     Car     &     Foundry  pany    for    tlie    installation    of   an    electric 

Company.  interlocking   plant   for  the   Calumet   river 

drawbridge   near   Chicago.     The   machine 

The    Northwestern     Pacific    is    in    the  will    have   a   2'.'-Ievcr   frame.    18  working 

market  for  11  coaches,  4  baggage  cars,  3  levers,  4  spare  levers  and  7  spare  spaces. 
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Swedish  Peat  Powder  Burning  Engine 


The  use  of  peat  as  fuel  in  locomotive 
engines  lias  been  repeatedly  experimented 
with,  and  the  reports  were  generally  more 
of  less  favorable  to  the  use  of  peat  as  a 
substitute  for  coal  in  certain  localities, 
but  no  sustained  attempts,  as  far  as  we 
arc  aware,  have  been  made  to  put  the 
proposition  into  actual  practice  until 
(piite  recently  the  Swedish  State  railways 
arc  evidently  giving  the  matter  serious 
attention,  and  we  would  not  be  surprised 
to  learn  that  in  the  near  future  the  use 
nf  peat,  or  a  large  admi.xture  of  i>eat. 
becomes  the  staple  fuel  in  localities  where 
peat  is  readily  procuralile. 

Owing  to  the  fact  that  Sweden  has 
enormous  peat  deposits,  many  attempts 
have  been  made  during  the  last  few  years 
to  invent  and  develop  devices  for  utiliz- 
ing these  deposits.  Many  e.xperimcnts 
have  been  made  in  stoking  stationary 
engines  and  the  results  have  apparently 
been  satisfactory.     Quite  recently  experi- 


Ihe  I'innish  Government  railways  arc 
now  constructing  four  railway  enyines  to 
be  stoked  in  this  manner. 


Frederic  A.  Delano. 

When  Mr.  Trederic  A.  Delano,  presi- 
dent of  the  Chicago,  Indianapolis  &  Louis- 
ville Railway  accepted  from  the  President 
of  the  United  States  the  nomination  as  a 
member  of  the  Federal  Reserve  Board, 
the  railway  service  lost  one  of  its  most 
able  and  eminent  officials.  Mr.  Delam. 
was  a  college  graduate  before  he  entered 
railroad  service,  which  he  did  at  the  bot- 
tom of  the  ladder  as  machinist  apprentice 
in  the  Chicago,  Burlington  &  Quincy  Rail- 
road shops  at  Aurora.  111.  That  was  in 
1S83  when  lie  was  twenty-two  years  of 
a.ue.  Whatever  Mr.  Delano  was  engaged 
doing  he  seemed  ever  determined  to  put 
liis  most  vigorous  energies  into  the  work, 
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ments  have  lieen  made  in  stoking  rail- 
way engines  and  it  is  claimed  th.at  these 
efforts  have  also  been  crowned  with 
success. 

Tlie  heating  i)ower  of  Swedish  peat 
is  svich  that  1.8  tons  of  clod  peat  are 
e<|uivalent  to  1  ton  of  luiglish  steam  coal. 
.\  young  Swedish  engineer  has  lieen  con- 
ducting the  experiments  with  r.iilway  en- 
gines under  official  control.  Witli  a  de- 
vice invented  by  himself,  he  has  made 
irial  sinkings  with  pulverized  peal  on  one 
of  the  Slate  railway  engines  with  coal 
anil  peat  simultaneously,  and  has  even 
made  1  .3  tons  of  peat  do  the  work  of 
1  t,,n  of  coal.  The  fuel  economy 
.-.chieved  in  these  experiments  is  explained 
by  the  fact  that  less  air  is  necessary  in 
ihc  combustion  of  pidverized  peal  than  in 
stoking  with  clod  peat. 

As  a  result  of  these  tests  i)eal  lewder 
■•loking  has  been  introduce<l  on  the 
Mahii'-tad-Xassio  Railroad  and  the  Kal- 
mar  Railroad,  besides  which  the  Sw(  di^h 
State  railways  have  procured  a  trial  rail- 
way    engine     for     pcat-powdcr     M..king. 


practice  which  commended  him  right  alon.i; 
to  more  responsible  positions. 

I'Vom  the  machine  shop  he  went  to  the 
tests  department,  then  became  assistant  to 
vice-president,  lie  had  not  luhl  that  job 
long  wlien  a  clear  headed  man  was  wanted 
for  superintendent  of  terminals  and  Mr 
Delano  was  selected.  Next  we  fuul  him 
superintendent  of  motive  power,  from 
wliicli  he  went  to  be  general  manager. 
Tlien  we  lind  him  consulting  engineer  to 
the  U.  S.  War  Department  and  Philippine 
Commissioner. 

His  conspicuous  ability  commended  Mr. 
Delano  for  such  a  position  as  president 
..f  the  l'enns.\lvania  Railroad  or  some 
other  Trunk  hne,  lint  wliile  waiting  to  get 
there  he  accepted  the  position  of  president 
of  the  Chicago.  Indianapolis  &  Louisville 
Railway.  With  all  his  success  Mr.  Delano 
is  always  a  genial  gentleman  h(>I(hng  the 
good  will  of  high  and  low.  lie  is  a  high 
offici.al  that  the  railway  world  hates  to  see 
going  into  another  field,  as  he  has  ac- 
quitted himself  so  ably  in  many  posi- 
tions on  railroads. 
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LEARN   MORE 

EARN  MORE 


Here  is  a  book 

of  practical 

money-earning 

value  to 

Locomotive 

Engineers  and 

Railway  Students 

EVERYWHERE 


"LOCOMOTIVE  SLIDE  VALVE  SETTING" 

Written    from    practical    experience    for    the 
man   who   "wants  to  know." 


"THE  FIREMAN'S  GUIDE" 


A  handbook  on  th 
every    day    Knglisli; 


of  boilers  in  plain, 
omi.lete    (I2th    edi- 


Three  Books  Only  50  Cents  Each 

Cardboard     working     model     of     the     VVal- 
schaert  Valve  Gear,  with  full  descrip-  t1  cn 

Send    for    Special    List   of    Prac- 
tical   Handbooks.       Mailed    free. 

SPON  &  CHAMBERLAIN 

123  L  Liberty  street         New  York 


Books,  Bulletins,  Catalogues,  Etc. 


NOW  IS  THE  TIME  to  install  a 

Rue  Boiler  Washer 
and  Tester, 

For  you  will  need  it  when  cold 
weather  comes.  It  will  wash  out. 
test  and  fill  your  boiler,  all  with 
hot  water,  and  have  it  ready  for 
use  in  one  hour. 

THINK    IT   OVER. 

{■ntnloi:  on  H.illcr  Washers  A-S. 

Rue  Manufacturing  Co., 

228  CHERRY  STREET 

Philadelphia,  Pa. 


ASMTOIM 

POP  VALVES  AND  GAGES 

The  Quality  Goods  that  Latt 

The  Ashton  Valve  Co. 
271    Franklin  Street,  Boston.  Mu«. 
No.  174  Market  St..       Chicago.  10. 


Air-Brake  Catechisni. 

1  he  twcnty-si.xth  edition  of  the  Up-to- 
Uate  Air  Brake  Catechisin,  by  Robert  H. 
I'.lackall,  extending  to  411  pages,  has  just 
been  published  by  The  Norman  W, 
1  lenlcy  Publishing  Company,  132  Nassau 
street,  New  York,  and  contains  all  the 
original  features  that  have  maintained  the 
popularity  of  the  work  and  also  much 
new  matter,  calculated  to  meet  the 
changed  conditions  of  service  which  pre- 
vail at  the  present  time.  The  work  is  one 
I  if  the  very  few  engineering  books  that 
may  properly  be  said  to  have  a  distinct 
place  of  its  own  as  a  standard  work  on  a 
subject  of  great  and  growing  importance. 
Its  outstanding  merit  has  been,  and  con- 
tinues to  be.  its  completeness  of  detail  and 
exactness  in  the  presentation  of  facts. 
Tliere  are  no  idle  generalizations  or  evasive 
guess  work  about  the  book.  It  is  simple 
and  direct  and  reliable.  There  are  over 
2,500  questions  with  their  answers  at- 
tached, and  with  the  help  of  the  numerous 
illustrations  any  earnest  student  of  ordi- 
nary mental  calibre  may  master  the  in- 
tricacies of  the  modern  air  brake  with  all 
its  convolutions.  We  do  not  know  of  any 
other  book  that  so  completely  does  this. 
The  price  is  Two  Dollars. 


Traffic  Glossary. 
The  La  Salle  Extension  University, 
Chicago,  has  issued  a  Traffic  Glossary, 
which  has  been  compiled  and  edited  by 
Prof.  R.  E.  Riley.  The  need  of  such  a 
publication  is  evident  when  we  consider 
ilie  fact  that  there  are  inany  terms  of  a 
very  technical  nature  used  in  daily  traffic 
work.  These  terms  are  of  two  classes, 
one  class  referring  to  traffic  territories 
and  the  other  to  terms  having  a  special 
meaning  such  as  "basing  points."  It 
would  be  idle  to  assume  that  such  terms 
could  be  summarily  comprehended  in  a 
poster  or  stored  in  the  memory.  These 
have  their  limitations.  As  an  illustration 
we  might  ask.  how  many  railway  men 
could  tell  off-hand  what  advance  charges, 
relief  claim,  concurrence,  dunnage,  pro- 
number,  and  l<mg-and-short-haul  clause 
all  mean  ?  Or  if  these  seem  too  easy, 
what  do  the  following  abbreviations  refer 
to-K.  D.,  L.  C.  )..,  X.  O.  I.  B.  N.. 
X.  O.  S.,  O.  R.  S.  U..  W.  B.?  The  book 
explains  all  matters  of  this  kind,  and  all 
otlicr  traffic  terms  and  markings.  The 
price  is  one  dollar. 


Proceedings  of  the  Sixth  Annual  Con- 
vention of  the  International  Rail- 
way   Fuel    Association. 
The  proceedings  of  the  above  associa- 
tion, the  annual  convention  of  w-hich  was 
held  at  Chicago  on  May  18-21,  1914,  are 
now  published  in  book  form,  which  ex- 


tends to  344  pages.  The  growing  im- 
portance of  the  work  of  the  association 
is  ably  reflected  in  the  publication.  The 
papers  presented  and  the  discussions 
thereupon  all  tend  towards  conserving  the 
world's  fuel  supply  and  the  advantages 
that  would  accrue  therefrom.  The  ob- 
servations of  those  whose  experience  has 
made  them  recognized  experts  in  their 
particular  lines  of  work  need  just  such  a 
vehicle  as  the  work  before  us  to  convey  to 
others  information  of  value  especially 
looking  toward  the  elimination  of  waste 
in  fuel,  and  not  only  so,  but  to  inculcate 
the  best  practices  in  the  use  of  fuel ;  in 
other  words,  to  learn  what  coal  is  and 
how  to  use  it.  The  association  is  thus 
doing  a  good  work  in  obtaining  a  knowl- 
edge of  the  materials  that  are  doing  the 
world's  work,  and  through  that  knowl- 
edge correcting  the  methods  of  using  the 
materials.  The  book  contains  a  list  of 
the  membership  which  embraces  many  of 
the  leading  railroad  men  in  America.  Ap- 
plication for  copies  should  be  sent  to  Mr. 
C.  G.  Hall,  Chicago  &  East  Indiana  Rail- 
road,  Chicago,   111. 


Malleable  Castings. 
The  Xational  Malleable  Castings  Com- 
pany's circular  No.  52  is  a  finely-illus- 
trated publication  relating  to  malleable 
iron  washers  and  bridge  pin  nuts.  Ex- 
perience has  shown  that  washers  made  of 
refined  malleable  iron  are  practically  in- 
destructible and  not  subject  to  breakage 
as  are  cast-iron  washers.  Not  only  so, 
but  the  surfaces  have  the  cleanness  of 
tool-finished  metal.  Their  lightness  also 
is  a  decided  advantage.  The  same  may 
be  said  of  the  various  kinds  of  socket 
washers  and  angle  washers  which  can  be 
readily  furnished  in  any  desired  design 
or  size.  The  ribbed  pattern  of  malleable 
iron  spool  washers  are  also  meeting  with 
popular  favor  and  can  be  procured  in  all 
sizes.  The  neat  appearance  of  the  vari- 
ous sizes  of  bridge  pin  nuts,  also  of  mal- 
leable iron,  is  a  marked  feature  of  their 
superiority  to  cast-iron  nuts.  Copies  of 
the  circular  may  be  had  from  the  Cleve- 
land office  of  the  company. 


"National"  Bulletins. 
The  Xational  Tube  Company,  Pitts- 
burgh, Pa.,  is  adding  to  its  reputation  not 
only  by  the  variety  and  number  of  me- 
chanical appliances  than  are  being  added 
to  the  sum  of  its  products,  but  also  by  the 
high-class  bvdlctins  that  are  being  issued 
by  the  enterprising  company  in  describ- 
ing them,  .\mong  the  more  recent  pub- 
lications of  this  kind.  No.  13A  describes 
with  completeness  of  detail  the  National 
Tube  Company  iron  body  brass-mounted 
wedge  gate  valves.  These  valves  have 
stood  the  test  of  time  and  have  many 
merits     peculiarly     their    own.      Among 
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these  the  valve  seats  are  unique,  being 
tapered  and  laced  with  brass  rings,  of  a 
composition  especially  adapted  to  the  pur- 
pose, which  are  firmly  screwed- into  place 
by  machinery  and  finally  carefully  fin- 
ished. Each  side  of  the  wedge  disc  is 
laced,  with  a  brass  ring,  of  the  same  com- 
position as  the  scat  ring,  which  is  rolled 
tightly  into  a  dovetailed  groove.  These 
valve  seats  never  wear.  Another  very 
interesting  bulletin  is  Xo.  IOC,  wliich 
treats  of  '"The  relative  corrosion  of  iron 
and  steel  pipe  as  found  in  service."  .Ml 
interested  in  pipe  should  secure  a  copy  of 
this  document,  which  is  from  the  schol- 
arly pen  of  Professor  William  H. 
Walker,  Ph.D.  Copies  of  these  publica- 
tions may  be  had  on  application  to  the 
company's   office  at    Pittsburgh,    Pa. 


Reactions. 
'1  he  latest  issue  of  Reactions,  a  quar- 
terly periodical  devoted  to  the  science  of 
.Muminothermics.  contains  much  interest- 
ing matter  finely  illustrated,  showing  a 
variety  of  welds  liy  the  Thermit  process, 
and  all  tending  to  show  the  high  degree 
of  perfection  to  which  the  Goldschmidt 
1  hermit  Company's  products  have  reached 
in  the  process  of  welding.  About  ten 
pages  are  devoted  to  subjects  selected 
from  around  tlie  railroad  shops.  These 
embrace  frame  welding,  driving  wheels, 
crossheads,  cylinders,  truck  frames  and 
other  portions  of  locomotives,  and  all 
ciescribed  and  illustrated  with  a  degree  of 
clearness  that  could  not  be  surpassed. 
These  remarkable  welds  are  not  the  work 
of  the  company's  experts,  the  operations 
being  entirely  conducted  by  the  em- 
ployees in  the  various  railroad  shops 
where  the  welding  appliances  are  in 
service.  Send  for  a  copy  of  the  latest 
issue  of  Reactions  to  the  company's  main 
office,  90   West   street.   New   York. 


The  I.  C.  S.  at  Home. 
.A  very  interesting  and  finely-illustrated 
circular  showing  what  the  International 
Correspondence  Schools  mean  to  the  city 
of  Scranton  lias  been  publislied  and  it 
is  a  revelation  r.f  the  magnitude  to  whiih 
tlie  great  educational  institutions  have 
gone.  Quotations  from  the  Scranton 
newspapers  are  eloquent  in  the  praise 
of  the"  aniazine  accomplishment  in  the 
v.ork  of  providing  and  conveying  educ.i- 
tion  to  countless  thousands  on  almo~i 
<\iry  subject.  It  is  a  real  mnversal  u;ii 
v-rsity.  in  this  colossal  work  over  5,0(K) 
ie-ple  are  employed.  Over  100,000  new 
^indents  enroll  in  its  courses  each  year 
The  universities  of  Oxford,  Cambridge. 
Harvard,  Yale  and  Princeton  look  small 
beside  this  noble  institution.  Those  an- 
cient cloisters  of  learning  may  be  said 
to  be  in  the  interest  of  the  privileged 
class,  but  the  Scranton  Institution  is  open 
to  ;J1  who  out  of  ihcir  necessities  mav  be 


able  to  pay  the  moderate  price  of  te.xt 
books  and  fees,  and  continue  at  the  work 
in  wdiich  they  may  be  engaged,  while  pre- 
jiaring  for  higher  and  better  things. 
What  the  I.  C.  S.  has  done  for  Scranton 
may  be  measured.  What  it  has  done  for 
the  enlightenment  of  intelligent  humanity 
is  immeasurable. 


United  States  Light  and  Heating  Com- 
pany. 

Mr.  .\.  H.  Ackerman,  vice-president 
.'iiiil  general  manager  of  the  above  com- 
pany, has  issued  the  following  statement 
to  the  trade  and  to  the  public :  "The  ac- 
tion recently  sustained  in  the  appoint- 
ment of  tlie  receivers  for  the  property 
of  the  company  was  a  necessary  step  to 
conserve  the  assets  for  the  benefit  of  all. 
With  assets  of  $3  for  every  dollar  of 
debt,  the  company  is  amply  stable,  and 
the  court's  direction  to  continue  the  busi- 
ness is  the  last  proof  necessary  to  reassure 
the  buying  public.  There  are  already  un- 
der way  plans  for  broad  financing,  and 
with  the  return  of  general  prosperity  in 
the  country,  the  USL,  more  aggressive 
than  ever  before,  intends  to  secure  its  own 
full  share  of  the  business  and  to  continue 
the  manufacture  and  sale  of  its  special 
electrical   products." 


Forcible  Remarks. 


.•\n  old  gentleman  joining  the  Scotch 
express  at  Euston,  London,  one  night 
informed  the  conductor  he  was  travel- 
ing to  Crewe,  and  wished  to  sleep  all 
the  way  up.  lie  stated  that  whenever 
be  was  awakened  out  of  a  sleep  he  re- 
fused to  obey  anyone,  and  always  gave 
way  to  very  strong  language.  "Mow- 
ever,"  he  said,  "no  matter  what  I  say 
or  do  put  me  out  at  Crewe."  This  the 
conductor  consented  to  do,  and  the  old 
man  fell  into  a  peaceful  slumber.  .After 
a  good  snooze  he  awoke  and  discovered 
the  train  was  at  a  standstill — at  Glas- 
gow. The  Scotch  conductor  was  stand- 
ing at  tile  door  of  bis  van.  and  the  pas- 
senger approached  him  with  flaming 
face.  He  made  several  forcible  re- 
marks, and  asked  him  why  he  did  not 
put  him  out  at  Crewe.  The  conductor 
listened  in  silence,  and  looked  at  the 
old  man  for  a  while.  Then,  gripping 
bis  beard  with  his  right  hand,  he  said. 
"-Mou,  you've  a  powerful  vocabulary 
ricbt  euouRli,  but  you  cudna  baud  a 
e.iundle  to  the  man  we  put  oot  at 
Crewe." 


High  Courage. 

1  have  no  fear;  and  so  'tis  day  by  day. 
In    sunshine,  or   in   storm — in   weal,   or 
woe — 
.\s  best  I  can,  I  go  along  Life's  way 
To   that    \'ast    Future,    where    all    men 
must  go. 
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New  Bascule-Bridge  on  the  Canadian  Pacific  Railway 

The   completion   of   the    new    Bascule-  its  opening  last  month   was  really  ahead  The     accompanying     illustrations     will 

Bridge   from    Sault   Ste.   Marie,   Ontario,  of  the  time  when  it  was  expected  to  be  give  some  idea  of  the  vast  magnitude,  as 

Canada,   to   Sault    Ste.    Marie,   Michigan,  ready    for   the   operation   of   the   railway  well  as  the  intricate  details  of  the  colossal 

on  the  Canadian  Pacific  Railway  marks  a  joining  the  United  States  with  the  Cana-  structure.     Tlic  first  view   is  taken   from 

new  record  in  bridge  construction,  as  the  dian    Domininn    at   tliis    iiii|Miriaiit     point,  the  opcratiiiir  tower,  and  shows  the  south 


71ASCULEERIDGE    BET\Vi:i;X    .'^.M'l-T    STE.    M.\RIE,    MH  llir,.\N.   .\M) 
C.\N.\DI.\X    P.VCinC    R.MI.W.W. 


M'l.r  SI  1..  M  \i; 


structure  is  the  largest  of  its  kind  in  tlic  The  design  of  tlic  Iiridge  chosen  was  thai  leaf  of  tlie  bridge  closed   with   the  north 

world,  being  330  feet  in  length,  and  con-  submitted  by  the  Strauss   Basculc-Bridge  leaf  in   the   o])cn   position.     Each   leaf  is 

taining     several     features    peculiarly     its  Company,  of  Chicago.   III.,  and   the  work  hinged   on   a   steel   tower,   and   is   exactly 

own.     The  rapidity  with  which  the  work  has  been  carried  out  by  the  Pennsylvania  counterbalanced  on   the  opposite   side  of 

has  been  constructed  has  been  such   that  Steel  Company,  of  Steelton.  Pa.  the   tower.     On   the   balancing   structure 
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there  is  a  concrete  block  containing  five 
hundred  and  fifty  cubic  yards  of  concrete, 
and  weighing  over  one  thousand  tons. 
So  exactly  is  each  leaf  of  the  bridge  bal- 
anced with  the  outer  counterweights  that 
a  very  light  power  is  necessary  to  be  ap- 
plied to  raise  the  leaf  and  lower  the 
counterweight,  the  one  acting  in  equilib- 
rium  with   the   other. 

The  second  view  shows  a  general  view 
ni  th<-   bridge   with   both   leaves   centrally 


urauglu  may  safely  pass  through  with 
one  leaf  open,  but  the  opening  or  clos- 
ing of  both  leaves  of  the  great  bridge  is 
so  easily  accomplished,  as  we  have  al- 
ready stated,  that  the  expense  of  the 
movement  is  almost  a  negligible  quantity, 
and  only  involves  the  light  handling  of 
an  ordinary  hydraulic  jack,  and  it  may 
also  be  safely  stated  that  as  the  balanc- 
ing is  so  perfect,  and  the  moving  parts 
so     massively     and     simply     constructed. 


^ 

^h 

PT^ 

J_ 

K  / 

X 

1^ 

As  is  well  known,  the  Canadian  Pacific 
Railway  is  the  largest  in  the  world,  ex- 
tending as  it  does  across  the  American 
continent  at  its  widest  part,  and  with  its 
numerous  branclie?  has  a  roadway  of 
over  12,000  milcb.  The  equipment,  espe- 
cially in  the  mechanical  department,  is 
of  the  finest,  while  the  very  small  num- 
ber of  accidents  is  the  best  proof  of  the 
able  management,  and  has  been  a  dis- 
tinguishing feature  of  the  history  of  the 
railway  since  the  main  line  was  opened 
in  1887.  The  numerous  branches  and 
leased  lines  were  acquired  at  diflferent 
periods.  The  company  also  runs  a  line 
of  mail  steamers  between  Vancouver  and 
China  ami  Japan,  and  also  has  lines  of 
steamers  running  U  Australia,  to  Ha- 
waii, to  San  IVancisco,  to  the  mining 
district  of  southern  British  Columbia,  to 
tlie  Yukon,  and  from  Fort  William  to- 
I  )mar  Sound  on  the  upper  lakes,  and. 
.lUo  maintains  a  steamship  serrice  be- 
iween  Montreal  and  Liverpool. 


NKW    BASCULE-in,:! 


i|-,K   WITH    l.K.WES   CENTUM. 1-V 
I  .\N.\|ll.\.\     I'M  UK      K, MI-WAV, 


locked  in  place.  It  should  be  mentioned 
in  this  connection  that  the  south  leaf  arch 
tower  rests  on  rollers,  allowing  a  six- 
inch  transverse  or  side-swing  movement 
to  the  entire  southern  leaf  in  cither  di- 
rection. The  operation  of  this  movement 
when  it  may  be  necessary  is  accomplished 
by  hydraulic  cylinders,  and  a  suitalile 
hydraulic  hand  pump  is  arranged  so  that 
the  operator  can  force  the  liquid  under 
pressure    on    cilluT    side    of    the    jilunger. 


that  the  possibility  of  any  part  of  the 
Structure  to  get  out  of  order  is  reduced 
to  ;i  minimuiii- 

The  Canadian  Pacific  Railway  is  to  be 
congratulated  on  the  completion  of  the 
work,  and  we  understand  that  others  of 
this  particular  kind  of  structure  are  con- 
templated. It  is  not  likely,  however,  that 
the  others  will  be  as  large  as  the  struc- 
ture just  liiiisheil  The  tests  have  dem- 
oiistratid   the   alisolute    rigidity   and   oom- 


NKW    I!.\SCi:LE.m<llJUI-..    e.\.N  \i)l.\N    PACIHC    K.MLW.W,    WITH 
LE.WKS   I  I  LEY  OI'ENED. 


and  so  eventually  move  the  entire  tower 
and  attached  leaf  in  either  direction,  so 
that  the  two  leaves  speedily  and  exactly 
join  in  their  necessary  and  perfect  ali.isn- 
meiit. 

The  last  illustration  shows  the  bridi:. 
with  the  two  leaves  fully  opened,  and  it 
may  be  added  that  while  both  leaves  ar- 
opened  to  vessels  of  larger  dimension, 
having  deep  draught,  which  consequently 
makes  it  necessary  ior  them  to  keep  in 
the  center  of  the  elianiiel,  vessels  of  lesser 


pletc  safety  of  the  structure  under  weight 
many  limes  more  than  will  ever  be 
placed  upon  it  in  actual  service.  While 
no  expense  has  been  spared  in  securing 
the  best  materials  available,  and  the  best 
workmanshi|)  under  thorough  inspectors, 
the  mani|)ulation  of  the  vast  structure  is, 
as  we  have  staled,  exceedingly  simple, 
and  one  tower  man  is  all  that  is  neces- 
sary in  handling  the  few  mechanical  ap- 
I.liances  used  in  raising  and  lowering  the 
K  .m  V    .)f    the    bridge. 


Valuation  of  the  Great   Northern  Rail- 
way. 

Eight  government  engineenns  crews 
have  started  work  on  the  valuation  of  the 
Great  Northern  properties.  This  marks 
the  first  step  in  the  Northwest  toward 
the  completion  of  the  stupendous  task  of 
valuation  undertaken  by  the  Interstate 
Commerce  Commission  Officials  of  the 
Great  Northern  estimate  that  the  ap- 
praisal will  cost  the  road  between  $150,000 
and  $200,000  a  year.  The  crews  are  in 
the  territory  west  of  Minnesota  and  are 
being  directed  from  Kansas  City  and  San 
Francisco.  Crews  will  be  started  on  the 
lines  in  Minnesota  late  this  fall  or  early 
next  year,  although  the  commission  has 
not  notified  the  road  to  prepare  for  them. 
Fngineers  employed  by  the  road  precede 
govcrnmeiu  engineers  and  prepare  ma- 
terial and  locate  bench  marks  and  old 
lines  for  them. 

British    Railways. 

Cioveriimeiu  returns  show  that  during 
1913  the  railways  of  the  United  King- 
dom carried  1.228,316,000  passengers  and 
371,571,000  tons  of  freight.  The  passen- 
gers were  divided  into  classes  as  fol- 
lows; First.  26,025,000:  second,  12,088,- 
000;  third,  933,498,000,  and  workmen, 
256,705.000.  The  number  of  season- 
ticket  holders  is  estimated  to  hare  been 
about   595,000. 

The  length  of  the  lines  reduced  to  sin- 
gle track  was  55,438  miles.  The  gross 
receipts  of  the  companies  were  $677,674,- 
724.  of  which  $277,044,978  was  derived' 
from  passenger  trafiic,  $324,191,630  from 
freight  traffic,  and  $76,438,115  from  other 
sources,  mainl.\  subsidiary  businesses. 
The  gross  expenditure  was  $424,563,193, 
of  which  $383,494,799  was  devoted  to 
operating  expenses,  leaving  a  net  income- 
of  $253,111,531. 
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Railway  Supplies  for  Chile. 

I'he  Chilean  (iovt-rnment  has  had  un- 
der contemplation  for  some  time  the 
mstallation  of  oil-burning  equipment  on 
all  the  government  railways  of  that  coun- 
try. Before  doing  so.  however,  it  has 
decided  to  turn  over  one  entire  division 
of  the  Longitudinal  Railway,  which  con- 
sists of  about  125  miles,  for  exhaustive 
experiments.  It  has,  we  are  informed, 
asked  for  no  bids  on  this  experimental 
work,  the  proposition  having  been 
worked  up  by  individuals  from  the 
United    States. 

.\s  there  is  every  reason  to  believe 
that  the  result  of  these  experiments  will 
result  in  the  installation  of  oil-burning 
equipment  on  the  entire  system  of  gov- 
ernment railways,  it  might  be  well  for 
.\rnerican  manufacturers  of  this  class  of 
railroad  material  to  get  in  touch  with 
the  officials  having  charge  of  this  work, 
as  it  will  undoubtedly  be  quite  an  ex- 
tensive field  for  the  sale  of  this  class  of 
material. 

The  Chilean  Government  has  author- 
ized an  expenditure  of  the  equivalent  of 
$60,000  American  gold  for  machinery 
and  supplies  to  be  installed  in  the  gov- 
ernment railway  shops.  Interested  par- 
tics  would  do  well  to  communicate  with 
Direccion  General  de  los  Ferrocarriles. 
Santiago,   Chile. 


Railways   in    Honduras. 

Honduras  is  perhaps  the  least  known  of 
all  Central  American  countries,  mainly 
because  of  the  lack  of  transportation  fa- 
cilities. A  number  of  railroads  are  in 
process  of  construction  on  the  north 
coast.  Most  of  them  are  primarily  for 
the  development  of  the  banana  industry, 
and  that  of  Vacarro  Bros.  &  Co.,  with 
75  miles  in  operation,  and  the  Honduras 
National  Railroad,  with  55  miles  in 
actual  operation,  are  the  only  roads  that 
carry  passengers.  It  is  of  interest  to 
note,  however,  that  besides  investing 
nearly  $100,000  in  necessary  locomotives, 
rolling  stock,  rails  and  betterments,  the 
government  reports  a  net  profit  of  $44,- 
425  in  the  first  18  months  of  the  gov- 
ernment management  of  the  National 
road.  It  has  about  completed  the  bridge 
over  the  Ulua  river  to  connect  up  some 
7  miles  of  road  long  disused.  This  will 
put  the  road  in  operation  to  Protrerillos, 
and  permit  the  extension  of  the  line 
farther    south    if    desired. 


Canadian  Northern  Railway. 

A  Vancouver  press  despatch  credits 
Sir  Donald  Mann,  vice-president  of  the 
Canadian  Northern  Railway,  with  saying 
there  :  "Despite  the  chaotic  conditions  of 
the  money  markets,  due  to  the  war  situ- 
ation, we  intend  to  finish  up  the  trans- 
continental  line   as   quickly   as   possible." 

Sir  Donald,  who  went  on  to  Victoria 
to  confer  with  the   Premier.  Sir  Richard 


-McBride,  is  also  reported  to  have  said 
that  the  company  has  3,000  men  em- 
ployed in  British  Columbia,  and  will  keep 
them  at  work  until  rail  laying  is  finished. 
Grading,  he  believes,  will  be  finished  by 
the  end  of  September.  Steel  has  been  de- 
livered or  is  en  route  for  all  sections 
of  the  main  line  west  of  Yellowhead 
Pass,  and  the  line  north  of  Lake  Su- 
perior will  be  in  operation  this  autumn. 


The  Longest  Tunnel  in  America. 

The  longest  tunnel  in  North  Amer- 
ica is  the  Hoo.sac  tunnel,  at  North 
.•\dams,  Mass.,  which  is  four  and  three- 
quarters  miles  in  length ;  but  there  is  now 
being  constructed  on  the  Rocky  Mountain 
Division  of  the  Canadian  Pacific  Railroad, 
what  is  known  as  the  Roger  Pass  Tunnel, 
which  will  be  live  miles  in  length.  It  will 
cost  over  $10,000,000.  The  highest  point 
reached  by  the  tunnel  will  be  3,795  feet 
above  sea  level,  or  4,065  feet  below  the 
extreme  top  of  the  mountain.  The  tunnel 
will  have  a  rising  grade  of  one  per  cent. 
til  its  interior  summit. 


Automatic   Signalling   on   the   Pennsyl- 
vania. 

During  the  past  three  years  the  Penn- 
sylvania Railroad  has  equipped  253  miles 
"f  its  main  lines  with  automatic  sig- 
nals at  a  cost  of  $6,000,000.  and  has  now 
more  4-line  road  so  signalled  than  any 
other  railway  in  the  world.  This  sig- 
nalling is  officially  stated  to  represent  an 
outlay  of  about  $18,000,000.  Normally 
some  1,800  men  are  employed  to  main- 
lain  this  signalling,  and  the  maintenance 
cost  is  $1,500,000  per  annum. 


Railways  in  Peru. 

V'ery  little  progress  has  been  made  in 
the  construction  of  railways  in  Peru, 
owing  principally  to  the  mountainous 
nature  of  the  country,  which  makes  it 
both  difficult  and  costly.  The  only  ad- 
dition in  recent  years  has  been  the  Lima 
to  Huacho  Railway.  There  are  in  course 
of  construction  a  line  from  Cuzco  to 
.Santa  Ana,  and  another  from  Lima  to 
the  small  port  of  Chilca.  No  work  has 
as  yet  been  begun  on  the  projected  rail- 
way to  navigable  waters  of  the  River 
Ucayali. 

Erie's  Triplex  Compound. 
Another  record  has  been  made  by  the 
Erie's  giant  engine.  Mat  Shea,  in  haul- 
ing 250  50-ton  steel  gondolas  loaded  to 
capacity  from  Binghamton,  N.  Y.,  to 
Susquehanna,  Pa.,  23  miles  at  a  maximum 
speed  of  14  miles  per  hour.  The  total 
length  of  the  train  was  1.6  miles.  The 
maximum  drawbar  pull  was  130.000 
pounds,  and  the  minimum  67,000  pounds. 
The  locomotive  is  named  after  one  of  the 
oldest  and  most  accomplished  engineers 
on  the  Eric  Railroad. 


Alaska  Railways  Surveys. 
Good  progress  is  being  made  with  the 
surveys  for  the  Government  railway  in 
Alaska,  and  it  is  possible  that  a  prelim- 
inary report  on  the  undertaking  will  be 
ready  for  submission  to  President  Wil- 
son late  in  October  or  early  in  Novem- 
ber. At  the  present  time  parties  are 
working  south  from  the  Tanana  river, 
while  engineers  are  working  north. 
Work  is  also  in  progress  at  Portage 
Bay  and  Seward,  and  along  the  line  to 
the  head  of  Cooks'  Inlet.  The  surveys 
are  being  made  for  a  route  from  the  coast 
through  the  Susnita  Valley  to  the  Ta- 
nana. This,  in  general,  follows  the  line 
of  the  Alaska  Northern  Railway  to  Grand 
View,  45  miles  from  Seward,  the  coast 
terminal  of  the  railway.  Cross-section- 
ing was  started  two  or  three  weeks  ago 
on  the  new  route  surveyed  from  Grand 
View  to-  Turnagan  Arm.  The  coast  ter- 
minals under  consideration  at  present  are 
Seward   and    Portage   Bay. 


Brazilian    Railway   Extension. 

The  railway  mileage  in  Brazil  during 
1913  was  increased  1,438,  making  a  total 
of  15,246  miles  in  operation,  of  which 
2,185  miles  are  Government  lines,  5,716 
miles  privately  leased  roads,  3,447  miles 
granted  to  various  enterprises  by  Gov- 
crniTient  concessions,  and  3,897  miles 
operated  by  private  corporations  under 
state   concessions. 

The  Estrada  de  Ferro  Coste  de  Minas, 
a  Federal  Government  road,  increased  its 
mileage  by  805.  During  1913  this  road 
carried  336,276  passengers,  69,264  ani- 
mals, 6,314  tons  of  express  packages,  and 
139,448  tons  of  freight. 


A  No  Profit  Railroad  Scheme. 

\\'c  understand  that  a  peculiar  enter- 
prise in  railway  construction  and  opera- 
tion is  under  way  in  .Mabama.  Wc  learn 
that  the  town  of  Fairhope,  a  single  tax 
community,  has  raised  sufficient  funds  to 
build  and  put  in  operation  a  railroad 
without  the  issue  of  bonds  or  stock  of 
any  kind.  The  necessary  money  has  been 
raised  by  a  bond  issue  of  6  per  cent.,  with 
the  addition  of  certain  fees  paid  by  the 
members  of  the  corporation,  who  shows 
no  returns,  but  have  a  share  in  the  man- 
agement of  the  road.  Profits  must  go 
to  the  construction  of  extensions  or  the 
reduction  of  passenger  fares  and  of 
frei.ijht   rates. 

We  have  heard  about  many  railroad 
building  schemes  that  were  to  bring  joy, 
comfort  and  transportation  service  that 
was  to  cost  next  to  nothing,  but  the 
Fairhope  railroad  scheme  is  the  silliest 
of  all  the  attempts  to  secure  railroad  ac- 
commodation for  nothing.  Who  is  he 
anyhow?  .And  where  does  he  and  his  fel- 
low promoters  think  they  come  off  at? 
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On  the  Denver  *©  Rio  Grande,  and  Western  Pacific 


The  unusual  engineering  feats  that  have 
been  accomplished  in  the  construction  of 
the  Denver  &  Rio  Grande  Railroad  rival 
the  scenic  wonders  of  that  region  through 
which  the  road  passes  and  which  at  this 
season  of  the  year  particularly  attract  the 
attention  of  all  who  have  an  eye  to  the 
sublime  -  and  picturesque  in  natural 
phenomena.      Passini;    through    Colorado 


eigiit  miles  in  length.  Tlic  cleft  at  some 
])arts  is  so  narrow  tliat  the  daylight  is 
practically  excluded,  a  faint  glimmer  here 
and  there  giving  evidence  of  the  brighter 
world  outside. 

Great  as  this  engineering  feat  was  in 
constructing  a  railroad  along  the  gloomy 
cavern  there  are  other  almost  similar 
triumphs  of  skill  in  construction  that  are 


to  3.000  feet  above  the  road  bed,  the 
tracks  haw  been  built  on  both  sides 
uf  the  river,  and  the  geological  strata 
is  of  such  a  rich  variety  of  coloring 
that  it  may  be  said  to  rival  the  rain- 
bow hues  of  the  variegated  foliage  that 
make  the  American  forests  such  a  marvel 
of  coloring  during  the  Autumnal  season. 
The  second  illustration  shows  a  part  of 
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and  Utah,  the  road  and  its  numerous 
branches  now  e.Ntcnd  to  over  3,000  miles, 
and  there  is  perhaps  no  region  in  the 
world  so  prolilic  of  natural  wonders  or 
where  more  engineering  skill  has  been  ex- 
hibited in  overcoming  ditViculties  that 
would  seem  at  first  glance  to  be  insur- 
mountable.     We   have    frii|iiently   rrferrvd 


worthy  of  particular  notice,  as  well  as 
other  rarities  peculiar  to  the  locality,  and 
now  tliat  the  .American  people  may  be 
debarred  for  a  time  from  rushing  in  such 
numliers  to  the  antiquated  curiosities  of 
liurojje  in  all  likelihood  more  attention 
will  be  given  to  the  newer  and  grander 
Wduders  <•(  the  western  world. 


the  Western  Pacific  roadbed  which  con- 
nects with  the  Denver  &  Rio  Grande  at 
the  Great  Salt  Lake.  The  railroad  at  the 
point  shown  passes  over  the  great  salt  beds 
at  Salduro.  Utah,  112  miles  west  of  Salt 
Lake  City.  The  railway  crosses  these  salt 
beds  for  over  30  miles.  This  is  one  of  the 
most    remarkable    natural    phenomena    in 
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in  the  pages  of  R.\ir.w.\Y  a.xi'  Loco.xkitive 
Enc.i.xkkki.xg  to  the  Royal  Gorge  of  Coin- 
rail",  which  may  be  justly  callid  one  of 
the  scenic  Winders  f)f  the  world  .\  cleft 
in  the  Rocky  .Mountains,  at  some  pninls 
not  more  than  thirty  feet  in  width,  is 
traversed  by  the  Arkansas  River  and  .il'jiig 
the  banks  of  this  turbulent  torrent  ;i  rail- 
road  has   Ireen   cnristructed.       Tlu    g<'ree    i~ 


.Among  the  construction  work  the  first 
of  the  accompanying  illustrations  show  a 
double  tracking  in  the  Eagle  River  Can- 
yon on  the  main  line  of  the  Denver  & 
Rio  Grande  railroad  in  Colorado.  In 
tliis  remarkable  canyon,  which  is  here 
,ind    there    chjited    with    the    shaft    houses 


.-Old 

and 


dwellings  of  the  adventurnus  miners, 
the   walls   (.f   which    rise    from   2.500 


the  world.  The  salt  beds  extend  for  a 
distance  of  65  miles  in  one  direction  and 
8  miles  in  the  other,  and  the  salt  deposits 
are  from  two  to  fifteen  feet  thick.  .V 
strange  feature  of  the  salt  deposit  in  this 
region  is  its  extreme  hardness.  In  the 
setting  of  the  telegraph  poles  along  the 
line,  it  was  found  necessary  to  use 
dynamite  in   blasting  holes   for  the  poles. 
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The  third  illustration  is  also  a  view  on 
the  Western  Pacific  railway  and  shows  a 
part  of  the  railway  known  as  Williams 
Circle,  and  is  located  in  Feather  river 
canyon,  California.  The  construction  of 
the  circle  was  found  to  be  necessary  in 
order  to  maintain  a  maximum  grade  of 
not  over  one  per  cent.  The  circle  is 
one  mile  in  circumference,  and  is  one 
of  the  most  remarkable  engineering 
curiosities  on  the  western  slope  of  the 
Sierra  Nevada. 

The  combination  of  these  two  rail- 
ways with  their  main  lines  and  numer- 
ous branches,  not  only  reaches  many  im- 
portant cities  and  towns,  but  penetrates 
the  richest  agricultural,  horticultural, 
mining  and  manufacturing  districts  of 
Colorado,  Utah  and  New  Mexico  and 
affords  ready  access  to  the  great  markets 
of  the  East  and  West.  The  W'cstern 
Pacific     railway,     whicli     is     really     the 


West,  and  it  is  gratifying  to  know  thai 
in  spite  of  the  general  depression  in 
business  the  two  important  railways  arc 
showing  a  steadily  increasing  report  of 
both  passenger  and  freight  traffic,  and 
when  the  revival  of  business  comes,  as  it 
surely  will  come  before  long,  the  growth 
of  the  roads  will  be  one  of  the  marvels 
of  the  great  and  growing  West. 


Spectacles  for  Enginemen. 

The  l?oard  of  Railway  Commissioners 
for  Canada  has  just  adopted  standard 
rules  for  testing  eyesight,  and  from  this 
we  learn  the  following  as  to  men  wearing 
spectacles.  Applicants  for  entrance  to 
railway  service  as  enginemen,  firemen, 
trainmen,  or  brakesmen,  shall  not  be  ac- 
cepted if  they  have  to  use  glasses  for 
near  vision.  .Applicants  for  other  posi- 
tions   and    cmiiloyces    in    all    branches    of 


British  View  of  American  Railroads. 

In  a  recent  editorial  the  London  Times 
says : 

"The  history  of  American  railroads  is 
full  of  human  interest,  and  will  be  found 
fascinating  by  any  one  who  sympathizes 
with  human  cflfort.  The  builders  seem  to 
have  had  only  one  desire :  To  push 
further  and  ever  further  into  the  empty 
continent. 

"Building  was  hurried  and  flimsy  sin- 
ule-track  lines  just  held  together  under 
very  moderate  traffic.  American  railroads 
suflfer  to  this  day  the  consequences  of  that 
initial  insufficiency.  Enormous  capital 
has  been  sunk  in  the  conversion  of  these 
insubstantial  lines  into  the  solid,  heavily 
metalled  railroads  that  now  serve  a  vast 
and  busy  population.  Immense  further 
expenditure  is  called  for  to  provide  equip- 
ment   to    deal    with   the    ever    increasing 
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Pacific  coast  extension  of  the  Denver  & 
Rio'  Grande,  from  Salt  Lake  City  to  San 
Francisco,  has  opened  up  new  lands, 
new  cities  and  new  opportunities  in  a 
hitherto   untravelled   West. 

The  Denver  &  Rio  Grande  lines  in 
Colorado  now  extend  to  1,800  miles  and 
in  Utah  to  about  800  miles.  Of  these 
2.600  miles  over  1,800  miles  are  of  the 
standard  4  ft.  S'/i  ins.,  gauge,  and  the 
remainder  mostly  in  the  mountainous 
districts  of  the  3  ft.  gauge.  There  are 
616  locomotives  and  18,778  cars.  The 
road  was  chartered  in  1886,  and  since 
thzt  period  has  absorbed  a  number  of 
smaller  roads.  The  Western  Pacific 
railway  extends  to  946  miles,  standard 
gauge,  and  has  115  locomotives  and 
1,574  cars  in  operation.  The  line  was 
placed  on  an  operating  basis  July  1,  1911, 
although  not  then  fully  completed.  This 
line  has  also  a  first-class  ferryboat  serv- 
ice between  San  Francisco  and  Oakland. 
The  Salt  Lake  City  Union  Depot,  which 
is  jointly  owned  by  both  companies,  was 
completed  in  August,  1910,  at  a  cost  of 
over  $1,250,000,  is  one  of  the  most  ele.cant 
and     substantial     railway     depots     in     the 


tlic  service  may  use  glasses  for  near 
vision  when  undergoing  examination. 
When  the  distant  vision  of  an  employee 
can  be  improved  by  the  aid  of  glasses,  he 
should  wear  them.  All  employees  who 
require  the  aid  of  glasses  for  distant  vision 
must  wear  them  at  all  times  when  on 
duty  and  must  carry  a  duplicate  pair  for 
use  in  emergency  and  will  be  examined 
with  each  pair.  Tlie  use  of  amber  glasses 
by  firemen  as  a  guard  against  temporary 
fire  blindness  shall  be  permitted  and 
should  be  encouraged.  Glasses  of  all 
kinds  must  be  approved  by  an  oculist 
designated  by  the  company.  We  may 
add  that  in  testing  the  eyesight  the  ex- 
aminer uses :  .\  set  of  Snellen's  test 
types,  with  at  least  three  cards  of  each 
size  of  letters  shown  in  different  combina- 
tions;  an  American  Railway  Association 
standard  reading  card  for  testing  near 
vision ;  a  Holmgren  or  Thompson  color 
selection  test ;  a  William  lantern,  or  one 
similarly  constructed;  a  pair  of  spectacles, 
or  shade,  for  testing  each  eye  separately : 
a  triple-grooved  trial  frame,  with  one  pair 
of  plus  two  diopter  lenses,  one  pair  of 
plus  one  diopter  lenses  and  glass  roundels. 
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business.    The  money  beyond  a  doubt  will 
be  found. 

"Nothing  comes  out  more  clearly  from 
the  information  published  than  the  close- 
ness with  which  the  railway  system  is  in- 
terwoven with  the  whole  social  and  polit- 
ical development  of  the  L'nited  States.  It 
is  not  too  much  to  say  that  it  is  one  of 
the  most  potent  factors  in  determining 
the  practical  reading  of  the  Constitution 
itself" 

Our  Patent   Laws. 

Our  patent  laws  not  only  protect  the  in- 
ventor or  owner  of  a  patent  from  infringe- 
ment, but  also  give  him  the  right  to  with- 
hold the  subject  of  his  patent  from  gen- 
eral use,  and  to  make  it  abroad  without 
giving  the  United  States  any  return  for  the 
monopoly.  Patent  laws  should  protect  the 
inventor  in  a  liberal  way,  but  our  law 
goes  far  beyond  those  of  other  countries. 
It  would  be  fair  to  permit  the  manufac- 
ture and  sale  of  a  patented  article  which 
the  owner  of  a  patent  cannot  or  will  not 
supply  in  this  country.  Doubtless  im- 
provements in  these  lau^  will  come  in  the 
near  future. 
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General  Correspondence 


S.  F.  Governor. 

Kditok  : 

Replying  to  the  article  on  page  285  ot 
the  August  number  of  your  valuable  pub- 
lication, by  .Mr.  J.  J.  Jones,  with  refer- 
ence to  the  advantages  and  disadvantages 
of  excess  pressure  governor  top  used 
v.ith  the  E.  T.  equipment.  In  this  ccm- 
nection  I  wish  to  state  that  there  are 
practically  no  disadvantages  of  using  tlie 
S.  F.  type  pump  governor  with  the  E.  T. 
equipment  when  the  feed  valve  and  .gov- 
ernors are  in  good  condition ;  in  fact 
many  roads  are  using  this  governor  witli 
the  G-6  brake  valve  piped  according  to 
the  "Schedule  L""  equipment  with  good 
results,  and  o\pcrience  practically  no 
trouble  at  all  with  this  type  of  governor. 

The  throttling  down  of  the  pumps  be- 
fore the  ma.\imi'.in  pressure  is  reached, 
of  which  Mr.  Jones  complains,  can  he 
entirely  eliminated  by  keeping  the  gov- 
ernors and  feed  valves  in  good  condi- 
tion, and  liaving  feed  valves  properly 
cleaned  and  repaired,  and  tested  to  oper- 
ate by  light  fluctuations  in  brake  pipe 
pressure,  same  not  to  exceed  ly^  pounds. 

When  a  defect  in  an  excess  pressure 
gi'vernor  is  found  to  exist  on  line  of 
road,  all  that  is  necessary  is  to  cut  out 
the  excess  pressure  governor  top  by 
placing  a  blind  yasket  in  connection  to 
lower  part  of  excess  pressure  governor 
top  at  connection  marked  \  B  V.  and  let 
maximum  govern^ir  top  control  tlie  pump, 
engineer  reporting  condition  of  governor 
on   arrival  at   shops. 

In  [)ractically  every  case  where  the 
pumps  are  throttled  down  by  the  aov- 
ornors  before  the  maximum  pressure  is 
obtained  in  main  reservoirs  it  is  due  to 
some  defect,  such  as  a  bad  leak  in  feed 
\alve  pipe  to  excess  pressure  governor 
top.  or  a  feed  valve  pipe  to  excess  pres- 
stirc  governor  tliat  is  partly  obstructed, 
or  a  sluggish  feed  valve,  a  leaky  pin  valve 
33  in  cither  governor  top  in  combination 
with  a  vent  port  22  that  is  stopped  up. 

.~-onie  of  the  other  causes  of  the  S.  I'. 
typr  governor  failing  to  control  the 
pumps  properly  arc  a  bent  pin  valve  33. 
leaky  diapiiragms  obstructed  waste  port 
W,  pin  valve  33,  and  seat  worn  l)a<ly, 
part  P  stoppecl  up  in  automatic  br.iki 
valve  ports  (_'  and  1)  stopped  up,  Kakiue 
pipe^.  and  obstriicted  pipes  leading  to 
govern. irs.  piston  ti  and  packing  ritie  7 
fittinc  'heir  cylinders  too  loose.  .After  a 
governor  has  been  repaired  it  should  be 
thoroughly  tested,  and  it  must  be  in  such 
a  condition  that  it  will  operate  the  pumps 
with  a  variation  of  2  to  3  pounds  in  the 
prc^nr'-  that  oju-rates  the  governor,  that 


is.  by  brake  pipe  leakage  or  other  causes 
brake  pipe  pressure  drops  back  2  pounds. 
When  the  feed  valve  opens  and  supplies 
iliis  leak  the  governor  should  at  once  let 
;  limps  go  to  work  and  replace  this  2 
pounds  which  has  been  taken  from  main 
reserv.iir  pressure. 

Tile  wearing  of  the  steam  valve  Air. 
Jones  speaks  of  is  due  mostly  to  de- 
fective repairing  of  the  parts  and  im- 
proper lubrication.  In  reboring  the  cyl- 
inders care  should  be  taken  to  see  that 
the  cylinder  is  bored  central  with  the 
guide.  The  piston  6  and  ring  7  should 
be  a  neat  fit  in  their  cylinder,  and  piston 
spring  9  should  be  of  the  right  tension. 

The  advantages  of  the  S  F  governor 
are  many :  positive  excess  pressure  con- 
trolled by  feed  valve  adjustment,  and  20 
pounds  additional  excess  pressure  when 
the  automatic  brake  valve  is  placed  on 
lap  service  application  or  emergency  po- 
sition. When  changing  from  low  to  high 
speed  brake,  the  pressure  can  he  regu- 
lated by  merely  screwing  up  on  feed 
valve,  whereas  with  the  S  D  governor  it 
would  be  necessary  to  regulate  feed  valve 
and  governors.  The  .S  F  type  governor 
was  designed  for  use  with  the  E  T  equip- 
ment, and  no  advantages  would  be  ob- 
tained by  using  the  S  D  governor  in  con- 
nection with   the  ET  equipment. 

Mr.  Jones'  idea  of  the  S  F  governor 
throttling  the  pumps  down  and  causing 
the  steam  valve  in  pump  governor,  and 
steam  valve  mechanism  in  pump,  to  wear, 
is,  in  my  opinion,  a  mistake,  as  if  these 
[larls  receive  the  proper  lubrication  it 
makes  no  dilTcrcnce  what  type  of  gov- 
ernor   is    used. 

It  is  also  immaterial  as  to  the  U-niitli 
of  the  train,  provided,  of  course,  you 
liave  air  pumps  with  capacity  to  maiii- 
taiti  standard  brake  pipe  pressure.  En- 
gines handling  more  than  40  cars  should 
be  equipped  with  two  9K>  pumps,  or 
pumps  with  a  capacity  that  is  equal 
to  or  more  thati  two  9|o  pumps,  as 
a  certain  amount  of  brake  pipe  leakage  is 
l)ound  to  exist.  J.  H.  H.\hn. 

.■\ir  Brake  .Mechanic.  Savannah.  Ga 

Snuthrni  SIu^l's  A.  C.  I..  Ry. 


British    Cars   and    Corridors. 
i-'.DITiiR  : 

.Since  coming  to  America  a  few  nioiuhs 
.ago  1  have  been  greatly  struck  with  tlie 
iiiany  marked  improvements  in  the 
methods  of  transportation  in  .\iiierica  as 
i-ompare<l  with  the  I'.ritish  methods.  -My 
attention  was  called  to  the  very  interest- 
ing    article     in     the     .\ugust     number    of 


R.\iLw.\v  .\ND  Locomotive  Engineering, 
and  also  to  the  criticisms  on  the  article 
made  by  a  correspondent  in  the  Septem- 
ber issue.  The  article  referred  to  de- 
scribed the  cars  and  corridors  on  Brit- 
ish railways,  and  while  there  was  much 
truth  in  the  description,  I  presume  that 
when  the  writer  stated  that  the  corridors 
never  came  together  on  one  side  all  the 
way  through  the  train  except  when  the 
royal  family  was  traveling,  he  was  merely 
emphasizing  a  particular  defect  in  the 
older  style  of  cars.  Nearly  all  of  the 
express  trains  are  made  up  of  the  newer 
kind  of  cars  having  central  vestibules  and 
ready  means  of  passing  from  car  to  car. 

At  the  same  time  it  is  senseless  to 
deny  that  there  are  still  a  very  large 
number  of  the  older  type  of  cars,  which, 
when  mi.xed  with  cars  of  the  newer 
types,  afford  no  means  of  communication 
between  the  cars.  These  cars  are  now 
mostly  used  on  short  runs,  and,  of  course, 
get  sadly  mixed.  They  are  mostly  relics 
of  the  last  century,  but  we  will  not  see 
the  end  of  them,  I  mean  the  last  end  of 
them,  for  many  years  to  come.  They  are 
behind  the  age.  and  in  no  way  comparable 
to  the  ordinary  American   railway  car. 

As   to   the    methods   of   handling    bag- 
gage  the   -American   system   is   altogether 
admirable,    not     because   there     is    much 
baggage    lost    or    stolen    on   British    rail- 
ways, but  on   account  of  the  general   in- 
convenience   and    annoyance    caused    to 
the  passengers  in  looking  after  their  be- 
longings, as  they  must  do   unless   in   the 
case    of    such    baggage    as    may    be    for- 
warded   by    the    express    transportation 
companies-      Britain   has    surely   much   to 
Uarn    from   .American   railway   methods. 
A.  W.  Dow, 
Late  on  the  North  British  Railway, 
Now    of  the  Central  Railroad  of 
New  Jersey. 

J.-r.H'v   lily.   X.   J. 


Inserting   Rings   in   Pump   Cylinders. 
Editor  : 

ReferriiiL:  again  to  the  subject  of  com- 
Ijressing  rings  in  order  that  they  may 
conveniently  he  placed  in  pump  cylinders 
for  which  each  shop,  and  in  many  in- 
stances each  mechanic,  has  some  scheme 
of  its  or  his  ..wn,  I  venture  to  suggest  a 
device  of  my  own  which  suits  the  pur- 
])ose  admirably,  especially  where  there  is 
110   counterbore   in   the  cylinder. 

The  accompanying  illustration  shows 
iiu  particular  plan.  .\  flexible  band  of 
steel  marked  "C"  about  1/32  of  an  inch 
in  thickness,  and  about  one  inch  wide,  is 
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riveted  "E"  to  the  iirner  side  of  an  ortli- 
nary  pair  of  tongs  "D."  The  tongs  may 
readily  be  opened  to  allow  the  steel  band 
to  slip  over  the  ring  "B"  compressing  it, 


DEVICE     I'OR     INSERTING    RINGS     IK 
PUMP    CYLINDERS. 

SO  that  it  will  slip  into  the  groove  of  an 
air  piston   "A." 

By  using  the  device  with  one  hand  the 
piston  can  be  pushed  into  the  cylinder 
with  the  other  hand,  and  the  tongs  re- 
leased. J.   A.   Jesson, 

Louisville  &  Nashville  Ry. 

Corbin,  Kv. 


The  Southern  Locomotive  Valve  Gear. 

By  H.\rry  Cornell,  Louisville,  Kv. 

The  accompanying  combination  diagram 
of  the  Southern  Locomotive  valve  gear 
and  piston  and  crank  connection  may, 
with  confidence,  be  used  to  determine 
the  proportions  appropriate  to  equalized 
cut-offs  in  the  running  positions.  With 
the  engine  at  the  front  dead  center  the 
eccentric  is  at  A  on  the  eccentric  circle 
E,  and  while  the  engine  is  at  the  back 
dead  center  the  eccentric  is  at  B.  The 
free  end  of  the  eccentric  rod  occupies  the 
positions  A'"  and  B'"  respectively  for 
front  and  back  dead  center  positions  of 
the  engine,  while  the  intermediate  pivot 
in  the  eccentric  rod  is  at  F. 

By  noting  the  position  A  of  the  ec- 
centric relative  to  tlie  crank  pin  D,  with 
engine  on  the  front  dead  center,  we  can 
very  readily  find  the  eccentric  positions 
K"  and  V,"  appropriate  to  the  two  11  inch 
positions  of  the  piston  with  the  axle  re- 
volving in  the  direction  of  the  arrow  X. 
The  eccentric  rod  is  then  laid  in  position 
A",  F"  and  A""  for  cut-off  at  11  inches 
in  the  head  end  of  the  cylinder.  The  cir- 
cles L,  L"  and  L'"  are  the  lap  -f  lap 
circles.  For  cut-off  at  11  inches  in  the 
back  end  of  the  cylinder  the  eccentric 
rod  must  occupy  the  position  B",  F'  and 
B"".  The  radius  hanger  shown  in  posi- 
tions R  F  and  R  C  respectively  for  cut- 
offs at  11  inches  in  head  end,  and  11 
inches  in  back  end  of  cylinder,  must  be 
of  such  a  length  that  radiating  from  the 
arc  O  H  S,  whose  radius  equals  the 
length  of  the  radius  hanger,  the  radius 
hanger  will  sweep  through  the  points  F', 
F  and  F".  Having  found  a  length  of 
radius  lianger  satisfying  the  conditions 
previously  mentioned  we  may  sweep  the 
arcs  P  and  P',  which  enables  one  to  plot 
the  locus  L  of  the  free  end  of  the  ec- 
centric rod  for  full  travel  while  engine 
rotates  once  in  direction  of  arrow  X.  and 
to  also   plot   the   locus   L'   appropriate   to 


11  inch  cut-offs  with  the  engine  moving 
in  the  direction  indicated  by  the  arrow 
X.  By  drawing  the  arc  P"  the  locus  L" 
for  full  gear  working  in  the  direction  in- 
dicated by  the  arrow  X'.  The  arcs  T 
and  T'  are  of  a  radius  equal  to  the  length 
ijf  the  link  connecting  the  valve-operat- 
mg  bell  crank  Y  to  the  eccentric  rod, 
and  is  shown  in  the  two  cut-off  positions, 
T"  for  back  end,  and  T'"  for  front  end. 
The  foregoing  is  submitted  with  the  be- 
lief that  it  will  be  considered  timely  in- 
asmuch as  this  excellent  valve  gear  has 
been  applied  in  large  numbers  to  new 
engines,  as  well  as  to  pre-existing  en- 
gines, witli  gratifying  results. 


A  Fool-Proo£  Railway. 

By  T,  Osborn,  Manchester,  England 
An  Australian  inventor  who  has  re- 
sided many  years  in  England,  has  been 
devoting  himself  to  working  out  the  de- 
tails of  a  scheme  of  railway  working, 
which  he  claims  is  foolproof.  Having 
completed  his  invention  he  set  about  act- 
ually buildin.g  a  railway  on  his  system 
on  a  tolerably  large  scale;  he  leased 
iw.elve  miles  of  permanent  way  from 
the  West  Somerset  Mineral  Railway 
Company,  purchased  two  powerful  loco- 
motives form  the  Great  Western  Rail- 
way, and  quietly,  but  with  untiring 
energy,  proceeded  to  put  his  ideas  into 
a  practical  form.  The  difficulty  to  be 
met  is  briefly :  The  repeated  failures  of 
the  human  element,  resulting  in  railway 
accidents,  raises  the  question  whether 
some  means  of  automatically  stopping  a 
train  when  the  signals  stand  at  danger 
cannot  be  introduced?  During  a  trial 
run  a  correspondent  states :  I  rode  in 
the  cab  of  one  of  the  engines  over  the 
accident  proof  system.  The  prepared 
railway  is  entirely  devoid  of  the  ordinary 
signals.  At  first  we  ran  at  the  rate  of 
sixty  miles  an  hour  over  a  track  devoid 
of  traffic,   passing  over  the  sections   into 


liappens  when  another  engine  is  on  the 
hne;  he  rang  through  from  a  control 
box  to  headquarters,  and  instructed  the 
driver  of  the  other  locomotive  to  run 
into  a  section.  It  is  a  single  line  rail- 
way, consequently  the  second  locomotive 
was  on  our  line  directly  ahead.  The  in- 
ventor then  said:  We  shall  travel 
straight  ahead  so  as  to  meet  the  second 
engine;  now  note  how  the  system  will 
work.  The  driver  as  instructed  pulled 
liis  lever  and  off  we  started. 

The  engine  rapidly  put  on  speed,  ahead 
on  our  line;  traveling  at  a  corresponding 
speed    was    the    other    locomotive,    and 
there    was    no    apparent    reason    to   pre- 
vent   the    two    crashing    into   each    other 
end    on,    when    all    at    once    at    a   given 
point     the     whistle     of     our     locomotive 
sounded    an    alarm,    without    the    driver 
actuating    anything.      This    alarm    would 
under    ordinary    working     conditions    at 
once    inform    a    locomotive    driver    that 
there    was    danger    ahead,    but    to    illus- 
trate  the   working   of   the    invention,    on 
this    occasion    the    driver    was    supposed 
not  to  have  heard  it.     Before  the  engine 
had  traveled  another  hundred  yards   the 
brakes  began  to   work,  there  was  an  es- 
cape   of    steam,    the    locomotive    slowed 
down   and   came   to  a   dead    stop.      The 
driver  had  done  nothing,  the  entire  work- 
ing was   mechanical;   precisely   the   same 
would  have   happened  if  there  had  been 
no  driver.     The  principle  underlying  the 
invention  may  be  quoted  in  the  inventor's 
own  words:   .A  brief  examination  of  the 
permanent    way    and    the    control    boxes 
will  make  the  working  clear.     Every  sec- 
tion of  the  line  is  guarded  at  both  ends 
by  three  ramps,  that  is,  metal  appliances 
between    the    rails,    which    are   connected 
by  ordinary  telegraph  wires  to  an  instru- 
ment   in    each    control    box,    placed    at 
suitable      distances      apart.        Conversely 
each    locomotive     is     provided    with     an 
electrical    contrivance,    which    is    brought 
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which  the  line  is  divided.  As  the  engine 
entered  each  section  a  bell  with  a  deep 
note  sounded,  denoting  that  the  line  was 
clear.  The  inventor  who  was  also  in 
the   cab  said :      Xow   we   shall   see   what 


into  contact  with  these  ramps  by  an 
arm  extending  below  the  frame  of  the 
engine.  It  follows  that  with  a  proper 
distribution  of  controls,  if  two  trains 
were   running  on   the  same  line,   both   in 
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the  same  ilircclion ;  It  leading  train 
stopped  for  any  reasun  whatever,  the 
following  train  could  not  run  into  it.  A 
disastrous  collision  occurred  within  tlic 
last  two  years  in  England  through  the 
first  train  locomotive  not  liaving  enough 
steam  to  ascend  a  heavy  and  long 
gradient  during  the  night ;  another  train 
followed  witli  an  interval  of  say  two 
miles,  the  driver  failed  to  see  the  sta- 
tionary train  ahead,  with  most  disastrous 
results.  On  single  line  railways,  of 
which  there  are  a  great  many  in  dififerciU 
parts  of  the  world,  the  system  would  be 
of  obvious  use.  Many  accidents  due  tu 
personal  carele^^sness  or  forgetfuhies.s 
are  on  record.  ..nc  in  France  not  very 
long  ago,  wliich  could  not  have  occurred 
with  a  system,  such  as  the  one  briefly 
outlined.  The  intention  is  that  as  soon 
as  the  driver  hears  the  whistle  he  must 
himself  stop  the  train ;  if  he  fails  to  do 
so  it  is  automatically  stopped.  When 
steatn  has  automatically  been  shut  oft" 
and  the  brakes  applied  from  the  control 
bo-\es,  the  driver  is  powerless  to  move 
the  engine,  until  it  is  freed  by  some  re- 
sponsible person  at  a  given  point.  Hrielly. 
to  sum  up,  the  invention  completely  elini 
inates  the  personal  element.  Shoidd  the 
driver  not  attend  to  his  duties  the  train 
stops,  should  the  occasion  arise;  should 
the  official  at  the  control  fail  in  any  way 
the  system  works  in  spite  of  him,  and 
lastly,  should  the  system  break  down,  all 
the  trains  would  be  locked. 

The  system  on  the  model  railway  in 
England  has  been  tested  many  thousand 
times;  under  a  great  variety  of  condi- 
tions it  establishes  direct  communication 
between  a  train  and  the  control  bo.\, 
and  automatically  without  the  interven- 
tion of  any  human  agency  provides  for 
the  control  of  the  trains  whenever  two 
trains  are  in  the  same  section.  Critical 
experts  have  asked  the  following  ques- 
tions; (1)  Can  the  invention  be  applied 
on  a  scale  large  enough  to  cover  the 
imiumerable  complications  of  an  ordinary 
railway  system?  (2)  I  low  great  is  the 
liability  to  error?  (3)  What  is  the  cost 
ol  installation?  C4)  Have  railway  engi- 
neers made  any  adverse  comments  after 
examining  the  model  system?  Tlie  in- 
ventor's reply  is:  As  regards  qiu-stion". 
1  and  4  ilie  invention  is  worked  strictly 
on  mathematical  lines,  and  that  for  y<;irs 
all  problems  incidental  to  railway  traHK 
have  been  consideied  and  studied;  more- 
over, during  that  period  a  considerable 
number  of  railway  engineers  have  dis- 
cusscil  the  problems  with  me,  The  in- 
vent'or  asserts  that  as  a  result  of  study 
every  form  of  railway  operation  now  re- 
quired to  be  carried  out  on  any  clas>  cjf 
railway  tracks,  can  be  carried  out  liy 
I'lcans  of  the  invention,  in  which  the  ri^k 
■  iue  to  the  man  or  the  machine  will  be 
eliminated,  while  the  cost  of  installation 
.-ind  maintenance  will  be  comparatively 
finall.      .\s    regards    No.    2    question    the 


devices  used  are  well-known  devices 
adapted  to  the  special  needs  of  the  in- 
vmtlon..  whose  operation  and  working 
have  been  recorded  for  many  years,  and 
as  they  have  been  in  wide  use  in  most 
Lountrles  of  the  world,  answer  the  ques- 
tion as  to  their  practicability  and  reliabil- 
ity for  general  public  use.  .'Vs  regard 
(|uestion  No.  3  cost,  to  answer  that  ques- 
tion definitely  one  must  have  plans  of 
the  proposed  installation  as  railways 
differ  in  class:  (a)  Single  tracks;  (b) 
double  tracks;  (c)  sidings;  (d)  junc- 
tions; (e)  termini.  The  most  dilTicult 
proliUiu     is    in    tlie    e(|uippin.i?    of    single 


something  must  move  and  the  follower  is 
forced  away  from  the  bull  ring  or  spider. 
It  is  not  now  known  here  who  origin- 
ated the  idea  of  this  effective  puller.  All 
we  know  is  that  it  does  the  work  very 
(luickly  and  effectively. 


Metal  Polishes. 

Among  the  many  varieties  of  means  of 
polishing  metals  the  following  are  among 
the  best:  Liquid:  (1)  Thoroughly  mix 
together  3  oz,  of  prepared  whiting,  an 
equal  amoinit  of  paraffin.  4^/2  oz.  clear 
oil.   and    '4    oz.   of   oleic   acid ;    if   so   de- 
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V^  l£THRD. 

2  OPPOSITE  HOLES  IN  FOLLOWER  PLATE  TAPPED  1^12  THRD. 
I)i;t.\ii.s  oi--  device  for  i-ollower  pi..\te  puller. 


railway  tracks,  on  which  trains  may  run 
in  either  direction.  The  actual  cost  of 
equii)i)ing  single  tracks,  assuming  the 
sections  to  average  four  miles  each, 
should  not  exceed  $150  per  mile.  The 
cost  would  vary  more  or  less  according 
to  which  type  of  ap|)liance  is  used.  The 
cost  of  equipping  each  locomotive  should 
not  exceed  $120.  In  the  case  of  tracks 
equipped  for  trains  to  run  in  one  direc- 
tion only  the  cost  should  be  ciMusidcrably 
less. 


Follower    Plate    Puller. 

By  ClI.MtI.ES   M.ARKEL, 

~JIOI-  IOUI-.M.\N.  CIIIC.VCO  &   NORTH   WESTPIRN 

KAILW.W,    fl.lNTON,    IOWA, 

.Attached  is  a  drawing  showing  a  fol- 
lower plate  puller,  which  will  be  quickly 
ai)i)reciated  by  engine  house  foremen  and 
employees  generally  who  have  to  remove 
piston  followers  that  are  generally  in  a 
condition  that  seems  altnost  solid  to  the 
bull  ring,  by  reason  of  the  adhesive 
rharacler  of  the  carbon  which  is  formed 
by  the  action  of  superheated  steam  on  the 
■  •il.  It  will  be  noted  that  only  two  of  the 
follower  bolt  holes  are  tapped  out  XVi 
in.,  with  a  12  thread  to  receive  the 
threaded  piece  of  machine  steel,  which 
piece  is  tapped  out  ?s  in-  with  a  9  thread, 
and  when  power  is  applied  to  the  screw 
which  bottoms  on  the  follower  bolt  hole 


sired,  a  little  oil  of  mirbane  may  be 
added  to  perfume  it.  (2)  Mix  4  oz.  of 
prepared  chalk,  1  oz.  turpentine,  Ya,  oz. 
strong  ammonia,  J/4  oz.  of  spirit  of  cam- 
phor, together,  and  rub  the  metal  with 
it ;  polish  with  a  soft  flannel  when  nearly 
dry,  (3)  Take  1  oz.  of  oleic  acid,  1 
oz,  turpentine  and  2  oz,  of  benzene. 
Take  some  of  the  liquid,  and  rub  up  2 
oz.  of  tripoli  with  it,  then  add  the  rest 
and  shake  well.  This  will  make  a  very 
good  liquid  for  cleaning  brass  work.  Ap- 
])ly  the  liquid  with  a  sponge,  and  be  sure 
tliat  it  1^  dry  before  polishing.  For 
crevices  use  a  small  plate-brush.  (4) 
In  half  a  pint  of  hot  water  dissolve  2 
oz.  of  oxalic  acid,  and  let  it  cool.  Take 
8  oz.  of  finely-powdered  rotten-stone,  1 
oz.  of  dextrine,  also  powdered  finely, 
and  4  oz.  of  sweet  oil  or  palm  oil,  and 
mix  into  .1  paste;  into  this  stir  the 
oxalic-acid  solution.  If  this  should  be 
too  thick  to  form  a  liquid,  more  water 
can  be  added.  I'se  a  piece  of  flannel  or 
wash-leatluT  to  rub  it  dry. 


Control  Equipment. 

The  Westingliouse  1-Tectrlc  &  Manufac- 
turing Company  has  received  from  the 
Third  Avenue  Railway  Company  a  re- 
peat order  covering  twenty-five  PK  con- 
tiol  equipments  for  u.se  on  their  low  floor 
34  inch  wlieel  car. 
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XXV.       HYDRAULICS. 

Hydraulics  treats  of  liquids  in  motion. 
It  shows  how  water  is  used  as  a  moving 
power,  and  also  describes  the  various  ma- 
chines used  for  raising  liquids.  It  will 
be  readily  observed  that  the  velocity  of 
a  stream  of  water  tlowing  through  an 
orifice  depends  on  the  distance  of  the 
opening  below  the  surface  of  the  liquids. 
This  velocity  is  equal  to  that  which  is 
acquired  by  a  body  falling  the  same  dis- 
tance. 

For  example,  in  a  reservoir  full  of  wa- 
ter three  orilices  made  at  the  depths  of 
16,  64  and  144  feet,  the  liquid  would  issue 
from  them  with  velocities  of  32,  64  and  96 
feet  per  second,  such  as  would  be  the  ve- 
locity of  a  body  falling  through  the  dif- 
ferent distances  named.  These  figures 
apply  only  so  long  as  the  liquid  is  at  the 
same  height  in  the  vessel.  If  the  vessel 
is  not  replenished,  the  pressure  dimin- 
ishes as  the  liquid  gets  lower.  It  takes 
twice  as  long  to  empty  an  unreplenished 
vessel  through  a  given  orifice,  as  it  would 
for  the  same  quantity  of  water  to  escape 
if  the  liquid  were  kept  at  its  original 
kvel. 

The  ancient  Romans  measured  time  by 
the  flow  of  water  through  an  orifice. 
The  instrument  was  called  the  clepsydra, 
oi'  water  clock.  It  was  usually  made  of 
transparent  substances  with  a  hole  in  the 
bottom  that  would  allow  the  water  to 
run  out  in  a  certain  time.  A  scale  of 
hnes  marked  on  the  side  of  the  vessel  at 
different  levels,  indicated  the  periods  or 
hours  of  the  day.  The  divisions  were 
necessarily  largest  at  the  top  of  the  scale. 
Although  this  instrument  served  for 
general  purposes  it  was  not  correct,  as 
water  varied  in  rapidity  according  to  the 
temperature  and  density  of  the  atmos- 
phere. 

It  may  be  noted  that  different  liquids 
escape  through  openings  at  different  ve- 
locities. Mercury  flows  faster  than  wa- 
ter, while  alcohol  has  a  slower  motion 
than  water.  The  volume  flowing  through 
an  orifice  may  also  be  increased  by  heat- 
ing the  liquid.  Heat  lessens  the  cohesion, 
and  enables  liquids  to  flow  more  rapidly. 
It  may  be  added  that  the  friction  of  water 
agjinst  the  sides  of  pipes  has  a  consider- 
able retarding  effect  on  the  velocity  of 
the  current,  so  that  an  allowance  amcimt- 
ing  to  SO  per  cent.,  is  usually  added  to 
pipes  in  excess  to  what  would  be  sufficient 
if  the  element  of  friction  was  left  out. 
It  will  be  observed  that  the  velocity  of 
streams  is  always  considerably  less  near 
the  banks.  The  windings  of  streams  also 
retard  their  velocity.  In  a  straight  course 
a  fall  of  three  inches  to  a  mile  will  give 
a   river   a   velocity   of   about   three   miles 


an  hour.     A  fall  of  three  feet  in  a  mile 
will  give  the  impetuosity  of  a  torrent. 

The  tide,  as  is  well  known,  is  caused 
by  the  attraction  of  the  sun  and  moon 
acting  on  the  water  on  the  earth,  as  wa- 
ter being  a  movable  body  it  yields  to  the 
force  of  attraction.  The  effect  of  the  sun 
and  moon  on  the  tides  is  readily  seen 
when  these  bodies  act  on  the  same  line 
which  happens  at  every  new  and  full 
moon,  the  tides  are  highest,  and  are  called 
Spring  tides.  When  sun  and  moon  act 
at  right  angles,  the  tides  are  lowest,  and 
are  called  Neap  tides. 

XXVI. — WATER    WHEELS. 

Running  water  is  very  useful  as  a 
moving  power,  causing  wheels  to  revolve 
by  its  momentum,  and  so  setting  ma- 
chinery of  various  kinds  in  motion. 
There  are  four  kinds  of  water  wheels, 
the  undershot,  where  the  lowest  float- 
board  of  the  wheel  is  immersed  in  water, 
and  the  current  striking  against  several 
(jf  the  lower  boards  carried  the  wheel 
around.  The  overshot  wheel  is  furnished 
with  a  number  of  buckets  on  its  rim.  A 
stream  is  made  to  fall  on  the  wheel  from 
above.  The  weight  of  the  water  and  also 
the  force  with  which  it  falls  causes  the 
wlieel  to  revolve.  As  the  wheel  turns  the 
l)uckets  empty  themselves.  Much  power 
is  saved  by  this  form  of  water  wheel. 
The  breast  wheel  is  also  furnished  with 
apartments  on  the  rim,  and  the  water 
strikes  the  wheel  about  the  center.  This 
species  of  wheel  ranks  between  the  over- 
shot and  undershot  in  efl'iciency.  The 
turbine,  instead  of  being  set  vertically,  is 
horizontal.  To  the  centre  of  the  wheel 
an  upright  pipe  is  fixed  through  which 
the  water  descends.  To  the  inner  rim 
of  the  wheel  is  fitted  a  fixed  cylinder 
divided  into  apartments,  the  wheel  itself 
being  divided  into  similar  apartments,  but 
running  in  the  opposite  direction.  The 
lixed  cylinder  is  connected  with  the  base 
of  the  upright  tube.  The  water  from  the 
pipe  filling  the  apartments  in  the  fixed 
cylinder  is  charged  into  the  corresponding 
apartments  of  the  wheel  which  moves 
and  allows  the  water  to  escape  after  hav- 
ing spent  its  force  in  moving  the  wheel. 
W  here  a  great  height  can  be  secured  a 
small  body  of  water  will  produce  an  enor- 
mous force  by  using  this  form  of  wheel. 

In  recent  years  the  use  of  this  form  of 
wheel  in  driving  dynamos  has  been  very 
successfully  introduced  in  the  vicinity  of 
.Viagara  Falls. 

Note:  The  present  issue  concludes  the 
series  of  articles  on  the  subject  of  the 
"Elements  of  Physical  Science,"  which 
have  been  running  for  nine  consecutive 
months,  and  which  have  been  extensively 
copied  by  the  engineering  press. 


Welding  Midleable  Castings. 

While  the  process  of  autogenous  weld- 
ing is  being  used  so  successfully  in  all 
llie  metal  trades,  many  unsuccessful  at- 
tempts have  been  made  to  weld  malleable 
cast  iron,  and  to  those  who  have  experi- 
enced di,sappointment,  an  explanation  that 
recently  appeared  in  the  Iron  Age  of  why 
their  efforts  failed,  with  an  outline  of  a 
method  by  which  these  castings  can  be 
mended,  should  be  of  benefit. 

Malleable  castings  are  originally  in  the 
condition  of  hard,  brittle,  white  cast  iron, 
that  is  subsequently  made  malleable  by 
heat  treatment,  which  effects  a  chemical 
change  in  the  structure  by  decarboniza- 
tion.  This  decarbonization  is  nearly  com- 
plete at  the  surface,  but  in  a  lessening 
degree  toward  the  center,  giving  the  out- 
side portion  the  texture  of  mild  steel 
while  the  inner  portion  may  retain  the 
qualities  of  cast  iron.  It  is  useless,  there- 
fore, to  follow  the  welding  method  pre- 
scribed for  cither  material. 

To  mend  successfully  a  malleable  cast- 
iiiH  the  welding  material  should  fuse  at 
a  lower  temperature  than  the  casting, 
and  its  adherence,  bonding  qualities,  phys- 
ical strength  and  ductility  should  closely 
resemble   the   original  casting. 

In  preparing  the  work,  the  fracture  is 
chipped  away  in  the  form  of  a  V'-groove. 
and  the  part  surrounding  the  fracture  is 
then  heated  with  an  oxy-acetylene  torch 
to  a  bright  red,  and  sprinkled  with  a 
bronze  flu.x,  followed  by  a  few  drops  of 
Tobin  bronze  melted  from  the  welding 
rod.  If  the  bronze  remains  in  a  little 
globule  the  work  is  not  hot  enough ;  but 
if  it  spreads  and  adheres  to  the  surface, 
the  temperature  is  right,  and  the  groove 
should  be  quickly  filled,  and  at  as  low  a 
temperature  as  possibR.  The  behaviour 
of  the  bronze  affords  a  guide  in  regulat- 
ing the  temperature.  This  process  can- 
not be  called  autogenous  welding,  but  a 
malleable  casting  mended  in  this  way  is 
practically  as  good  as  one  piece.  It  has 
about  the  same  tensile  strength  and 
ductility  as  llie  original,  and  the  process 
has  the  advantage  of  being  very  quickly 
performed 


Japanning  Springs. 

In  japanning  springs  the  best  practice 
is  to  put  them  into  metal  baskets,  dip 
the  entire  basket  into  the  japan,  with- 
draw and  drain,  and  then  bake  the 
springs  just  as  they  lie  in  the  basket 
This  will  eivc  a  uniform  coating  of 
japan,  which  has  the  merit  of  resisting  at- 
mospheric action  for  a  lengthened  period 
of  time. 
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Twenty-Second  Annual  Convention  of  the  International 
Railroad  BlacKsmiths*  Association 


The  twenty-second  annual  convention 
oi  the  International  Railroad  Master 
Blacksmiths'  Association  was  held  in  the 
last  week  in  August  at  the  Hotel  Wiscon- 
sin, Milwaukee,  Wis.,  President  H.  E. 
Gamble,  presiding.  Interesting  addresses 
were  made  by  the  president  and  by  Mr. 
A.  E.  Manchester,  Mr.  J.  J.  Hennessey 
and   Mr.   J.   F.   Uevoy. 

The  papers  presented  and  the  discus- 
sions arising  therefrom  were  all  of  a 
high  order  of  merit.  Mr.  H.  G.  Sharp- 
ley,  of  the  Lima  Locomotive  Corporatioii, 
spoke  ably  on  the  subject  of  "Tools  and 
Formers."  Mr.  J.  W.  MacDonald,  of  the 
Pennsylvania  Railroad,  contributed  much 
valuable  information  on  the  same  sub- 
ject, and  also  presented  a  number  of  il- 
lustrations of  dies.  Mr.  H.  H.  Hoeffle, 
of  the  Louisville  &  Nashville;  Mr.  F. 
B.  Nielsen,  Oregon  Short  Line,  and  Mr. 
John  Carruthers,  of  the  Duluth,  Missabe 
&  Northern,  spoke  on  the  subject  of 
"Spring  Making  and  Repairing."  Mr. 
George  Hutton,  of  the  New  York  Cen- 
tral &  Hudson  River;  Mr.  C.  E.  Lewis, 
of  the  Pennsylvania  Railroad,  and  Mr 
J.  S.  Sullivan,  of  the  Pittsburgh,  Cincin- 
nati, Chicago  &  St.  Louis,  spoke  ably  on 
the  subject  of  "Frame  Making  and  Re- 
pairing, and  Mr.  J.  N.  Poland  presented 
illustrations  of  improved  methods  of 
making  oil  welds  in  locomotive  frames 

Oxy-acetylene  welding  and  cutting  was 
described  by  Mr.  T.  E.  Williams,  of  the 
Chicago   &    Northwestern.      Mr.     P.     T. 
Lavender,  of  the  Norfolk  &  Western,  de- 
scribed   in    detail    the    methods    of    casc- 
hardtning  as  used  at  the  Roanoke  .shops, 
which  is  as  follows:    We  use  a  20  in.  by 
20  in.  by  48  in.   cast   iron   box   for   case- 
hardening.     A  2  in.  layer   of  burnt  bone 
is  placed  on  the  bottom,  and  the  material 
to   be   hardened   is  placed   on   this   about 
y^  in.  apart,  special  care  being  taken  that 
no    two     pieces     touch.       Raw     bone     is 
packed   between  each  two  pieces.     When 
the  box  is  full  it  is  covered  with  a  2  in 
layer   of  bone  and   a   lid   made   of  boiler 
plate  covers  the  box.     By  using  this  it  is 
not  necessary  to  use  fire  clay.     A  semi- 
muflled  furnace  having  a  perforated  arch 
between    the    box     and     the     combustion 
chamber  is  used.     This  furnace  has  flues 
in  the  wall  opposite  the  burner  that  rtms 
down  to  the  bottom,  giving  an  outlet  un- 
der  the   l)Oltom   of   the   box.     This   pro- 
vides a  uniform  heat.     The  box  is  heated 
to  about  1,450  degs.  F.,  and  held  at  that 
temperature  for  about  12  hours.    The  ma- 
terial   is   then    removed   and  quenched   in 
cold   running  water.     This  process   Kiv(< 
a  caschardening  about  1-16  in.  to  3-32  in. 
deep.      Mr.    D.    Huskey.    of   the    Chicago 


Great    Western,    also    contributed    valua- 
ble data  on  the  same  subject. 

Mr.  W.  C.  Scofield,  of  the  Illinois 
Central,  presented  a  number  of  shop 
kmks,  among  others  the  cutting  off  and 
finishing  a  spike  at  one  heat,  and  dies 
for  forming  wrenches  from  scrap  spring 
steel,  and  appliances  for  bending  cellar 
bolts  in  a  power  punch,  all  of  which 
were  warmly  appreciated.  Mr.  J.  W. 
Riley,  of  the  Lehigh  Valley,  also  showed 
a  number  of  dies  for  forming  wrenches 
and  forging  grab  irons.  Mr.  Thomas  F. 
Keane  presented  a  paper  in  "Electric 
Welding,"  and  Mr.  W.  F.  Stanton  illus- 
trated methods  on  making  and  repairing 
frogs  and   crossings. 

Mr.  George  F.  Hinkens,  of  the  West- 
nighouse  .Air  Brake  Company,  presented 
a  valuable  paper  on  "High  Speed  or 
Self  Hardening  Steel,"  of  which  the  fol- 
lowing is  a  condensed  report: 

There  are  several  kinds  of  self-harden- 
ing or  high-speed  steels  on  the  market, 
both  foreign  and  domestic.  These  steels 
are  in  many  respects  very  different  from 
each  other.  At  any  rate  they  are  in- 
cluded under  the  designation  of  self- 
hardening  or  alloy  steels. 

A  comprehensive  knowledge  of  the  dif- 
ferent kinds  of  self-hardening  steels  is  in- 
deed impossible  without  an  inquiry  into 
the  number  and  peculiarities  of  the  dif- 
ferent alloys  which  they  contain.  To  at- 
tempt classifying  and  arranging  these 
can  only  be  successful  when  founded 
upon  the  general  laws  governing,  or  rel- 
ative to  self-hardening  steels,  and  ci>n- 
sequently  does  not  belong  to  this  paper. 

Tungsten,  chromium,  vanadium,  molyb- 
denum and  nickel  are  the  principal  alloy- 
ing elements,  and  their  combinations  is 
not  the  concern  of  the  tool  smith,  but  be- 
longs to  the  metallurgist  or  chemist. 

FORGING. 


To  determine  the  proper  forging  heat 
is  a  matter  of  experience  on  the  part  of 
the  tool  smith.  Anywhere  from  1650  deg. 
I",  to  1900  deg.  F.,  dependent  on  the  dif- 
ferent makes  of  alloys,  is  the  forging 
beat  used.  To  ascertain  the  best  forging 
heat  let  the  tool  smith  experiment  with 
the  particular  brand  he  is  to  use  and 
forge  at  the  highest  heat  it  will  stand. 
Care  must  be  exercised  not  to  work  high- 
speed steel  at  too  low  a  heat— forging  be- 
low the  point  of  transformation,  said 
transformation  depending  on  the  alloys. 
Forging  high-speed  steel  below  this  point 
will  cause  the  crystals  to  crush  and  ru])- 
ture.  The  point  of  transformation  is 
termed  "non-magnetic,"  or  the  pomt  of 
refinement,   or   that   point   which    releases 


any  strains,  or  the  point  of  uniformity  or 
equilibrium  throughout  all  parts  of  the 
forging ;  at  any  rate,  it  is  dangerous  to 
forge  high-speed  steel  after  the  temper- 
ature has  dropped  below  a  bright  yellow. 

HARDENING    HIGH    SPEED    STEEL. 

There  are  as  many  methods  for  hard- 
ening high-speed  steel  as  there  are 
brands.  One  method  that  gives  results  in 
hardening  high-speed  steel  is  to  heat 
slowly  up  to  the  sweating  point,  or  about 
2,200  deg.  F.,  after  which  cool  the  civtting 
point  of  tool  in  oil  (if  lathe  or  planer 
tool),  and  when  thoroughly  black,  cool 
rapidly  in  compressed  air  blast.  In  hard- 
ening taps,  threading  dies,  reamers  and 
milling  cutters  made  from  high-speed  tool 
steel,  it  is  good  practice  to  insist  on  slow- 
preheating  in  a  furnace  at  a  temperature 
of  1,500  deg.  F.,  and  then  submit  to  a 
temperature  of  2,200  deg.  F.,  or  move  to 
an  adjacent  furnace. 

ANNE.'\LING    HIGH-SPEED   STEEL. 

The  methods  and  material  used  for  an- 
nealing high-speed  steel  are  as  numerous 
as  the  various  brands.  The  Westinghouse 
Air  Brake  Company  use  a  very  simple 
method,  placing  the  steel  in  a  tube  or  pipe 
large  enough  in  diameter  and  length  to 
accommodate  the  work.  Both  ends  of  the 
tube  are  provided  with  a  screw  cap,  which 
can  be  screwed  on  and  off.  After  the 
work  is  placed  in  the  tube  and  before 
screwing  on  the  cap  we  put  in  from  a 
tablespoonful  to  a  handful  of  resin,  screw 
on  the  cap,  place  in  furnace  at  the  proper 
temperature,  heat  for  si-x  hours,  let  the 
pipe  and  contents  cool  with  furnace  grad- 
ually to  atmospheric  temperature. 

The  work  of  large  bulk  place  in  open 
furnace  at  1,450  deg.  F.  and  leave  in  fur- 
race  for  six  hours,  then  remove  and  bury 
in  hot  burnt  case-hardening  compounds 
or  extremely  hot  ashes  and  let  remain 
until  cold. 

ELECTION    OF   OFFICERS. 

The  attendance  was  large.  The  mem- 
bership now  amounts  to  323.  The  election 
of  oflicers  resulted  as  follows :  President, 
Mr.  T.  1".  Buckley,  Delaware,  Lacka- 
wanna &  Western;  first  vice-president, 
Mr.  T.  !•:.  Williams,  Chicago  &  North 
Western ;  second  vice-president,  Mr.  W. 
C.  Scofield,  Illinois  Central;  secretary- 
treasurer,  Mr.  A.  L.  Woodworth,  Cin- 
cinnati. Hamilton  &  Dayton;  assistant 
secretary-treasurer,  Mr.  George  P. 
White,  Missouri,  Kansas  &  Texas;  chem- 
ist, Mr.  G.   H.  Williams,  Boston,  Mass. 

Philadelphia  was  selected  as  the  city 
where  the  next  ainuial  convention  will 
lu'   held. 
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Pacific  4-6-2  Type  Locomotives  for  the  Lackawanna 


The  Lackawanna  is  now  receiving  from 
the  Lima  Locomotive  Corporation  a  lot 
of  fourteen  rather  interesting  locomotives 
of  the  Fast  Freight  Pacific  type.  These 
engines  were  designed  under  the  super- 
vision of  Mr.  11.  C.  Manchester,  super- 
intendent M.  P.  &  E.  of  the  Lackawanna, 
whose  office  is  located  at  Scranton,  Pa. 

The  engines  were  designed  to  handle 
manifest  freight  trains,  and  resemble  uitli 
some  improvements  a  similar  lot  of  en- 
gines for  the  same  service  secured  a  year 
ago,  and  which  have  proven  very  satis- 
factory in  service.  The  principal  item  of 
change  m  the  present  engines  is  the  in- 
troduction of  a  36  inch  combustion  cliam 
ber,  with  a  consequent  reduction  of  the 
length  of  flues.  This  change  has  enlarged 
the  boiler  at  its  greatest  diameter,  and 
added  to  the  engines  a  slight  increase  in 
weight,  which  doubtlessly  has  benefited 
the  steaming  qualities  of  the  engines,  and 
to  some  extent  added  slightly  to  their 
hauling  capacity. 

Aside    from    the    combustion    chamber 


man-hole  domes  so  that  the  interior  of 
the  boilers  may  be  inspected  without  re- 
moval of  the  throttle  valve,  and  a  special 
form  single  manifold  cab  turret  is  used, 
so  arranged  that  it  can  be  removed  from 
the  boiler  for  necessary  repairs  with  the 
full  steam  pressure  on  the  boiler. 

The  cylinders  are  provided  with  Lack- 
awanna standard  by-pass  drifting  valve 
arrangement,  which  provides  for  the  au- 
tomatic delivery  of  direct  steam  from  the 
boiler  into  the  cylinders  for  coasting 
periods,  which,  with  the  ordinary  func- 
tion of  by-pass  of  the  cylinder  contents 
makes  the  engines  very  easy  coasters. 
This  arrangement  also  insures  greater 
life  of  cylinder  and  piston  rod  packings, 
and  entirely  avoids  the  carbonization  of 
oil  in  the  cylinders  and  insures  better 
lubrication  when  the  superheated  steam  is 
shut  off. 

One  engine  in  this  lot  is  provided  with 
additional  improved  features  for  experi- 
mental purposes.  This  will  be  later  de- 
scribed. 


Weight  of  tender  loaded— 165,500  lbs. 

Water  capacity — 9,000  gals. 

Fuel  capacity — 10  tons  coal. 

Boiler  diameter — 78  ins.  first  course, 
9\%  ins.  dome  course. 

Boiler  pressure — 200  lbs. 

Firebox — 74'4   ins.  by  1115^  ins. 

Grate  area — ^58  sq.  ft. 

Tubes — 265,  diameter,  2  ins. ;  36,  diam- 
eter, SVs  ins.     Length,  17  ft. 

Heating  surface,  firebox,  279  sq.  ft ; 
tubes,  3,279  sq.  ft.;  total  exclusive  of 
superheater,  3,558  sq.  ft. 

Superheater  surface  about  1,000  sq.  ft. 


Furnaces  for  Hardening  High-Speed 
Steel. 
The  furnace  is  a  very  important  essen- 
tial and  should  be  suitable.  There  are 
various  designs.  The  furnace  should  be 
so  constructed  that  the  oxygen  of  the  air 
from  the  blast  and  fuel  opening  will  not 
attack  the  metal,  as  this  would  result  in 
scale,    blisters,    uneven    heating,    cracking 
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the  engines  have  a  number  of  interesting 
improvements,  as  follows :  .\s  the  en- 
gines are  frequently  expected  to  do  head 
end  work  front  couplers  are  provided 
with  Miner  friction  draft  rigging,  which 
in  this  type  is  a  very  compact  and  satis- 
factory arrangement.  The  engine  truck 
is  provided  with  the  Woodard  inverted 
Imk  self  centering  engine  truck  device; 
main  driving  bo.xes  are  the  long  type,  21 
inches  in  length ;  radial  buffers  between 
engine  and  tender;  Franklin  butterfly 
fire  doors ;  Economy  type  grate  shaker 
brackets,  which  insure  against  dropping 
of  fuel  through  the  deck;  low  type  tank 
wells  which  provide  full  opening  water 
supply  when  in  use  and  when  closed  per- 
mit the  water  in  the  lank  hose  to  blow 
back  into  the  tank  so  as  to  leave  the 
hose  dry  against  freezing  in  winter 
weather.  These  tank  wells  are  operated 
from  the  ground  and  entirely  dispense 
with  the  ordinary  upper  operating  rig- 
gings. 

The  boilers  are  provided  with  auxiliary 


The  engines  are  provided  with  Schmidt 
superheaters  and  Security  arches  sup- 
ported on  arch  tubes ;  Tate  flexible  stay- 
bolts  in  breaking  zones ;  Everlasting  blow 
off  cocks;  Talmage  ashpans;  Vanadium 
cast  steel  frames ;  Consolidated  safety 
valves ;  Delco  water  gauges ;  Hancock  non- 
lifting  injectors;  screw  type  reverse  gear; 
Walschaerts  valve  motion;  Westinghouse 
air  brake  equipment  and  two  11  inch 
pumps. 

The  following  are  the  general  dimen- 
sions of  these  locomotives : 

Gauge — 4  ft.  8^  ins. 

Cylinders — 25  ins.  by  28  ins. 

Tracticc  power — 43.200  lbs. 

Fuel — Bituminous  coal. 

Driving  wheels — 69  ins.,  over  tire. 

Rigid  wheel  base — 13  ft. 

Wheel  base  of  engine— 33  ft.   10  ins. 

Wheel  base  of  engine  and  tender — 66 
ft.  4  ins. 

Weight  on  drivers  in  working  order — 
188.000  lbs. 

Weight  of  engine— 291 ,000  lbs. 


in  hardening  and  general  bad  results ;  in 
other  words,  a  furnace  within  a  furnace, 
if  that  were  possible.  The  furnace  within 
heated  from  the  furnace  without  by 
flames  that  are  not  permitted  to  enter  the 
inner  furnace  would  be  the  ideal.  Such 
a  furnace  would  prevent  the  oxygen  of 
the  air  from  attacking  the  work  and 
would  be  suitable  for  large  pieces,  such 
as  drop  hammer  dies.  For  smaller  pieces 
a  muffle  should  be  used. 


ABF  Equipment. 
The  Westinghouse  Electric  &  Manufac- 
turing Company  has  received  from  the 
New  York  Municipal  Railway  Corpora- 
tion an  order  for  one  hundred  sets  of 
ABF  control  equipment  to  apply  to  the 
second  hundred  new  steel  cars  which 
will  be  used  in  the  new  subway.  This  is 
a  repeat  order  for  the  first  hundred  cars, 
which  cars  were  fully  described  in  the 
technical  papers,  and  are  giving  excellent 
ser\'ice. 
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Catechism  of  Railroad  Operation 


NEW  SERIES. 

Third  Ytar's  Examination. 

^Continued  from   page  327,  Sept.,   1914.) 

Q.  91.  How  would  you  block  a  cross- 
head? 

A.  Securely,  blocking  it  at  the  back 
end  of  the  guides  where  the  construction 
of  the  engine  will  permit,  or  at  the  front 
end   when   necessary. 

Note — We  block  at  the  rear  end  when 
possible  so  that  if  the  blocking  should 
accidently  give  way  and  the  crosshead 
move,  the  front  cylinder  head  will  be 
damaged  in  preference  to  the  back  head, 
as  the  cost  of  replacing  it  is  far  less. 

Note — Block  the  crosshead  at  the 
travel  mark  at  the  rear  end  of  the  guide 
bars,  in  that  manner  preventing  tlie  cyl- 
inder packing  ring  from  getting  down 
into  the  counterbore  and  causing  delay 
in  making  repairs  at  the  terminal;  secure 
the  crosshead  by  placing  a  block  of  wood 
between  crosshead  and  guide  block  to 
hold  it  at  the  travel  mark,  then  lash 
block  to  lower  guide  bar  between  cross- 
head  and  front  guide  block  or  the  back 
cylinder  head;  this  applies  to  the  "Lo- 
comotive" type  crosshead  and  the  "Un- 
derhung" type  of  crosshead ;  but  where 
you  have  the  "Alligator"  type  crosshead, 
and  desire  to  block  the  crosshead  ahead, 
loosen  one  of  the  guide  bolts  with  the 
"plow  bolt"  head,  which  holds  the  lower 
guide  bar  to  yoke ;  drive  the  bolt  up  so 
head  w^ill  be  about  three-fourths  of  an 
inch  above  the  bar ;  cut  the  block  about 
one-half  inch  longer  than  the  distance 
from  bolthead  to  crosshead ;  sink  bolt- 
head  into  end  of  blocking  and  lash  the 
blocking  down  on  guide  bar;  this  will 
prevent  the  bolt  from  working  out  and 
hold   the   crosshead    secure. 

Note — Whenever  crosshead  is  blocked 
remove  both  cylinder  cocks  or  fasten 
them  open,  except  when  the  steam  edge 
of  valve  scat  is  broken  so  that  steam 
will  be  present  in  cylinder,  which  case 
you  will  remove  the  cylinder  cock  at 
end  where  piston  head  rests  and  block 
the  cylinder  cock  open  at  end  of  cyl- 
inder, where  steam  is  present,  \<t  allow 
condensation  to  pass  out  of  cylinder — 
this  is  to  protect  cylinder,  especially  in 
Inezing   weather. 

Q.  92.    What  kind  (it  a  blow  is  a  v.-ilve 

A.  .\  steady,  constant  blow  at  the 
e.xhaust  during  time  tlie  throttle  is  open. 

Q.  93.  Is  there  more  than  one  defect 
that  will  cause  a  valve  blow? 

.\.    Yes,   two   different  defects   caus<'   a 

V^llvL     blow. 


o.  94.    What  are  these  defects? 

A.  Broken  valve  packing  strips  or 
springs,  and  tlie  face  of  the  valve  or  its 
seat  cut  or  worn  hollowing,  and  in  the 
piston  valve  the  packing  rings  broken 
give  the  same  result. 

Q.  95.  Is  there  another  defect  which 
will  cause  the  steady  blow  at  the  ex- 
haust wlien  the  throttle  is  open?  And 
v. hat   is   this   defect? 

A.  Yes,  a  sand  hole  or  crack  in  the 
cylmder  saddle  casting  between  the  live 
steam  channel  and  one  of  the  exhaust 
cl'.annels  will  cause  the  steady  blow  at 
the  exhaust  while  the  throttle  is  open, 
but  this  blow  is  generally  much  more 
pronounced   than   the  valve   blow. 

Q.  96.  How  can  you  tell  the  differ- 
ence between  the  valve  face  blow  and 
the  defective  valve  packing  strip,  so  that 
\ou  will  make  the  proper  test? 

A.  The  defective  valve  packing  strip, 
or  as  it  is  called,  the  balance  strip,  in 
addition  to  the  constant  blow  while 
throttle  is  open,  will  have  the  reverse 
lever  jerking  severely  in  the  rack  while 
the  engine  is  in  motion,  because  the  bal- 
anced effect  is  lost  for  that  valve  and  the 
friction  on   its   seat  is   excessive. 

The  cut  valve  or  one  of  the  piston 
type  having  broken  rings  will  have  the 
blow,  but  does  not  handle  hard  nor  does 
the  reverse  lever  jerk  in  the  rack,  be- 
cause  it   still   has   the   balanced   effect. 

O.  97.  How  do  you  test  for  valve 
jiacking  strip  lilow  ? 

A.  Place  the  engine  on  the  <|uarter 
on  side  to  be  tested,  set  the  brake,  open 
throttle  a  little  and  handle  reverse  lever, 
iiioving  it  from  one  corner  to  the  other, 
liOling  manner  in  which  the  reverse 
lever  handles,  whether  hard  or  easily, 
test  the  other  side  in  same  manner  and 
un  the  side  where  the  lever  handles  the 
liarder  you  will  find  the  defective  valve 
packing   stri[)s. 

Q.  98.  Why  do  you  place  the  engine 
'■n  the  quarter  on  side  to  be  tested? 

\.  So  as  to  move  but  the  one  valve 
v.liich   is   to  be   tested. 

Note— If  both  valves  were  moved  you 
cuhl  not  tell  which  valve  moved  hard, 
so  it  is  necessary  to  place  the  engine  on 
quarter  on  side  to  be  tested  so  that  the 
.  ther  side  will  be  on  the  dead  center, 
in  which  position  the  valve  will  not  move 
any  with  the  Walscliaerts  gear,  and  with 
ilie  Stevenson  gear  it  moves  very  little. 

Q.  99.  How  do  you  test  for  a  valve 
face   or   seat  blow  ? 

.'\.  rlace  the  valve  on  the  center  of 
its  seat,  on  side  to  be  tested,  open  cyl- 
inder  cocks,   set   brake   and    open    throt- 


tle, if  steam  shows  up  at  one  cSr  both 
cylinder  cocks  it  indicates  a  defect  in 
face  of  valve  or  its  seat. 

Note — If  the  defect  does  not  show 
with  valve  on  center  of  its  seat  it  is  ad- 
visable to  move  the  reverse  lever  a  lit- 
tle, in  that  manner  moving  the  valve  a 
little  on  its  seat  so  that  if  the  cause  of 
blow  is  seat  worn  hollowing  the  valve 
will  be  raised  as  it  comes  out  of  the  hol- 
lowed place  and  show  the  defect. 

Note — Valve  may  be  gotten  on  center 
of  its  seat  by  placing  the  engine  on  the 
quarter  and  reverse  lever  in  the  center 
of  the  rack,  or  you  can  get  the  valve 
located  centrally  by  getting  the  rocker 
arm   at   right   angles   to  the   valve   rod. 

Note — With  the  Walschaerts  gear  the 
valve  is  central  on  its  seat  when  the 
linkblock  is  placed  in  center  of  link  and 
the  combination  lever  is  at  right  angles 
to   the   valve   rod. 

Q.  100.  What  would  be  the  first  thing 
you  would  do  if  the  exhaust  got  out  of 
square   on   the   road? 

A.  Ease  off  on  the  throttle  a  little,  and 
see  that  the  lubricator  was  working  all 
right   and   feeding  properly. 

Q.  101.  Why  is  it  necessary  to  ease 
oft'  on  throttle  to  get  the  proper  lubri- 
cation to  valves  and  cylinder  sometimes 
while  on  the  road? 

.\.  Because  the  steam  pressure  in  chest 
hicomes  greater  than  the  pressure  in  the 
feed  arms,  and  the  current  of  steam 
I  owing  up  through  the  oil  pipes  holds 
the  oil  back  from  entering  the  steam 
chest,  easing  off  on  the  throttle  reduces 
the  chest  pressure  below  that  in  the  feed 
arms,  and  allows  the  oil  to  flow  into  the 
chest. 

Note— This  trouble  may  be  caused  by 
the  main  steam  valve  to  lubricator  be- 
ing only  partly  open,  by  the  equalizing 
tubes  being  partially  closed  by  corrosion 
or  lime  deposit ;  or  it  may  be  caused  by 
the  main  steam  pipe  to  lubricator  being 
loo  small,  and  not  maintaining  the  high 
pressure  necessary  in  the  feed  arms  to 
equalize  with   chest  pressure. 

Q.  102.  What  are  the  different  causes 
of  improper  distribution  of  steam,  or  of 
an   engine  going  lame  on   the   road? 

A.  Lost  motion  in  valve  gear  and  in- 
sufficient lubrication,  sprung  valve  yoke, 
cracked  valve  yoke,  sprung  valve  rod, 
sprung  rocker  arm,  loose  rocker  box, 
badly  worn  rocker  shaft  or  rocker  box, 
worn  linkblock,  link  sprung  or  cracked, 
sprung  tumbling  shaft,  link  lifting  arm 
bent,  link  hanger  too  long  or  loo  short, 
blade  bolts  badly  worn,  sprung  eccentric 
blade,    slipped    blade,   badly   worn    straps 
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or  cam,  strap  bolts  loose,  cylinder  sad- 
dles loose  and  working  in  frame,  and 
engine  frame  broken  between  main  driv- 
ing bo-\  and  cylinder  saddles. 

Q.  103.  What  would  you  do  if  valve 
yoke  was  cracked? 

A.  Work  the  engine  full  stroke  with 
light  throttle,  handling  full  train. 

Note — By  having  the  steam  follow  the 
piston  the  entire  length  of  stroke  you 
get  the  power  to  handle  the  train,  and 
by  using  the  light  throttle  you  reduce 
the  steam  pressure  on  top  of  valve,  and 
consequently  the  friction  on  seat  and 
face  of  valve,  therefore  the  liability  of 
breaking   the  yoke   entirely   off   is   less. 

Q.  104.  How  do  you  tell  when  a  valve 
yoke   is  cracked? 

A.  The  e.xhaust  will  be  normal  when 
the  main  pin  is  passing  the  front  center, 
and  it  will  be  light  when  passing  the 
back  center. 

Standing  test — Place  the  engine  on 
the  top  quarter  on  side  to  be  tested,  with 
the  reverse  lever  in  front  corner  or 
quadrant,  set  the  brake,  open  cylinder 
cocks,  open  throttle  wide  and  pull  reverse 
lever  back  noting  position  of  reverse  in 
relation  to  center  of  quadrant  when 
steam  ceases  to  flow  from  the  back  cyl- 
inder cock ;  if  the  lever  is  back  of  center 
of  rack  when  steam  ceases  to  flow  from 
back  cylinder  cock  it  indicates  that  the 
Noke  is  cracked  or  defective. 

Note — The  friction  between  valve  and 
seat  causes  the  crack  in  yoke  to  open, 
and  the  valve  is  pulled  back  diagonally 
on  its  seat;  therefore,  the  back  port  will 
not  be  closed  at  the  proper  time,  and 
many  times  the  front  port  will  be  opened 
and  steam  be  showing  at  front  cylinder 
cock  before  the  back  port  is  closed. 

Q.  105.  What  would  you  do  if  the 
valve  yoke  was  broken  entirely  off  or 
the  valve  stem  was  broken  off  the  yoke? 

A.  105.  Disconnect  the  valve  rod  and 
remove  the  vacuum  valve,  then  with  a 
stick  or  bar  push  the  valve  as  far  back 
in  the  chest  as  possible,  replace  vacuum 
valve,  open  cylinder  cocks,  admit  a  little 
steam  to  chest,  and  with  the  valve  rod 
push  the  valve  back  slowly  until  a  little 
steam  shows  at  the  back  cylinder  cock, 
clamp  the  valve  stem  in  that  position, 
remove  the  vacuum  valve  and  fit  stick  of 
wood  in  it  that  will  reach  the  valve 
wlien  the  vacuum  valve  is  screwed  back 
in  place;  in  that  manner  you  will  hold 
valve  in  position  with  back  port  open  a 
little,  remove  the  cylinder  cocks  and  you 
are  ready  to  proceed.  Do  not  take  dozen 
the  main  rod;  you  will  lubricate  the  cyl- 
inder and  piston  rod  by  having  the  little 
current  of  steam  flowing  down  througli 
the  cylinder  and  out  of  the  back  cylinder 
cock  opening;  use  the  lubricator  as  when 
the  engine  is  all  right. 

Note — There  is  no  need  of  disconnect- 
ing a  main  rod,  the  main  rod  or  its  con- 
nections are  not  damaged,  and  no  large 
volume    of    steam     is     entering    cylinder. 


and  proper  lubrication  can  be  provided. 

Note — Where  the  cylinders  are  pro- 
vided with  indicator  plugs,  they  may  be 
removed  to  establish  free  circulation  of 
air  in  cylinders  instead  of  removing  the 
cylinder  cocks. 

Note — Some  heads  of  mechanical  de- 
partments desire  the  valve  blocked  in 
central  position  at  all  times  when  it  is 
blocked  at  all ;  in  that  case  lubrication 
may  be  provided  by  pouring  oil  into  the 
indicator  plug  openings,  or  by  slacking 
off  the  front  cylinder  head  and  putting 
small  piece  of  wood  in  at  the  top,  then 
tightening  up  on  the  studs,  pour  oil  in 
at   the   opening   thus   provided. 

Note — Whenever  valve  is  blocked  for 
any  cause,  except  for  the  broken  outer 
or  steam  bridge  of  seat,  or  the  piston  is 
gone  entirely  from  the  cylinder,  remove 
both  cylinder  cocks  or  both  indicator 
plugs,  to  avoid  the  vacuum  formation 
and  compression  in  cylinder,  which  would 
be  caused  by  the  movement  of  piston  to 
and  fro  in  the  cylinder,  and  the  vacuum 
and  compression  if  allowed  to  form 
would  cause  serious  resistance  to  the 
movement  of  piston  in  cylinder,  causing 
the   cylinder   to   heat   and   cut. 

The  old  method  of  disconnecting  for 
broken  valve  yoke  or  stem :  Get  the 
locker  arm  at  right  angles  to  the  valve 
rod  clamp  the  valve  stem  in  that  posi- 
tion, remove  the  valve  rod  or  secure  it 
10  clear  rocker  arm,  remove  the  vacuum 
valve,  and  with  rod  or  stick  push  the 
valve  back  against  end  of  valve  stem, 
!it  block  into  vacuum  valve  that  will 
reach  the  valve  when  vacuum  valve  is 
in  place,  securing  valve  in  mid-position 
in  this  way  then  disconnect  main  rod, 
block  crosshead  securely  in  guides,  re- 
move the  cylinder  cocks,  and  put  collar 
on   main   pin. 

Q.  106.  What  would  you  do  if  valve 
was  broken  to  the  exhaust  cavity? 

A.  Remove  cap  of  chest,  disconnect 
valve  rod  and  remove  the  valve  from 
chest,  then  tit  pieces  of  wood  into  the  ad- 
mission port  where  face  of  the  valve  was 
broken,  fit  blocking  into  the  e.xhaust  port, 
place  valve  back  on  center  of  scat,  using 
the  good  part  of  face  to  cover  its  admis- 
sion port,  put  cap  back  on  chest  and 
clamp  valve  steam  to  hold  valve  central, 
provide  for  free  circulation  and  lubrica- 
tion  and   proceed. 

Another  way — Remove  cap  of  chest, 
disconnect  valve  rod,  take  out  valve,  put 
block  of  hard  wood  over  seat  to  cover 
all  ports,  having  it  reach  from  one  side 
of  chest  to  the  other;  nail  another  piece 
of  blocking  crossways  on  the  seat  block 
which  will  reach  from  the  forward  end 
of  chest  to  the  back  end  of  chest  so  that 
it  will  hold  the  block  over  the  ports; 
drive  nail  hole  or  bore  small  hole 
through  seat  block  into  back  port,  for 
the  steam  to  carry  lubrication  into  cyl- 
inder through ;  leave  valve  stem  in  chest 
.nnd    put    cap    back    on ;    remove    the    in- 


dicator plugs  and  you  arc  ready  to  go. 
The  steam  pressure  will  hold  blocking 
on   the  seat. 

Q.  107.  Can  you  tell  whether  valve 
yoke  is  cracked  or  eccentric  strap  bolts 
are  loose?     How? 

A.  Yes,  with  the  valve  yoke  cracked 
you  will  have  the  normal  exhaust  as  the 
main  pin  passes  the  forward  center  and 
the  light  exhaust  as  the  main  pin  passes 
the  back  center,  and  with  the  loose  strap 
bolts  the  normal  exhaust  will  be  as  the 
main  pin  passes  the  back  center  and  the 
light  exhaust  as  the  main  pin  passes  the 
forward  center,  if  the  valve  motion  is 
indirect,  but  with  the  direct  valve  mo- 
tion the  effect  of  loose  strap  bolts  is 
about  the  same  as  tlic  cracked  valve 
voke. 


Development    of   Power   Transmission. 

in  a  booklet  by  James  H.  Collins  dis- 
tributed by  tlie  Westinghouse  Electric 
Company  we  read :  There  was  a  time 
when  primitive  man's  whole  idea  of  the 
application  of  power  to  work  lay  in  car- 
rying his  few  possessions  around  with 
iiim.  And  here  begins  the  path  of  elec- 
trical opportunity.  He  lugged  things 
around  until  it  occurred  to  him  to  make 
pack  animals  carry  them,  and  that  led  to 
the  development  of  the  dray  or  sled. 

It  was  a  great  day  when  he  cut  his  sled 
runners  out  of  the  trunk  of  the  tree  in- 
stead of  from  a  limb.  They  turned  round 
then  instead  of  sliding,  and  much  fric- 
tion  was   eliminated. 

For  then  the  wheel  was  evolved,  and 
civilization  ever  since  has  been  pretty 
largely  a  matter  of  wheels — wheels  and 
ways  to  turn  them. 

At  first  it  was  human  muscle  at  the 
potter's  wheel,  and  wind  or  water  at  the 
mill  wheel,  and  horses  on  the  chariot. 
These  were  the  sources  of  power  for  cen- 
turies, and  as  long  as  they  were  retained 
the  wheel  that  was  turned  never  got  very 
far  from  the  power  that  turned  it. 

By  and  by,  however,  steam  was  utilized 
to  turn  wheels,  and  then  came  power 
transmission.  Wheels  could  be  hitched 
to  wheels  by  shafts,  gears,  belts.  One 
big  wheel  turned  by  a  steam  engine  ran 
hundreds  of  lesser  wheels,  animating  a 
whole  factory. 

Yet  even  with  steam  and  the  mechan- 
ical transmission  of  power,  wheels  were 
never  made  to  turn  each  other  at  any 
considerable  distance  from  the  prime 
mover.  It  is  true  that  cableways  with 
wire  ropes  running  on  pulleys  supported 
on  piers  were  successful  fi  r  distances  of 
several  miles — the  cable  street  car  was 
familiar  only  yesterday.  It  is  true,  also, 
that  hydraulic  and  pneumatic  transmis- 
sion of  power  was  in  a  very  promising 
state  of  development  yesterday,  and  is 
even  utilized  today  under  certain  condi- 
tions. 

But,   suddenly,  something  happened   to 
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all  the  mechanical  methods  of  power 
transmission. 

Electricity  came  in  between  the  big 
wheel  at  the  prime  mover  and  the  liltle 
wheels  at  the  other  end,  and  the  face  of 
material  civilization  was  changed  almost 
in  a  day. 

The  superiority  and  wonder  of  eUc- 
iricity  lie  in  its  ability  to  turn  wheels  in 
ways  never  dreamed  of  with  any  mechan- 
ical system.  It  is  the  ideal  and  universal 
form  of  power  transmission. 

A  copper  wire  is  stretched  from  tlu- 
place  where  pow'er  is  made  to  where  it  is 
wanted  for  work.  Old  limitations  of 
mechanical  transmission  are  utterly  dis- 
regarded. There  are  so  shafts,  belts, 
alignment.  The  wire  can  go  up  heights, 
down  depths,  around  any  maze  of  corners, 
and  to  distances  that  are  restricted  only 
by  questions  of  economical  operatic m.  .-\t 
one  end  of  the  w-ire  the  dynamo  moves. 
.\nd    at    the    otlier    end    these    mvsteridiis 


clieap,    and    delivers    just    eimugh    power 
for  the  task. 

This  lic.\il)ility,  economy,  ease  of  con- 
trol and  cleanliness  is  jtist  as  great  in 
the  largest  applications  of  industrial 
power — machines  directly  driven  by  elec- 
tric mcjtor  make  the  modern  factory 
cleaner,  ipiieter,  lighter,  tiiorc  efficient 
and    belter   in   everv    wav. 


Prominent   Master   Car     Builder     Com- 
mends R.  R.  Club  Work. 

Master  car  builders  as  a  rule  do  not 
lake  much  interest  in  railroad  club  pro- 
ceedings, liut  there  is  one  notable  excep- 
tion to  this  represented  by  Mr.  F.  W. 
Brazier,  nf  tlie  New  York  Central  Lines. 
.At  a  recent  meeting  of  the  VX'cstern  Rail- 
way Club  Mr,   llrazier  remarked  : 

■'I  desirv  tn  say  just  a  word  tn  tlie 
yoimg  men  wlm  are  liere.  When  I  look 
arnunil    the    riuim    and    see    k>s    tlian    ten 
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waves  that  we  call  "electricity"  turn  a 
wheel  in  a  motor — the  power  is  available. 

Besides  turning  wheels,  electricity  can 
be  taken  off  the  wire  as  light  or  heat,  so 
it  has  a  three-fold  application. 

Electricity  is  tlie  most  Ihwiblc  i<iTm  in 
which  power  can  be  had. 

It  may  be  generated  in  enormous  (|nan- 
titie.s  at  the  central  station,  by  steam  or 
water,  and  delivered  in  the  tiniest  drib- 
lets to  anybody  who  wislies  to  purchase. 

Without  clectiicity,  there  could  lie  no 
power,  in  the  average  home. 

But  with  electric  current  irnm  a  cen- 
tral station  miles  away,  any  hmne  may 
have  cheap  power  in  any  i|uantity.  A 
penny's  worth  may  be  bought  to  sweeji 
a  room  or  chop  the  hash.  Or  it  may  be 
utilized  as  heat  to  iron  the  towels,  or  as 
light  wherever  needed.  Electricity  is 
available  instantly,  at  any  hour  of  the  day 
r>r  night,  calls  for  no  skilled  attendant, 
is    under     j)erfect     control,     clean,     safe. 


nun  th.it  I  knew  when  1  was  president 
"I  ibis  club  about  fifteen  years  ago.  1 
leali/e  what  changes  take  place  in  a  short 
time.  1  came  to  Chicago  in  1893  almost 
unknown.  1  attribute  my  success,  mean- 
ing where  1  am  today,  to  attending  rail- 
way club  meetings,  taking  an  interest  in 
ibrin  and  keeping  my  eyes  iipcn,  seeing 
what  I  could  learn.  1  never  tliought  I 
knew  it  all.  I  am  \ery  sorrv  my  friend 
I  )e  V'oy  has  gone  Imnie.  He  and  I  al- 
ways clashed  pleasantly,  and  I  would  like 
to  have  seen  more  of  him.  I  am  now  in 
my  62(1  year,  and  at  the  head  of  a  car 
cie|iartmenl  with  over  7,000  men,  and  the 
car  department  on  my  road  amounts  to 
something.  Motive  power  men  are  ai>t 
to  think  tliat  the  car  department  dies 
not  amount  to  very  much,  but  on  our 
I'lad  we  make  them  think  tliat  it  does. 
We  repaired  over  2.000.000  cars  last  year. 
The  car  (hiiarluunt  is  the  important  de- 
partment   nil    the    road.    1    think,    not    be- 


cause I  am  at  the  head  of  it,  but  because 
of  the  lc)\alty  of  the  tnen  and  the  pride 
they  take  in  the  work.  1  want  to  speak 
to  you  young  men,  because  you  are  the 
future  superintendents  of  motive  power ; 
you  will  be  the  future  superintendents  of 
the  mechanical  departments,  and  I  want 
to  encourage  you  and  I  want  to  tell  you 
that  I  am  indebted  to  Chicago,  and  I  am 
indebted  to  my  good  friends  here,  and  1 
am  indebted  for  everything  that  I  got 
here  in  Chicago,  for  Chicago  is  where  I 
got  my  start,  and  it  is  the  liveliest  and 
the  best  railroad  center  in  the  world." 


James    J.    Hill's    Tribute    to    the    Rail- 
roads. 

While  the  railways  of  the  United 
States  may  have  mistakes  to  answer  for, 
they  have  created  the  most  effective,  use- 
ful, and  by  far  the  cheapest  system  of 
land  transportation  in  the  world.  This 
has  been  accomplished  with  very  little 
legislative  aid,  and  against  an  immense 
volume  of  opposition  and  interference 
growing  out  of  ignorance  and  misunder- 
standing. It  is  not  an  exaggeration  to 
say  that  in  the  past  history  of  this  coun- 
try the  railway,  next  after  the  Christian 
religion  and  the  public  school,  has  been 
the  largest  single  contributing  factor  to 
the  welfare  and  happiness  of  the  people. 


The  Largest  Building  in  the  World. 

The  largest  building  in  the  world  is  a 
prominent  figure  seen  from  our  office 
windows.  It  is  the  Woolworth  Building 
on  Broadway,  New  York,  extending  from 
Barclay  street  to  Park  place.  The  build- 
ing has  55  stories  and  the  great  tower 
rises  750  feet  above  the  sidewalk.  The 
main  building  is  29  stories  high  with  two 
stories  in  the  gables  on  the  north  and 
south  front.  Provision  has  been  made  for 
34  elevators.  The  cubical  contents  of  the 
building  exceed  13,200.000  cubic  feet.  The 
caissons  are  bedded  on  solid  rock  from 
110  to  130  feet  below  the  sidewalk  level. 
Some  of  the  caissons  are  19  feet  in 
diameter. 

The  Singer  Building  is  also  visible 
from  our  olTiee,  and  was  for  a  number  of 
years  the  tallest  building  in  the  city.  It 
has  41  stories,  and  is  621  feet  above  the 
street  U\el.  Both  buildings  attract  much 
attention. 


Iron  Better  Than  Steel. 

Although  cast  steel  is  between  two  and 
three  times  as  strong  as  first-class  cast 
iron,  the  latter  metal  is  far  better  for 
.some  purposes.  Cast  steel,  for  instance, 
is  not  satisfactory  for  combustion  en- 
gine cylinders,  and  they  are  invariably 
made  of  cast  iron.  The  reason  for  this 
is  that  cast  steel  expands  and  contracts 
with  heat  twice  as  much  as  cast  iron. 
This,  of  course,  is  imi)ortant  in  anything 
of  that    sort. 
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Questions  Answered 

DOUBLE    PISTONS. 

J.  H.  R.,  Veidon,  Neb,,  asks:  Will 
you  kindly  advise  me  as  to  what  the  dif- 
ference of  power  in  a  cylinder  with 
"solid  head"  with  one  piston  moving  one 
way  and  a  cylinder  with  two  pistons 
moving  in  opposite  directions  taking  steam 
between  the  piston  heads  from  the  same 
port?  A. — There  would  be  a  loss  of 
from  ten  to  fifteen  per  cent.,  as  there 
is  on  all  kinds  of  engines  on  account  of 
the  friction  incidental  to  the  moving  of 
the  mechanical  appliances  attached  to  the 
piston. 


(lid  not  contain  carbon.  Is  all  smoke 
visible?  A. — There  is  no  smoke  to  be 
seen  issuing  from  the  chimney  of  a 
steam  plant  or  smokestack  oi  a  locomo- 
tive that  does  not  contain  carbon.  Some- 
times the  gas  hydrogen  as  a  product  of 
combustion  passes  out  of  a  chimney,  and 
has  no  color,  but  such  gases  are  not 
visible.     They   are   not    smoke. 


branch  pipe,  where  the  force  imparted  to 
the  water  by  the  velocity  of  the  escaping 
steam  unseats  the  boiler  check,  and  per- 
mits the  free  flow  of  water  to  the  boiler. 


T.\PER     Hnt.ES. 

J.  R.,  New  Haven,  Conn.,  asks:  What 
is  the  best  method  of  boring  a  taper 
hole?  A. — The  great  bulk  of  tapering 
boring  work  is  done  with  a  compound 
rest,  the  piece  of  work  being  held  in  a 
chuck  or  strapped  to  the  face  plate,  and 
the  outer  end  supported  in  a  steady  rest. 
Bin  there  are  many  jobs  which  can  be 
handled  by  driving  the  work  on  an  arbor 
or  mandrel,  and  setting  the  arbor  over 
just  as  though  that  were  the  piece  to  be 
tapered,  except  that  for  boring,  the  tail- 
stock  must  be  set  over  the  other  way. 
It"  the  taper  is  one-eighth  to  the  inch, 
and  the  arbor  twenty-four  inches,  the 
total  taper  would  be  three  inches,  and 
the  offset  one-half  of  this,  or  one-and-a- 
half  inches.  With  a  shorter  arbor,  say 
sixteen  inches,  the  offset  would  be  only 
one  inch,  and  so  on  in  proportion  to  the 
dimensions  of  the  appliances  and  the  re- 
sult   desired. 

UNITED    STATES    ST.^XD.VRD   THRE.\D. 

W.  K.,  Joliet,  III.,  asks:  What  are  the 
dimensions  of  the  so-called  United 
States  Standard  Thread,  and  why  is  it 
so  caled?  A. — The  L'nited  States  Stand- 
ard, or  Franklin  or  Sellers  thread  is  so 
called  because  it  was  designed  by  Wil- 
liam Sellers,  of  Philadelphia,  and  recom- 
mended by  the  Franklin  Institute,  and 
has  been  adopted  by  the  United  States 
Government.  The  thread  has  the  same 
angle  as  the  V,  that  is,  sixty  degrees, 
but  has  one-eighth  of  the  depth  taken  off 
at  the  top  and  the  bottom.  It  is  always 
best  to  use  a  standard  thread  gauge  as 
there  is  an  aptitude  to  fall  into  error. 
Grind  the  tool  to  fit  the  gauge  for  what- 
ever thread  is  to  be  cut,  being  sure  that 
it  is  a  United  Spates  Standard  gauge. 


SMOKE    IS    C.MIBON. 

I.  R.  C,  Moncton.  N.  B.,  asks:  Is 
there  at  any  time  any  black  or  brown 
smoke  issuing  from  either  a  stationar\- 
plant  or  a  locomotive  that  does  not  con- 
tain carbon?  A  mechanical  engineer  of 
a  stationary  plant  in  relating  how  smoke 
was    analyzed    stated    that    some    smoke 


LOOSE    TIRES. 

J.  M.  K.,  West  .Albany.  N.  V.,  asks: 
What  arc  the  principal  causes  of  loose 
iires,  and  how  can  the  looseness  be  dis- 
covered before  something  in  the  way  of 
a  breakage  occurs?  A. — A  driving  wheel 
lire  may  become  loose  by  being  so  thin 
that  the  action  of  the  rails  has  the  effect 
of  lengthening  the  metal  of  the  tire  until 
it  fails  to  hold  its  place  on  the  wheel. 
This  may  happen  by  the  tire  having  been 
put  on  two  tightly.  Such  a  condition 
puts  the  metal  under  a  severe  stress,  and 
the  limit  of  elasticity  may  be  exceeded, 
and  the  action  of  the  rails  soon  makes 
it  loose.  Or  it  may  have  been  put  on 
too  loose,  so  that  it  soon  loosens.  A 
sign  of  a  tire  loosening  will  be  that  the 
oil  will  be  seen  oozing  out  between  the 
lire  and  the  center.  A  mark  may  be 
made  on  the  tire  with  a  chisel,  the  mark 
extending  to  the  wheel,  and  the  engine 
started  when  it  will  be  readily  observed 
whether  the  tire  moves  or  not.  The 
fact  that  there  is  no  movement,  however, 
should  not  be  taken  as  conclusive  evi- 
dence that  the  tire  is  not  loose.  A  sus- 
pected tire  should  be  run  cautiously  to 
the  terminal,  and  thoroughly  examined 
I)y   e.xperls. 

POWER  OF   1N.TECT0RS. 

1..  M.  B.,  Santa  Rosa,  Cal.  asks: 
Where  docs  the  injector  get  its  superior 
force  to  inject  water  into  a  boiler  against 
tlie  same  steam  pressure  as  is  supplied  to 
ihe  injector?  A. — The  principle  on  which 
the  injector  works  is  a  combination 
of  forces,  velocity,  and  an  induced  cur- 
rent of  water  passing  through  suitably 
proportioned  tubes  designated  as  steam- 
nozzle,  combining  tube  and  delivery  noz- 
zle. Under  a  given  pressure  the  velocity 
of  escaping  steam  is  much  greater  than 
that  of  water,  which  would  be  ejecleii 
were  a  hole  opened  in  the  boiler  lielow 
the  water  line.  The  reduced  orifice  in 
the  steam  no/zle  naturally  increases  the 
velocity  of  the  escaping  steam  as  it  en- 
ters the  comliination  tube  where  it  en- 
trains the  feed  water  and  condenser.  As 
ihe  escaping  steam  is  being  condensed  it 
loses  none  of  its  velocity  except  that  due 
to  friction  of  the  pipes  through  which  it 
passes,  consequently  it  has  a  vastly 
greater  penetrating  force  after  condensa- 
tion than  the  resistance  in  the  boiler. 
Leaving  the  combining  tube  the  con- 
densed steam  and  feed  water  passes 
through    the     delivery     nozzle     into     the 


DlSTANXE    OF    TRAIN     STOPS. 

M.   C.   G.,   Greensboro,   N.   C,   writes: 
In    what    distance     should    a    passenger 
train  be  stopped  under  the  following  cir- 
cumstances :   Train  consists  of  four  cars 
and  locomotive.     Train  is  equipped  with 
Westinghouse   high-speed   brake,   and     is 
carrying   90   pound    brake-pipe   pressure. 
.-Ml    wheels   braked   except   engine   truck. 
Piston  travel  to  cars  and  tender  6  inches, 
piston   travel    to    driver   brake    5    inches. 
Train  is  running  down  grade  of  50  feet 
to   mile  on  one  degree  cur\'e.     Brake  is 
applied  in   emergency  on   dry   rail   while 
train  speed  is  45  miles  per  hour?     A. — 
Without  knowing  the  weight  of  cars  and 
locomotive,  nominal   percentage  of  brak- 
ing   power    employed,    brake    rigging    ef- 
ficiency and  minor  details  that  would  en- 
ter into  an  estimate  of  the  distance  of  a 
train  stop,  there  is  no  means  for  finding 
the  overall  efficiency  of  the  brake  or  the 
average    rate    of    retardation    that    might 
be  expected  from  it,  hence  a  calculation 
of  the  distance  from  the  information  you 
furnish  will  be  impossible.     A   compara- 
tive estimate  is  also  impracticable  as  we 
have  no  records  of  train  stops  of  "P.  M." 
equipment,    with    90    pounds    brake    pipe 
pressure;    in   fact   the   use   of  90  pounds 
could   be   construed   to   indicate   that  the 
foundation   brake   gear   is    not   of   maxi- 
mum efficiency,  therefore  the  only  way  in 
which  the  actual  retarding  force  of  such 
a  brake  could  be  determined  is  by  a  test. 
.\    fairly    accurate   calculation    of   a    dis- 
tance   of    train    stop    can    only    be    made 
after   an   average    rate   of   retardation    is 
ascertained,    and     to    establish     this    and 
analyze   all   the  factors   involved   necessi- 
tates  a   series   of   tests   and   distances   of 
actual  stops  made  with  the  type  of  brake 
in   question,   thereafter   a   calculation    for 
this  particular  type  of  brake  is  compara- 
tively  simple. 

IMlKRCITTINr.     MICA. 

R.  W.  S.,  Philadelphia,  writes:  What 
is  the  object  in  undercutting  the  mica  as 
is  done  so  generally  on  the  commutators 
of  railway  motors.  .'\.— This  method  of 
cutting  is  <lone  to  prevent  "high  mica."' 
The  mica  dms  not  wear  down  as  fast  as 
the  copper  and  if  not  undercut  would 
stick  up  a  fraction  of  an  inch,  causing, 
first,  a  burning  of  the  copper  segments 
due  to  sparking,  and.  second,  a  scouring 
action  of  the  brushes  on  the  commu- 
tator. 

This  condition  should  be  carefully 
avoided  by  repeated  examinations  of  the 
wearing  parts  of  the  commutator,  other- 
wise there  will  be  a  rapid  deterioration 
of  the  parts. 
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The  Traveling  Engineers'  Convention. 

The  '1  r.ivcliii.n  l-.nj^inctr.s'  Cuiivenlion, 
held  in  C  liica.t;i)  Inst  montli.  was  notable 
for  several  tliiiij;.s  in  which  many  meetings 
of  tliat  kind  fall  very  far  short.  All  the 
subjects  that  formed  committee  reports 
were  important  from  the  standpoint  of 
modern  railroading,  and  they  were  all  ex- 
haustively treated  and  discussed  witli 
ifiiich  thoroughness.  At  some  of  the  rail- 
way an<l  otlier  conventions  of  a  tcclmical 
chararter,  many  of  the  members  consider 
it  fiihilliiig  their  entire  duty  by  answerinv; 
the  daily  roll  calls.  The  spirit  that  actu- 
ated the  members  of  the  Traveling  I'ji- 
gineers'  Convention  was  entirely  different. 
Nearly  all  of  them  were  zealous  to  pin 
their  jiersonal  mark  upon  the  business  on 
hand,  and  every  session  was  well  attended 
by  members  who  were  ihorouKhly  pre- 
pared to  throw  new  light  upon  the  ques- 
tions under  discussion. 

.\  striking  feature  of  the  Traveling  b'u- 


■.:ineirs'  \')\4  Convention  was  the  readi- 
ness of  .1  uiioli;  li(;st  of  speakers  to  ex- 
liress  themselves  lluently  and  to  tlie  point. 
.\t  such  meetings  the  presiding  officer 
generally  experiences  difficulty  in  prevail- 
ing upon  well-informed  members  to  take 
part  in  the  discussions ;  but  at  this  conven- 
tion the  chairman  had  difficulty  in  arrest- 
ing tile  flow  of  eloquence  without  giving 
offence  to  members  anxious  to  be  heard. 
The  discussion  on  Smoke  Prevention  was 
particularly  exhaustive  and  brought  out  a 
great  deal  of  useful  information  concern- 
ing air  admission  to  the  fire  that  is  likely 
to  prove  useful  in  time  to  come  to  those 
striving  to  reduce  the  smoke  nuisance.  It 
was  remarkable  how  familiar  the  different 
speakers  were  about  what  had  been  done 
in  the  past  towards  elimination  of  smoke 
and  liow  smokeless  firing  could  be  carried 
out.  Only  a  few  years  ago  a  large  per- 
centage of  the  Traveling  Engineers"  As- 
sociation held  the  opinion  that  smokeless 
tiring  was  possible  only  under  very  favor- 
able Conditions,  but  now  the  first  expres- 
sion heard  was  to  the  effect  that  smoke- 
less hring  was  merely  a  matter  of  skill 
and  care,  especially  care. 

A  most  formidable  report  on  "Operation 
of  All  Locomotives  with  a  View  of 
Obtaining  Maximum  Efficiency  at  Lowest 
Cost"  was  presented  by  a  committee  of 
which  Mr.  1.  K.  Scott  was  chairman,  as- 
sisted by  Messrs.  P.  J.  Miller,  J.  J.  Mc- 
Neill, W.  L.  Robinson,  C.  W.  Hyde,  F.  VV. 
Edwards,  M.  H.  Haig  and  G.  W.  Tawse. 
It  would  be  difficult  to  name  an  im- 
portant subject  connected  with  locomotive 
i-jperatiiju  that  this  report  failed  to  cover 
and  to  throw  new  light  thereon.  Realiz- 
ing the  magnitude  of  their  subject,  the 
committee  circumscribed  the  investigation 
to  certain  prime  factors  as  follows: 

"1.  Assignment  and  distribution  of 
power. 

"2.  Classified  or  general  rei'airs,  when 
and  how  made. 

"3.  Location,  application  and  operation 
of  lubricators,  injectors  and  other  boiler 
attachments. 

"4.  Terminal  inspection  and  maintenance 
of  locomotives. 

"5.  Superheaters,  brick  arches,  their 
care,  operation  and  maintenance. 

"6.  Selecting,  employing,  promotin,?, 
examining  and  instructing  engineers  and 
firemen  with  a  view  of  securing  and  main- 
taining good  service. 

"7.  Terminal  and  road  facilities  for 
turning  and  prompt  liandling  of  power. 

"8.  Handling  and  firing  locomotives 
with  a  view  of  obtaining  maximtim  efli- 
cicnry. 

"9.  Heat,  steam,  power  and  time  that  is 
wasteii  and  how  to  avoid  it." 

When  a  practical  man  examines  and 
analy/es  these  factors  of  locomotive 
management  he  is  likely  to  receive  the 
impression  that  nothing  of  importance  lias 
been  left  out.  In  order  to  sustain  this 
impression  we  cordially  invile  oiir  readers 


to  procure  from  Secretary  Thompson  a 
copy  of  this  report  and  to  give  it  the 
careful  study  it  deserves.  The  report  is 
of  a  character  that  would  supply  edify- 
ing material  for  discussion  to  last  over  a 
whole  convention. 


President    Underwood    Gives   Text   for 
Practical   Sermon. 

In  an  address  delivered  by  President 
Lfnderwood,  of  the  Erie,  before  the  su- 
perintendents at  their  New  York  meeting 
certain  expressions  were  used  which  are 
worthy  of  becoming  railroad  proverbs. 
One  expression  can  be  made  the  basis 
of  an  eloquent  sermon  when  Mr.  Under- 
wood says,  "Seek  to  instil  into  every  em- 
ployee the  truth  that  each  year  of  his 
service  improves  and  cements  his  rela- 
tionship with  the  company — permanency 
makes  for  efficiency." 

We  have  been  much  impressed  with  an 
editorial  in  the  Railway  Age  Gazelle  on 
the  above  text  and  we  gladly  reproduce 
the  more  salient  points  which  read :  "In 
all  walks  of  life,  words  of  censure  for 
misconduct  are  necessary  and  are  familiar 
in  everybody's  experience ;  while  words 
of  commendation  for  good  conduct  freeze 
on  our  lips.  Cementing  things  together 
is  a  process  not  always  easy  to  explain 
Chemists  tell  us  that  in  old  brick  walls 
the  mortar  and  the  bricks  are  found  to- 
have  united  in  a  way  which  cannot  be 
explained,  so  that  the  union  between  the 
mortar  and  the  bricks  is  stronger  than 
the  cohesion  in  the  brick  itself  or  in  the 
mortar  by  itself.  So  in  the  relations  be- 
tween employer  and  employee  there  is  a 
new  cementing  each  year. 

"A  superintendent  has,  say,  100  men- 
of  a  certain  class.  Ten  of  them  have  been 
reprimanded  or  otherwise  talked  to  dttr- 
ing  the  past  year  concerning  derelictions, 
five  have  been  commended  for  some 
specific  act,  and  S.S  do  not  appear  on  tlie 
record.  Tlu-re  has  been  no  formal  com- 
munication covering  the  quality  of  their 
work  or  conduct.  It  must  he  presumed 
that  their  services  were  satisfactory. 
What  can  lie  done  to  better  encourage 
this  larger  number?  They  may  feel  as 
though  they  had  been  i,gnored.  To 
strengthen  their  loyally  something  more 
definite  is  needed.  Everybody  admits 
that  something  ought  to  be  done;  but 
what,  when  and  how? 

"One  superintendent  says  that  the  pay 
envelope  answers  tlie  question,  .'\grceing, 
for  the  niouient.  with  this  view,  it  is  safe 
to  say  that  the  great  majority  of  officers 
would  like  to  add  something  more,  even 
if  there  be  nothing  owing  to  the  employee. 
Should  a  htler  or  message  go  with  every 
pay  envi-lopi'  That  would  make  the 
thing  too  eonnnon.  The  three-line  para- 
graph from  the  directors,  at  the  end  of 
tlieir  annu.al  report  to  the  stockholders, 
stands  at  the  opposite  extreme.  This  cx- 
[ircssion  of  appreciation  is  so  very  general 
that   it    h.is   no   clTect   at   all.     A    circular 
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from  the  general  manager,  sent  separately 
in  envelopes,  one  to  each  employee,  is  an 
improvement  on  the  directors'  method ; 
but  still  it  is  pretty  vague.  Speeches  at 
meetings  for  "safety-first,"  or  other  pur- 
poses, are  also  unsatisfactory. 

"The  need  is  for  an  individual  com- 
munication ;  a  letter  or  message  known  by 
the  recipient  to  be  based  on  thoughts 
concerning  him,  and  referring  to  no  other 
employee.  On  one  road,  the  name  of 
which  we  do  not  recall,  a  brief  com- 
mendatory letter  was  sent,  one  December, 
to  each  employee  whose  record  for  12 
months  was  clear,  and  the  result  was  very 
gratifying.  Credits  for  specially  meri- 
torious acts,  to  be  entered  in  a  printed 
monthly  bulletin,  are  now  common  on 
many  roads.  These  seem  to  be  quite  gen- 
erally liked ;  but  one  hears  frequently  the 
objection  that  it  is  not  good  practice  to 
commend  a  man  for  doing  his  simple 
duty.  To  make  a  distinction  between 
what  is  in  the  line  of  duty  and  what  is 
not,  is  often  difficult.  And  there  is  the 
more  serious  objection  that  the  rewards 
are  very  unequal.  The  most  vigilant 
telegraph  operator  may  wait  five  years, 
or  even  ten,  before  he  sees  a  fallen  brake- 
beam  in  a  passing  freight  train;  while 
some  comparatively  lazy  young  novice 
may  in  the  meantime  get  his  name  in  the 
record  by  good  luck.  The  publication  of 
these  commendatory  bulletins,  however, 
is  a  move  in  the  right  direction.  If  any 
ill  effects  shall  result  from  their  use,  the 
need  will  be  not  for  abolition  but  for  cor- 
rection.    Can  this  feature  be  improved?" 


Proper  Proportions  of  Locomotives. 

The  locomotive  engine  is  an  excellent 
example  of  evolution,  the  proportions  best 
suited  for  making  an  efficient  engine  hav- 
ing been  settled  upon  by  the  tentative,  or 
try  again,  process.  The  individuality  for 
which  motive  power  officials  have  been 
celebrated  all  over  the  world  has  tended 
to  diversify  the  relative  proportions  of 
locomotive  parts,  such  as  boiler  surface 
to  cylinder  magnitude,  and  these  days  of 
immense  sizes  and  weights  have  not  tend- 
ed to  bring  about  agreement  as  to  what 
the  proportions  of  cylinders  and  driving 
wheels  to  boiler  and  adhesive  weight 
ought  to  be.  While  diversity  seems  to  be 
growing  worse  confounded,  it  may  be 
v.ell  to  consider  some  reports  of  tlie 
American  Railway  Master  Mechanics' 
A.S50ciation.  being  the  results  of  careful 
investigations  of  the  proportions  of  loco- 
motive parts  that  produced  the  most  ef- 
ficient engine. 

In  an  admirable  report  adopted  by  the 
American  Railway  Master  Mechanics' 
Association  years  ago,  a  judicious  com- 
promise was  effected  between  conflicting 
claims,  and  rules  for  dimensions  were 
laid  down  which  were  plain,  simple  and 
comprehensive.  That  report  establishing 
standard    ratios    between    the    power    ap- 


plicable for  turning  the  driving  wheels 
and  the  weight  available  for  adhesion  has 
exerted  a  most  important  influence  upon 
locomotive  designing,  but  the  rules  and 
formulae  have  been  ignored  by  not  a  few 
designers  and  people  ordering  locomo- 
tives, so  we  consider  that  a  brief  discus- 
sion of  the  subject  may  have  a  profitable 
effect. 

When  people  first  began  to  experiment 
with  engines  on  wheels,  the  tendency  was 
to  apply  more  power  to  turning  the  driv- 
ing wheels  than  was  warranted  by  the 
weight  available  for  adhesion,  with  the 
result  that  the  wheels  slipped  so  badly 
that  cog-rack  rails  were  introduced  on 
some  of  the  pioneer  railways.  Expe- 
rience paved  the  way  out  of  this  difficulty, 
and  the  first  high-speed  locomotive, 
Stephenson's  "Rocket,"  hit  a  happy  me- 
dium between  tractive  power  and  ad- 
hesive weight,  although  the  proportions  of 
other  parts  were  changed  on  engines  sub- 
sequently built.  The  "Rocket"  had  cyl- 
inders 8  X  16.5  inches,  and  the  boiler  had 
138  square  feet  of  heating  surface.  This 
give  1.37  square  feet  of  heating  surface 
to  each  inch  of  cylinder  diameter  and 
one  square  foot  of  heating  surface  to  12 
cubic  inches  of  cylinder  content.  The 
cylinders  were  doubtless  found  too  large 
for  the  boiler,  as  in  the  locomotives  built 
immediately  afterwards  the  ratio  of  heat- 
ing surface  to  cylinder  volume  was  ma- 
terially increased.  The  "Planet"  class  of 
Stephenson  engines  and  the  early  Bury 
locomotives  had  cylinders  11  x  16  inches 
and  about  300  square  feet  of  heating 
surface.  This  gave  a  little  over  2  square 
feet  of  heating  surface  per  inch  of  cyl- 
inder area  and  about  one  square  foot  of 
heating  surface  for  8  cubic  inches  of  cyl- 
inder content.  This  was  a  high  ratio  of 
heating  surface  to  cylinder  capacity,  and 
the  engines  built  with  these  proportions 
were  noted  for  efficiency. 

It  is  difficult  to  ascertain  the  boiler  di- 
mensions of  early  American  locomotives; 
but  the  indications  are  that  the  practice  of 
overcylindcring  the  engines  that  became  a 
serious  and  notorious  evil  began  early,  al- 
though there  were  exceptions  made  by 
some  builders.  A  famous  Norris  engine, 
exported  to  England  in  1839,  used  with 
great  success  in  operating  a  steep  incline 
on  the  Birmingham  &  Gloucester  Railway, 
had  cylinders  10.5  x  18  inches  and  362 
square  feet  of  heating  surface,  giving  a 
ratio  of  one  square  foot  of  heating  sur- 
face to  8.6  cubic  inches  of  cylinder.  The 
"Dc  Witt  Clinton,"  the  first  locomotive 
built  in  New  York  State  had  about  the 
same  proportion  of  heating  surface  to 
cylinder  as  the  "Rocket"  and  Baldwin's 
first  locomotive  "Old  Ironsides"  had  one 
square  foot  of  heating  surface  to  11  cubic 
inches  of  cylinder. 

It  is  a  good  illustration  of  how  readily 
people  accept  custom  as  being  good  busi- 
ness   that    until    about    the    beginning    of 


the  Twentieth  Century,  very  few  heads 
of  railroad  motive  power  departments  paid 
much  attention  to  the  relative  proportions 
of  cylinders  and  heating  surface,  for  we 
often  find  that  engines  with  different 
sizes  of  cylinders  were  equipped  with  one 
size  of  boiler,  although  both  engines 
were  to  be  employed  upon  the  same  ser- 
vice. This  was  a  method  of  design  that 
admitted  of  great  nominal  latitude  as  to 
the  power  of  locomotives.  The  methods 
of  estimating  locomotive  capacity  were 
ridiculous  and  indicated  a  very  low  scale 
of  intelligence  among  railway  master  me- 
chanics and  locomotive  builders.  An  in- 
crease of  one  inch  in  cylinder  diameter 
was  supposed  (not  estimated)  to  increase 
the  power  of  the  engine  ten  or  twelve  per 
cent.  That  change  in  dimension  would 
also  be  likely  to  increase  the  coal  con- 
sumption twenty  per  cent.,  and  the  rapid- 
ity of  wear  fifteen  per  cent.  Through  an 
erroneous  principle  the  price  of  locomo- 
tives was  based  upon  cylinder  capacity. 
This  made  the  builders  directly  inter- 
ested in  making  the  cylinders  large  and. 
the  boiler  small.  Until  well  into  the 
Twentieth  Century  we  never  were  aware 
of  any  locomotive  builder  claiming  any 
merit  for  supplying  large  boilers  in  pro- 
portion to  cylinder  capacity. 

The  writer  was  once  directly  interested 
in  a  transaction  in  new  locomotives  that 
seems  very  edifying  many  years  after  the 
thing  happened.  The  heaviest  type  of 
locomotive  belonging  to  a  certain  railroad 
company  had  cylinders  17  x  24  inches  and 
driving  wheels  with  56  inch  centers.  The 
engines  worked  fairly  well,  but  in  placing 
an  6rdcr  for  a  group  of  new  ones,  the 
request  was  made  that  they  should  be  a 
little  heavier  than  the  old  engines.  The 
order  was  filled  in  due  course  and  the 
new  engines  were  found  to  have  cylinders 
one  inch  greater  diameter  than  the  old 
ones,  but  the  heating  surface  and  all  other 
parts  were  of  the  same  size  as  those  of 
the  old  engines.  The  price  charged  for 
the  new  engines  was,  however,  fifteen  per 
cent,  greater  than  the  price  paid  for  the 
old  ones.  It  was  found  in  practice  that 
the  new  engines  were  over  cylindered  and 
they  never  did  the  work  of  train  liauling 
as  well  as  the  old  ones. 

Machinery  Accidents. 
As  legislature?  in  nearly  every  state 
of  the  L'nion  have  recently  been  passing 
laws  for  the  purpose  of  protecting  the 
limbs  and  live.-;  of  industrial  workers,  we 
wish  to  direct  attention  to  the  fact  that 
familiarity  with  appliances  that  may 
prove  dangerous  does  not  always  tend  to 
make  men  wise.  Indeed,  in  some  cases 
it  is  the  ancient  trouble  of  familiarity 
breedinsr  contempt  of  danger.  How  else 
can  we  account  for  the  sad  and  sicken- 
ing, almost  taiitologicnl  repetition  of  ac- 
cidents rcsultin.c  solel.%  through  the  care- 
less  use   of   machinery,   year   after  year. 
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altliough  the  fullest  light  ul  (.xpiriinco 
has  been  thrown'  in  each  case  on  those 
who  have  owed  their  death,  perhaps  to 
nothing  but  their  own  astounding  lolly 
and  gross  carelessness  beyond  all  helict? 
In  the  case  of  accidents  connected  uiih 
the  manipulation  of  machinery  this  is  the 
more  strange,  as  the  worst  and  tlic  most 
deadly  disasters  generally  befall  those 
who  are  most  intimately  acquainted  with 
the  nature  of  the  mechanism  in  whose 
midst  they  are  prol)ably   moving   daily. 

Let  us  particularize.  We  believe  a 
good  many  casualties  are  due  to  the  care- 
less handling  of  belts,  and  especially  the 
throwing  thfm  on  or  ofT  pulleys  in  mo- 
tion. There  is,  of  course,  a  right  and  a 
wrong  way  to  put  on  a  belt.  One  speak- 
ing from  actual  experience  says :  The 
belt  should  be  first  placed  on  the  pulley 
at  rest,  and  then  run  on  to  the  one  in 
motion.  In  some  cases  where  the  belt  is 
heavy  or  the  shaft  runs  very  swiftly,  it 
is  best  to  slacken  the  speed  so  that  the 
shaft  barely  moves.  Where  this  is  im- 
practicable great  care  should  be  observed 
in  mounting  the  belt  (jn  the  pulley  Ian. 
The  operator  should  liave  a  firm  and 
solid  foothold,  and  one  that  no  part  of 
his  person  or  clothing  gets  between  the 
belt  and  pulley.  Then  again,  belts  from 
running  overhead  shafts  are  frequently 
run  on  or  off  by  means  of  a  long  stick. 
the  operator  standing  on  the  floor.  In 
throwing  a  belt  off  the  danger  of  acci- 
dent is  not  great,  but  in  running  a  belt 
on  in  this  manner  the  slick  is  liable  to 
be  caught  and  thrown  with  great  violence, 
at  the  hazard  of  breaking  human  heads 
or  valuable  machinery.  Such  a  practice 
as  this  is  very  dangerous.  Sometimes  a 
very  careless  operator  will  stand  on  the 
floor  and  just  cast  the  belt  on  the  face 
of  the  revolviii.;;  overhead  pulley.  '  )nce 
on  it  must  be  held  motionless  in  its  |ilace 
with  one  hand  against  the  friction  of 
the  pulley  face,  while  the  other  hand 
guides  it  on  the  loose  pulley  of  the  ma- 
chine, or  the  ti,L;lit  pulley,  if  there  hv  no 
loose  one.  The  danger  surely  is  oliviuus 
— the  belt  may  catch  in  a  projecting  key, 
or  the  head  of  a  set  screw,  or  double 
under  on  Ihc  shaft,  when  it  will  wind  up 
with  a  velocity  corresponding  to  Ibe 
speed  of  the  shaft,  and  perhaps  carry  the 
workman   with   it. 

Besides  these  special  perils  we  lia\e 
the  reprehensive  practice  of  using  fast 
an<l  loose  pulleys  without  a  belt  guiile. 
which  too  often  leads  to  deplorable  acci- 
dents A  notewortliy  instance  has  been 
recently  recorded  in  a  contemporary.  .\ 
man  was  adjusting  a  pair  of  steam-power 
shears,  and  by  some  means,  and  all  un- 
expectedly to  him.  the  belt  on  the  lo.  ,-e 
pulley  worked  over  on  the  stationary  pul- 
ley, and  set  the  shears  in  motion.  Ili^ 
left  arm  at  the  time  was  between  tin- 
blades,  which,  closing  with  great  force, 
nearly  severed  the  arm  near  the  wrist, 
■cutting  through   the   llcsh   and   bones,   and 


li-.iving  the  hand  hanging  by  a  few 
tendons  and  tin-  skin.  Tlie  .irui  was  am- 
putated near  the  elbow. 


Ideal  Enginemen. 

A  high  official  of  the  Baltimore  &  Ohio 
Railroad  put  himself  on  record  recently 
by  praising  the  highly  intelligent  way  tlie 
enginemen  of  the  company  had  acted  in 
operating  mechanical  stokers  that  had 
been  put  upon  many  locomotives  belong- 
ing to  the  company.  One  of  the  most 
hopeful  signs  of  the  times  for  the  eco- 
nomical operation  of  railways  is  the  ac- 
tive interest  displayed  by  locomotive  tire- 
men  in  all  matters  pertaining  to  the  man- 
agement of  the  locomotive.  The  indica- 
tions arc  that  the  officials  performing  the 
duties  of  selecting  firemen  display  much 
care  in  choosing  the  men  suitable  for  the 
duties  which  the  men  are  expected  to 
perform.  The  present  fireman  is  the  fu- 
ture engineer,  and  the  locomotive  engineer 
can  do  more  to  save  or  to  waste  the  em- 
ployer's money  than  any  other  railway 
man.  The  fireman  of  the  past  was  satis- 
lied  if  he  could  learn  to  handle  the  engine 
in  any  way  that  would  enable  him  to 
make  running  time  when  his  turn  to  sit 
on  the  right  hand  side  came  around.  His 
principal  ambition  as  a  fireman  was  to 
keep  the  safety  valves  blowing  when  the 
engine  was  at  work.  From  r,ather  ex- 
tended observations  we  have  come  to  the 
conclusion  that  the  fireman  of  today  is 
striving  to  find  out  how  he  can  induce 
the  engine  to  make  running  time  with  the 
least  possible  expense  for  fresh  luliricants 
and  repairs. 

Men  who  are  occupying  tluir  minds 
with  sclicmes  for  making  the-  iiiijiiu-  work 
more  economically  than  it  ever  worked 
before  will  give  a  good  accoimt  of  them- 
selves as  locomotive  engineers.  Mean- 
while we  would  caution  these  anxious 
in(|uirers  after  knowledge  against  ini.iy- 
ining  that  they  have  learned  the  whole 
business  because  they  are  alile  to  take 
part  in  the  discussion  of  enginterina 
questions.  To  the  young  man  starting 
out  we  would  respectfully  give  the  fol- 
lowing advice  from  an  old  and  very  suc- 
ccssful  engineer  that  has  .already  been  in 
print : 

When  a  fireman  is  promoted  to  llie  po- 
sition of  engineer,  he.  as  a  general  thing, 
wants  every  person  to  know  that  he  has 
taken  possession  of  the  right  baud  side 
of  the  cab.  and  will  try  to  ni.ike  faster 
lime  than  tin-  old  mi'n.  and  will  feel  in- 
dignant with  all  his  companions  on  the 
road  if  they  fail  to  pay  him  the  admira- 
tion he  Considers  his  due.  .*\ny  mistake 
m.adc  by  other  trainmen  will  bring  forth 
protest  in  words  not  found  in  the  dic- 
tiou.ary.  This  is  not  the  way  to  l)ecome 
popidar  or  successful.  A  better  way  is 
i''>r  this  young  runner  to  make  himself 
familiar  with  all  train  rules  and  regula- 
tions  issued   by   the   company  he  is   work- 


ing for;  particularly  should  he  become 
thoroughly  ac(|uainted  with  the  schedule 
rights  of  trains,  and  understand  all  tele- 
graph orders  before  signing  them,  and 
then  carry  them  out  to  the  letter. 

Young  engineer,  when  you  arrive  at 
the  end  of  the  trip  you  must  always  have 
plenty  of  water  in  the  boiler  and  must 
make  sure  for  yourself  that  such  is  the 
case.  Look  around  your  engine  carefully 
and  if  you  discover  any  loose  nuts  tighten 
them.  Cultivate  the  habit  of  examining 
the  motion  for  defects  because  that  is  an 
engineering  accomplishmei.t  easy  of  de- 
velopment. Enter  notes  of  defects  in  the 
book  kept  for  the  purpose,  but  never  re- 
port work  unless  it  needs  to  be  done.  If 
you  do.  the  roundhouse  foreman  will 
come  to  the  conclusion  after  a  time  that 
you  want  to  make  yourself  conspicuous 
and  will  not  pay  much  attention  to  your 
reports.  .After  you  go  home  or  to  your 
boardin.g  bouse  wash  and  eat  your  meal. 
Don't  in  the  evening  go  to  some  saloon 
frequented  by  railroad  men  and  get 
"blowing"  what  kind  of  a  run  you  made, 
and  that  conductor  so  and  so  is  of  no 
account,  and  if  you  could  get  all  the  work 
you  reported  done  to  the  engine  you  could 
pull  more  cars  than  any  engine  on  the 
division.  Never  do  any  railroading  when 
you  are  off  your  engine,  you  have  enough 
to  do  while  there. 

Never  talk  ill  about  your  fellow  em- 
ployees and  especially  the  officers  under 
whom  you  work.  They  may  have  their 
faults,  but  it  is  not  your  business  to  cor- 
rect them.  Be  kind  to  your  fireman  and 
co-operate  with  him  as  far  as  it  lies  in 
your  power.  Be  courteous  to  strangers, 
and  if  tlu-y  ask  questions  about  your 
work  answer  as  intelligently  as  your 
knowledge  will  admit  and  remember  that 
you  may  he  entertaining  angels  unawares. 
That  has  happened  before.  Be  sure  you 
are  rigiit.  tlien  go  ahead.  In  case  of 
doubt  take  the  safe  side. 


Knowledge  Is   Powrer. 

.Spanish  words  and  phrases  are  made 
lilain  to  aHyi>ne  requirin.g  that  line  of 
knowledge  by  the  Joseph  Dixon  Crucible 
Company  who  have  issued  a  little  pam- 
plilet  entitled.  "Useful  .Spanish  Words  and 
Phrases."  The  little  pamphlet  is  simply 
intended  as  an  aid  to  those  who  desire  to 
make  their  wants  known  and  is  not  in- 
tended as  a  treatise  on  the  Spanish 
language. 

.\  copy  will  be  sent  to  anyone  interested 
by  addressing  the  Joseph  Dixon  Crucible 
Ccmipany.  Jersey  City.  N.  J.  Do  not 
hesitate  to  send  for  it  if  you  need  the 
increase  of  knowledge,  and  whether  you 
need  it  or  not  there  is  no  danger  in  know- 
ing too  nuieb  and  it  is  always  a  sure  sign 
of  a  trained  mind  and  a  keen  intellect  to 
have  some  mastery  in  langua.ges.  living 
or  dead,  especially  living. 
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Air  Brake  Department 


Operation  of  A.  M.  M.  Equipment. 

Last  month's  issue  contains  views  of 
the  brake  valve  and  triple  valve  of  the 
A.  M.  M.  equipment,  and  it  is  now  de- 
sired to  give  a  very  brief  description  of 
the  operation  of  this  brake. 

W'ith  the  main  reservoirs  charged,  and 
the  brake  valve  handle  in  release  position, 
the  compressed  air  flows  through  the 
brake  valve  into  the  brake  pipe  triple 
valve  and  auxiliary  reservoir,  charging 
them  to  the  pressure  to  be  employed,  and 
it  will  be  noted  that  the  double  check 
valve  has  a  connection  with  tlie  auxiliary 
reservoir. 

The  control  pipe,  whicli  is  used  princi- 
pally for  graduated  release  and  hi.gh  pres- 
sure emergency,  as  well  as  for  quick  re- 
charge, is  charged  from  a  separate  leeif 
valve  which  also  supplies  the  brake  valve 
from  the  main  reservoir. 


To  apply  the  brake  with  an  automatic 
service  application,  or  when  it  is  desired 
10  apply  the  brake  on  other  cars  that  may 
be  coupled,  the  handle  is  placed  in  auto- 
matic service  position,  when  the  brake 
valve  discharges  air  from  the  brake  pipe 
lo  the  atmosphere  at  a  given  rate,  and  the 
triple  valve  responds  in  the  usual  manner, 
working  in  quick  service  to  hasten  the 
brake  pipe  reduction,  and  admitting  air 
from  the  auxiliary  reservoir  through  the 
double-check  valve  to  the  brake  cylinder 
applying  the  brake. 

The  application  ceases  with  a  return  of 
the  handle  to  automatic  lap  position,  or  if 
lift  in  service  continues  until  the  auxil- 
i:iry  reservoir  and  brake  cylinder  have 
equalized  in  pressure. 

Wlien  a  release  after  an  automatic  ap- 
plication is  (U-sircd  it  can  be  made  straight 


is       maintained       against      any       leakage. 

The  release  after  emergency  is  accom- 
|)lished  by  returning  the  valve  handle  to 
release  position,  restoring  brake  pipe  pres- 
sure and  recharging  the  auxiliary  reser- 
\oir. 

As  our  purpose  is  to  merely  give  an 
idea  of  the  operation  of  this  brake,  we 
think  this  will  suffice  as  complete  in- 
structions covering  manipulation,  opera- 
tion and  care  of  the  equipment  accom- 
pany any  installation,  or  are  furnished  to 
any  one  interested  upon  application  to- 
the  manufacturers. 


Brake  Valve  Repairs. 

Repairing  a  defective  brake  valve,  as 
practiced  in  some  railroad  repair  shops, 
i.;  an  operation  that    is  governed  by  the 


^  fz/v  TO  3r/?/9/cMr 
i^//t  /t/'PLfc/ir/ofi/' 


No.  2-A— TRIPT.E   \  AL\K. 

To  apply  the  brake  on  the  motor  car 
alone  the  valve  liandle  is  moved  to 
straight  air  application  position,  wherein 
the  brake  valve  admits  air  from  the  main 
reservoir  to  the  straight  air  application 
and  release  pipe,  which  enters  the  doulile 
check  valve  back  of  piston  No.  4.  which 
when  moved  unseats  a  check  valve,  ad- 
mitting auxiliary  reservoir  pressure  as 
well  as  straight  air  pipe  pressure  to  the 
brake  cylinder. 

When  the  brake  is  applied  with  suf- 
ficient force,  the  brake  valve  handle  is  re- 
turned to  straight  air  lap  position,  cutting 
off  the  flow  of  air  through  the  brake 
valve. 

When  it  is  desired  to  release  .the  brake, 
the  handle  is  returned  to  release  position, 
and  the  brake  cylinder  pressure  escapes 
through  the  double  check  valve  and  brake 
valve  to  the  atmosphere. 


p  /4  DouBLe  C'-'rcf<  yttvr 
FIFE   CONNECTION  TO  BRAKE  CYLINDER  IIEAI' 


away  by  moving  the  brake  valve  to  re- 
lease position,  or  can  be  graduated  off  in 
any  amount  by  alternating  the  handle  be- 
tween release  and  automatic  lap  positions, 
or  between  straight  air  lap  and  automatic 
lap  positions. 

In  cases  of  emergency  the  valve  handle 
is  moved  to  emergency  position,  and  a 
l;'rge  opening  is  suddenly  made  in  the 
brake  pipe,  with  the  result  that  the  brake 
iv  applied  in  full  in  the  shortest  possible 
time,  as  the  sudden  reduction  causes  the 
triple  valve  piston  to  travel  its  full  stroke, 
operating  the  by-pass  piston  to  produce 
high-pressure  emergency  by  admitting 
o.ntrol  pipe  pressure  to  the  brake  cyl- 
inder. In  this  position,  brake  cylinder 
pressure  also  enters  through  the  double 
check  valve,  and  brake  cylinder  pressure 


work  report  of  the  locomotive  and  the 
time  consumed  in  making  the  repairs  is 
sometimes  governed  by  the  time  the  loco- 
motive remains  in  the  engine  house.  It 
is  sometimes  possible  to  make  a  passa- 
ble job  of  fitting  a  packing  ring  or  scrap- 
ing the  high  spots  off  a  rotary  valve  and 
its  seat  without  removing  the  entire  valve 
from  the  engine,  but  we  would  advocate 
a  removal  and  test  of  the  repaired  valve 
before  it  is  again  returned  to  service. 
When  a  brake  valve  has  been  in  service 
long  enough  to  require  a  new  packing 
ring  or  a  re- facing  of  the  rotary  valve 
and  scat,  it  should  be  removed  from  the 
engine  and  thoroughly  boiled  in  a  lye  vat 
!••  remove  the  burnt  oil  and  other  re- 
strictions from  the  ports  and  passages, 
and   after  this   is   d<-.ne   the  valve   can   be 
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examined    with    a    view    of    making    any 
necessary   repairs. 

When  the  valve  has  been  cleaned,  the 
bearing  of  the  rotary  valve  on  its  seat 
can  be  found  by  sprinkling  a  small  quan- 
tity of  flour  of  emery  on  the  face  of  the 
valve  and  rubbing  it  on  the  seat.  If  an 
imperfect  bearing  is  found,  the  distance 
from  the  upper  edge  of  the  rotary  valve 
to  the  portion  of  the  seat  upon  which 
the  upper  body  gasket  rests,  should  be 
measured  to  determine  whether  there  is 
suflkient  metal  to  permit  of  a  re-facing 
without  incurring  the  liability  of  the 
rotary  valve  key  becoming  disengaged 
from  the  valve  when  it  is  again  placed  in 
service. 

In  the  G6  brake  valve  this  distance  is 
2  inches  when  the  valve  and  seat  are  new, 
and  the  distance  should  not  be  allowed 
to  reduce  to  less  than  IJi  inches.  If  the 
distance  can  be  made  IJs  inches  by  the 
application  of  a  new  rotary  valve  it 
should  be  done,  but  if  a  new  valve  does 
not  increase  the  distance  the  desired 
amount,  the  seat  should  be  scrapped  and 
the  old  rotary  valve  used  on  a  new  seat 
if  the  distance  is  correct.  Removing 
more  metal  than  is  specified  will  create 
a  tendency  for  the  valve  to  become  dis- 
engaged from  the  key  after  the  valves  are 
again  in  service. 

To  be  positive  about  this  distance  in 
any  type  of  brake  valve,  place  the  valve, 
key.  upper  gasket  and  body  in  position, 
with  the  rotary  key  gasket  and  valve 
spring  removed,  then  by  inarking  the  key 
at  the  point  it  extends  through  the  body 
and  drawing  it  up  as  far  as  it  will  come, 
and  making  another  mark  on  the  key  will 
show  how  far  the  key  can  lift  in  the 
valve  when  the  rotary  key  gasket  is  en- 
tirely worn  out.  Subtracting  the  distance 
from  the  original  scant  H  of  an  inch  en- 
gagement of  the  valve  and  key  leaves  the 
amount  of  engagement  when  the  rotary 
key  gasket  becomes  entirely  worn  out. 

After  this  part  of  the  brake  valve  is 
known  to  be  correct  the  preliminary  ex- 
haust port  bushing  should  receive  atten- 
tion; if  it  is  enlarged  beyond  1/16  of  an 
inch  it  should  be  re-bushed. 

Bushing  this  port  in  the  average  rail- 
road shop  consists  principally  of  plugging 
the  port  with  a  piece  of  brass  of  the 
proper  length,  sliaping  up  the  upper  edge 
with  a  3/16  drill,  and  drilling  through 
with  a  1/16  drill. 

The  measurements  and  size  of  port 
opening  through  the  bushing  being  cor- 
rect, the  highest  points  on  the  valve  and 
seat  can  he  found  by  the  use  of  a  scale, 
if  considerable  wear  is  shown  the  sur- 
faces can  be  trued  up  on  a  lathe,  but  if 
the  wear  is  only  a  slight  amount,  a  fine 
■file  can  be  used  on  the  high  places  on  the 
valve  and  seat.  Only  an  experienced 
workman  should  be  permitted  to  use  a 
file  on  the  valve  or  seat  as  a  few  mis- 
placed strokes  can  practically  ruin  one  of 
tlie  parts. 


The  valve  and  seat  should  be  rubbed 
together  dry,  the  high  places  noted  and 
scraped  off.  Grinding  in  a  rotary  valve 
is  merely  a  meaningless  expression. 
Grinding  material  should  not  be  used. 
The  use  of  lead  or  a  similar  substance  to 
find  the  bearing  surfaces  is  a  mistaken 
idea.  The  way  to  find  the  actual  wear- 
ing surfaces  is  to  rub  the  valve  on  the 
scat  when  it  is  perfectly  dry.  When  the 
valve  is  finished  dry  it  will  Ipave  a  hard, 
liighly  polished  surface  that  will  outwear 
any  valve  that  can  be  finished  by  grind- 
ing. Leaving  the  bearing  a  trifle  heavier 
near  the  center  of  the  valve  than  at  the 
outside  will  avoid  a  hard  handling  brake 
valve.  Removing  the  pin  from  the  center 
of  the  rotary  valve,  and  replacing  it  after 
the  work  is  completed  is  merely  a  waste 
of   time.     With   the   116  or   S6  valves   a 


leakage     from     the     rotary     key    gasket. 

Before  applying  a  new  key  it  should 
be  fitted  into  the  rotary  valve,  and  any 
blurs  that  would  tend  to  stick  the  key  in 
the  valve  should  be  removed.  The  handle 
should  be  a  tight  fit  on  the  key ;  an  old 
handle  can  sometimes  be  tightened  on  an 
iild  key  by  mashing  it  in  a  vise,  but  it  is 
I. referable  to  use  a  new  handle  if  the  old 
une  cannot  be  made  to  fit  a  new  key. 

When  the  lower  portion  of  the  brake 
valve  is  reached  the  threaded  portion 
should  be  examined,  and  if  the  exterior 
is  found  free  from  any  defects,  the  bush- 
ing should  be  examined  with  a  view  of 
determining  the  amount  of  wear.  Any 
ordinary  shoulder  can  be  scraped  out  in 
a  few  seconds'  time  by  the  use  of  a 
scraper  with  a  perfectly  straight  edge, 
but  if  the  bushing  is  enlarged  to  an  ex- 


14— DOUBLE  CHECK  V.\LVE. 


brass  band  can  be  made  to  fit  loosely 
around  the  valve  seat  and  extend  a  trifle 
above  it  to  keep  the  valve  in  place  when 
revolving  it  on  the  seat  to  find  the  bear- 
ing. Covering  a  valve  and  seat  with  a 
mixture  of  oil  and  grinding  compound  is 
a  very  poor  practice  as  small  quantities 
oi  the  mixture  adheres  to  the  edges  of 
the  port  openings  and  cuts  into  the  brass, 
whereas  if  the  work  is  done  with  a  dry 
valve  and  scat  there  is  no  possibility  of 
lengthening  any  of  the  ports. 

When  the  valve  and  seat  are  finished 
the  ports  should  be  thoroughly  blown  out 
witli  a  jet  of  compressed  air  or  steam. 

Lost  motion  between  the  valve  and 
key.  the  key  and  body  and  the  key  and 
handle  should  be  taken  out.  .Very  often 
tlie  application  of  a  new  rotar>'  key  takes 
up  all  of  the  lost  motion,  but  if  a  new 
key  is  too  loose  in  the  valve  body,  the 
body  or  case  sliould  be  renewed  as  too 
loose  a  key  means  a  constantly  growing 


tent  that  it  is  difficult  to  fit  a  ring  the 
lower  case  should  be  rebushcd. 

When  the  packing  ring  is  fitted  it 
should  fit  the  groove  of  the  piston  as 
well  as  the  bushing,  and  it  should  be 
rubbed  in  dry  until  a  perfect  bearing  sur- 
face is  obtained  at  all  outside  points  on 
the  ring,  and  the  rubbing  must  be  con- 
tinued until  the  friction  is  reduced  the 
proper  amount. 

.\fter  the  valve  is  assembled,  and  the 
necessary  parts  are  lubricated,  the  valve 
should  be  tested  on  a  rack  that  will  per- 
mit of  its  controlling  a  very  small,  as 
well  as  a  very  large,  volume  of  brake 
pipe  pressure. 

When  testing  the  116  brake  valve,  note 
that  the  equalizing  reservoir  is  drained 
when  the  handle  is  in  emergency  posi- 
tion, also  that  the  maintaining  port  is 
open,  which  is  indicated  by  a  constant 
popping  of  the  safety  valve  of  the  dis- 
tributing valve.     When  correct  move  the 
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handle  to  lap  position,  and  disconnect  the 
excess  pressure  operating  pipe,  note  tliai 
there  is  a  strong  l)low  when  in  release, 
running  or  holding  positions,  and  no 
leakage  whatever  when  in  the  other  ihrce 
positions  of  the  brake  valve. 

Make  a  10  lb.  brake  pipe  rediutinn 
after  connecting  the  operating  pipe,  and 
note  that  there  is  no  leakage  from  any  of 
the  exhaust  ports,  and  note  that  the 
warning  port  is  open.  In  service  appli- 
cation position,  the  equalizing  reservoir 
should  reduce  from  110  to  9  lbs.  in  from 
Syi  to  6  seconds. 

With  the  valve  in  running  position  the 
application  chamber  should  reduce  in 
pressure  from  50  to  5  lbs.  in  fri  ini  3  to  4 
seconds. 

Test  the  equalizing  piston  b_\  making  a 
number  of  light  reductions,  and  noting 
that  the  piston  lifts  and  cuts  off  perfectly 
after  each  reduction. 

In  testing  the  S6  brake  valve  the  sann 
care  as  to  leakage  should  be  observed, 
note  that  the  warning  port  is  open,  and 
that  the  return  spring  returns  the  handle 
from  release  to  running,  and  from  quick 
to  slow  application  positions  as  the  hand 
is  removed  from  tlie  handle,  and  know 
that  there  is  no  leakage  from  the  e.xhaust 
port.  In  slow  application  position.  40 
lbs.'  application  chamber  pressure  should 
be  obtained  in  from  6  to  8  seconds,  and 
in  quick  application  position,  in  from  unc 
to  two  or  in  less  than  2  seconds. 

After  a  20  lli.  reduction  with  the  auto- 
matic brake  valve,  and  return  to  lap,  the 
independent  valve  should  exhaust  pres- 
sure from  the  application  chamber  and 
cylinder  from  SO  to  5  lbs.  in  from  2  to 
3  seconds. 

The  foregoing  will  show  up  a  U  aky 
rotary  valve,  but  if  there  is  any  doulit 
the  stop  cock  under  the  brake  valve  can 
be  closed,  and  with  the  brake  \.iK' 
handle  on  lap  a  rise  in  pressure  «ill  m 
dicate  a  leaky  automatic  rotary  va'.M 
In  case  of  doubt  on  the  part  of  the  S'l 
valve  the  application  cylinder  and  rek,,  - 
pipes  can  be  disconnected  and  tested  r 
leakage  from  the  rotary  valve. 


Acme-Flanged  Sectional  Locomotive  TanK 


Coining  Words. 

The  esteemed  Weather  Bureau  ii 
sprung  a  new  one.  It  is  the  word  "siiiop 
and  it  means  smoke  and  fog.  The  Ijiin. 
explains  that  very  frequently  there  ai 
times  when  this  mixture  is  apparent  in  llie 
atmosphere,  and  it  considers  the  new  word 
3   great   little   idea. 

Very  well,  "smog"  let  it  lie.  Hut  \\li\ 
md  there?  Let's  call  a  nuxture  of  -now 
and  mud  "smud."  A  mixture  of  snow 
and  soot  "snoot"  and  a  mixture  of  siiov. 
and  hail  "snail."  Thus  we  might  have  a 
weather  forecast : 

"Snail  today,  turning  to  snoot  tonight  : 
tomorrow    smoggy    with    smud,"    and 
on   lid   inliiiiluiii. 


The  poptdar  favor  with  wliicli  the  in- 
troduction of  the  Acme- l-langed  Sec- 
tniual  Locomotive  t.uik  is  being  received 
liids  fair  to  increase  with  the  coming 
demand  for  increased  railway  sijpplies. 
During  tlie  short  time  since  the  im- 
proved locomotive  tank  was  placed  on 
the  market  over  200  are  now  in  service, 
while  orders  are  being   negotiated   lor   em 


qi'.ence  the  cost  of  maintenance  is  largely 
reduced.  .\s  is  well-known  the  fiat  bot- 
tomed tank  of  ordinary  construction  must 
be  lifleil  otT  the  deck  every  time  it  is 
necess.iry  li^  renew'  <jr  calk  rivets  or 
calk  tile  seams.  The  construction  of  the 
.Acme  ll.iuged  tank  is  such  that  the  en- 
tire bottom  rests  tirmly  and  smoothly  on 
the  laid<   lloor  or  deck,  and  consequently 


ni;i  \n 


ri\K  TA- 


a  mimlier  ol  the  leading;  r.iilroails.  The 
|)riniipal  .uhanlages  of  the  marked  im- 
provement in  tile  .\cnie-l''langed  lank  are 
liiat  the  tank,  being  formed  from  plates 
with  edges  turned  towards  the  water 
-pace,  the  necessity  for  placing  rivet 
holes  in  the  top  or  bottom  is  eliminated. 
I  he  tendency  to  leakage  is  thereby  re- 
(I'.ued    io    a    nunimum,    and    as    a    consc- 
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There 
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called  U 
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f    the 
bottom. 


by  reason 
if  the  tank 
r  intportant  improve- 
tiention  need  only  be 
a  glance  their  merit, 
the  methods  of  sec- 
tional cniistniction  as  shown  in  the  ac- 
comiianv  ing  illustrations.  The  center 
section    ot     fan    is     directly     under     the- 
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■water   intake,  and   tends  to   retain   pieces  lugs.      Fig.   9    is   an    instructive    view    of 

of    coal,    cinders    and    sediment    passing  angle    irons,   tec   irons   and    rivets   neces- 

through  the  screen,  and  preventing  them  sary  in  the  construction  of  the  old  style 

from    reaching    the    side    fans    and    clog-  of   tank,   but   are   dispensed   witli    in    the 

ginp     (he     iniccu.r.-,       TIic     ounslructiou  .\cnie-FIangcd   tank. 


SECIION    \IE\V    OV    THE    ,\(ME  FI..\NT,En   I.' 


IMOTUF.  TANK. 


llirougliout  is  strong  and  simple,  and 
yap  riveter  is  used  instead  of  the  "gun" 
ivpe  of  riveter  in  the  top  and  bottom 
flanges.  The  complete  absence  of  angle 
and  tee  irons,  and  sharp  corners  in  the 
interior  of  the  tank,  also  aids  in  pro- 
longing the  life  of  the  bottom  of  the 
tank.  Records  of  service  have  already 
sliown  that  the  cost  of  maintenance  has 
been  greatly  reduced  by  the  introduction 
.if  ibe  .'\cme-Flanged  sectional  tanks. 


Development   of   Manipulative   Skill. 

Wherevir  we  tind  an  article  that  dis- 
plays skill  in  finish  or  construction  we 
may  conclude  tliat  it  came  from  the 
hands  of  a  skillful  workman.  We  may 
also  safely  decide  that  the  person  who 
performed  the  work  acquired  the  neces- 
sary skill   by  years  of  diligent  labor. 

Among  the  most  ancient  products  of 
skill  and  industry  preserved  in  our  mu- 
seums  are   weapons   that   had   been   used 


.\ugust  eacli  year,  nor  from  Christmas 
to  the  twenty-third  day  of  January. 

No  person  was  allowed  to  work  at  the 
trade  who  had  not  served  an  apprentice- 
ship or  service,  or  had  been  instructed 
by  his  father  for  that  term.  Sons  gen- 
erally followed  the  trade  of  their  father, 
und  the  "mysteries"  were  handed  down 
irom  generation  to  generation.  There 
«ere  advantages  in  learning  the  trade  in 
the  family  circle,  for  strict  penalties  were 
inflicted  upon  cutlers  having  more  than 
rjne  apprentice  till  the  old  one  was  in  his 
hist  year,  and  none  was  taken  on  for 
A  term  less  than  seven  years.  These  peo- 
]le  held  very  restricted  views  on  the 
protection  of  their  industries,  for  no  oc- 
cupier of  a  wheel  was  permitted  to  allow 
any  person  to  grind  or  glance  any  knives 
or  other  cutlery  instruments  there  who 
did  not  reside  within  the  "lordship,"  and 
no  one  was  suffered  to  follow  the  trade 
except  in  the  place  where  he  had  learned 
the  trade. 

That  seven  years'  period  of  apprentice- 
sliip  was  almost  universal,  and  was  en- 
tirely so  in  the  metal  trades.  Railway 
companies  e.xerted  much  influence  in 
breaking  down  the  seven  years  appren- 
ticeship. Most  of  them  introduced  the 
practice  of  making  four  years  the  term 
of  apprenticeship,  and  other  lines  of  in- 
dustry had  to  follow  suit. 


SK.\M    IN    BOTTOM  OF  OLD  TYPE    IWNK. 

The  illustrations  showing  the  method 
<if  construction  are  of  interest,  and  em- 
lirace.  besides  a  general  view  of  the 
tank  in  section,  the  parts  separately  num- 
bered and  other  details.  Fig.  1  shows 
tlanged  bottom  sections  set  a  little  dis- 
tance apart  before  starting  to  bolt  tem- 
liorarily.  F'ig.  2  shows  the  sections  tem- 
|iiirarily  bolted  and  ready  to  rivet.  Fig. 
Ji    is    a   view    of    the    under    side    of    the 


CORNER  OF  OLD  TYPE  T.\NK 


in  .\ssyria.  From  this  we  arc  led  tn  be- 
lieve that  systematic  efforts  to  aciiuire 
high  skill  by  workmen  was  first  devoted 
to  the  making  of  weapons.  Unfortunately 
the  whole  history  of  the  world  indicates 
that  high  skill  was  most  readily  employed 
in  the  production  of  weapons  intended  to 
destroy  human  life. 

K  sister  industry  to  that  of  sword  mak- 
ing was  that  of  cutlery,  which  is  a  very 


SECTION  OF  ACME-FL.VNGED  T.'\NK  Bol  lOM,  SHOW 
ING  METHOD  OF  RIVETING  SECTIONS  TOCKTUEK. 


ACME-FL.VNGED  JOINT. 


Imttom  sections  showing  smooth  surface 
and  absence  of  rivet  holes.  Fig.  4  is  an 
interior  view  of  partially  completed  tank. 
Fig.  5  is  an  interior  view  showing  braces 
riveted  in  place.  Fig.  6  shows  slope 
sheet  in  place,  showing  relation  of  braces 
to  the  same.  F"ig.  7  shows  braces  and 
splash  plates  in  position  on  one  side, 
l-'ig.  8  is  a  front  view  of  finished  tank 
showing  slope  sheet,  coal  gates  and  tank 


ancient  craft.  In  modern  times  the  cut- 
lers formed  very  close  guilds,  and  were 
very  strict  in  admitting  members.  One 
of  the  closest  of  these  guilds  was  com- 
posed of  the  cutlers  of  Sheflield,  England. 
.\mong  the  rules  of  the  Sheffield  guilds 
was  that  no  master,  servant  or  appren- 
tice shall  perform  any  work  pertaining 
to  their  service  or  mystery  for  eight  and 
twenty    days   ensuing   the   ciiihth    day   of 


Pennsylvania  Testing   Plant. 

The  Pennsylvania's  testing  laboratory 
and  electrical  departments  at  Altoona  are 
now  being  moved  into  the  new  $80,000 
building  erected  for  their  accommodation. 
One  of  the  new  machines  installed  has 
a  crushing  pressure  of  1,000,000  pounds, 
and  will  be  used  for  determining  the  lift- 
mg  strength  of  car  connections.  In  the 
electrical  department  is  a  light  globe  with 
a  capacity  of  960  bulbs  at  one  time.  The 
lioors  of  the  building  arc  an  experiment. 
On  a  five-inch  layer  of  sawdust  has  been 
placed  a  covering  of  one-half  inch  of  red 
cement.  The  process  was  discovered  in 
and  the  materials  imported  from  Greece. 
The  effect  is  to  deaden  sound  and  the 
floor  is  also  easier  on  the  feet  of  the 
men  who  have  to  do  their  work  in  a 
standing   position. 


Gas-Electric  Motor  Cars — St.  Louis 
Southwestern  Rwy. 
The  gas-electric  motor  cars,  eight  in 
number,  recently  ordered  from  the  Cien- 
eral  Electric  Company  have  been  received 
and  are  being  put  in  service.  The  details 
of  construction  conform  in  general  to  the 
standard  cars.  They  are  70  ft.  1-'^  in.  over 
bumpers  and  10  ft.  6)^  in.  wide  overall. 
The  weight  is  approximately  49  tons. 


The  Grand  Trunk  Pacific  is  complet- 
ing station  buildings  at  the  rate  of  one 
each  week,  20  havine  been  erected  re- 
cently on  the  m.'r:  '  '  trans-con- 
tinental  in   Britisli 
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Twenty-second  Annual  Convention  of  the  Traveling 
Engineers'  Association 


'I'lie  'rravcling  Engineers'  Association 
met  in  the  22nd  annual  convention  at 
Chicago,  on  September  IS.  It  vva.<;  the 
largest  meeting  licld  by  the  organization 
and  the  proceedings  were  unusually  in- 
teresting. After  the  usual  preliminary 
functions  President  Roesch  said : 

"1  hose  of  you  who  have  kept  in  touch 
with  the  various  articles  appearing  from 
time  to  time  in  the  railway  technical 
press  have  no  doubt  noticed  that  our  con- 
ventions are  always  spoken  of  as  the 
livest,  best  attended  and  hardest  working 
of  the  many  gatherings  of  railroad  men 
who  annually  get  together  to  forward 
the  interests  of  the  companies  they  rep- 
resent. The  credit  for  this  is  due  almost 
wholly  to  you  men  on  the  floor.  I  tliere- 
fore  trust  that  by  your  prompt  and  regu- 
lar attendance,  your  full  and  animated 
discussions,  you  will  in  this  convention 
sustain  the  reputation  achieved  in  the 
past. 

"Since  last  we  met  several  events  of 
serious  import  have  transpired,  all  un- 
foreseen at  that  time,  but  all  having  ma- 
terial influence  upon  our  present  condi- 
tion. I  refer  now  to  the  war  in  Europe, 
the  threatened  railway  strike  in  this  coun- 
try and  the  tentative  settlement  of  the 
Eastern  railway  rate  case.  Of  tliese  the 
final  outcome  of  the  first  is  as  yet  prob- 
lematic. The  second  is  in  the  process  of 
settlement  by  arbitration.  The  influence 
of  the  third,  however,  is  now  with  us 
and  demands  our  serious  consider.ttion. 
The  decision  in  the  Eastern  rate  case  is 
no  doubt  a  sore  disappointment  to  the 
managements  of  the  railways  concerned. 
Lnder  our  form  of  government,  how- 
ever, it  was  about  wliat  was  to  have  been 
expected.  While  a  few  slight  increases 
were  granted  outright  the  commission 
seemed  to  infer  that  the  railroads  could 
more  readily  increase  their  earnings  by 
indicated  operative  economies  than  by  an 
arbitrary  increase  in  rates.  As  a  matter 
of  fact,  the  railroa<ls  have  for  years  been 
working  along  the  principal  lines  sug- 
gested by  the  commission  and  while  the 
results  h;ive  been  encouraging  they  have 
not  by  any  means  been  so  easy  of  acliieve- 
mcnt  nor  as  remunerative  as  the  eom- 
niissi' n  appears  to  think  possible.  I'.e 
that  as  it  may.  ll;e  only  recourse  left  to 
us  is  tr;  m.'ke  tlie  liest  of  it  and  try  by 
every  means  in  our  power  to  carry  out 
such  of  the  recin-mcndations  as  come 
witliin  our  province.  In  our  own  par- 
ticular ficlrl  of  work  wc  arc  primarily  in- 
t(res!e<!  in  the  |  roli'em  of  transportation 
and  the  efilciency  of  the  machines  h.iii- 
d'ing  it.  Wc  find  in  lale  years  that  the 
r.iilroads  have  adopted  every  known  me- 
ch.inical   appliance   that   increases  the   ef- 


ficiency of  the  locomotive  and  at  the  same 
time  has  a  tendency  to  decrease  cost  of 
operation,  but  regardless  of  the  increased 
efilciency  of  the  machine  in  the  final 
analysis  we  arrive  at  the  old,  basic  prin- 
ciple that  the  performance  of  the  machine 
depends  upon  the  men  operating  it. 
Therefore  it  is  to  the  man  behind  the  gun 
that  I  wish  to  direct  your  attention. 

Understand  me,  this  is  no  reflection  on 
our  present  day  enginemen,  than  whom 
no  better  class  exists  in  any  country,  but 
as  conditions  are  rapidly  changing  men 
must  change  or  be  changed  to  meet  the 
new  conditions.  This  means  more  and 
closer  supervision  and  a  higher  degree  of 
initial  training.  I  believe  the  time  is  at 
hand  wdien  our  methods  must  be  changed; 
that  in  employing  the  new  men  to  fill  the 
ranks  hereafter  more  attention  must  be 
I)aid  to  their  mental  than  to  their  physical 
qualifications,  and  before  any  new  men 
are  placed  in  service  they  should  be  thor- 
oughly grounded  in  the  principles  and 
manipulation  of  such  appliances  as  come 
within  their  line  of  work,  so  that  on  their 
ii'itial  tri])  they  can  in  return  for  a  jour- 
neyman's wage  render  approximately  a 
journeyman's  product.  Under  the  con- 
ditions prevailing  on  the  majority  of 
American  railroads  to-day  it  takes  fully 
one  year  before  the  average  student  be- 
comes what  might  be  termed  a  fairly  good 
all  round  fireman.  This  being  the  case, 
it  must  follow  that  during  his  probation- 
ary period  or  learning  time  his  work  rep- 
resents a  distinct  loss  to  the  company  as 
comp;ired  with  that  of  the  experienced 
man. 

1  he  same  may  be  said  to  be  true  in  a 
measure  of  many  of  our  newly  promoted 
engineers.  Therefore,  if  the  aspiring  stu- 
dent be  given  a  thorough  preliminary 
training  before  he  is  ever  placed  in  serv- 
ice and  this  training  be  then  continued 
throughout  his  firing  period  with  a  view 
of  fitting  him  for  the  position  of  engi- 
neer, there  is  no  question  but  that  the 
losses  incidental  to  the  student  period, 
that  is.  the  third  year's  service,  in  either 
caiiacity,  could  be  almost  wholly  elimi- 
nated. With  the  increase  in  size  of  the 
irodern  locomotive  and  train  and  the  re- 
(inemcnt  of  operation  made  necessary, 
the  losses  due  to  unskillful  handling  are 
licing  rapidly  increased  and  multiplied. 
I  hese  losses  we  wish  to  avoid  by  correct 
training.  Several  railroads  have  already 
a  practically  similar  plan  in  eflfect  and 
it  is  only  necessary  to  cite  attention  to 
•■'ime  of  them,  as,  for  instance,  the  Erie, 
Ir.  show  what  supervision  and  training 
ran  accomplish  toward  a  reduction  in  ex- 

IjCUSC. 

You   have   no   doubt   noticed   that   most 


of  the  ilciiis  as  suggested  by  the  com- 
mission, if  carried  out,  would  involve 
some  increase  in  initial  expense,  and  the 
plan  here  outlined  would  in  the  beginning 
result  in  increased  costs  due  to  increase 
in  supervision.  It  may,  therefore,  be  a 
rather  difiicult  matter  to  induce  some  of 
our  managements  to  increase  present  ex- 
penses on  the  promise  of  future  economy, 
but  to  my  mind  this  is  the  only  solution 
of  this  particular  problem,  namely,  if  we 
wish  to  increase  the  efficiency  of  the  serv- 
ice we  must  first  increase  the  efticienty  of 
the  men  performing  that  service.  This  I 
believe  is  the  longest  step  that  we  can 
take  toward  carrying  out  the  recom- 
mendations of  the  commission. 

Another  item  whereby  some  saving  may 
be  effected  is  to  have  enginemen  inspect 
for  and  report  such  defects  as  come 
under  the  rules  of  the  boiler  inspection 
and  safety  appliance  bureaus.  This  would 
entail  no  extra  work  on  the  part  of  the 
enginemen  and  might  at  some  time  avoid 
a  violation  of  the  law,  or  at  least  an  ex- 
pensive delay.  While  we  all  have  ter- 
minal inspectors,  yet  two  inspectors  are 
better  than  one,  and  as  the  enginemen 
have  these  things  constantly  before  them 
and  are  primarily  interested  in  their  up- 
keep, they  are  in  better  position  to  note 
defects  than  any  terminal  inspector,  espe- 
cially at  suoh  points  as  small  terminals 
where  the  inspector's  duties  are  so  divided 
that  he  can  not  always  have  access  to  a 
locomotive  under  steam  or  under  con- 
ditions when  steam  leaks  are  manifest. 

Before  calling  attention  to  the  various 
papers  and  reports  of  committees  to  come 
before  us,  I  wish  to  say  to  all,  but  more 
especially  to  the  younger  or  newer  mem- 
bers, that  the  floor  is  open  and  I  trust 
that  you  will  take  advantage  of  the  op- 
portunity offered.  We  come  here  to  learn 
by  the  exchange  of  ideas.  Therefore,  if 
you  have  any  information  to  impart,  let 
us  have  it.  If  you  have  no  information 
for  others  you  must  be  seeking  it,  so  ask 
questions.  You  have  all  had  an  oppor- 
tunity to  read  and  digest  the  various  com- 
mittee reports  and  have  no  doubt  noted 
that  they  have  been  well  and  ably  han- 
dled. Any  points  that  you  desire  to  go 
into  further  can  be  brought  out  in  the 
discussion  on  the  floor. 

After  the  dispatch  of  routine  business, 
the  first  subject  taken  up  for  discussion 
was  : 

Difiicultics  accompanying  the  prevention 
of  dense  lilack  smoke  and  its  relation  to 
cost  of  fuel  and  repairs. 

The  comTiiittoo  handling  this  important 
subject  were  Martin  Whelan,  chairman; 
assisted  by  Messrs.  A.  M.  Rickel,  P.  K. 
Sullivan,   W,   A.   Heath  and   R.  J.   Fecny. 
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The  principal  parts  of  the  report  read : 
The  question  of  smoke  elimination  is 
a  very  old  one,  in  fact  should  naturally 
have  died  of  old  age  long  ago,  but  in- 
stead it  is  becoming  a  more  important 
and  leading  question  every  year  and  there 
is  no  doubt  but  that  it  will  continue  so 
until  such  time  as  the  nuisance  is  abated. 
It  has  been  a  leading  question  in  Europe 
for  years  and  still  continues  to  be  one. 

At  the  last  meeting  of  the  International 
Association  for  the  Prevention  of  Smoke, 
held  at  Pittsburgh,  the  Smoke  Abate- 
ment League  of  Great  Britain  was  repre- 
sented by  William  F.  Smith,  of  Glasgow, 
Scotland,  who  delivered  an  address  en- 
titled "The  Abatement  of  Smoke  on  Two 
Continents."  A  committee  of  three,  name- 
ly, Mr.  Roberts,  of  Cleveland;  Mr.  Viall, 
of  Chicago,  and  Mr.  Searles,  of  Pitts- 
burgh, were  appointed  to  work  with  Mr. 
Smith,  of  the  British  league.  AH  three 
of  these  men  were  connected  with  the 
city  smoke  departments  of  their  respec- 
tive cities.  Mr.  Smith  stated :  "The 
principal  object  of  my  coming  across  to 
the  convention  is  to  represent  a  commit- 
tee formed  at  a  very  large  smoke  abate- 
ment conference  in  London  two  years 
ago.  There  were  represented  over  two 
hundred  municipalities.  They  had  three 
from  the  States,  two  from  Germany,  one 
or  two  from  France  and  over  two  hun- 
dred from  the  municipalities  of  Great 
Britain." 

In  reading  over  the  proceedings  of  the 
London  conference  referred  to,  it  is  evi- 
dent that  the  difficulties  met  with  there 
are  identical  with  ours.  They,  like  our- 
selves, have  no  desire  to  carry  the  prob- 
lem of  smoke  elimination  to  a  point 
where  it  will  cripple  their  industries  or 
drive  them  from  the  cities  where  they 
have  located,  as  they  recognize  the  fact 
that  these  industries  have  made  the  cities 
what  they  are.  They  also  recognize  tlic 
fact  that  the  burning  of  bituminous  coal 
is  the  principal  cause  of  the  so-called 
"smoke  nuisance,"  and  they  wish  to  con- 
tinue its  use  in  order  not  to  injure  the 
coal  mining  industry  in  their  own  coun- 
try. One  of  the  difficulties  is  the  lack 
of  knowledge  of  the  fundamental  princi- 
ples of  combustion  by  those  who  use  the 
coal.  Schools,  supported  by  the  State, 
for  the  education  of  the  firemen  were 
advocated  by  several  speakers  at  the  Lon- 
don conference.  Germany  has  schools 
for  this  purpose.  This  phase  of  tlie 
problem  has  received  very  little  or  no 
consideration  in  this  country,  but  it  is  a 
fair  question  to  ask:  "Why  shouldn  t 
it?" 

Bituminous  coal,  being  the  fuel  in  gen- 
eral use  on  locomotives,  and  on  account 
of  being  hieh  in  vohtile  matter  is  the 
cause  of  nearly  alt  smoke  agitation,  will 
be  the  only  fuel  considered  in  this  paper. 
In  order  to  eliminate  dense  black  smoke, 
three  conditions  must  exist,  viz.,  to  sup- 
ply  the   fire  with   sufficient   air,  to   thor- 


oughly mi.\  the  combustible  gases  and  air, 
and  to  maintain  the  temperature  in  the 
lire-box  to  cause  the  combustible  gases 
and  o.xygen  of  the  air  to  unite.  In  sta- 
tionary practice  this  is  much  easier  to 
accomplish  than  in  a  locomotive,  because 
it  is  possible  to  obtain  a  much  longer 
travel  for  the  gases  by  proper  furnace 
construction  before  the  gases  come  in  con- 
tact with  the  boiler  sheet  which  has  a 
cooling  effect  on  them.  The  design  of  a 
locomotive  boiler  is  restricted,  whereas 
the  design  of  a  stationary  boiler  is  seldom 
restricted  in  either  length,  width  or 
height.  The  stationary  plant  can  apply 
any  kind  of  a  stoker.  On  the  other  hand, 
there  is  not  one  of  these  stokers  that  can 
be  applied  to  a  locomotive.  In  stationary 
practice  natural  draft  is  generally  used 
on  account  of  the  much  lower  rate  of 
combustion,  while  on  a  locomotive,  on  ac- 
count of  the  higher  rate  of  combustion, 
it  is  necessary  to  use  forced  draft  at  all 
times.  Even  when  the  throttle  is  closed, 
it  is  necessary  to  use  the  blower  on  ac- 
count of  draft  restrictions  in  the  smoke- 
box  and  lack  of  height  to  the  stack.  Ex- 
periments to  obtain  perfect  combustion 
have  been  tried  more  extensively  in  sta- 
tionary than  in  locomotive  practice,  not 
because  locomotive  men  do  not  appreciate 
the  value  of  these  experiments,  but  be- 
cause of  the  ease  with  which  they  may  be 
conducted  on  stationary  plants  as  com- 
pared with  locomotives.  It  is  found  that 
inadequate  draft  is  usually  responsible 
for  smoky  chimneys;  therefore  it  is  evi- 
dent that  it  is  necessary  to  have  a  prop- 
erly designed  front  end,  including  the 
exhaust  nozzle,  ample  grate  opening  and 
ash-pan  opening  large  enough  to  insure 
free  access  of  air. 

On  account  of  their  intimate  relation 
we  might  consider  together  the  second 
and  third  requirements,  namely,  to  thor- 
oughly mix  the  combustible  gases  and  the 
air,  and  to  maintain  the  temperature  in 
the  fire-box  to  cause  the  combustible 
gases  and  the  oxygen  of  the  air  to  unite. 
We  might  say  without  going  into  the 
chemistry  of  combustion  that  this  is  a 
difficult  problem,  first,  on  account  of  loco- 
motives generally  being  hand-fired  there 
is  an  excess  amount  of  air  required  to 
obtain  the  necessary  oxygen  to  mix  with 
the  volatile  that  is  given  off  from  the  coal 
immediately  after  it  is  placed  on  the  fire. 
Therefore  the  smaller  the  amounts  of 
coal  fired  at  a  time,  the  better  the  re- 
sult obtained.  If  heavy  charges  of  coal 
are  applied,  there  will  not  be  sufficient 
air  to  mix  with  the  volatile  and  the  tem- 
perature of  the  fire  will  be  materially  re- 
duced. 

The  brick  arch  is  a  great  aid  in  smoke 
elimination,  as  it  increases  the  travel  of 
the  gases  and  gives  them  a  chance  to  com- 
bine with  the  oxygen  of  the  air  before 
coming  in  contact  with  the  comparatively 
cool  fire-box  f!  *  '  -  f-re,  the  ab- 
sence of  the  arr  "lore  difficult 


to  eliminate  smoke.  When  fresh  coal  is 
applied,  the  steam  jets,  beside  giving  a 
small  mixing  effect,  are  helpful  in  furnish- 
ing the  necessary  air  over  the  fire.  '1  hey 
require  the  constant  attention  of  the  fire- 
man, because  if  they  are  not  closed  after 
the  volatile  is  burned  off  they  will  inject 
a  surplus  of  cold  air  which  will  have  a 
tendency  to  reduce  the  temperature  in  the 
firebox. 

Special  effort  should  be  made  to  furnish 
a  uniform  grade  of  coal  because  it  is  hard 
for  the  best  fireman  to  obtain  the  best 
results  with  a  grade  of  coal  which  is  con- 
tinually changing.  Better  results  will  be 
obtained  if  an  inferior  grade  of  coal  is 
furnished  at  all  times,  because  where  it 
is  changed  frequently  the  locomotive  is 
drafted  to  burn  the  inferior  grade  and  the 
better  grade  is  wasted.  In  regard  to  the 
relative  cost  of  fuel  in  connection  with 
smoke  elimination,  it  has  been  proved 
beyond  questionable  doubt  in  stationary 
practice  that  where  plants  have  been  re- 
modeled to  overcome  smoke  a  saving  in 
fuel  and  increased  efficiency  has  resulted. 
In  locomotive  practice  the  same  results 
have  been  obtained  where  the  smoke- 
preventing  devices  have  been  judiciously 
used,  but  to  obtain  these  results  constant 
watchfulness  is  necessary. 

The  question  was  asked  "Why  do  rail- 
roads in  this  country  fail  to  control  the 
smoke  problem  as  they  do  in  European 
countries?"  Some  rather  far-fetched 
answers  were  given  when  the  real  answer 
is  greater  care  in  firing. 

Considerable  information  was  given 
about  briquettes  and  other  forms  of  fuel 
used  abroad,  but  it  is  of  no  consequence 
to  our  railroad  companies.  The  report 
says  that  the  use  of  briquettes  is  a  large 
factor  in  the  elimination  of  smoke  on 
European  railways,  but  we  do  not  believe 
that  to  be  true. 


Faithfulness. 
The  diamond  is  known  as  one  kind 
of  crystal  and  coal  as  another.  But, 
on  the  whole,  though  the  diamond  is 
beautiful,  the  world  wou'.d  rather  give  up 
its  diamonds  than  its  coal.  More  de- 
pends upon  the  coal — far  more.  Genius 
is  as  shining  as  the  diamond;  faithfulness 
to  duty  is  often  as  dull  as  the  coal  to  the 
eye.  But  it  is  the  latter,  after  all,  that 
helps  the  world  most. 


For  Instance. 

Mrs.  Brown  was  said  to  say:  "Our  lan- 
guage is  lull  of  misnomers.  For  instance, 
I  met  a  ma:i  once  who  was  a  perfect 
bear,  and  they  called  him  a  civil  engi- 
neer." Mrs.  Smith— "Yes,  but  that's  not 
so  ridiculous  as  the  man  they  call  a  teller 
in  a  bank.  He  won't  tell  you  anything. 
I  asked  one  the  other  day  how  much 
money  my  husband  had  on  deposit,  and 
he  just  laughed  at  me." 


RAILWAY    AND    LOCOMOTIVE   ENGINEERING. 


October,  1914. 


Pacifies  and  MiKados  for  the  New  Orleans  and  Northeastern 


ill  order  to  ol)tain  tlic  Rroati'St  fcoimmy 
in  the  maintenance  of  railway  nvitive 
power,  locomotives  of  different  classes 
should,  as  far  as  practicable,  be  eiiniiipcd 
witli  interchangealile  detail  parts.  This 
can  frequently  be  done  in  the  case  oi  the 
majority  of  parts  subject  to  wear,  even 
in  locomotives  which  differ  widely  in 
type.  By  such  a  method  of  construction 
a  minimum  numl)er  of  patterns  and  stock 
parts  need  he  carried  for  renewals. 

The  Baldwin  Locomotive  WorUv  has 
recently  completed,  for  the  Xew  Orleans 
:tnd  Northwestern  railroad,  live  I'acitic 
and  three  Mikado  type  h^-omotives  in 
which  this  method  of  constnictinn  !•;  car- 
ried out  to  an  unusual  extent.  With 
these  two  types  it  is  a  Coniparativel>  sim- 
ple matter  to  arrange  the  wheel   iiaxes   so 


I'iie  piston  \al\es  are  13  inches  in 
diaincler;  they  are  driven  by  W'alschaerts 
motion,  and  are  set  with  a  lead  of  }4 
inch.  The  frames  and  spring  rigging  are 
of  simple  strength,  designed  for  heavy 
service.  The  rear  truck  is  of  the  im- 
|. roved  Hedges  type,  so  arran.ijed  as  to 
.uive  a  ma.ximum  amount  of  clearance  un- 
der the  ash  pan. 

The  frames,  driving-axles  and  engine 
truck  axles  are  of  steel  with  vanaiHum 
Content.  In  the  case  of  the  Pacific  type 
locomotives,  the  main  and  side  rods  are 
also  of  this  material.  .Ml  the  rod^  are 
icctangular  in  section. 

The  tenders  of  both  types  arc  closel\ 
similar  in  construction,  and  are  fitted  with 
a   vestiliule   connection   at   the   rear   end. 

Tln'se   hiconintives   an'    built    to   .inerate 


and  2  ins.;  thickness,  Sjs  ins.  No.  9  W. 
(i. :  2  ins.  No.  II  VV.  G.. ;  number,  Sfg 
ms.  24,  2  ins.  172;  length,  19  ft.  3  ins. 

Heating  surface — Firebox,  171  sq.  ft.; 
tubes,  2,373  sq.  ft. ;  l''ire-brick  tubes,  29 
sq.  ft. ;  total,  2,573  sc|.  ft. ;  grate  area, 
46  sq.  ft. 

Driving  wheels — Diameter,  outside  68 
ins.,  center  60  ins.;  journals,  main  9j4xll 
ins.,  others  9.xll   ins. 

Iingine  truck  wdieels — Diameter,  front, 
i3  ins.;  journals,  65^2x11  ins.  diameter, 
liack,  40  ins.;  journals,  7!4xl2  ins. 

Wheel  base— Driving,  12  ft.;  rigid,  12 
ft.;  total  engine,  32  ft.  11  ins.;  total  en- 
iiine  and  tender,  67  ft. 

Weight— On  driving  wheels.  130,500 
lbs.;  on  truck,  front,  43,S0O  lbs.;  on  truck, 
back.    ?.2Am   lbs.;     total     engine,    206,700 


I'liillips,  M,l! 


}ri\I>    Inn   llll      \l\\     ilKI.EWS    .\\I)    XORTIIE.XSII 
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tliat  interchangeable  boilers  can  be  em- 
plo\ed;  and  by  using  driving  wheels  of 
suitable  diaineters,  duplicate  cylinders 
can  be  applied  and  a  jiroper  ratio  nf  .ir|- 
licsion  maintained  in  both  types  1  lie 
following  is  a  partial  list  of  the  inter 
changeable  details  u.scd  on  the  New  Or- 
leans and  Northw'estcrn  loeomotives 

Boilers  and  accessories,  cylinders.  c\  1- 
indcr  and  steam  chest  heads,  cross-heads, 
pistons  and  rods,  piston  \alvcs.  driving- 
boxes,  back  engine  trucks,  including 
wheels  and  axles,  cabs.  fo<]t-]iIates.  |iili.ts 
-ind  the  greater  part  of  thi-  furniture  .mil 
-mailer  details. 

The  boilers  an-  of  the  straight-top  type. 
■•luippcd  witli  the  Gaines  locomiiive 
itirnace.  The  combustion  chamlicr  is 
I  -ed  in  combination  with  an  arch  siip- 
I'Tted  on  water-tubes.  The  fittings  in- 
I  hide  a  power  operated  lire-door  and 
firate-shaker.  The  superheater  is  cf.m- 
P'.sed  of  24  elements,  and  provides  a  s'l- 
prrbi-ating   surface  of   564  square   feet. 


on  75-i)i>nii(l  rails.      The  grades  and  nir\es  lbs.;   tol.il   engine   and   tender.   ;ibout  352.- 

on     tliis     road     are     geiierall>     linbt.    the  000  lbs 

steepest  gra<les  .ui  the  main   line  being  of  Tendei    -Wheels,    number    8,    iliameter 

'•ne  per  cent.,  and  the  sliarpest   curves  of  46  ins.;  journals,  5^x10  ins.;  tank  capac- 


')  degrees  radius. 

TIic    following   are    the    leading    dinien- 
sirms  of  both  types  of  l.iconiotives  , 

fACini:  Tvri:. 

G;iug( — 4  ft.  8K'   ins. 

Cylinders— 22x28   ins. 

X'alves— Piston.   13  ins.   diani 

Poller — Type,     straight  ;     diameter.     ii'> 
ms. ;  thickness  of  sheets.  ^^/^^  in,  and   ■'., 
in,;  working  jiressure.  200 
icial ;  staying,  radial. 


ity.  7.51)0  gals.;  fuel  capacity,  14  tons; 
service,  passenger. 

l.oconiiitive  equipiied  with  .Schmidt  su- 
perheater. 

Superheating  surface,  546  sq.  ft. 

Length  of  grate. 


MIK.MIO    TYPF.. 

Gaugi-     4   ft.  8's   ins.;  cylinders.  22x28 
fuel.  s<ift      ins.;  valves,  piston,  13  ins.  diam. 

Boiler— -Type,  straight ;  diameter,  66 
I'ircbox*  —  Material.  sieel ;  length,  ins.;  thickness  of  sheets.  23/32  and  '4 
110  3/16  ins.;  widtli.  76  ins.;  ileptli.  front  in.;  working  pressure,  200  lbs.;  fuel,  soft 
(>7"l    ins.,    back    S9' j    ins.;    thickness    of      coal;   staying,  radial. 

sheets,  sides  5,/16  in.,  b.-u-k  .V16  in  .  crown  Firebox*—    Material.      steel;      length, 

■'i  in.,  tube  'A  in.  110  3/16  ins.;  width.  76  ins.;  depth,  front 

Water  space— Front.  4   ins.;   si<ies.  P/2      67<4    ins.,    back    .59^^    in.s.;    thickness    of 

ms. ;  back,  3'/'  ins.  sheets,  sides  5/16  in,,  back  5/16  in.,  crown 

Tubes— Material,    steel;    diameter.    51-^       'i  in.,  tube  Vz  in. 
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Water  space — Front,  4  ins. ;  sides,  3J^ 
ins.;  back,  3}^  ins. 

Tubes — Material  steel ;  diameter,  5->^ 
and  2  ins. ;  thickness,  Sji  ins.  No.  9  VV. 
G.,  2  ins.  No.  11  VV.  G. ;  number,  5^ 
ins.  24,  2  ins.  172 ;  length,  19  ft.  3  ins. 

Heating  surface — Firebox — 171  sq.  ft.; 
tubes,  2,373  sq.  ft.;  fire-brick  tubes,  29 
sq.  ft. ;  total,  2,573  sq.  ft. ;  grate  area, 
46  sq.  ft. 

Driving  wheels — Diameter,  outside  57 
ins.,  center  SO  ins.;  journals,  main  9l/2x\l 
ins.,  others  9x11  ins. 

Engine  truck  wheels — Diameter,  front 
33  ins.;  journals,  5j4xl0  ins.;  diameter, 
back,  40  ins.;  journals,  7^x12  ins. 

\\'heel  base — Driving,  15  ft.;  rigid,  IS 
ft.;  total  engine,  33  ft.  6  ins.;  total  en- 
gine and  tender,  67  ft.  7  ins. 

Weight — On  driving  wheels,  160,000 
lbs.;  on  truck,  front  19,700  lbs.,  back 
29,800    lbs.;    total     engine.    209.S0O    lbs.; 


combined  to  popularize  standard  dimen- 
tions. 

To  Eli  Whitney,  inventor  of  the  cotton 
gin,  belongs  the  credit  of  introducing  in- 
terchangeable parts  of  small  tools.  In 
1898  Whitney  organized  in  Connecticut 
an  establishment  for  the  manufacture  of 
small  arms,  and  had  all  parts  made  on 
the  interchangeable  system.  He  used 
temperate  and  hardened  jigs,  the  size  be- 
ing arranged  upon  the  recognized  stand- 
ards, the  inch  being  the  basis  of  measure- 
ments. This  system  appealed  to  the  lead- 
ing mechanics  of  the  United  States,  and 
quickly  attained  popularity.  When  the 
United  States  military  authorities  decided 
to  establish  an  up-to-date  armory  at 
Springfield,  Mass.,  Whitney  was  employed 
to  arrange  the  methods  of  production. 

In  1855  the  British  Government  got 
machinery  from  the  Springfield  armory 
If.   enable   them   to   introduce   the   .\meri- 


uant  brakeman  beginning  to  run  on  "ex- 
tras" to  the  veteran  manager  or  presi- 
dent, all  the  men  and  officials  pride  them- 
selves on  knowing  something  not  alto- 
gether elementary  about  the  locomotive. 
The  locomotive  stands  out  a  conspicuous 
figure  in  railroad  operating,  and  the  in- 
telligent portion  of  the  employes  try  to 
comprehend  the  principles  of  its  opera- 
lion.  Not  a  few  railroad  men  outside  ol 
train  service  have  a  correct  idea  of  the 
leading  dimensions  of  the  principal  loco- 
motives belonging  to  the  company  that 
employs  them. 

Another  curious  thing  about  this  ten- 
dency of  American  railroad  men  is  that 
the  interest  in  locomotives  is  not  shared 
by  the  railway  men  abroad.  The  writer 
once  asked  the  guard  of  an  express  train 
abroad  what  kind  of  engine  was  pulling 
the  train,  and  he  expressed  supreme  indif- 
ference. Was  it  compound?  He  knew  not! 


MIKADO,   2-8-2  TYPE  LOCOMOTIVES    FOR   THE   NEW   ORLEANS   AM)   NORTIIE.\STERN'  R.MLRO.M). 


C.  Phillips,  Master  Mechanic. 

total  engine  and  tender,  about  355,000 
lbs. 

Tender — Wheels,  number  8,  diameter 
36  ins.;  journals,  Sj^xlO  ins.;  tank  ca- 
pacity, 7,500  gals. ;  fuel  capacity,  14  tons  ; 
service,  freight. 

Locomotive  equipped  with  Schmidt  su- 
perheater. 

Superheating  surface,  540  sq.  ft. 

•Gaines  locomotive  furnace.     Length  of  grate. 


Bald» 


I  Locomotive  Works,  Bviihicr 


can  interchangeable  system  in  making 
firearms,  and  many  other  establishments 
in  different  countries  of  Europe  ordered 
tools  for  introducing  our  interchangeable 
system  in  different  lines  of  mechanical 
industry. 

The  manufacture  of  clocks,  for  which 
Connecticut  became  famous,  was  greatly 
promoted  by  the  introduction  of  Whit- 
ney's system,  and  the  same  help  was  em- 
ployed later  in  the  manufacture  of  sew- 
ing -nachines. 


Invention    of    the    Interchangeable 
System. 

In  many  technical  books  of  reference 
published  in  this  country  we  are  told  that 
standard  gauges  and  the  system  of  inter- 
changeability  of  parts  was  introduced  by 
an  Englishman  about  1840.  Although  it 
is  not  so  well  known  as  it  ought  to  be 
among  American  workmen,  this  country 
originated  the  interchangeable  system, 
and   did   more   than   all   other    countries 


Interest  in  the  Locomotive  Among 
Americans. 

It  is  curious  to  observe  how  interested 
all  clas.ses  of  American  railroad  men  are 
in  anything  relating  to  the  locomotive. 
This  feeling  of  interest  is  not  confined  to 
those  immediately  connected  with  the  ma- 
chinery department,  where  talking  shop 
naturally  finds  the  locomotive  a  fertile 
subject  of  conservation.     From  the  ver- 


Electrical    Industry. 

Every  ambitious  young  mechanic  ought 
to  study  electricty  sufficiently  to  be  able 
to  take  a  hand  in  the  construction  or  re- 
pair of  electrical  machinery.  One  of  the 
most  effectual  aids  that  we  have  seen 
lately  for  a  young  man  cherishing  the 
ambition  to  make  himself  an  electrician  is 
a  small  book  called,  "The  Young  Man 
and  the  Electrical  Industry."  published  by 
the  Westinghouse  Electric  Company,  East 
Pittsburgh.  Any  person  interested  can 
receive  a  copy  of  this  valuable  booklet  free 
on  application  to  the  above  address. 


We  have  on  our  desk  a  copy  of  our 
Railroad  Men's  Catechism  printed  in 
Chinese  characters.  It  appears  to  be  well 
printed,  free  from  typographical  errors 
and  we  have  no  doubt  is  read  with 
pleasure  and  profit  by  the  trainmen  of 
the  Celestial  Empire. 
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General  Foremen's  Department 


What  Every  Apprentice  Should  Know 

We  have  repeatedly  commented  upon 
the  success  achieved  by  Mr.  H.  E.  Black- 
burn, instructor  of  apprentices  of  the 
Erie  Railroad  at  Dunmore,  Pa.,  and  we 
now  have  pleasure  in  reproducing  from 
the  Erie  Railroad  Employees'  Magazine 
an  article  contributed  by  Mr.  Blackburn 
as  follows : 

The  lever  is  a  rod  or  bar  in  any  sliape, 
which  is  free  to  turn  about  on  a  tixed 
point  or  support,  called  a  Fulcrum. 

The  lever  in  operation  is  a  force  used 
at  any  point  on  the  bar,  that  may  make  a 
pressure,  or  a  pull  at  another  point,  using 
the  fulcrum  as  a  support ;  in  other  words, 
the  weight  at  any  side  multiplied  by  the 
arm  distance  from  the  fulcrum  is  called 
the  Moment  of  Force.  If  the  other  end 
of  the  lever  has  force  enough  applied  to 
its  length,  it  sliould  equal  the  moments  on 
the  weight  end  of  tlie  lever. 

Two  boys  of  different  weights  soon 
learn  that  the  heavy  boy  is  allowed  the 
short  end  of  the  "See  Saw"  board,  if 
they  are  to  balanace  one  another  over  a 
log,  or  the  fulcrum  point.  If  an  appren- 
tice wishes  to  lift  an  iron  block  so  he- 
can  get  a  roller  under  it  and  the  bltick 
weighs  270  pounds,  and  he  uses  a  bar  12 
feet  long  and  places  a  block  3  feet  from 
the  block  under  the  bar.  it  will  take  but  90 
pounds  of  force  on  the  long  arm  of  tlie 
lever  to  raise  270  pounds  on  the  short 
end,  for 
Weight   .X   Short    Ui.stance — Force 


Long  Distance 

Levers  are  divided  into  three  kinds,  ac- 
cording to  the  position  of  the  loads,  or 
weights  they  raise;  in  other  words,  the 
force,  with  its  distance,  must  equal  the 
weight  and  its  distance  from  the  fulcrum. 

A  lever  of  the  first  kind  is  found  in  tlie 
use  of  an  ordinary  pinch,  or  crowbar.  A 
lever  of  the  second  kind  is  found  in  the 
throttle  valve  handle  of  a  locomotive,  and 
a  lever  of  the  third  kind  is  well  shown  by 
the  old-style  safety  valve  lever,  with  a 
weight  hung  on  the  end. 
Weight  X   Short  Distance — Force 


Long  Distance 
Force  x  Long  Distance — Weight 

Short   Distance 
Weight  X  Short  Distance— Long  Distance 

Force 
Force  x  Long  Distance^Short  Distance 


Weight 
The    Pulley   Block    (block   and   fall)    is 


really  a  rotary  form  of  the  lever,  which 
is  used  to  reduce  its  valve  of  force  in 
lifting  a  weight;  this  is  done  by  a  set  of 
grooved  wheels,  sometimes  called 
"Sheaves,"  over  which  is  placed  as  a 
means  of  transmission  a  rope  or  chain. 

If  a  grooved  pulley  is  fastened  by  a 
hanger  to  the  roof  of  a  building  and  two 
5Q-pound  weiglits  are  suspended  at  the 
ends  of  a  rope,  thrown  over  the  pulley, 
the  two  weights  will  balance  one  another 
over  what  is  called  a  Fixed  Pulley. 

If  a  grooved  pulley  is  slung  in  the  loop 
of  rope,  so  as  to  lift  a  SO-pound  weight, 
and  one  end  of  the  rope  is  fastened  to  the 
roof,  while  25  pounds  of  force  is  applied 
to  the  other  end  at  the  roof  from  a  sky- 
light, why,  the  25  pounds  of  force  will  lift 
the  50  pounds  of  weight  on  what  is  called 
the  Movable  Pulley. 

If  a  fixed  and  a  movable  pulley  is  now 
worked  together  by  the  use  of  a  rope,  or 
chain,  it  can  easily  be  seen  that  for  every 
movable  pulley  added  to  a  fixed  pulley 
the  weight  will  be  lifted  that  much,  or 
part  easier,  so  that  with  a  3-pulley  block 
one  man  can  lift  many  times  his  own 
weight. 

A  gear  is  nothing  more  than  a  pulley- 
wheel  that  has  teeth  on  it,  and,  conse- 
quently, a  lever  ol  the  first  kind. 

Two  gears  rumiing  together  are  called 
a  train  of  gears.  The  intermediate  gear 
between  the  driver  and  the  driven  is 
called  the  Follower. 

Two  gears,  with  a  follower  between, 
are  called  Simple  Gearing,  while  four 
gears,  with  two  coupled  up  as  a  follower, 
are  called  Compound  Gearing,  when  ap- 
plied to  other  machines  where  varied  lead 
is  required  in  thread,  or  spiral  work. 

When  the  teeth  on  a  gear  turn  in  the 
direction  of  the  hands  on  a  clock,  the  mo- 
tion is  called  Clock-wise;  if  in  the  op- 
jiosite    direction.    Counter-clock-wise. 

If  the  driver  wheel  is  larger  than  the 
driven,  the  driven  will  revolve  the  fastest. 
If  the  driver  has  60  teeth  and  the  driven 
120  teeth,  the  ratio  is  2  to  1.  If  the  re- 
verse,  1  to  2. 

Gear  teeth  are  only  used  where  slow 
speed  and  great  power  is  required.  Belts 
are  always  used  where  high  speed  and 
light  work  is  done.  Of  course,  the  direct 
motor-drive  is  an  exception. 

If  it  takes  one  minute  to  drag  14,200 
pounds  of  iron  over  a  distance  25  feet  on 
tlie  ground,  with  0.18  pounds  allowance 
for  friction,  wliy,  the  horsepower  required 
to  do  the  work  would  be 
ai8  X  14200  X  25 

or  1.94  horsepower 

33.000 


If  you  wish  to  slide  a  weight  of  1,000 
pounds  up  a  plank  that  is  3  feet  long,  and 
one  end  of  the  plank  is  raised  2  feet,  like 
shoving  a  car  up  on  the  coal  pockets, 
why,  the  force  required  would  be  (no 
friction   allowed), 

2/3  of  1,0(X),  or  667  pounds  of  force. 

This   is   called   the   Inclined    Plain.     It 
is  really  nothing  but  the  wedge  under  an- 
other name. 
Weight  X  Height  x  Friction 

Force    required 

Length  of  Plane 
Force  Length 

■ Weight  required 

Height 

The  principle  of  the  wedge  is  shown  at 
work  by  tlie  chisel,  or  the  screw-thread. 
The  latter  is  nothing  more  than  a  wedge 
bent  into  a  circular  form. 

After  lining  up  some  piece  of  machin- 
ery, the  print  may  call  for  some  certain 
speed  that  is  required,  in  order  to  run  it 
properly,  and  there  are  four  long  rules 
given  in  most  books  in  figuring  pulley 
speeds,  when  all  you  have  to  do  is  to  di- 
vide by  the  diam.  or  the  revolution  of  the 
pulley  wanted,  and  multiply  this  by  the 
other  two  sizes;  for  instance,  if  the  speed 
of  the  driver  is  120-R.  P.  M.,  in  the  diam. 
of  the  driver  is  30  inches;  if  the  diam.  of 
the  driver  is  8  inches,  what  is  the  speed 
of  the  driver?  Using  the  pulley  to  divide 
by,  or  the  question  asked  about  the 
driver  8. 
120  X  30— 150-R.   P.   M.  of  the  driver 


If    the    speed    of    the    driver    is    120-R. 
F.  M. 

If    the    diam.    of    the    driver    is    30-R. 
P.  M. 

If    the    speed    of    the    driver    is    450-R. 
P.  M. 

To  find  the  diam.  of  the  driver? 

Using  the  pulley   to   divide  by,  or   the 
question  asked  about  the  driver — 450. 
120  X  30 — 8  inch.  diam.  of  driver 


450 

If  you  have  more  than  one  set  of  pul- 
leys, figure  out  the  first  set ;  take  the  re- 
sults and  figure  out  the  next  pulley,  and 
so  on  until  you  arrive  at  the  point  de- 
sired. 

Mr.  Blackburn  gives  the  above  advice 
particularly  to  apprentices,  but  the  in- 
formation given  will  profit  every  me- 
chanic no  matter  how  long  he  has  passed 
the  apprenticeship  period.  Every  ambi- 
tious mechanic  will  find  familiarity  with 
knowledge  helpful  in  raising  him  from 
the  common  workman  condition. 
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Important  Improvement  in  By-Pass  and  Drifting  Valves 


iJHl — 111 


An  important  addition  to  locomotive  to  the  opposing  pressures  of  the  engine 
appliances  in  regard  to  the  perfecting  of  valve  steam  chest,  and  when  the  throt- 
by-pass    valves    and    drifting    valves    has     tie  is  open  the  pressure  from  the  steam 

chest  holds  the  by-pass  valve  in  the 
closed  position,  but  when  the  throttle  is 
closed,  and  the  pressure  from  the  steam 
chest  falls,  the  opposing  boiler  pressure 
opens  the  by-pass  valve,  and  admits  a 
limited  quantity  of  live  steam  into  the 
cylinders.  It  will  be  readily  noted  that 
when  the  locomotive  is  running  the 
si  earn  admitted  through  the  throttle  to 
the  steam  chest  also  passes  through  the 
central  pipe,  as  shown  in  Fig.  3,  and 
acting  on  the  larger  annular  area  of 
piston  head  holds  the  valve  closed  upon 
its  seat.  Wlien  the  throttle  is  closed  the 
pressure  on  this  end  of  the  valve  is  re- 
moved, but  the  boiler  pressure  still  con- 
tinuing to  act  on  the  other  face  of  the 
differential  piston,  and  the  valve  is  moved 
away  from  its  seat  and  opens  the  by-pass 
between  the  opposite  ends  of  the  cyl- 
inder, thereby  balancing  the  pressures 
FIG.  1.  J  »  i 

been  jointly  invented  by  Mr.  H.  C.  Man- 
chester, Superintendent  of  Motor  Power 
and  engineer  of  the  Lackawanna,  and  Mr. 
S.  S.  Riegel,  Mechanical  Engineer  of  the 
same  road.  As  shown  in  the  accompany- 
ing illustrations  Fig.  1  is  a  vertical  sec- 
tion through  a  locomotive  engine  cyl- 
inder and  steam  chest,  Fig.  2  a  central 
section  of  one  of  the  improved  valve 
mechanisms,  and  Fig.  3  a  side  elevation 
of  the  engine  cylinder  and  valve  mechan- 
ism, showing  the  pipe  connections.  Tlie 
invention  has  for  its  principal  object  tM 
provide  an  improved  valve  mechanism 
for  automatically  opening  communication 
through  a  by-pass  valve  between  the  op- 
posite ends  of  the  engine  cylinder  when 
the  locomotive  is  drifting,  or  running 
when  the  throttle  is  closed,  thereby  per-  HG.  3. 

mitting   free   passage   of   the   contents   of 

the  cylinder  from  one  end  to  the  other,  ""  each  side  of  the  piston.  Means  are 
and  maintaining  the  piston  substantially  ^'Sc^  for  controlling  and  limiting  the 
balanced   as   to   pressure   upon   its   oppo-     travel  of  the  valve. 

site  sides  in  all  positions.  This  appliance  is   automatic   in   its  ac- 

.\nother  important  feature  is  means  for     lion    and    needs    no    attention    whatever 

from  the  engineer,  and  has  been  in  oper- 
ation on  about  30  locomotives,  some  of 
them  having  the  appliance  for  nearly  two 
>ears,  and  its  success  has  been  in  every 
respect  complete. 

Structural  modifications  have  been 
provided  so  that  the  appliance  may  be 
adapted  to  any  existing  type  of  locomo- 
tive, and  separate  devices  have  been 
perfected  and  successfully  applied  to  the 
more  complex  types  of  locomotives. 
Figs.  4  and  S  illustrate  a  new  type  of 
drifting-valve  for  locomotive  engines 
which  is  of  a  simple  construction  and 
controls  the  supply  of  a  limited  quantity 
of  steam  to  the  valve  chest  and  cylinders 
when  drifting,  or  running  with  throttle 
closed,    and    acting    automatically    under 


admitting  a  limited  quantity  of  steam  at 
the  same  time  that  the  by-pass  is  open, 
and  so  prevent  the  formation  of  a 
vacuum  in  the  cylinder,  also  assisting  in 
the  lubrication,  eliminating  the  carbon- 
ization of  oil  besides  preventing  the  chill- 
ing of  the  cylinder  walls  by  the  entrance 
of  cold  air.  The  valve  used  is  of  the 
differential    liollow    piston    type,    subject 


the  opposing  pressures  of  the  valve  chest 
or  cylinder  and  the  live  steam  from  the 
boiler.  Fig.  4  is  a  central  section  of  one 
form  of  valve,  and  Fig.  S  showing  a 
structural  modification.  They  both  com- 
prise a  casing  having  connections  adapted 


FIG.   4. 

to  communicate  respectively  with  the 
valve  chest  or  engine  cylinders,  and  a 
live  steam  supply  from  the  boilers,  and 
containing  a  valve  subject  on  one  side 
to  the  pressure  from  the  valve  chest 
tending  to  close  the  same,  and  on  the 
opposite  side  to  live  steam  pressure  tend- 
ing to  open  the  valve,  a  portion  of  its 
area  being  exposed  to  the  atmosphere. 
-As  shown  in  Fig.  5,  if  it  be  desired  to 
vary  the  maximum  degree  of  pressure, 
which  may  be  admitted  through  the  valve 
device,  or  in  other  words,  to  adjust  the 
degree  of  pressure  at  whicli  the  valve 
will  automatically  close,  a  spring  may  be 
employed  acting  between  the  top  of  the 
valve  and  an  adjustable  screw  plug 
mounted  in  the  casing  and  having  a  lock 
nut.  This  spring  assists  the  steam  pres- 
sure in  closing  the  valve,  and  by  adjust- 
ing the  screw   plug  the  maximum  degree 


nc.  5. 

of  pressure  through  the  valve  device  may 
be  limited  to  any  desired  safe  degree. 
If    it    should    be    desired    to    positively 
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close  the  valve  at  any  time  a  threaded 
stem  may  be  mounted  on  the  plug,  and 
lie  provided  with  a  handle  outside  the 
casing,  whereby  the  same  may  be 
screwed  down  and  hold  the  valve  closed 
tightly  upon  its  seat,  the  faces  being 
finished  to  provide  a  seat  for  the  same. 
A  drain  valve,  as  shown  in  Fig.  4,  may 
also  be  applied,  if  desired,  for  draining 
oui  water  of  condensation  when  steam 
is  shut  oft   from  the  pipe. 

Both  of  these  devices  have  thus  a 
common  function  in  that  they  admit  live 
steam  under  automatic  control  in  the 
steam  cylin<ler  passages,  or  directly 
with  the  cylinders  to  break  up  the 
vacuum  during  periods  of  coasting.  The 
plain  drifting  valve,  latterly  described,  is 
applicable  in  place  of  ordinary  steam 
chest  relief  valve  on  either  saturated  or 
superheated  engines,  on  slide  or  piston 
valve  cylinders  of  present  construction 
engines,  which  are  not  ordinarily 
equipped    w-ith    by-pass    valve   chambers. 

The  by-pass  valve,  first  described,  has 
a  double  function,  tliat  is,  the  admission 
of  live  steam  into  tin-  cylinder  passages 
during  period  of  coasting,  and  the  by-pass 
nf  contents  of  the  cylinders,  from 
(jne  end  to  the  other  during  similar 
periods.  The  valves  may  be  linked  to- 
gether by  usage  on  a  Mallet  type  en- 
gine, which  is  normally  equipped  with 
both  type  cylinders,  in  which  case  tlic 
drifting  valve  would  be  applied  to  the 
slide  valve  cylinders,  and  the  by-pass 
valve  to  the  piston   valve   cylinders. 


a  recondensation  of  the  gas£s  takes  place, 
and  the  carbon  becomes  separated  out  in 
a  finely  divided  condition  and  smoke  is 
formed. 

Another  cause  given  for  the  formation 
of  smoke  is  that  the  high  temperature  of 
the  furnace  gases  causes  a  dissolution  of 
the  constituents  of  the  hydro-carbon, 
which,  if  the  supply  of  oxygen  is  de- 
ficient, results  in  unburnt  hydrogen  and 
luiconsumed  carbon  in  the  form  of  smoke. 
The  proper  supply  of  oxygen  in  this  case 
is  of  supreme  importance.  If  the  air  sup- 
ply is  ample  when  the  gases  come  to- 
gether, the  hydrogen  and  carbon  will 
burn  brightly,  and  no  smoke  will  appear. 

That  is  a  short  lesson  on  the  chemistry 
of  combustion  which  every  fireman  ought 
to  studv. 


Smoke  Still  in  Evidence. 

The  agilati'in  in  favor  ui  smoke  jire- 
vcntion  is  likely  to  continue  as  lung  as 
bitimunous  coal  burning  furnaces  send 
forth  the  black  products  of  combustion 
that  tc-tify  to  inferior  firing  or  badly 
arranged  furnaces.  It  look  a  long  time 
to  impress  upon  the  .American  pul)lic 
that  smoke  was  imt  a  necessary  evil,  but 
they  are  now  making  up  fur  that  tardi- 
ness. Nearly  every  t'^wn  in  the  country 
has  officials  wdiose  duty  it  is  to  prosecute 
tliose  who  contaminate  the  air  with 
smoke,  and  most  "!  them  arc  rigidly  ni 
forcing  the  laws. 

Ihc  formation  ..f  smoke  is  a  matter 
of  air  supply  an<l  furnace  temperature. 
This  may  be  taken  as  certain,  although 
ilie  details  of  the  various  processes  arc 
II. .t  yet  clearly  deiirmined.  The  forma- 
il'in  of  smoke  occurs  <luring  the  volati/a- 
tinn  of  the  hydro-cartiMU  gases.  .\s  these 
come  off  tlie  coal,  if  ihc  air  supply  is  suf- 
I'cient  and  at  the  same  lime  tlie  sur- 
rounding temperature  is  liigh  enrnigh  In 
allow  combustion  taking  place,  the  gases 
will  burn  with  a  bright  flame,  steam  and 
>  arlion  ilioxide  being  forimd  in  the  pn.c- 
1  ss.  If.  Iiowcver,  the  air  supply  is  dc- 
iKifiii ;  or,  the  air  being  plenliftil,  the 
•p.'j^  iHiirtralc  to  portii'US  of  Ihc  flues 
tfiji  arc  hel-w  the  necessary  temperature , 


Western    Railroads   Desire   Increase   of 
Rates. 

Officials  representing  the  railways  west 
of  the  Mississippi  River  have  entered  into 
communication  WMth  the  Interstate  Com- 
merce Commission  with  a  view  to  the 
submission  to  the  commission  for  permis- 
sion to  make  a  general  increase  of  freight 
rates.  While  not  encouraged  by  the  out- 
come of  the  eastern  advance  rate  case, 
the  western  roads,  it  is  understood,  con- 
sider the  present  an  opportune  time  for 
presenting  petitions  which  will  constitute 
the  basis  for  another  proceeding  such  as 
the  one  just  concluded.  Managers  of  the 
western  lines  are  prepared  to  contend 
that  they  need  more  revenues  to  meet 
tlic  increasing  expenses  of  operations,  and 
to  point  out  that  their  lines  are  in  even 
greater  need  of  relief  than  the  eastern 
lines  because  of  necessarily  longer  hauls 
;ind  less  density  of  population.  It  is  nut 
the  purpose  of  the  roads  to  propose  a 
biirizontal  advance  in  all  rates,  as  was 
(lone  by  the  eastern  carriers.  The  pro- 
posed tariffs  will  be  in  the  form  of  a 
scientific  readjustment  of  both  the  class 
and  commodity  rate  structures,  the  amount 
nf  the  increase  varying  with  the  character 
nf  the  shipments  and  the  class  of  traflFic. 
Preparation  of  the  tariffs  in  that  way 
will  increase  many  rates  and  lower  others. 
The  general  trend  of  the  revision,  how- 
ever, will  be  upward.  It  appears  probable 
that  the  proposed  new  schedtdes  of  rates 
may  be  filed  with  the  commission  just 
before  October  1.  The  time  of  filing  will 
depend,  however,  upon  the  ability  of  the 
carriers  to  get  the  tariffs  into  final  form. 
The  lines  affected  extend  from  the  Mis 
sissippi  River  to  the  Rocky  Moimtain 
territory.  The  roads  traversing  the 
Pacific  coast  section  may  not  be  affected 
by  the  proposed  changes. 

It  is  to  be  hoped  that  the  changes, 
whatever  ihev  may  be,  will  not  take  so 
long  a  time  on  their  consideration  by  the 
commission  as  in  their  previous  efforts 
in  this  direction  Time  is  money  and  the 
railroads  need  the  money. 


As  Viewed  by  The  Philistine. 

A  small-sized  monthly  called  The 
Philistine  comes  regularly  to  our  room. 
It  is  produced  by  Elbert  Hubbard  and  says 
a  good  many  things  out  of  the  common. 
We  have  received  a  marked  copy  of  an 
article  in  which  we  are  classed  as  a  Trade 
Paper  and  are  thus  commented  on : 

.\nd  the  Trade  Paper  is  probably  the 
most  alive  to  the  exigencies  of  education, 
and  the  gratification  of  the  mental  needs 
of  its  leaders,  than  any  other  press 
production. 

It  asks,  absorbs,  gives. 
Take  up  a  Trade  Paper  ;  note  the  qual- 
ity and  texture  of  the  paper,  the  clearness 
of  the  type,  the  beauty  of  its  arrangement, 
the  logic  of  its  arguments,  the  well-ex- 
pressed opinions  of  its  contributors. 

Then  tell  me  if  it  isn't  an  education- 
beautiful,  inspiring,  strengthening. 

Thousands  of  Trade  Paper  subscribers 
are  receiving  mental  uplift  and  renewing 
their  courage  by  its  means. 

The  Trade  Paper  is  the  leader  of  the 
literary  world. 

It  applies  chiropractic  methods  to 
managerial  meningitis,  the  numerical  neu- 
ritis of  the  cashier,  or  the  comatose 
businessman. 

As  a  spinal  adjuster  the  Trade  Paper  is 
a  necessity.  Without  it  there  is  great 
danger  tliat  the  Glooms  will  get  you. 

It  manipulates  the  dislocated  vertebrae 
of  declining  business,  until  the  spinal  ir- 
ritation walks  its  chalks,  trundles  its 
hoop,  and  you  cliinb  into  your  buzz- 
uagon  at;;iiii.  and  let  'er  zip  Gallagher! 

The  Trade  Pa|ier  keeps  the  red  cor- 
puscles lurkey-trottinj;  and  prevents 
pseudo-.mginalitis  or  imitation  lieart- 
disease. 

It  helps  you  push  ynur  business,  there- 
by obvi.-iting  nerv.  prns.  bVir  nervous 
prostration  is  never  occasioned  by  you 
pushing  your  business;  it  only  happens 
when  your  business  pushes  you.  The 
subscriber. 

It  gives  vivid  character  sketches  of  the 
passing  great.  It  takes  extensive  tours 
over  the  fields  of  science,  business  and 
invention.  It  teaches  by  living,  moving 
word-picttires  the  reasons  for  the  failures 
and  the  causes  of  success. 

Sarcasm  and  caricature  turn  ni.iny  a 
trick. 

The  business  of  religion  is  now  giving 
(ilace  to  the  religion  of  business :  and  the 
Trade  Paper  is  the  evangel  of  the  true 
brotherhood  of  co-operation  and  self- 
respect 

Show  me  the  company  a  man  keeps  and 
1   will  tell  you  what  he  is. 

Show  me  a  man  who  subscribes  to  and 
reads  his  Trade  Paper  and  you  will  show 
me  a  man  who  will  "show  me"  a  man 
alive,  alert,  ainbitious  educated,  success- 
ful. He  has  learned  to  ask,  to  seek  and 
to  find,  and  they  that  seek  shall  find,  and 
to  them  that  knock  it  shall  be  opened. 
These  are  the  men  we  need. 
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Electric    Linotype    Pots. 

The  linotype  machine  is  one  that  com- 
poses and  casts  stereotyped  words  or 
lines  for  printing.  Molten  type  metal  is 
necessary,  and  until  electricity  was  used 
the  metal  was  heated  and  kept  hot  by  gas, 
gasoline  or  kerosene.  The  use  of  these 
fuels  cause  heavy  fumes  in  the  compos- 


the  use  of  this  heater  are  as  follows: 
1.  Provides  a  perfect  and  automatic 
system  of  control.  The  heat  supply  sur 
rounds  the  entire  exterior  surface  of  the 
crucible  containing  the  metal.  Thus  the 
whole  mass  of  metal  will  reach  an  even 
temperature.  The  uniformity  of  tem- 
perature is  further  regulated  l>y  enclosing 


CUT-AWAY    VIEW   OF    WESTINGHOUSE    WICKER-POT  SHOWaNG   ELECTRIC 
HEATING  ELEMENTS. 


ing  rooms,  and  greatly  reduce  the  ef- 
ficiency of  the  operator.  The  use  of  elec- 
tricity has  solved  the  metal  casting  prob- 
lem, for  it  not  only  eliminates  the  in- 
jurious gases,  but  has  many  other  ad- 
vantages, the  most  important  of  which  is 
that  absolutely  uniform  and  evenly  dis- 
tributed heat  is  obtained. 

The  Westinghouse  Company  have  one 
of  these  electric  linotype  pots  on  the 
market  known  as  the  "wicker  type." 
Some  of  the  nnany  advantages  gained  by 


the  metal  crucible,  and  protecting  same 
by  heat  insulation.  The  electric  heat  is 
controlled  by  a  thermostat  so  that  when 
once  adjusted  the  temperature  will  re- 
main automatically  at  a  certain  tempera- 
ture. 

2.  Eliminates  "back  squirts."  If  the 
metal  becomes  too  hot  for  proper 
moulding  "back  squirts"  will  occur,  caus- 
ing delay.  Perfect  slugs  can  only  be  ob- 
tained by  metal  at  the  proper  tempera- 
ture.    The    value    of    maintaining   auto- 


matically a  desired  temperature  cannot 
l)e  overestimated,  for  it  prevents  porous 
and  imperfect  slugs,  which  arc  liable  to 
break  under  the  heavy  pressure,  thus 
necessity  the  knocking  down  and  rebuild- 
ing of  the  form.  If  the  metal  is  too  low 
in  temperature,  it  chills  when  flowing  into 
the  moulds,  and  an  imperfect  type  face 
is   the   result. 

3.  Uniform  metal  obtained.  The  com- 
position of  the  metal  is  important.  Many 
of  the  linotype  troubles  are  due  to  im- 
proper mi.xture  caused  by  hot  spots  driv- 
ing the  antimony  to  the  surface  where  it 
o.\idizes.  Excessive  heat  will  also  burn 
the  tin  which  is  used  as  the  flux  of  the 
type  metal,  and  an  inferior  metal  is  the 
result. 

4.  Increases  the  efficiency.  The  three 
f.ictors  that  tend  to  lower  the  efficiency 
are :  First,  the  time  the  machine  is  out 
of  service ;  second,  the  time  lost  by  the 
operator,  and  third,  the  time  consumed 
by  the  machinist.  With  the  elimination 
of  back  squirts  and  imperfect  and  porous 
slugs,  maintaining  perfect  uniformity  of 
metal,  tlie  maximum  possible  efficiency  is 
attained. 

5.  Reduces  the  tire  luicard.  There  are 
no  open  flames  and  no  highly  combustible 
fuels. 

6.  Can  be  heated  ready  for  sendee  in 
one  hour.  From  the  time  current  is 
turned  on  to  the  time  when  the  metal  is 
at  the  proper  casting  temperature,  ap- 
proximately one  hour  is  required.  This 
time  element  is  less  than  for  any  other 
method  of  heating,  and  is  always  positive 
and  constant.  This  makes  it  possible  to 
use  automatic  time  switches,  as  shown  in 
Fig.  2,  the  clock  mechanism  of  which  can 
be  set  for  one  hour  previous  to  the  ar- 
rival of  the  operator,  when  the  current 
will  be  automatically  turned  on.  The  ma- 
chine will  then  be  ready  for  use  when  the 
operator  arrives.  This  saves  considerable 
time  and  expense  where  watchmen  are 
not  available,  and  in  cold  weather  pre- 
vents the  loss  of  the  operator's  time  that 
is  apt  to  occur  where  other  forms  of  heat- 
ing than  electric  are  employed. 

The  time  switch  is  furnished  at  a  slight 
additional  co?t.  It  can  be  set  to  close 
or  open  the  circuit  at  any  time  of  the 
day  or  night.  Thus,  if  the  composing 
room  force  goes  to  work  at  8  a.  m.  the 
time  switch  can  be  set  to  turn  on  the 
current  at  6:30,  and  the  metal  will  be 
ready  for  casting  when  the  operators  ar- 
rive. 

In  general  form  the  Wicker-Type  Pot 
is  a  modification  of  the  standard  gas  pot. 
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the  principal  difference  being  its  shape, 
which  is  rectangular  instead  of  round. 
A  cut-away  view  is  shown  by  Fig.  1.  The 
electrical  healing  units  entirely  surround 
the  pot,  and  the  asbestos  lining  is  shown 
which  prevents  the  heat  from  reaching 
the  outside  casting.  The  maximum 
amount  of  power  consumed  is  1,650  watts 
and  the  minimum  485  watts,  the  average 
consumption  being  about  800  watts.  The 
maximum  is  used  only  when  the  tem- 
perature    is     below     the-     proper    unrking 


D 

if 

M-T                           1 

TIME  SWITCH  FOR  USE  WITH   \Vl-,-T[\<;- 
HOUSE  WICKER  TYFE  POT. 

point,  and  the  minimum  is  used  to  main- 
tain the  working  temperature,  which  it 
will  do  till  cold  metal  is  added  to  re- 
plenish the  supply  in  the  pot,  or  until  the 
temperature  is  reduced  by  radiation  that 
is  slightly  in  excess  of  the  amount  of 
heat  being  supplied  by  the  nr'nimmn  cur- 
rent used. 

The  change  from  maximum  to  mini- 
mum or  vice  versa  is  effected  by  a  mag- 
netic switch  operated  by  a  thermostat 
placed  in  proximity  to  the  mouthpiece  of 
the  pot,  or  at  point  of  moulding.  'I'his 
thermostat  acts  to  cut  the  current  con- 
sumption from  maximum  to  minimum 
when  the  right  working  tcmjicrature  is 
reached,  thus  preventing  too  hot  a  tem- 
perature, and  from  minimum  to  maxi- 
mum when  it  is  necessary  to  prevent  the 
temperature  from  running  too  low. 


Electricity   for  Coal   Hoisting. 

The  Saw  Mill  Run  Coal  Company,  of 
Pittsburgh,  Pa,,  has  compiled  some  in 
leresting  operating  data  on  its  motor- 
driven  coal  barge  unloading  apparatus, 
and  on  the  old  steam  driven  equipment 
which  was  superseded  by  the  electrical 
equipment.  The  data  show  the  relative 
power  and  labor  costs  of  the  two  sys- 
tems under  practically  the  same  condi- 
tions. 

With  steam  the  coal  and  water  costs  to 
hoist  on  the  average  of  nearly  8,000  tons 
of  coal  per  month  were  $60  and  $15  re- 
spectively. The  electrical  energy  cost  is 
about  one  cent  per  ton,  which  is  slightly 
more  than  with  steam.  To  offset  this  in- 
crease, however,  the  labor  and  mainte- 
nance expenses  are  reduced,  and  when 
the  reliability  of  operation,  together  with 
the  rapidity  of  unloading  is  considered, 
the  electrical  operation  shows  considera- 
ble advantage. 

With    electric.il    operation    the    licensed 


engineer  at  $125  per  month  can  be  re- 
placed by  a  $75  a  month  man.  There 
are  very  few  repairs  necessary  on  the 
electric  motor,  so  that  the  maintenance  is 
far  below  that  with  steam  operation,  as 
with  the  latter  there  is  boiler  and  engine 
repairs. 

'I  he  steam  engine  requires  approxi- 
mately 60  seconds  to  complete  a  cycle, 
and  can  not  be  speeded  up,  whereas  the 
electric  hoist  can  make  a  complete  trip 
in  SO  seconds,  thus  increasing  by  20  per 
cent,  the  coal  unloaded  in  a  definite  time. 
In  tons  of  coal  handled  it  means  an  in- 
crease of  approximately   1,600  tons  daily. 

In  changing  over  from  steam  to  elec- 
tric operation  the  only  change  made  in 
the  hoist  was  to  remove  the  piston  rods, 
liolt  a  ring  gear  to  the  crank  disk  and  in- 
stall a  inntor.  the  pinion  meshing  with 
tlie  gear. 


The      Electric      Motor      for      Drainage 
Pumping. 

1  hero  is  nothing  uncommon  in  elec- 
trical pumping  and  much  important  work 
m  the  far  west  is  being  done  in  pumping 
water  from  the  streams  for  farm  irriga- 
tion. It  is  unusual  to  have  a  condition 
the  converse  of  this,  namely,  the  pump- 
ing of  water  away  from  the  farms  to 
save  thcin  from  being  inundated. 
Throughout  the  great  Mississippi  valley 
many  thousands  of  acres  of  valuable 
lands  at  certain  seasons  of  the  year  are 
so  long  under  water  that  some  can  ii.it 
he  used  for  agricultural  purposes.  To 
overcome  this  it  is  necessary  to  build 
levees  and  then  pump  the  water  back  to 
the  stream. 

The  pumping  is  very  irregidar  in 
amount,  for  the  rainfall  varies  greatly 
from  month  to  month,  and  again  the 
liead  against  which  the  pumping  takes 
I)l;ico  varies,  depending  on  the  height  of 
the  river  along  the  levees.  There  has 
been  a  number  of  steam  plants  operating 
in  this  service  consisting  of  a  simple  cn- 
aiiic  connected  to  centrifugal  pumps. 
The  cost  of  such  plants  vary  from  $70  to 
$110  per  horsepower,  with  a  heavy  charge 
for   capital   and    upkeep. 

Kleclrical  piunping  plants  have  shown 
excellent  results.  The  cost  per  horse- 
power is  not  much  more  ih.an  one-half 
those  of  the  stcatn  plant,  and  there  is  in 
addition  a  considerable  gain  in  fixed 
charges.  A  simple  arrangement  is  pro- 
vided for  operation  against  different 
Iicads  of  w-ater.  The  different  heads  re- 
quire different  speeds,  and  this  is  taken 
care  of  by  using  pumps  with  three  gear 
ratios,  secured  by  changing  the  pinions, 
so  that  the  motors  always  work  under 
advantageous  conditions. 

In  figuring  the  necessary  horsepower 
ill  motor  capacity  that  is  required  50 
horsepower  is  used  per  1.000  acres.  Elec- 
tric motor  pumping  thus  enables  small 
farms  to  take  advantage  of  drainage,  as 


the  cost  is  small— whereas  with  a  steam 
installation  for  a  small  farm  the  cost 
would   lie   prohibitive. 


Electric   Conveyor   Scales. 

The  illustration  shows  a  scale  for 
weighing  bulk  material  in  motion.  A 
short  section  of  the  conveyor  is  suspended 
from  scale  beams  mounted  in  a  heavy 
steel  frame.  A  corresponding  length  of 
the  unloaded  part  of  the  conveyor  is  also 
suspended  from  the  scale,  but  on  the  op- 
posite side  of  the  fulcrum  from  the  loaded 
part  so  that  its  weight  balances.  In 
this  way  the  tare  weight  is  automatically 
deducted,  and  the  scale  is  self-balancing. 

The  operation  of  this  apparatus  is 
based  on  the  principle  that  the  total 
weight  passing  a  point  in  a  unit  of  time 
is  proportional  to  the  product  of  the 
average  weight  of  a  unit  length  and  the 
speed   of   motion. 

The  voltage  of  a  dynamo  is  maintained 
proportional  to  the  speed  of  motion,  and 
the  current  is  varied  with  the  weight  of 
the  part  of  the  conveyor  suspended.  The 
rheostat  of  the  dynamo  is  controlled  by 
scale  beams  of  the  lever  and  knife  edge 
type.  The  counterpoise  of  the  scale  is  a 
cylindrical  plunger,  which  is  partly  floated 
in  mercury.  With  every  change  in  the 
weight  on  the  conveyor  the  plunger  in- 
stantly adjusts  itself  to  a  new  position, 
thereby   changing   the    level    of   the    mer- 


SC.«lLE   I  ciR  WEIGHING   P.in.K   .MATEI^IAI. 
IN  MOTION. 

ctiry.  The  rheostat  consists  of  double 
wound  coils  connected  to  contact  points 
in  the  mercury  chamber.  .Xs  the  mer- 
cury level  rises  and  falls  the  resistance 
changes.  The  recording  instrument 
may  be  placed  in  a  nearby  office  or  close 
to  the  scales.  These  scales  are  manu- 
factured by  the  Electric  Weighing  Com- 
|)any.  New  York  City,  and  have  been 
thoroughly  tested  under  a  variety  of 
conditions,  and  are  no  longer  an  ex- 
periment. 
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Items  of  Personal  Interest 


Mr.  K.  H.  Hall  has  been  appoinled 
locomotive  foreman  of  the  Grand  Pacific, 
with  office  at  Regina,  Sask. 

Mr.  J.  \V.  Findlay  has  been  appointed 
general  foreman  on  the  Canadian  North- 
ern, with  office  at  Perry  Sound,  Ont. 

Mr.  Joseph  Fritts  has  been  appointed 
foreman  of  the  Atchison,  Topeka  & 
Santa  Fe,  with  office  at  Syracuse,  Kan. 

Mr.  John  Kerr  has  been  appointed  road 
foreman  of  engines  of  the  Canadian 
Northern  with  office  at  Joliette,  Que. 

Mr.  William  V.  Wicks  has  been  ap- 
pointed road  foreman  of  engines  on  the 
Northern  Pacific,  with  office  at  James- 
town, N.  D. 

Mr.  R.  A.  Miller  has  been  appointed 
general  foreman  of  the  Ottawa  division 
of  the  Eastern  lines  of  the  Canadian 
Northern,  at  Trenton,  Ont. 

Mr.  Harry  Fleming,  formerly  with  tbe 
Chicago  &  Alton,  has  been  appointed  as- 
sistant foreman  on  the  Baltimore  &  Ohio, 
with  office  at  Cumberland,  Md. 

Mr.  F.  Gouge  has  been  appointed  fore- 
man of  the  car  department  of  the  Lake 
St.  John  division  of  the  Canadian  North- 
ern, with  office  at  Limoilou,  Que. 

Mr.  A.  E.  Reid  has  been  appointed  su- 
pervisor of  signals  of  the  Chicago  &  North 
Western,  with  office  at  P.oone,  Iowa,  suc- 
ceeding Mr.  K.  E.  Kellenberger,  resigned. 

Mr.  Jay  G.  Coutant,  formerly  engineer 
of  the  plant  of  the  Lima  Corporation, 
Lima,  Ohio,  has  become  associated  willi 
the  Railway  Materials  Company,  Illinois. 

Mr.  C.  A.  Zweibel  has  been  appointed 
supervisor  of  car  repairs  of  the  Atlantic 
Coast  Line,  with  office  at  Wilmington. 
N.  C,  succeeding  Mr.  E.  A.  Sweclcy, 
resigned. 

Mr.  W.  C.  Moore  has  been  appointed 
road  foreman  of  engines  of  the  Ottawa 
division  of  the  Eastern  lines  of  the 
Canadian  Northern,  with  office  at  Tren- 
ton, Ont. 

Mr.  William  Schumann  has  been  ap- 
pointed foreman  of  shops  of  the  Indian- 
apolis &  Louisville,  with  office  at  La- 
fayette, Ind.,  succeeding  Mr.  George 
Crumbo,  resigned. 

Mr.  S.  S.  Scnter,  formerly  engineer  of 
construction  of  the  Wheeling  &  Lake  Erie, 
has  been  appointed  superintendent  of 
bridges  and  buildings  on  the  same  road, 
with  office  at  Brewster,  Ohio. 

Mr.  H.  O.  Fettinger  has  been  appointed 
Eastern  railroad  representative  of  the 
Ashton    Valve    Company,    Boston,    Mass., 


with  office  at  12S  Liberty  street,  New 
Vork,  succeeding  Mr.  VV.  II.  F'oster. 

Air.  Joseph  Billinghani  has  been  ap- 
pointed superintendent  of  motive  power 
of  the  Grand  Trunk  Pacific,  with  office 
at  i  ranscona,  Man.,  succeeding  Mr.  G.  VV. 
Robb,  resigned. 

Mr.  John  Hngels,  formerly  master 
blacksmith  of  the  Big  Four  at  Bellefon- 
laine,  Ohio,  has  been  appointed  master 
blacksmith  of  the  Georgia  Railway,  with 
office  at  Augusta,  Ga. 

Mr.  C.  E.  Lester,  formerly  boiler  in- 
spector lor  the  American  Locomotive 
Company,  has  been  appointed  to  a  similar 
position  for  the  Lima  Locomotive  Cor- 
poration, Lima,  Ohio. 

Mr.  William  O'Brien  has  been  appointed 
master  mechanic  of  the  Illinois  Central, 
with  otfice  at  Clinton,  111.,  succeeding  Mr. 
Fred  M.  Baumgardner,  who  has  accepted 
service  with  the  government. 

Mr.  E.  11.  Peck,  formerly  assistant  en- 
gineer of  the  Chicago,  Burlington  & 
Quincy,  has  been  appointed  engineer  of 
the  Missouri  district,  with  offices  at  St. 
Louis,  Mo.,  succeeding  Mr.  F.  M.  Pater- 
son,  resigned. 

-Mr.  F.  E.  Cooper  has  been  appointed 
machine  shop  foreman  of  the  Pittsburgn 
S:  Lake  Erie,  w-ith  office  at  McKee's 
Rocks,  Pa.,  and  Mr.  Otto  Braun  has  been 
appointed  assistant  foreman  on  the  same 
road,  also  at  McKee's  Rocks. 

Mr.  J.  J.  Sullivan,  formerly  master 
mechanic,  on  the  Louisville  &  Nashville 
R.  R.  at  New  Decatur,  Ala.,  has  been 
appointed  superhitendent  of  machinery  on 
the  Nashville,  Chattanooga  and  St.  Louis 
R.  R.,  with  offices  at  Nashville,  Tenn. 

Mr.  G.  F.  Shull  has  been  appointed 
acting  master  mechanic  on  the  Carolina, 
Clinchfield  &  Ohio,  in  place  of  Mr.  H.  F. 
Staley,  resigned,  and  Mr.  W.  S.  Moseley 
has  been  appointed  mechanical  engineer  on 
the  same  road,  both  with  offices  at  Erwin, 
Tenn. 

Mr.  T.  S.  Lowe,  formerly  road  fore- 
man of  engines  on  the  Canadian  North- 
ern, has  been  appointed  master  mechanic 
on  the  same  road,  with  office  at  Limoilou, 
Que.,  and  Mr.  T.  C.  Hudson  has  been 
appointed  master  mechanic  of  the  Quebec 
Grand  division,  with  office  at  Joliette, 
Que. 

Mr.  John  A.  Marshall  has  been  ap- 
pointed road  foreman  of  engines  of  the 
Northern  Pacific,  with  office  at  Duluth. 
Minn.,  and  Mr.  Melvin  Montgomery  has 
been  appointed  to  a  similar  position  on 
the  same  road,  with  office  at  Staples, 
Minn. 


Mr.  II.  1.  White  has  been  appomted 
general  foreman  of  the  car  department  on 
the  Quebec  division  of  the  Canadian 
Northern,  with  office  at  Joliette,  Que.,  and 
Mr.  J.  Hodgson  has  been  appointed  fore- 
man, car  department  on  the  same  road, 
also  at  Joliette. 

Mr.  R.  C.  Earlywine  has  been  appointed 
assistant  air  brake  inspector  of  the  second 
and  third  districts  of  the  Chicago,  Rock 
Island  &  Pacific,  with  office  at  El  Reno, 
Okla.,  and  Mr.  H.  E.  Reynolds  has  been 
appointed  to  a  similar  position  in  the  same 
road,  with  office  at  Des  Moines,  Iowa. 

Mr.  W.  J.  Rennix  has  been  appointed 
district  master  mechanic  on  the  Canadian 
Pacific,  with  office  at  Calgary,  Alta.,  and 
Mr.  G.  Glasford  has  been  appointed  to  a 
similar  position  at  Cranbrook,  B.  C,  and 
Mr.  T.  J.  Brown  has  been  appointed 
resident  engineer  and  bridge  and  building 
master,  also  at  Cranbrook. 

J.  H.  Sanford,  formerly  purchasing 
agent  of  the  New  Haven  road,  has  been 
appointed  purchasing  agent  of  The  Con- 
necticut Company,  and  will  also  buy  for 
the  Ilousatonic  Power  Company,  the 
Berkshire  Street  Railway  Company,  the 
New  York  &  Stamford  Railway  Company, 
the  Westchester  Street  Railroad  Com- 
pany and  the  Westport  Water  Company. 

In  line  with  the  policy  the  New  Haven 
is  now  pursuing  of  curtailing  expenses  in 
every  way  possible,  it  is  thought  that 
H.  A.  F'abian,  director  of  purchases,  can 
handle  the  business  without  Mr.  Sanford's 
assistance  so  that  the  latter  can  take 
charge  of  the  purchases  for  the  trolley 
companies  and  look  closely  after  every 
detail  in  connection  with  those  companies. 

The  appointment  of  an  independent 
purchasing  agent  for  the  trolley  com- 
panies is  the  last  step  in  giving  those 
companies  a  complete  organization  of 
their  own,  entirely  independent  in  every 
way  of  the  New  Haven  management. 

Mr.  Sanford  will  make  his  headquarters 
in  New  Haven,  and  in  purchasing  will  try 
to  patronize  home  industries  to  the  great- 
est possible  extent. 

Mr.  David  Van  Alstyne  is  appointed 
assistant  to  the  vice-president  of  operation 
on  the  New  York,  New  Haven  &  Hart- 
ford, with  headquarters  in  New  York,  in 
charge  of  the  test  and  store  departments, 
and  of  handling  scrap.  Mr.  Van  Alstyne 
will  also  have  supervisory  authority  over 
the  mechanical  department  in  regard  to 
organization,  shop  practice,  approval  of 
design,  standards,  and  requisitions. 

Mr.  W.  D.  Deveney,  formerly  general 
foreman  of  the  Santa  Fe  shops  at  New- 
ton, Kan.,  has  been  appointed  master  me- 
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chanic  on  the  same  road  at  La  Junta,  Col., 
in  place  of  Mr.  Hugh  Gallagher,  resigned. 
Mr.  W.  R.  Harrison  has  been  appointed 
general  foreman  at  Newton,  Kan.,  and 
Mr.  W.  S.  Whatley  and  Mr.  Earl  Preston 
have  been  appointed  storekeepers,  the 
former  at  Canadian,  Tex.,  and  the  latter 
at  Waynoka,  Okla.,  all  on  the  Santa  Fe. 

Mr.  F.  L.  Stuart,  chief  engineer  of  the 
Baltimore  &  Ohio  Railroad,  has  been 
named  by  Mayor  John  Purroy  Mitchel, 
of  New  York,  as  a  member  of  the  ad- 
visory committee  on  port  development. 
It  is  planned  by  the  New  York  authorities 
to  work  out  a  comprehensive  plan  of  en- 
larging the  shipping  facilities  of  the  city, 
both  of  water  and  rail  traffic,  and  in  sucli 
connection  the  co-operation  of  the  railroad 
companies  entering  that  city  is  sought. 
Mr.  Ralph  Peters,  president  of  the  Long 
Island  Railroad,  and  P.  J.  Flynn,  vice- 
president  of  the  Delaware,  Lackawanna 
&  Western  Rairoad,  will  serve  on  the  ad 
visory  committee  with  Mr.  Stuart. 

Mr.  Morgan  K.  Barnum,  formerly  gen- 
eral mechanical  inspector  of  the  Baltimoic 
&  Ohio,  has  been  appointed  superintendent 
of  motive  power  of  the  same  road,  witli 
office  at  Baltimore,  Md.  Mr.  Barnum  ha^ 
had  a  notable  career  as  a  railway  man. 
Previous  to  his  appointment  as  general 
mechanical  inspector  in  the  Baltimore  & 
Ohio  he  was  superintendent  of  moli\f 
power  of  the  Illinois  Central,  and  pre 
viously  superintendent  of  motive  power 
of  the  Chicago,  Rock  Island  &  I'acitic 
He  has  been  prominently  identified  with 
the  Master  Car  Builders'  and  Master 
Mechanics'  Association  and  was  presiden' 
of  the  former  association  in  1913-14.  He 
graduated  from  the  Syracuse  University 
with  the  highest  honors  in  1884,  and  en 
tered  railway  service  as  special  apprentice 
in  the  shops  of  the  New  York,  Lake  Erie 
&  Western  at  Susquehanna,  Pa.,  since 
which  he  has  been  consecutively,  ti) 
-September,  1887,  machinist  and  mechanical 
inspector,  and  general  foreman  on  the 
same  road  from  1887  to  1889  at  Sala- 
manca, X.  Y.  In  the  latter  year  he  wa^ 
appointed  general  foreman  on  the  l-ouis 
ville  &  Nashville,  at  New  Decatur,  Ala.. 
and  from  September,  1889,  to  September. 
1890,  assistant  master  mechanic  on  tlic 
Santa  I"'e,  at  .Argentine,  Kan.;  September, 
1890,  to  June,  1891,  superintendent  of 
sliops  Uniim  Pacific  at  Cheyenne,  Wyo. ; 
June,  1891,  to  December,  1898,  district 
foreman,  same  road  at  North  Platte,  XeK. ; 
December,  1898.  {.,  December,  1902,  Neb 
raska  division,  same  road,  at  Omaha. 
Neb.;  December,  1902,  to  February,  1903. 
assistant  mechanical  superintendent  on  tb' 
.Southern;  I  ebruary,  1903,  to  April,  1904. 
he  was  superintendent  of  motive  power  on 
tile  Rock  Island,  as  already  stated.  Mr 
Barnum  is  an  all  around  railroad  man  of 
the  best  type  and  much  esteemed  by  all 
who  have  the  honor  of  his  acquaintance. 

.■\t   the   last   convention   of  the  Travel- 
ing   Engineers'     Association    Mr.    Frank 


P.  Rocsch  was  elected  president  of  the 
organization,  a  most  worthy  choice.  Mr. 
Roesch  is  remarkably  well  informed  on 
lailroad  mechanical  subjects,  and  is  a 
remarkably  good  writer,  many  articles 
from  his  pen  having  appeared  in  the 
pages  of  Railway  and  Locomotive  En- 
gineering. 

Mr.     Roesch     was     born     in     Alsace, 


Ml  iKm;ax    K,    RARNl'M 

Irantc,  ,uul  eniiiirated  in  lliis  country 
with  liis  |iarints  whin  six  years  old. 
landing  at  Chicago,  where  lie  first  en- 
tered school,  finally  graduating  from  high 
school  at  the  age  of  thirteen.  .\t  the 
same  time  he  was  studying  nuchanical 
engineering    under    the    direct    tuitinn    of 


I  K.\NK  P.   ROESCH. 

his  fatlier,  who  was  a  graduate  of  Ox- 
ford, England,  and  Heidelberg,  Germany. 
Ills  parents  moving  west  lie  entered  the 
iiiiploy  of  the  C.  R.  I.  &  P.  Ry.,  at 
Trillion,  Mo.,  as  machinist  apprentice, 
au'l  at  completion  of  his  apprenticeship 
.VLiii  to  Denver,  Colo.,  with  his  parents, 
1  is  father  having  taken  a  position  as 
r  1' chanical  engineer  of  the  Denver  & 
^     th    Park    Railroad,   with    which    road 


Irank  also  identified  himself  as  a  ma- 
chinist. In  1883  he  was  sent  to  Gun- 
nison, Colo.,  as  roundhouse  foreman. 
Leaving  that  point  in  November  of  the 
same  year  he  entered  the  service  of  the 
Rio  Grande  Western  at  Salt  Lake  City, 
Utah ;  first  as  machinist,  afterward  as 
locomotive  fireman.  From  there  he  emi- 
grated to  Sacramento,  Cal.,  and  was 
there  employed,  first  as  a  locomotive  fire- 
man, afterward  as  machinist ;  laid  off  on 
account  of  slack  business,  and  was  next 
employed  as  division  foreman  at  Win- 
slow,  Ariz.,  on  the  Atlantic  &  Pacific 
Railroad,   now   the   Santa   Fe. 

He  resigned  in  the  spring  of  1885, 
knocking  about  the  country  and  finally 
landing  at  Fernandina,  Fla.,  where  he 
look  the  position  of  general  foreman 
with  the  F.  R.  &  N.  Railroad,  resigning 
at  the  end  of  a  year  to  take  position 
of  locomotive  engineer.  On  account  of 
the  death  of  his  father  in  Denver,  in 
1886,  he  returned  to  Denver  and  was 
first  employed  as  general  foreman  of  the 
D.  &  N.  O.  Ry.,  now  the  C.  &  S.,  and 
upon  the  completion  of  the  road  took 
position  of  locomotive  engineer,  serving 
as  botli  freight  and  passenger  for 
nearly  ten  years,  when  he  was  promoted 
to  the  position  of  road  foreman  of  en- 
gines in  1899.  and  in  1901  to  the  position 
of  general  traveling  engineer  of  the  C.  & 
S.  Ry.,  and  the  Santa  Fe  joint  tracks. 
During  the  time  he  was  employed  as  gen- 
eral traveling  engineer  he  spent  most  of 
the  time  in  conducting  various  tests, 
such  as  indicator,  dynamometer,  etc.,  and 
established  tonnage  ratings  for  all  loco- 
motives over  the  entire  C.  &  S.  System. 
In  the  spring  of  1903  he  was  offered  a 
position  as  master  mechanic  of  the  C.  & 
.\.  Ry..  at  Slater.  Mo.,  wliich  he  ac- 
cepted and  lield  until  he  took  the  posi- 
tion of  general  manager  of  the  Hicks 
Locomotive  &  Car  Works,  Chicago,  111., 
January  1.  1905.  Owing  to  the  continued 
ill  health  of  his  'family  he  was  obliged 
to  resign  this  iiosition  after  two  years, 
.Tiid  accipted  the  position  as  master 
mechanic  with  the  Southern  Ry.,  first  at 
Birmingham,  .Ma.,  and  later  transferred 
10  Spencer.  N.  C,  the  Spencer  shops  be- 
ing the  largest  shops  on  the  Southern 
Ry.  at  that  time.  As  the  health  of  his 
family  did  not  improve  he  was  again 
compelled  after  two  years  to  resign,  in 
order  to  find  a  drier  climate  at  a  higher 
altitude,  accepting  his  present  position  in 
.Xovcmbcr,   1908. 

These  notes  show  that  Mr.  Roesch  has 
enjoyed  a  highly  varied  experience,  most 
of  the  changes  having  been  owing  to  the 
delicate  health  of  his  wife.  Honorary 
membership  in  the  Master  Boiler  Mak- 
ers' Association  was  conferred  upon  Mr. 
Roesch  for  the  work  done  on  the  asso- 
ciation's rules  and  formulas.  In  a  high 
degree  he  combines  the  practical  and  the 
scientific  department  of  mechanical  en- 
gineering. 
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Put  an  End  To  Brake 
Lubrication  Troubles 


DIXON'S 
GRAPHITE 

Air  Brake  &  Triple 
Valve  Grease 

This  is  a  very  high-grade 
mineral  grease  containing 
exactly  the  right  propor- 
tions of  Dixon's  fineh' 
ground  selected  Ticonder- 
oga  flake  graphite  —  a 
combination  having  the 
highest  lubricating  quali- 
ties with  a  "body"  of  just 
the  right  consistency  for 
the  many  requirements  of 
the  air  brake  system. 
As  a  lubricant,  it  pene- 
trates to  every  bearing 
surface,  building  up  a 
smooth  veneer  of  oily 
graphite  that  covers  ever\' 
minute  roughness  and 
substitutes  the  gliding  of 
graphite  on  graphite  for 
the  grinding  of  metal  on 
metal. 

It  is  practically  unaffected 
by  heat  or  cold — -never 
dries  up,  or  gums;  or  gets 
sticky.  You  are  always 
sure  to  have  well-lubri- 
cated, free-running  bear- 
ings, responsive  to  the 
sliglitest  pressure  differ- 
ences —  which  means  a 
quick  -  acting,  sensitive 
brake  system. 
On  passenger  coaches,  a 
year's  service  from  one  ap- 
plication is  not  unusual — 
and  twice  as  long  on 
freight  cars.  Does  that 
indicate  economy? 

Railway   Lubrication  is  fully 

treated     in     "Graphite 

Products      For      the 

Railroad,"  No.  69. 

Made  ill  JERSEY  CITY,  N.  J.' 
by   the 

JOSEPH  DIXON 
CRUCIBLE  CO. 

Eatabliahed  1827 


RAILROAD  NOTES. 

ihe  Georgia  is  said  to  be  in  the  market 
lor  four  Mikado  locomotives. 


The  Detroit,  Toledo  &  Ironton  is  in 
the  market  for  10  locomotives,  it  is  said. 

The  Rutland  has  ordered  100  hopper 
cars'  from  the  .Standard  Steel  Car  Com- 
pany. 


The   Carolina  &   North   Western   is   in 
the   market   for  one  hundred  30-ton   box 


The  Erie  has  ordered  a  Santa  Fe  type 
locomotive  from  the  Baldwin  Locomotive 

Works. 


The  Winston-Salem  Southbound  is 
said  to  be  in  the  market  for  thirty-five 
freight   cars. 

Tile  Warren,  Jonsville  &  Saline  River 
is  in  the  market  for  three  miles  of  56-lb. 
relaying   steel. 

The  Albany  Southern  is  in  the  market 
for  10  freight  cars  and  one  express  car 
.iiid  snow  plow. 

The  Havana  Central  has  ordered  twelve 
passenger  cars  from  the  Wason  Manu- 
facturing  Company. 


The  Rutland  has  ordered  75  SO-ton 
steel  hopper  cars  from  the  Standard 
Steel   Car   Company. 

The  Lehigh  &  Hudson  River  has  or- 
dered 20  50-ton  ore  cars  from  the  Pressed 
Steel   Car  Company. 


The  Chicago.  Milwaukee  &  St.  Paul  is 
said  to  bo  preparing  to  erect  a  rcnnd- 
bouse  at  Beloit.   Wis. 


The  Western  Pacific  is  reported  to  have 
plans  for  expenditure  of  $10,000,000  for 
tile  construction  of  feeders. 

The  Williamsville,  Greenville  &  St. 
I-ouis  has  two  locomotives  and  a  Bucy- 
rus    steam    shovel    for    sale. 

The  .Argentine  Railways  are  reported 
to  have  placed  an  order  with  .American 
makers  for  35,000  tons  of  rails. 


The  Toledo.  St.  Louis  S-  Western  has 
placed  an  order  for  500  tons  of  rails  with 
the  Lackawanna   Steel  Company. 

The  .Atlanta.  Birmingham  &  Atlantic 
has  ordered  five  Mikado  locomotives  from 
the    Baldwin    Locomotive    Works. 


The    Minneapolis,    Dakota   &    Western 
-    in    the    market    for   four   locomotives, 

liil  li;,-   iCiir  l..rnmntives  for  sale. 


The  Louisville  &  Xashville  has  given 
a  contract  to  Rommel  Bros.,  Louisville, 
Ky.,  to  build  a  roundhouse,  shops,  etc., 
at  Lexington,  Ky. 


The  Chicago  &  Alton  has  authorized 
construction  of  nine  new  stalls  to  its 
roundhouse  at  Brighton  Park,  Chicago,  at 
an  estimated  cost  of  $12,000. 


The  Cincinnati,  Hamilton  &  Dayton 
has  ordered  1,000  box  cars  from  the 
Standard  Steel  Car  Company,  and  1,000 
gondola  cars  from  the  Cambria  Steel 
Company. 


The  Nashville,  Chattanooga  &  St.  Louis 
has  given  the  Union  Switch  &  Signal 
Company  a  contract  for  installing  an  elec- 
tro mechanical  interlocking  plant  at 
Cravens,  Tenn. 


The  Southern  Wheel  Company,  of  St. 
Louis,  Mo.,  will  erect  a  $60,000  building 
at  its  carwheel  plant  in  Atlanta,  Ga., 
and  will  increase  its  manufacture  of  cast- 
iron    car   wheels. 


The  Pennsylvania  Lines  West  have 
placed  orders  for  60,000  pairs  of  splice 
bars,  dividing  the  order  equally  between 
the  Carnegie  Steel  Company  and  the 
Illinois   Steel  Company. 


The  Cleveland,  Cincinnati,  Chicago  & 
.■^l.  Louis  has  made  application  to  the 
Ohio  public  utilities  for  permission  to 
issue  notes  which  will  be  used  as  part 
payment  for  18  locomotives. 


The  Northwestern  Pacific  has  ordered 
4  ten-wheel  passenger  locomotives,  2 
ten-wheel  freight  locomotives  and  3  six- 
wheel  switching  locomotives  from  the 
.\merican   Ix)comotive   Company. 


The  Baltimore  &■  Ohio  has  closed  con- 
tracts for  9.000  tons  of  rails,  distributed 
among  the  Carnegie  Steel  Company, 
Cambria  Steel  Company  and  Tennessee 
Coal,  Iron  &  Railroad  Company. 


The  Cincinnati,  Hamilton  &  Dayton  is 
in  the  market  for  twelve  70-ft.  coaches 
and  one  73-ft.  steel  dining,  8  70-ft.  pas- 
.sengcr  and  ba.y.tiage.  five  70-ft.  baggage 
and  mail  and  four  70-ft.  baggage  car?. 


The  Southern  lias  awarded  rc>ntract  to 
I  C.  Abbott,  of  Brandy,  \'a  ,  for  a  gen- 
erator house  at  Whittles,  Va.,  to  be  used 
in  connection  with  installation  of  auto- 
malic  sipnals  between  .\mherst  and  Whit- 
tles.   

The  Southern  has  given  a  contract  to 
the  Consolidated  Fiigineering  Company, 
Calvert  buildiiit:.  Baltimore.  Md .  for  a 
roundhouse  at  Forrest  yards.  Buntyn, 
near  Nfempbis.  Tenn..  at  an  estimated 
cost  ,.1  S60.000. 
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Improvement  in  Wireless  Telegraphy. 
.\n  improvinicnt  in  wireless  telegraphy 
has  just  been,  patented  by  C.  P.  Ryan. 
Marconi  House,  London.  England, 
whereby  an  alarm  is  given  on  the  receipt 
of  a  series  of  timed  signals  which  a  cor- 
respondingly-timed balance-wheel  con- 
trolling a  local  circuit.     .\s  shown  in  tlie 


;,.  k;i..w  inmicdiately  of  any  move  made 
liy  the  enemy. 

l''or  the  purpose  of  showing  how  im- 
portant a  part  electricity  plays  in  modern 
warfare,  the  army  and  navy  of  the  United 
States,  is  arranging  a  series  of  special  ex- 
hibits to  be  included  in  the  Electric  Ex- 
position to  be  held  in  New  VorU  City  the 
second  week   in   October. 

One  of  exhibits  will  show  the  use  of 
electricity  in  coast  defense  service.  It  will 
embrace  the  mining  of  harbors,  handling 
of  big  guns,  signal  devices  and  lines  of 
communication,  tlie  use  of  searchlights, 
itc,  in  all  of  which  electricity  plays  a 
more  or  less  important  part. 

The  Navy  will  exhibit  a  model  of  the 
.liiidt^e  of  a  battleship,  complete  in  every 
detail  and  showing  how  electricity  is  used 
to  control  the  great  lighting  ships  of  this 
nation.  Other  features  of  the  Xavy  ex- 
hibit will  show  how  electricity  is  employed 
in  submarines  and  the  new  electric  cook- 
ing range  for  warships,  described  in  a 
previous  issue  of  this  paper,  will  be  on 
.xhiblt. 

A  small  arsenal,  fully  cr|nipped  and  en- 
■-;:i.i;e<l  in  makin.t;  anmiunilion.  is  to  be 
.  xbil)ite(i  by  the  Ordnance  Department  of 
the  U.  S.  .\rmy.  The  electrically  operated 
lu.ichinery  and  the  officers  and  men  who 
will  use  it  in  m.iking  amnnmition  will 
r,.iiie  from  the  I'ranktord  '.Arsenal  at 
I'bil.-i.lelphia. 


IME'KOVEIi  \VlKi:i,E.S.S  AI'P.\R.\H.S. 

accompanvim;  illustration  there  is  a  bal- 
ance wheel,  c,  having  an  iron  inset,  i, 
which  is  mounted  on  a  -ipring-controlUd 
spindle,  d,  carrying  a  counterwcighted 
contact-arm,  .i,  above  a  mercury  cup,  1,  the 
wheel  c  being  arranged  within  a  coil,  a, 
controlled  by  a  relay  b  on  the  detector 
circuit. 

Electricity    in    Modern    Warfare. 

It  IS  not  utnerall)  tmderstood  liow 
widespread  and  important  i^  the  u~e  oi 
cle.-iruuy  in  modern  warfare,  a*  it  is  now 
being  waged  in  Europe  between  Germany 
and  .'\ustria  on  the  one  hand  ami  "The 
.Allies"  on  ihe  other.  Without  electricity 
little  could  lie  accomplished,  tor  it  is  used 
very  extensively:  it  sparks  ilie  gasoline 
engine  of  the  swift  flying  armoured  air 
shi[i  and  the  heavily  loaded  motor  truck 
of  h.-  commissary  department  ;'  revolves 
lb.-  -urri-ts  and  controls  the  :  rr  of  the 
great  battleships;  it  sets  off  ibe  mine> 
which  dc.vtroy  these  superdrcaduoughl- ; 
r  -rismiN  Tie  messiges  from  the  vari- 
arts  of  the  battle  line  to  beadquar- 
!,i-      enaM;r.j     the    general    in    .,,ii\maud 


Air  Brake  Story  Contest, 
The  names  of  the  prize  winners  in  the 
Weslinghouse  Air  Brake  Company's  com- 
petition for  the  best  .air  brake  story,  are 
.IS  follows:  First  prize.  $1,000,  Mr,  Jas, 
I'ain,  engineer,  ^\■abnsh  Railroad,  Peru, 
Ind.  Second  iirize.  S.'^OO.  Mr,  H,  C 
Wnodbridge,  sjeneral  manager's  special 
representative,  BufT.alo,  Rochester  &  Pitts- 
burgh Railroad.  Rochester,  N.  Y.  Third 
prize,  $200.  Mr  Alex,  M,  Stewart,  engi- 
neer. Illinois  Central  Railroad.  McComb, 
Miss.  Fourth  prize,  $150,  Mr,  D.  Oxen- 
fnrd,  road  foreman  of  engines,  Lehigh 
V;.lley  Railroad,  New  York,  N.  Y.  Fifth 
prize,  $100,  Mr.  Carl  11.  Fuller,  chief  en- 
eineer.  Macon  Railway  &  Light  C.>mpany, 
M:ir.  m,  Ga.  Sixth  prize,  $.S0,  Mr.  Millard 
F,  Cox,  assistant  superintendent  ma- 
chinery. Louisville  X-  Nashville  Railmad, 
Louisville.  Ky, 

Scots    Historical    Question     Answered. 

A  cpiestiou  olt.ii  lint  to  .hiMiru  m 
Scot  schools  is,  llou-  did  it  happen  that 
lames  AM  was  liorn  in  Liiilitli«o  Palace  : 
Tb.'  Mother  Queen.  Mary.  l\ad  quar- 
relled   with    her    bu>baud    in     ll.dyr I 

Palace  an.l  stroied  lor  Stirbm;,  bin  had 
t.i  stop  off  at  l.inlitbjjo,  wlieri-  tlie  child 
was  born.  On  the  .piesti..n  being  put 
to  a  larf;e  class  oi  eliildreii,  silence  for 
a  time  till  a  briKht  little  girl  held  up  ber 
band  and  exclaimed,  "P.eeanse  bis 
UK. tiler  was  tlu-re." 


GOLD 

Car 
Heating 

k 

Lighting 
Company 


Manufacturers  of 

ELECTRIC, 
STEAM  AND 
HOT  WATER 
HEATING 
APPARATUS 

FOR  RAILWAY  CARS 

VENTILATORS 

FOR    PASSENGER 

AND   REFRIGER- 

ATOR     CARS 

ACETYLENE  SYSTEM 
or    CAR     LIGHTING 


Send  for  circular  of  our  combina- 
tion PRESSURE  AND  VAPOR 
SYSTEM  OF  CAR  HEATING, 
which  system  automatically  main- 
tains about  the  same  temperature  in 
the  car  regardless  of  the  outside 
weather  conditions. 

Main     Office,     Whitehall     Building 

17    BATTERY    PLACE 

NEW    YORK 
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LEARN   MORE 

EARN  MORE 


Here  is  a  book 

of  practical 

money-earning 

value  to 

Locomotive 

Engineers  and 

Railway  Students 

EVERYWHERE 


"LOCOMOTIVE  SLIDE  VALVE  SETTING  " 


"THE  FIREMAN'S  GUIDE" 

A  handbook  on  the  care  of  boilers  in  plain, 
even'  day  English;  very  complete  (12th  edi- 
tion). 

Three  Books  Only  50  Cents  Each 

Cardboard  working  model  of  the  Wal- 
schaert  Valve  Gear,  with  full  descrip-  Jl  ch 

Send   for   Special    List   of    Prac- 
tical   Handbooks.       Mailed   free. 

SPOfi!&  CHAMBERLAIN 


123  L  Liberty  Street 


New  York 


Books,  Bulletins,  Catalogues,  Etc. 


Buffalo,    Rochester    &    Pittsburgh    An- 
nual Report. 

Among  the  attractive  publications  that 
come  annually  to  this  office  is  the  annual 
report  of  the  Buffalo,  Rochester  & 
I'ittsburgh  Railway  Company,  which 
conns  with  the  compliments  of  our  old 
friend,  Mr.  William  T.  Noonan,  president 
oi  the  company. 

Tlie  year  ending  June  30,  1914,  has  been 
by  no  means  an  era  of  prosperity  to 
many  railroads,  but  the  report  mentioned 
.■-iiiius  that  the  Buffalo,  Rochester  & 
rittsl)urgh  has  been  a  little  more  for- 
ti'.nate  than  most  of  its  neighbors.  There 
lias  been  a  slight  increase  of  mileage, 
but  decrease  in  net  operating  revenue 
which  comes  from  the  extra  financial 
burdens  imposed  upon  railroads  by  taxes. 
Considerable  additions  have  been  made 
OP.  equipment  during  the  year,  three  new 
passenger  locomotives,  twelve  freight  lo- 
comotives, and  27  steel  passenger  cars 
having  been  purchased,  besides  a  variety 
of  other  rolling  stock  at  a  total  cost  of 
$1,628,857. 

The  detailed  account  of  income  and  ex- 
penditures makes  interesting  reading,  but 
it  is  not  adapted  to  these  pages.  A  care- 
ful study  of  the  report  gives  the  impres- 
sion that  the  Buffalo,  Rochester  &  Pitts- 
burgh Railway  is  a  very  well  managed 
property,  and  that  President  Noonan  de- 
serves high  credit  for  the  same. 


NOW  IS  THE  TI.ME  to  install  a 

Rue  Boiler  Washer 
and  Tester, 

For  you  will  need  it  when  cold 
weather  comes.  It  will  wash  out. 
test  and  fill  your  boiler,  all  with 
hot  water,  and  have  it  ready  for 
use  in  one  hour. 

TIIINK    IT   OVER. 
CataloE  on  Bnllfr  Washers  \  Ti. 
Cataloi;  on  Injectors  B-S. 

Rue  Manufacturing  Co., 

228  CHERRY  STREET 
PhiladelpKia,  Pa. 

Manufacturer-    oi    Inj.Ttors.    EJpctors. 

Boiler   Washers  and   Tpsters,   Boiler  Checks. 

Check    Valves. 


ON 


POP  VALVES  AND  GAGES 

The  Quality  Good*  that  La«t 

The  Athton  Valve  Co. 
271   Franklin  Street.  Boston,  Mass. 
No.   174  Market  St.,       Chicago.  III. 


Fuel   Oil. 


Tliose  who  are  interested  in  appliances 
for  burning  fuel  should  send  for  a  copy 
of  the  Catalogue  of  -Appliances  for  burn- 
ing fuel  oil  to  Tate,  Jones  &  Co.,  Empire 
Building,  Pitsburgh,  Pa.  Oil  fuel  is  now 
competing  all  over  the  United  States  with 
coal.  Twenty-five  per  cent,  more  heat  is 
procurable  from  the  oil.  It  is  forty  per 
cent,  less  in  weight,  and  thirty-five  per 
cent.  less  in  bulk.  It  can  be  stored  at  less 
expense  and  does  not  deteriorate  when 
stored.  It  is  burned  almost  completely. 
Mucli  of  the  heat  from  coal  passes  through 
the  stack.  The  catalogue  shows  all  kinds 
of  appliances  with  the  tabulated  results  of 
tests  which,  to  say  the  least,  are  con- 
vincing. 


The  Railroads'  Appeal. 

Se\  en  presidents  of  the  leading  railroads 
of  .\merica  called  on  the  President  of  the 
United  States  last  month  and  made  a 
strong  appeal  for  more  sympathetic  treat- 
ment by  the  Government  towards  the  rail- 
roads. The  appeal  is  published  in  cir- 
cular form  and  is  stirringly  eloquent.  .\s 
is  well  known  the  great  increase  in  ex- 
penses now  coincides  with  seriously  de- 
pleted revenues,  with  no  corresponding 
abilitv   of   the   railroads   to    reduce    their 


costs  in  jiropurtiuii.  Governments  can 
proceed  with  expenditures  of  all  kinds  by 
taxation,  but  railroads  cannot.  While  the 
effect  of  the  European  war  upon  railroad 
earnings  may  vary  in  different  sections, 
it  is  painfully  evident  that  there  will  be 
serious  decreases  in  the  total  because  of 
the  unprecedented  difficulties  in  the 
marketing  of  cotton,  the  great  decrease  in 
imports,  and  the  general  dislocation  of 
trade  and  industry. 


Sand  Blast  Equipment. 
The  De  La  Vergne  Machine  Company, 
New  York,  has  issued  an  interesting 
pamphlet  on  The  Sand  Blast  from  the 
users'  viewpoint,  being  a  paper  read  at  a 
meeting  of  associated  foundry  foremen  of 
New  York  and  vicinity.  It  gives  valuable 
practical  points  on  the  selection  and  opera- 
tion of  sand  blast  equipment.  As  is  well 
known  the  railroads  are  today  practically 
unanimous  in  demanding  the  sand  blast- 
ing of  steel  cars  before  painting,  which 
not  only  gives  a  better  surface  with  a  cor- 
responding better  finished  job,  but  also 
prevents  inward  corrosion  which  is  verj- 
important.  The  same  remarks  apply  to 
bridge  building.  The  gates  of  the  Gatun 
Locks  are  an  excellent  example.  Forging 
machines  are  also  sand  blasted  to  save  the 
dies  and  prevent  the  slipping  of  metal 
under  the  dies.  In  electric  welding  the 
appliance  frees  the  parts  from  scale.  The 
appliance  appears  in  many  forms  and 
every  individual  condition  can  be  success- 
fully met.  Copies  of  the  pamphlet  and 
other  details  may  be  had  on  application  to 
the  De  La  Vergne  Company. 


"National"  Bulletin. 

The  National  Tube  Company's  "Na- 
tional" Bulletin,  No.  9-C.  contains  very 
interesting  matter  in  regard  to  some  tests 
of  "Kewanee"  unions  with  tabulated  de- 
tails, including  tests  to  which  every  in- 
dividual "Kewanee"  union  is  subjected,  as 
well  as  actual  service  tests  which  were 
disconnected  and  reconnected  over  one 
thousand  times,  and  which  remained  tight 
at  the  end  of  the  tests.  No  better  proof 
of  the  absolute  reliability  of  the  com- 
pany's fine  products  could  be  had.  Copies 
of  the  bulletin  may  be  had  on  application. 
Address  National  Tube  Company,  Frick 
Building,   Pittsburgh,  Pa. 


Electric  Fans. 
It  is  pleasant  in  the  sweltering  spasms 
that  we  have  experienced  during  the 
torrid  spells  of  the  vanished  summer  to 
recall  the  electric  fans  used  by  sensible 
hotel  men  and  by  thoughtful  railway  offi- 
cials who  give  some  thought  to  the  com- 
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fort  of  passengers.  The  Safety  Car  Heat- 
ing &  Lighting  Company,  No.  2  Rector 
street,  New  York,  in  Vol.  4,  No.  1,  of 
their  publications  presents  facts  in  re- 
gard to  their  latest  devices  in  the  use  of 
electricity  in  driving  fans.  Future  gen- 
erations will  arise  and  call  the  company 
blessed  among  manufacturers,  not  because 
it  is  more  blessed  to  give  than  to  receive, 
but  because  their  appliances  fill  a  long 
felt  need.  Get  a  copy  of  the  Safely  Heat- 
ing and  Lighting  Kni.-s.  and  learn  about 
the  company's  thoughtful  ingenuity. 


It  may  interest  sume  of  our  readers  to 
learn  that  there  is  published  in  Edinburgh 
a  very  bright  monthly  magazine  called 
The  Scottish  Nation.  A  good  picture  of 
Dr.  Angus  Sinclair  apears  on  the  front 
page  of  the  October  number. 


Magistrate— "You  say  this  man  stole 
your  coat?  Do  I  understand  that  you 
prefer  the  charge  against  him?" 

Prosecutor— "Well,  no,  Your  Honor, 
I  prefer  the  coat,  if  it's  all  the  same  to 
you." 


Flexible  Staybolts. 


A  comparative  fire  box  record  covering 
an  Atlantic  type  locomotive  rigidly  stayed 
from  1901  to  1907,  and  with  a  complete 
Tate  Flexible  Staybolt  installation  from 
1907  to  date,  is  given  for  the  purpose  of 
careful  analysis  in  the  consideration  and 
study  of  all  points  dealt  with  in  the  dis- 
cussion arising  from  the  use  of  flexible 
staybolts,  and  now  published  by  the  Flan- 
nery  Bolt  Company  in  Vol.  2,  No.  4, 
makes  very  interesting  reading,  and  shows 
that  the  cost  of  engine  time  lost  due  to 
continuous  staybolt  breakage,  fire  sheet 
cracking  and  all  consequent  renewals,  and 
the  constant  inspection  necessary,  regard- 
less of  the  cost  of  materials,  labor  and 
time  involved  for  maintenance  repairs, 
is  left  to  the  consideration  of  those  who 
know,  by  experience,  the  full  value  of 
the  engine  flexibly  stayed,  as  an  earning 
factor,  compared  to  its  value  when  rigid- 
ly stayed. 


An  Irishman  in  France  had  been  chal- 
lenged to  a  duel.  "Sure,"  he  cried,  "we'll 
fight  with  shillelaghs."  "That  won't  do," 
cried  the  second,  "as  the  challenged  party 
you  have  the  right  to  choose  the  weapons, 
but  chivalry  demands  that  you  should  de- 
cide upon  a  weapon  with  which  French- 
men are  familiar."  "Is  that  so?"  said 
the  generous  Irishman;  "then  we'll  fight 
it  out  with  guillotines." 


Teaching  the  Young  Idea  to  Shoot. 

A  keen-eyed  but  obviously  scantily  edu- 
cated mountaineer  led  his  gawky,  over- 
grown son  into  a  country  schoolhousue. 

"This  here  boy's  arter  larnin',"  Ik- 
announced.    "What's  yer  bill  o'  fare?" 

"Our  curriculum,  sir,"  corrected  the 
schoolmaster,  "embraces  geography, 
physiology,  arithmetic,  algebra,  trigo- 
nometry  " 

"That'll  do,"  interrupted  the  father. 
"That'll  do.  Load  him  up  heavy  with 
triggernometry.  He's  the  only  poor  sh"l 
in  the  family."— Koi(//;'.f  Companinn. 


International    Expositions. 

The  gorgcouh  pamphlets  issued  liy  tlu- 
exhibition  companies  on  the  Pacific  coast 
in  regard  to  the  exhibition  to  be  held  in 
1915  are  (|uite  an  artistic  show  in  them- 
selves. Apart  from  that  there  is  much 
valuable  information  in  regard  to  railroad 
rates  which  are  nearly  less  thait  half 
price.  Those  who  think  of  going  should 
secure  copies  of  these  illustrated  pam- 
phlets from  Mr.  A.  M.  Mortenson,  traffic 
manager,  San  Francisco,  Cal. 


Eggstraordinary. 

"When  I  arose  to  speak,"  related  a  mar- 
tyred statesman,  "some  one  hurled  a  base. 
cowardly  egg  at  me  and  it  struck  me  in 
the  chest." 

".^nd  what  kind  of  an  egg  might  that 
be?"  asked  a  fresh  young  man. 

"A  base,  cowardly  egg."  explained  tlv 
statesman,  "is  one  that  hits  you  and  then 
runs." 


Baldwin's  Record,   No.  79. 

The  publications  of  the  Baldwin  Loco- 
motive Works  are  in  keeping  with  the 
high  standard  of  excelh  iici-  maintained 
by  the  enterprising  compan  .  Their  latest 
illustrated  booklet  show  P.icific  type 
locomotives  for  all  kind  <!  services. 
Eighteen  different  kinds  arc  ^hown  with 
full  details  running  from  170  to  240  tons 
weight.  An  admirable  essav  on  their 
comparative  hauling  qualitie';  is  also  at- 
tached. Copies  may  be  had  ■■n  applica- 
tion to  the  company's  office  at  Philadel- 
phia, Pa. 
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Mixed  on   Measurement. 

Mr.  W.  A.  Garrett,  vice-president  of  tin- 
rhicago  &  Great  Western,  besides  beint; 
an  able  executive  officer,  is  decidedly  a 
humorist.  SpcakinR  at  the  Traveling  En 
sineers'  Convention  he  quoted  a  lot  of 
figures  then  excused  himself  saying  that 
figures  reminded  him  of  a  colored  woman's 
answer  in  court:  Judge:  How  old  ar(_ 
you?  I'm  sixty-eight.  Judge.  No  you 
are  not  sixty-eight,  Mandy.  Vou  are  a 
young  girl.  Yes,  sah,  I  am  sixty-eight. 
Judge.  No,  you  aren't,  you  are  a  young 
irirl.  What  did  I  tell  you,  Judge?  Well, 
you  said  th.at  you  were  sixty-eight.  I 
ain't  sixty-eight.  Judge.  I'm  twenty-four 
years  old.  Sixty-eight  is  my  bust  meas- 
'irement.  Judge. 
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Illumination  of  the  CoUinwood  Shops 

Since    the    establishment    of    the    prin-  been  extensively  and  successfully  imitated  is  used   for  no  other  purpose  than  mov- 

cipal  railway  shops  on  the  Lake  Shore  &  on    other    roads   where   new    shops   have  ing  the  box  from  place  to  place  as  may 

Michigan    Southern    Railway    at    Collin-  been  established,  among  the  more  recent  be  necessary   during  the  operations, 

wood,    Ohio,    the    mechanical    plant    has  being  the  main  shops  of  the  Lackawanna         Mr.  D.  R.  MacBain,  the  superintendent 

been  marked  by  a  degree  of  completeness  at  Scranton,  Pa.     As  is  well  known,  the  of  motive  power,  perhaps  the  most  accom- 


LOCOMOTIVE  ERECTING   SHOP  OF   THE  I..\KE   SHORE 


of  equipment  that  has  not  been  surpassed  grouping     system     consists     of    confining 

by    any    other    railroad    repair    works    in  all    of    the    operations    necessary    to    any 

America.      It   was   the    first    shop    where  particular  appliance  to  a  limited  area,  as 

the  method  of  grouping  the  various  con-  for  example,  in  the  machining  and  fitting 

struction    and    repair    gangs    in    separate  -^f    a    driving    box    every    operation     is 

sections    was    perfected,    and    which    has  within   reach   of  a   special   jib  crane  that 


)HIO. 


plished  authority  on  boiler  construction 
and  repair  in  America  has  ably  sup- 
plemented the  admirable  system  in  vogue, 
and  ever}'  new  mechanical  apphance  of 
value  is  immediately  requisitioned  for 
service   in   the   shops.     The   most   recent 
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addition  to  the  shop  appliances  is  the 
introduction  of  the  most  advanced  method 
of  shop  lighting.  It  may  properly  be 
said  that  the  manifold  advantages  of 
havin.u'    adecpiate    illumination    in    an    in- 


each  lamp  lighting  an  average  of  3,062 
feet.  In  the  erecting  shop  there  are 
twelve  hunps  regularly  spaced  dovi-n  the 
middle  of  the  building  at  intervals  of  44 
feet,   giving   an    average   sjiace    lighted    bv 


UKI).\I()TI\  I-:    IIOM.KR    SHOP:     VIEW   T.\KF..\      I'.V     \  KTl  FICI.M.   I  LLr.MIX.\TIOX. 


units  is  14,603.  with  a  total  available  in 
a  zone  of  0  to  60  degrees  of  10,800 
lumens  per  lamp  which,  with  a  wattage 
of  725  gives  a  value  of  20.2  total 
lumens  per  watt,  and  14.9  available 
lumens  per  watt.  The  efficiency  of  the 
system  as  installed  is  made  evident  from 
the  low  wattage  consuinption  obtained 
per  square  foot,  these  being  .28  for  the 
erecting  shop  and  .24  for  the  boiler  shop, 
the  former  being  said  to  be  the  best 
lighted  erecting  shop  in  the  country. 
The  average  candle  feet  obtained  are  4.24 
fnr  the  erecting  shop  and  3.53  for  the 
liniler   shop. 

.\(i  better  evidence  of  the  success  of 
the  installation  from  a  practical  view- 
point can  be  secured  than  the  universal 
ciimmendation  of  the  cniplnyees  who  are 
working  under  the  light.  They  are 
universally  pleased  with  it  and  the  results 
they  are  able  to  obtain.  It  is  interesting 
to  note,  however,  that  when  a  trial  in- 
stallation of  four  latiips  was  iirst  made, 
there  was  a  certain  antipathy  to  the  light 
■  ■n  the  part  of  the  men  employed,  be- 
cause of  the  difference  in  color  value, 
but  this  speedily  disappeared  after  they 
gave  it  a  thorough  trial.  This  trial  re- 
sulted in  the  adoption  of  the  complete 
installation  of  these  units.  The  lamps 
have  been  installed  at  various  times,  but 
the  entire  installation  averages  practically 
16   months,   and   the   maintenance   change 


dustrial    plant    are    being    realized    by    no     each   lamp   of  2,552   feet.     All   the   lamps 

class  of  operators  more   readily  than   the     are    hung    at    a   height    of   50    feet    above 

farseeing   railroad    men.      Xol    only    does     the  floor.     The   lamps  are   rated  at  2,400 

the   proper   illumination   of  a   shop   mean     candle   power,   with    an   energy   consump-     for  the  period  totals  $134.54,  or  $4.58  per 

a  better  and  more  efficient  class  of  work     tion   of  725   watts,  or  a  total   for  the  in-     lamp   per  year. 

tallation    of   approximately    16   kilowatts 
The    light    alT. .rded    by    these    lamps    i 

nlinl>     sulhciint     for    all    inirposes    evei 


turned  out,  but  exhaustive  tests  recently 
made  in  a  number  of  large  industrial 
plants  proved  conclusively  that  a  work- 
man naturally  made  a  gain  of  considerable 
time  per  day  in  the  production  of  a 
given  piece  of  work,  owing  entirely  to 
the  better  illumination  with  which  he 
was  supplied.  These  fi'w  minutes  when 
inulti|)lied  by  a  lar.ge  number  of  work- 
men  amount   to   a  consideralile   item. 

'i  he  first  of  the  accompanying  illustra- 
tions shows  a  view  of  the  locomotive 
erecting  shop  at  CoUinwo.id.  The  other 
two  are  views  in  the  boiler  ■~liop.  The 
photographs  were  taken  at  night,  and  as 
will  be  noted  at  a  glance,  the  ilhnriina- 
tion  is  abundant  but  entirely  without 
glare  or  shadows,  reaching  every  part  of 
the  shop.  The  buildings  are  ,528  feet 
long  and  58  feet  wide,  giving  .in  area  of 
.30.624   square    feet   in   each   building. 

The  illumination  for  these  buildings  is 
furnished  by  type  Z  Cooper  Hewitt 
Quartz  lamps  operating  in  a  22()-volt 
direct  current  circuit.  This  lamp  is  a 
modilieation  of  the  well-known  i '.oper 
Hewitt  lamp  based  on  the  same  iin.la- 
mental  principles,  but  possessing  ^oine 
essential  differences.  The  lamp  u>: 
mercury  vapor,  and  a  short  tube  oi  pn 
fused  quartz  instead  of  the  long  tu' 
lead   glass  used   in   the   older   types. 

Ten  lam[]S  are  installed  in  the  ]>■  i 
shop  placed  at  regular  intervals  of 
feet     down    the    middle    of    the    buildii 


Doubtless  the  very  successful  installa- 
tion of  this  superior  method  of  lighting 
in    these    extensive    shops    will    be   rapidly 


llu 
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the  locomotive  pit  being  well  illuminated. 
Tile  '>u\\  other  form  of  artilicial  light 
required  is  a  iiort.iliU-  hand  lamp  needed 
1  y  the  Workman  wlien  he  goes  inside  the 
l.oiKr. 

I  he   total    lumens   per   lamp    from   these 


followed  in  many  others  of  the  larger  in- 
dustrial plants  in  .Xmerica.  as  it  is  a  well 
known  fact  that  in  many  of  the  mechan- 
ical establishments,  especially  in  railroad 
machine  shops,  the  lighting  systems  in 
vogue  are  capable  of  much  improvement. 


N'ovfmbcr.  1914. 
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In  the  White  Mountains  on  the  Maine  Central  Railroad 


Many  of  that  liewildered  bunch  of 
American  tourists  who  were  caught  in  the 
war  cyclone  in  tlic  heart  of  Europe,  and 
had,  what  they  choose  to  call,  harrowing 
experiences  in  getting  back  beneath  the 
starry  banner  again,  are  taking  a  trip  to 
the  White  Mountains  to  cool  their  fevered 
brows.  They  have  found  the  Maine  Cen- 
tral Railroad  something  superior  to  the 
ramshackle  equipment  of  Central  Europe 
They  have  found  not  only  comfort  and 
convenience,  liut  luxurious  elegance.  And 
as  for  scenery  and  variegated  wonders  of 
the  blessed  region  it  has  the  Alps  and  the 
Carpathians  frozen  stiff.  Engineering 
skill  has  overcome  many  difficulties  in 
constructing  a  great  railroad  through  the 
mountainous  regions.  True,  the  glamor 
of  tradition  is  dim  and  shadowy  in  the 
mist-mantled  region,  but  so  is  the  weight 
of  prejudice  far  removed,  and  it  is  the 
sweet  air  of  freedom  that  one  breathes 
among  the  green  woods  and  it  is  civiliza- 
tion in  its  highest  degree  of  perfection 
that  one  meets  among  the  social  and  cul- 
tured  people. 

The  railroad  equipment,  as  we  have  said. 
is  of  the  best.  Xot  only  so,  but  the  cry 
of  safety  that  is  now  rising  from  ten 
thousand  throats  has  always  been  a 
watchword  on  the  Maine  Central,  even 
when  at  times  under  managements  that 
were  more  anxious  abotit  large  dividends 


compare    with    the    safety    record    of    the 
Maine  Central. 

But  coming  back  to  the  tourists,  of 
course  they  think  little  or  nothing  of  all 
this.  All  they  see  is  the  ever-varying 
panorama    of    nature    in    her    lieauly    and 


electric  lire.  Even  the  sounds  arc  new 
and  strange.  The  multitudinous  mur- 
murs of  the  enchanting  region  have  a 
charm  all  their  own.  There  the  solitary 
loon  calls  from  lake  to  lake.  Yonder  a 
wild    bird    screams.      Weird    echoes    pass 
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silitude.  1  hey  can  see  that  the  fiery 
linger  of  October  has  transfigured  the 
dark  forests  into  variegated  flame.  Russet 
and  scarlet  and  gold,  like  a  royal  mantle, 
are    spread    over    the    woody    wilderness. 


from  valley  to  valley,  like  the  voices  of 
creatures  that  might  inhabit  some  strange 
planet.  Presently  there  is  a  far-ofif  loco- 
motive whistle,  and  we  are  back  in  the 
liusy  world  again. 


WII.I.KY    UOrSF.    HRrilGE   ON   THE   M.M.NK  IKNTR.M.    K AILRO.M). 


than  small  casualty  lists.  In  this  regard 
there  are  no  railroads  in  America,  with 
the  exception  of  some  of  the  Canadian 
railroads,  where  the  traffic  is  limited  and 
the  liability  to  accident  not  so  great  as  on 


Silvery  streamlets  leap  from  cataract  tn 
cataract.  Crystal  lakes  studded  with  a 
far-spreading  archipelago  of  emerald 
islands  reflect,  as  in  a  mirror,  the  glories 
heaven     and     earth.       .\t     night     the 


Next  year  we  will  not  trouble  ourselves 
about  Europe  at  all.  hut  we  will  go  North 
among  the  Maine  woods  earlier  and  be 
able  to  say  more  about  a  region  where 
the    wicked     cease     from     troubling    and 


the  liability  to  accident  not  so  great  as  on     oi     ncdicn     .um     o.i t, 

some    of   our   congested    roads,    that    can      burnished  constellations  seem   glowing  in      where  the   weary   arc  at  rest 
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General  Correspondence 


Air  Pump  Oil  Hole  Tapping  Device. 
Editor  : 

The  device  shown  in  the  illustration 
has  proven  to  be  most  efficient  in  retap- 
ping  defective  oil  holes  in  the  center- 
piece of  Wcstinghouse  Air  Brake  Com- 
pany's air  pumps  and  consists  of  a  steel 
nut  and  handle  (A),  a  socket  (B)  and 
H  in.  pipe  tap  (C).  The  shank  of  the 
socket  is  threaded  to  fit  nut  (A).  Nut 
(.'\)  is  tapped  with  a  fs  i'l.  straight  pipe 
tap. 

A  H  in.  combined  tap  and  drill  (with 
the  drill  end  cut  down  as  short  as  pos- 
sible) is  used.  Turning  the  socket  and 
drill  with  one  hand  and  holding  the  nut 
with  the  other  causes  the  socket  to  screw 


? 


Tile  real  rcr.son  for  tile  throttling  of 
the  pump  is  the  leaky  train  line.  Another 
reason  is  the  failure  of  enginemen  to  keep 
the  brake  valve  handle  in  release  position 
when  charging  up  an  empty  train,  or,  one 
whose  pressure  has  partly  leaked  away 
while    the    engine    has    been    cut    ofT. 

Allowing  that  the  locomotive  brake  ap- 
paratus is  up  to  the  standard,  as  Mr. 
Halm  states,  the  throttling  of  the  pump 
is  still  possible,  because  the  pipe  to  the 
spring  chamber  of  the  S.  F.  governor 
( e.xcess  pressure  top),  being  piped  from 
the  feed  valve  pipe,  any  drop  in  the  feed 
valve  pipe  pressure  will  cause  a  drop  also 
in  the  chamber  above  the  diaphragm  of 
the    governor    top,    thereby    allowing    the 
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out  of  nut,  which  in  turn  ffirces  the  drill 
end  into  the  old  tapping,  the  tlireads 
being  the  same  on  the  tap  and  socket, 
producing  a  uniform  thread  in  the  center- 
piece. J.  A.  Jesson. 

Louisville  &  Nashville   Ry. 
Corhiii,  A'v. 


S.   F.   Governor. 

Editok  : 

I  have  read  with  interest  the  articles  in 
recent  issues  of  R,\ir,w\v  .\nd  I^comotivk 
Enxinf.ering  concerning  the  use  of  the 
S.  F.  governor.  I  wfiuld  be  inclined  to 
favor  Mr.  Jones'  idea.  While  Mr.  Hahn 
has  given  a  number  of  causes  which 
might  cause  llirottling  of  the  pump,  they 
seldom  hai)pen,  and  are  practically  un- 
heard of  in  road  service,  where  the 
proper  inspection  is  given  locomotive 
brake  apparatus  before  leaving  the  round- 
house. 


pressure  below  to  raise  the  diaphragm  and 
pin  valve,  thereby  throttling  the  pump. 
Now,  with  the  brake  valve  in  running  or 
holding  position  and  tlie  brake  pipe  being 
supplied  by  the  feed  valve,  it  is  plainly 
evident  that  with  the  one  hundred  car 
trains  of  today,  brake  pipe  leakage  is  pos- 
sible which  would  overta.x  the  feed  valve, 
thereby  reducing  the  pressure  in  the  feed 
valve  pipe,  also  the  spring  chamber  of  the 
governor  top,  thus  causing  the  governor 
to  operate  and   stop  the  pump. 

The  greatest  number  of  failures  of  this 
sort  hapjien  when  the  air  is  ciU  into  an 
empty  train  and  the  brake  valve  handle  is 
allowed  to  remain  in  running  position. 
To  overcome  this  the  valve  should  be 
placed  in  release  position  in  order  to  aid 
the  feed  valve  to  keep  its  proper  pressure 
in  the  feed  valve  pipe.  The  pump  will 
then  continue  to  operate  while  the  train 
is   lieiug   charged. 


'!  he  S.  F.  governor  is  without  doubt  a 
valuable  feature  of  the  E.  T.  equipment, 
when  accompanied  by  proper  manipulation 
and  a  tight  train  line,  but  until  some 
method  is  devised  to  reduce  the  train  line 
leakage,  due  mainly  to  poor  and  frozen 
hose  and  gaskets,  defective  draft  rigging, 
etc.,  the  S.  D.  governor  is  the  proper  thing 
to  overcome  the  delays  and  annoyances 
that  accompany  these  conditions. 

Regarding  the  undue  wear  on  the  steam 
valve  and  its  seat :  This,  in  my  opinion, 
is  more  noticeable  where  two  pumps  are 
in  use.  Where  one  purop  was  being  used 
formerly,  the  small  amount  of  steam  ad- 
mitted when  the  valve  commenced  to 
open  was  sufficient  to  start  the  pump  im- 
mediately and  raise  the  pressure  the  re- 
cpiired  amount  for  closing  the  steam 
valve.  Now,  with  two  pumps  this  same 
amount  of  steam  is  divided  between  the 
tW'O.  causing  them  to  "drag,"  and  the  steam 
valves  to  fluctuate  slowly  because  the 
rise  in  air  pressure  is  not  positive  enough 
to  cUjse  it. 

This  fluctuation  of  the  governor  causes 
an  increased  amount  of  wear  on  the  parts 
and  allows  an  increased  amount  of  steam 
to  flow  up  past  the  piston  stem,  carrying 
with  it  oil  which  in  time  brakes  onto  the 
air  piston  and  ring  in  the  lower  chamber 
of  the  governor  and  produces  more  leak- 
age of  air  past  the  ring  to  the  atmos- 
phere, which  also  tends  to  keep  the  pumps 
"dragging." 

John    S.   Quinn. 

.Ur  rtrahc  Insf..  B.  &■  M.  R.  R. 


New  England  Narrow  Gauge  Road. 

FiiiTOK  : 

1  am  enclosing  a  photographic  view  of 
the  rolling  stock  and  portion  of  the  road- 
bed of  the  Nantucket  &  Siasconset  Rail- 
road, which  crosses  for  seven  miles  the 
moors  of  Nantucket  Island.  The  service 
of  the  narrow  gauge  road  is  most  unique, 
for  the  train  stops  on  signal  at  any  point 
between  Nantucket  and  'Sconset.  afford- 
ing special  service  for  parties  desiring  to 
picnic  or  gather  flowers.  Quaint  Nan- 
tucket has  many  charms  for  the  individ- 
ual who  longs  to  be  rid  of  city  din  and 
the  complex  activities  of  life.  The 
sprightly  auto  is  tmknown  there;  neither 
do  the  pufTs  from  the  diminutive  loco- 
motive or  merry  jingle  of  the  little  bell 
annoy,  but  really  add  a  touch  of  cheer, 
as  the  harmless  train  goes  by.  Nantucket 
town  lias  splendid  carriage  drives,  and  a 
grand  bathing  beach.  Captain  .•\ndrews 
is  always  ready  for  an  eight-mile  trip  to 
take  out  parties  for  fishing — where  the 
fish   are.    in   truth. 
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At  'Sconsct  the  visitor  is  charmed 
while  walking  through  the  narrow  streets. 
Many  old  homes  of  whalemen  survive, 
and  from  the  ancient  roofs  can  be  seen 
"look-outs,"  where  longing  ones  stood 
for  hours,  awaiting  the  mariner's  return. 


NEW  kN(;l.\.\d  narrow  g.\ugic  ro.\d. 

One  of  the  important  Marconi  wireless 
stations  is  erected  here,  at  which  it  was 
my  privilege  to  hear  the  twitter,  between 
dots  and  dashes,  inside  the  plant — now 
closed,  owing  to  Governmental  authority 
stepping  in,  due  to  the  iniquitous  Euro- 
pean  war. 

The  boat  ride  from  New  Bedford,  or 
Woods  Hole,  to  the  Island  is  a  delight- 
ful one;   and   some  day   some   reader  in 

R.MLWAY     AND     LOCOMOTIVE     ENGINEERING 

will  say:  "I'll  just  run  down  to  that 
quaint    New    England   colony." 

Wm.    Dtrant. 
Soiiicn'illc,   Mass. 

Locomotive — James  Toleman. 
Editor  : 

Probably  there  is  among  your  archives 
of  the  "World's  Columbian  Exposition," 
which  was  held  in  Chicago  during  1893, 
a  photo  of  the  locomotive  "James  Tole- 
man." This  engine  was  exhibited  by 
Messrs.  Westwood  &  Winby,  of  London. 
England.  I  am  enclosing  you  a  few 
kodak  pictures  of  all  that  now  remains 
of  that  stately  engine,  which  I  recently 
found  in  a  junk  yard  in  the  vicinity  of 
Chicago. 

The  "James  Toleman"  was  of  a  unique 
design,  the  boiler  was  oval,  probably  the 
first,  and  no  doubt  the  last  boiler  built 
for  a  locomotive,  of  that  type.  There 
were  tw'o  pairs  of  driving  wheels,  seven 
feet  in  diameter,  a  four-wheel  truck,  and 
a  pair  of  trailers.  There  were  two  sets 
of  cylinders,  all  high  pressure,  16  x  24 
inches.     The  front  cylinders  were  set  be- 


M.AIX    AXLE    .^KD    DRIVING   WHEELS    OF 
THE    "J.\MES   TOLEM.AN." 

tween  the  frames  and  actuated  the  fmnt 
pair  of  drivers  through  the  medium  of  a 
cranked  axle.  The  second  set  were  out- 
side  and   connected   to  the   rear   drivers. 


The  inside  cylinders  had  the  Stephenson 
link  valve  gear.  The  outside  set  had  a 
Joy  valve  gear.  The  reverse  and  cut-otT 
of  both  engines  was  regulated  by  one 
reach-rod,  equipped  with  the  screw  ar- 
rangement for  manipulation,  as  is  the 
case  on   all   British  engines. 

The  engine  was  built  by  the  Hawthorne 
Leslie  Co.,  of  New  Castle  on  Tyne,  Eng- 
land, to  the  designs  of  Mr.  Fred.  Winby. 
No  finer  material  or  workmanship  was 
ever  used  on  a  locomotive  than  was 
fciund  on  the  "James  Toleman."  To  fully 
describe  the  different  metals  employed, 
and  the  beauty  of  the  workmanship,  would 
make  a  fair-sized  book;  suffice  it  to  say 
that  both  were  of  the  highest  quality  the 
skill  of  man  could  produce. 

U  was  the  writer's  iirivileyc  to  .yet 
(liiito    well    acquaiiiti '1     .'.  n'i     Mr     W'lnliy 
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during  the  World's  Fair  period;  it  was 
not  only  a  privilege  but  a  pleasure.  He 
was  very  enthusiastic  over  his  engine, 
and  expected  great  results  from  its  per- 
formance, when  put  into  actual  service- 
expectations.  I  regret  to  say,  that  were 
not  realized.  The  last  time  I  saw  Mr. 
W'inby  was  in  Milwaukee,  Wis.,  Deceni- 
lier,  1893.  The  engine  was  tried  out  en 
the  C.  M.  &  St.  P.  Ry,  After  man> 
trials,  the  engine  did  not  prove  a  succc,'.-. 
I  am  told  it  remained  in  Milwaukee  for 
several  years,  and  finally  found  its  wa-. 
to  the  junk  yard,  where  it  was  broken 
up,  and  now  all  that  remains  are  the  few 
pieces,  shown  in  the  photos. 

I  might  add  in  closing,  that  the  fore- 
man of  the  junk  yard  told  me  that  in  a 
rather  long  career  of  tearing  old  ma- 
chinery apart,  he  never  found  such  a  dif- 


ficult job  as  that  of  dismembering  the 
"James  Toleman."  To  use  his  own 
phrase,  "That  thing  was  built  to  last  for- 
ever. 1  had  to  use  dynamite  to  bust  it 
up,"  L.   '^.. 


\VI1KF.I..S    OF    THE    "T.XMES    TOLEM.AN." 

Lay-Out  and  Drill  Templets  for  Wedge 
Nut  and  Bolt  Holes. 

Bv  F.  W.  Bentlev,  Jr. 

The  use  of  laying  out  templets  is  some- 

hing    which    if    gis'en    careful    attention 

ill    cut    down    a    great    deal    of    skilled 

iior  shop  expense  which  may  be  used  to 

iilvantage  elsewhere.    There  are  not  a  few 

iiini)lets   which   the   writer   has   observed 

11   use   in   railway   shops   which   paid   for 

the  expense  of  their  manufacture  on  one 

r  two  jobs. 

The  accompanying  .sketches  are  de- 
riptive  of  a  wedge  nut  and  bolt  hole 
I  mplct  which  is  very  practical  for  this 
base  of  the  machining  operation  on 
hem.  The  wedge  nut  hole  templet  is 
■mply  laid  over  the  wedge  flush  with  its 
riid  and  tightened  by  means  of  the  set 
-crew.  The  If  2  in.  drill  is  then  run  down 
through  the  case-hardened  guide  bush- 
in.iis. 

The  bolt  hole  templet  has  a  shank  the 
ame  taper  as  the  frame  jaw  of  the  lo- 
•  miotive,  and  is  bolted  to  the  wedge  by 
ueans  of  the  bolts  holding  it  to  the  ver- 
bal angle  iron  on  the  bed  of  the  press, 
fter    drilling   down   the    15/16   in.    hole 
1  rough  the  wedge  nut  holes,  the  wedge 
It  is  driven  in  and  a  center  started  on 
■   with  the  drill  of  the  above  size.     The 
(irill  is  then  removed  and  a  25/32  in.  one 
substituted  for  goiiig  through  the  nut  to 
i.Tp  to  ",s  in.  to  take  the  bolt. 
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The  hardened  guide  bushings  eliminate 
the  necessity  of  throwing  drills  to  get 
ihem   with   the  lay-out   marks,   and   it   is 
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almost  impossible   for  the  jigs  to  be  ap- 
plied wrong. 
All 


vork    in   connection    with    the 


Jigs 
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can   be   dune   li 
man,   as   tlicrr 
out    requirci 
standpoints    of 
connection    witl 


lay-out    tcnlplel^ 
and  there  is  hardly  a 
which  tluy  w.mld  not  sm  n   rn<: 
pense    of   tlieir    mamilactin  i 

The   Men  Who  Run   Our   Locomotives. 

X.,  .■l:i->  "i  workmen  .■rpl  m'I  h\ 
railway  cnipanies  exert  so  ir.iu  h  mllu 
tnce  on  tlie  oi,erating  cxpen-r.  .i  rail- 
ways a-  that  ijerformed  by  1  ■'■■^nmiive 
engineers  and  firemen.  On  tl  .'  accoinil 
il'.e  character  and  skill  of  ■  liuinemen 
have  always  received  close  atteni.'ii  from 
railway  oliicials.  In  the  days  w  n  loco- 
motives were  small  and  trains  .;hi.  it 
was  not  of  great  consequence  ha.  i-,'  <m- 
ginemen  «iio  were  constantly  tr>  ;:  to 
do  the  best   will;   the   machines  the-    v.  rre 


operating,  but  of  late  years  when  the 
100-tons  locomotive  and  over  have  come 
into  popidarity,  it  is  easy  for  engine- 
men  to  waste  or  save  on  each  trip  much 
more  than  the  amount  of  their  wages. 
On  that  account  it  has  become  the  regu- 
lar practice  for  well  managed  railway 
companies  to  subject  their  enginemen  to 
exacting  examinations  to  demonstrate 
their  knowledge  of  the  locomotive  and 
the  most  aiiproved  methods  of  its  opera- 
tion. 

The  locomotive  engine  which  reaches 
nearest  perfection  is  one  which  performs 
the  greatest  amount  of  work  at  the  least 
exiiense  for  fuel,  lubricants,  wear  and 
tear  of  machinery,  and  of  the  track 
traversed ;  the  nearest  approach  to  per- 
fection in  a  locomotive  engineer  is  the 
man  who  can  operate  the  engine  so  as 
to  develop  its  greatest  capabilities  at 
the  least  cost.  On  the  railroads  through- 
out this  great  continent,  employing  about 
one  hundred  thousand  engineers  and  fire- 
men, all  sorts  of  men  arc  found  filling 
tlie  positions,  but  the  roads  possessed  of 
the  fittest  for  the  work  required  are  those 
that  operate  tlieir  trains  at  the  least  ex- 
pense. 

I 'nets  are  said  to  be  born,  not  made. 
Tlie  same  may  be  said  of  real  engineers, 
tine  man  may  have  charge  of  a  loco- 
motive for  only  a  few  months  and  yet 
in  that  short  time  acquire  thorough 
knowledge  of  his  business,  displaying  sa- 
gacity resembling  instinct  concerning  the 
treatment  necessary  to  secure  the  l>est 
lurforniaiice  of  his  engine.  Another 
11, an,  who  appears  equally  intelligent  in 
m.itters  outside  of  locomotive  engineer- 
ing, never  develops  a  thorough  under- 
standing of  the  machine  he  is  engaged  in 
Iiandling. 

•llure    are    few    lines    of    work    wherein 
llie     lacuhy    of    eoncenlratiiig    the     mind 
epoii  tile  work  on  hand  is   so  vahtalile  as 
tb.il    of    running    a    locomotive.      A    man 
may    lie    highly    intelligent    and    well    en- 
dowed   with    general    knowledge,    but    on 
;i    locomotive   lie   will   make   a    failure   ini- 
U'ss     bis     whole     altention     while    in     the 
cab  is  devoted  to  the  duties  of  taking  the 
engine  and  train  over   the   division   safely 
on    time.      F.very    locomotive,    and    in    fan 
every    machine,    possesses    rhythms    of    it^i 
.nvn"   whicli    llie    operator    oiiglit     to     fa- 
miliari/e    liimsell     willi.       There     is     the 
rliMlini     which     means     sound    condition 
with  r\ri\   p.irt  in  proper  working  order. 
■|  hat   produces  notes  of  harmony  with  no 
(liM-ord,   and   it   ought  to   be   tlu-    voice   of 
every  engine  in  proper  condition.     When 
loniuclions   become   loose    with    resulting 
]ioiinding,    when     rubbing     surfaces     jar, 
and   the   running   gear   give   forth    strange 
■rounds,   the   engine   is    falling    into    worn 
.lUt  condition  every  note  of  which   should 
Ik     familiar    to    the    ear    of    tlie    engineer, 
enalding  him  to  report  on  what  is  needed. 
The    man    who    thinks    that    the    noises 
iivkU     bv     an     engine     are     tumults    un- 


worthy of  attention  will  not  remain  in 
charge  many  days  before  he  encounters 
machinery  failure  that  will  rightly  be 
laid  upon  the  engineer.  The  engineer 
who  permits  outside  hobbies  or  interests 


to  absorb  much  of  his  time  and  attention 
while  running  a  locomotive  will  fall  into 
many    scraps.      Robert    Burt    was   consid- 


WKllCK     ll'lLT     HOLE    TEMPLET. 

ereil  one  of  the  best  behaved  engineers 
on  the  Prairie  Central,  but  he  was  often 
in  trouble  through  misplaced  piety.     One 
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morning  he  arrived  at  the  engine  house 
and  remarked :  "Had  a  splendid  run.  All 
the  way  I  could  hear  my  engine  singing 
bless  the  Lord."  "I  know  what  was  the 
matter  mit  your  engine,"  remarked  the 
German  hostler;  "her  valves  vas  out." 

A  man  who  possesses  the  natural  gifts 
necessary  for  the  making  of  a  good  en- 
gineer will  advance  more  rapidly  in  ac- 
quiring mastery  of  the  business  than  does 
one  whom  nature  intended  for  a  stone- 
breaker.  But  there  is  no  royal  road  to 
the  knowledge  and  skill  required  for 
making  a  first-class  engineer.  The  capa- 
bility of  handling  an  engine  can  be  ac- 
quired by  a  few  months  practice.  If  a 
lobust  young  man  hired  as  a  fireman 
fails  to  dispose  of  the  fuel  in  three  or 
four  weeks  so  that  the  engine  will  steam 
freely,  he  is  never  likely  to  become  a 
first-class  fireman.  Opening  the  throttle 
valve,  and  moving  the  reverse  lever  to 
suit  the  work  the  engine  is  expected  to 
perform,  require  no  skill  worth  consid- 
ering; there  is  no  great  accomplishment 
in  packing  a  cellar,  tighten  a  loose  nut 
or  to  keep  connection  properly  adjusted: 
but  the  accumulation  of  practical  knowl- 
edge which  enables  an  engineer  to  meet 
every  trouble  or  emergency  with  calm- 
ness, promptitude  and  efficiency  is  ob- 
tained only  by  years  of  experience  on 
the  footboard,  and  by  assiduous  observa- 
tion while  there. 

In  Europe  and  in  many  other  countries 
the  locomotive  engine  driver  forms  a  life 
class  from  which  no  promotion  is  ex- 
pected or  looked  for.  It  has  always  been 
different  upon  the  American  continent 
where  the  experience  in  the  encine  cab 
has  been  looked  upon  as  a  training  for 
a  higher  position.  Not  a  few  of  our 
higher  railroad  officials  received  the  first 
part  of  their  training  on  the  footboard, 
and  some  enginemen  have  risen  to  grace 
the  highest  ranks  of  the  mechanical  and 
social  world.  The  pioneer  engines, 
which  demonstrated  the  successful  work- 
ing of  locomotive  power,  were  run  by 
some  of  the  most  accomplished  mechan- 
ical engineers  in  the  country,  .^s  an  en- 
gine adapted  to  the  work  it  has  to  per- 
form, the  American  locomotive  is  recog- 
nized to  have  always  kept  ahead  of  its 
rivals  in  other  parts  of  the  world.  No 
inconsiderable  part  of  this  superiority 
was  in  the  early  days  due  to  the  fact 
that  nearly  all  the  master  mechanics  who 
controlled  the  designing  of  the  locomo- 
tives had  experience  in  running  them, 
and  thereby  understood  exactly  the  qual- 
ities most  nee'ied  in  construction. 

The  safe  and  punctual  operation  of 
our  railways  has  always  depended  to  a 
great  extent  upon  the  discriminating 
care  and  judgment  of  the  engineer. 
Every  year  sees  the  introduction  of  new 
appliances  for  the  purpose  of  increasing 
the  safety  of  train  operating:  but  no 
automatic  appliances  will  ever  enable 
a  man  to  run  a  locomotive  safely  if  he 


is  deficient  in  judgment,  care  and  intelli- 
gence. The  increasing  amount  of  train 
mechanism  every  year  imposes  new  re- 
sponsibilities upon  the  locomotive  engine- 
men.  The  tendency  is  to  require  the  en- 
gineer to  understand,  not  only  anything 
about  the  locomotive  from  valve  motion 
to  steam  superheating ;  but  every  detail 
of  air-brake  mechanism,  train  signals, 
heating  apparatus,  lighting  appliances  and 
every  other  train  attachment.  If  a 
modern  locomotive  engineer  is  capable 
of  fulfilling  the  latest  requirements  he 
holds  on  a  train  a  position  analogous  to 
that  of  the  chief  engineer  of  an  ocean 
going   steamer. 

One  of  our  most  efficient  railroad 
commissioners,  writing  on  the  subject  of 
"Railway  Accidents,"  says:  "In  dis- 
cussing and  comparing  the  appliances 
used  in  the  practical  operating  of  rail- 
ways in  different  countries,  there  is  one 
clement  which  can  never  be  left  out  of 
the  account.  The  intelligence,  quickness 
of  perception  and  capacity  for  taking  care 
of  themselves — that  combination  of  qual- 
ities which,  taken  together,  constitute  in- 
<livi(luality  and  adaptation  to  circum- 
stances— vary  greatly  among  the  railway 
employes  of  different  countries.  The 
.American  locomotive  engineer,  as  he  is 
called,  is  especially  gifted  for  fitness.  He 
can  be  relied  on  to  take  care  of  himself 
and  his  train  under  circumstances  which 
in  other  countries  would  be  thought  to 
insure   disaster." 

Tlie  apprenticeship  which  a  man  passes 
through  to  learn  the  art  of  locomotive 
engine  running  is  to  serve  for  years  per- 
forming the  duties  of  locomotive  fireman. 
.Attempts  have  been  made  repeatedly  to 
train  men  to  the  work  of  engine  run- 
ning without  going  through  the  toil  and 
hardship  of  performing  firemen's  duties, 
but  they  have  never  been  satisfactory. 

The  method  usually  pursued  in  train- 
ing men  to  be  good  engineers  is  to  se- 
lect young  men  of  good  character  for  the 
position  of  firemen,  and  to  provide  the 
opportunity  for  the  young  man  to  learn 
the  rudiments  of  his  business,  which  is 
to  fire  in  such  a  way  that  there  will  be 
no  lack  of  steam,  and  no  superfluity  to 
be  wasted  through  the  safety  valves. 

The  policy  and  practice  of  the  Erie 
and  other  first  class  railroads  is  to  em- 
ploy only  as  firemen  men  who  will  in 
time  become  competent  engineers.  This 
requires  that  a  man  should  have  at  least 
a  common  school  education,  good  habits 
and  be  in  good  physical  condition.  He 
should  be  of  active  habits,  with  good  rea- 
soning faculties,  and  of  sound  judgment. 
A  writer  who  has  enjoyed  personal 
experience  in  the  training  of  firemen 
writes :  "A  man  may  become  a  good  and 
skillful  firemen  without  having  any  scien- 
tific knowledge;  there  is  one  mental  at- 
tribute which  he  must  possess  or  he  will 
not  succeed,  that  is.  good  judgment. 
Good   judgment   is   an   aid   to   success  in 


every  calling,  but  it  seems  essential  in  a 
Idcomotivc  fireman,  because  he  is  left  to 
his  own  resources  almost  entirely  after 
learning  in  a  crude  way  how  fuel  should 
be  supplied  to  a  firebox.  In  the  course 
of  a  run  over  most  divisions  a  locomo- 
tive pulling  a  heavy  train  has  to  meet  so 
many  varying  conditions  in  the  demand 
for  steam  that  the  successful  fireman 
must  exercise  very  good  judgment  to 
have  the  fire  just  right  for  the  demand 
to  be  put  upon  it.  Some  of  the  most 
intelligent  men  the  writer  has  observed 
in  the  cab  have  never  become  first  class 
firemen  because  they  lacked  good  judg- 
ment." 

As  an  aid  to  the  instruction  of  firemen 
his  employers  usually  place  in  his  hands 
a  code  of  questions  relating  to  his  duties, 
and  it  is  expected  that  the  preparation 
necessary  to  correctly  consider  these 
questions  will  be  undertaken  by  study 
which  will  fit  him  for  the  work  that  he 
is  expected  to  perform,  both  as  a  fire- 
man  and   as   an   engineer. 

When  a  man  is  first  employed  as  a 
fireman  he  will  be  given  the  questions 
on  which  he  will  be  examined  at  the 
end  of  the  first  year.  Having  passed  this 
examination  successfully  he  will  then  be 
given  the  questions  for  the  following 
year.  Having  passed  this  second  exam- 
ination satisfactorily  he  will  be  given  the 
third  and  final  set  of  examination  ques- 
tions on  which  he  will  be  examined  be— 
fiirc  being  promoted  to  the  standing  of 
engineer.  All  these  examinations  will  be- 
both  written  and  oral.  At  any  of  these 
examinations,  if  the  candidate  fails  to 
pass  80  per  cent,  of  the  questions  asked, 
another  trial  not  less  than  two  months, 
and  not  more  than  six  months  later,  will 
be  given  for  liim  to  pass  the  same  exam- 
ination. If  then  he  fails  to  pass  by  80 
per  cent,  he  will  be  dropped  from  the 
<rr\  ice. 

The  persons  who  fail  in  these  exam- 
inations are  generally  men  who  put  off 
study  until  the  day  of  examination  is 
approacl  ■  ""'       -ensible    man    begins 

stuilyin.:  s  as  soon  as  he  re- 

ceives li- 
lt is  not  expected  that  a  fireman  will 
pass  these  examinations  without  assist- 
:incc.  and  in  order  that  he  may  under- 
^t.■lnd  the  construction  and  use  of  the  va- 
rious appliances  properly,  most  of  the 
railroad  companies  have  a  school  of  in- 
,st ruction  to  which  all  employes  are  in- 
vited. When  the  fireman  is  in  doubt 
about  the  answer  to  any  question,  he  is 
expected  to  consult  a  master  mechanic, 
road  foreman  of  engines,  air  brake  in- 
spector or  any  other  personage  in  the 
employ  of  the  company  likely  to  possess 
the  information   required. 

In  regard  to  breakdowns,  it  is  advised 
that  the  candidate  carefully  examine 
every  breakdown  or  disabled  engine  that 
comes  within  his  notice.  Note  where 
breakages    have    occurred    and    in    what 


RAILWAY    AXI)    LOCOMOTIVE    EXGIXEERIXG. 


November,  1914. 


manner  the  work  of  blocking  has  been 
done.  It  is  good  practice  to  observe  how 
engineers  deal  with  breakdowns  no  mat- 
ter on  what  engine  they  may  have  hap- 
pened. 

Giving  correct  answers  to  the  ques- 
tions constituting  these  examinations  does 
not  constitute  the  sole  recommendation 
of  the  fireman  for  promotion.  The  work 
he  has  done  during  the  year  as  com- 
pared with  other  tireuien  in  the  same 
class  of  service  will  be  taken  into  con- 
sideration. His  record  as  to  the  use  of 
coal,  supplies  and  attention  to  duty  is 
considered  important. 

Firemen  who  have  gone  tlirough  no 
shop  experience  will  gain  useful  informa- 
tion by  passing  all  the  time  they  can 
spare  watching  repair  shop  and  round- 
house operations.  Every  detail  of  round- 
house work  should  be  closely  observed ; 
the  various  parts  of  the  great  machine 
they  are  learning  to  manage  should  be 
studied  in  detail.  Xo  operation  of  re- 
pairs is  too  trifling  not  to  merit  strict  at- 
tention. When  tlie  machinists  are  ex- 
amining piston  j)acking,  facing  valves, 
reducing  rod  brasses,  lining  down  wedges 
or  such  work,  the  ambitious  novice  will 
by  close  watching  of  the  operations  ob- 
tain knowledge  of  the  most  useful  kind. 
Repairing  air  pumps,  injectors,  lubri- 
cators, safety  valves  and  other  parts  is 
interesting  work  full  of  instructive 
points  that  may  prove  useful  rin  the 
road.  The  rough  work  of  the  men  who 
change  truck  wheels,  put  new  brasses  in 
oil  boxes  and  replace  Iirokcn  springs,  is 
well  worthy  of  close  attention,  fur  it  is 
just  such  work  that  enginemen  an-  fre- 
<"|uently  called  upon  lo  perform  <n\  the 
road  in  cases  of  accident.  To  obtain  a 
thorough  insight  into  the  working  of  the 
locomotive  no  detail  c.f  its  construction  is 
too  trifling  for  attenliun.  The  unison  of 
the  aggregate  machine  depends  upon  the 
Iiarnionious  adjustment  of  its  various 
jiarts.  Unless  an  engineei  .mderstands 
t!ie  connection  of  the  details  he  is  never 
likely  to  be  skillful  in  detecting  derange- 
ments. 

Jay  Johnson  was  a  ycnng  engineer  be- 
Ifinging  to  the  numerous  class  who 
despise  studies  of  all  sorts,  and  imagine 
that  they  can  learn  by  a  sort  of  intuition 
that  needs  no  labor.  Jay  started  out  with 
an  engine  that  had  a  leading  truck  with 
oil  cellars  different  from  those  he  had 
been  accustomed  to.  One  of  the  oil  boxes 
g'H  hot,  and  Jay  started  to  take  down 
the  oil  cellar,  but  he  wreMlcil  with  the 
job  for  half  an  hour,  and  the  cellar  con- 
tinued as  firmly  in  place  as  a  driving 
wheel  center.  The  conductr.r  of  the 
train  sauntered  along,  and  happening  to 
understand  the  design  of  that  iianicidar 
oil  cellar  helped  the  engineer  to  take  it 
down.  The  story  soon  found  ]{<  way  to 
headquarters  with  additions,  and  Jay 
Johnson  was  assigned  back  to  ilie  fire- 
men's   side,    with    the    opportunity    and 


recommendation   to   study   tlie   peculiarity 
of  oil  boxes  and  other  things. 


The  New  Quebec   Bridge. 

According  to  the  Canadian  Department 
of  Railways  and  Canals,  work  on  the  new 
Quebec  bridge,  which  was  contracted  to 
be  finished  on  December  31,  191S,  is  mak- 
ing satisfactory  progress.  The  contract 
price  is  9  2-10  cents  a  ton  and  will  aggre- 
gate about  $8,650,000,  a  saving  of  about 
$2,600,000  having  been  effected  by  the 
elimination  of  the  highways  for  vehicu- 
lar traflic  contemplated  in  the  original  de- 
sign. 

The  bridge  when  constructed  will  have 
a  total  length  of  3.228  ft.,  or  about  3-.i 
of  a  mile.  The  center  span  will  be  1,800 
ft.  long,  the  length  of  the  suspertded  por- 
tion of  it  will  be  640  ft.  This  span  will, 
for  a  lyigth  of  760  ft.  over  the  channel 
of  the  river,  have  a  height  of  150  ft.  be- 
tween its  lower  members  and  the  high 
water  level  of  the  river.  The  two  canti- 
lever arms  will  each  be  580  ft.  long. 
The  wi<Ith  of  the  bridge  between  trusses 
will   lie  8S   ft.     The   bridge  will  comprise 


forming  to  city  speed  regulations,  the 
trains  will  make  only  about  ten  miles  an 
hour  between  stations,  of  which  there 
will  be  seven,  including  three  terminals, 
elaborately  fitted  up  with  train  sheds, 
elevated  platform  and  turntables. 


Steel  Railroad  Ties. 

Steel  railroad  ties  are  being  extensive- 
ly used  in  Switzerland.  At  present  65  per 
cent,  of  the  Federal  Railways  employ 
them.  They  have  the  form  or  profile  of 
a  trough  into  which  shape  they  are  rolled 
at  the  mills.  The  ends  are  bent  down, 
the  profile  of  the  trough  being  thus  closed. 
Holes  are  provided  for  the  attachment 
of  the  rails  by  means  of  clamp  plates  and 
no  tieplates  are  used  under  the  rails.  The 
weight  of  the  trough  profile  is  55.47  lbs. 
per  meter  and  the  ties  complete,  with 
holes  bored,  weigh  159.84  lbs.  each.  .Ac- 
cording to  the  requirements  of  the  Fed- 
eral Railways  the  steel  in  these  ties  must 
have  a  tensile  strength  of  about  59,000 
to  64,000  lbs.  per  sq.  in.  and  an  entire 
tr.iugh    piece    shall    admit    of    being   bent 


I'UiiI-lLE    \IE\V    OF   THE   NKW    QUEBEC    BRIDGE. 

a    doulile-track    railway,    and    two    side-     together  on  its  back  without  showing  any 
walks    for   foot   passengers.  breaking  fissures. 


Intra-Mural    Railway    at    the    Panama- 
Pacific   International  Exposition. 

(  H  the  several  means  to  be  taken  to 
iliTiiinate  the  bugaboo  of  leg-weariness 
froui  the  grounds  of  tlie  Panama-Pacific 
International  Exposition  during  1915,  the 
most  elaborate  and  efl'ective  will  be  the 
little  intra-niura!  steam  railway,  with  ils 
five  miles  of  steel  track,  work  on  which 
was  l)egun  on  October  1.  With  its  eight 
or  ten  modern  Pacific  type  of  engines, 
17  ft.  in  length,  each  weighing  12  tons 
etpiiiiped  with  air  brakes,  standard  auto- 
mobile couplers,  electric  headliglit  and  six 
drive  wheels,  each  little  giant  liauling  a 
train  of  ten  miniature  passenger  coaches, 
and  running  on  a  regular  schedule  on  a 
double-track  system,  the  Exposition 
Marina  Railway  puts  the  finishing  touch 
to  the  metropolitan  appearance  and  busi- 
ness facilities  of  the  Aladdin  City. 

Despite  the  extremely  narrow  gauge  of 
the  track,  only  19  inches,  each  of  the 
coaches,  with  a  width  of  42  inches  and  a 
length  of  20  feet,  will  contain  ten  trans- 
verse seats,  will  seat  twenty  passengers. 
With  ten  coaches  to  each  train  and  eight 
trains  in  operation,  sixteen  hundred  peo- 
I)!e  can  be  put  in  motion  at  once.     Con- 


The  San  Francisco  Fair 

.\n  army  of  men  is  now  busily  engaged 
in  completing  the  landscaping  of  the 
Panama-Pacific  International  Exposition. 
The  era  of  construction  on  the  exhibit 
palaces  has  passed  and  the  installation 
of  exhibits  has  begun.  Within  a  few 
weeks  thousands  of  exhibitors,  with  their 
army  of  attendants,  will  be  installing 
llieir  displays.  Altogether  more  than  70,- 
(KX)  tons  of  exhibits  will  be  brought  to 
the  grounds,  the  freight  charges  on  which, 
ii  is  estimated,  will  entail  an  outlay  of 
more  than  $4,000,000.  The  traffic  depart- 
ment of  the  exposition  estimates  that 
more  than  1.000.000  will  cross  the  Rocky 
Mountains  to  the  Pacific  coast  next  year. 


We  are  continually  assured  that  it  is 
unwise  to  trust  certain  people  to  free 
action,  hence  the  tendency  to  pass  laws 
for  regulating  every  conceivable  action 
of  men  and  women.  Cromwell  was  a  man 
who  understood  human  nature  and  how 
far  tlie  restraint  of  law  should  be  popularly 
applied.  One  of  his  dictums  was,  "It  will 
be  found  an  unjust  and  unwise  jealousy 
to  deprive  a  man  of  his  natural  liberty 
upon  a  supposition  that  he  will  abuse  it." 


N'ovcmber,  1914. 
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NEW   SERIES. 

Third  Year's  Examination. 
(Continued   from    page   365,   Oct.,    1914.) 

Q.  108.— What  would  you  do  if  body  of 
piston  valve  or  its  heads  were  broken? 

A. — Put  blind  gasket  in  joint  of  live 
sleam  pipe. 

Another  way.— Cut  large  round  stick  of 
wood  that  would  fill  valve  chamber,  put 
piece  of  sheet  iron  around  it  to  keep 
steam  from  cutting  it  away,  and  put  it  in 
valve  chamber  in  place  of  valve,  then  in 
cither  case  it  would  be  necessary  to  dis- 
connect valve  rod  and  provide  for  free 
circulation  of  air  in  cylinder  and  for  lu- 
brication. 

Q.  109. — How  would  you  test  for 
broken  packing  rings  in  an  inside  admis- 
sion piston  valve? 

A. — In  practically  the  same  way  as  with 
a  slide  valve,  but  as  the  rings  determine 
the  steam  and  exhaust  edges  of  the  valve 
you  may  be  able  to  tell  which  ring  is  de- 
fective by  placing  the  engine  on  the 
quarter  on  side  to  be  tested,  and  the  re- 
verse lever  in  center  of  rack,  open  the  cyl- 
inder cocks,  admit  steam ;  if  you  get  a 
blow  through  to  the  exhaust,  at  end 
-where  steam  will  show  at  cylinder  cock 
hoth  rings  are  defective;  if  you  get  no 
blow  with  valve  on  center  of  seat,  move 
the  lever  so  that  steam  ring  will  open  ad- 
mission port  a  little,  and  if  you  get  a 
Wow  through  to  the  exhaust  it  will  indi- 
cate that  the  exhaust  ring  is  defective  at 
end  of  valve  where  steam  port  is  opened, 
and  steam  is  showing  at  the  cylinder  cock  ; 
if  you  get  no  blow,  move  the  lever  so 
that  the  valve  will  be  moved  to  position 
where  exhaust  ring  will  uncover  exhaust 
edge  of  admission  port ;  if  you  get  a  blow- 
through  to  the  exhaust  in  that  position  it 
indicates  that  the  steam  ring  at  that  end 
of  valve  is  defective ;  testing  both  ends  of 
valve  in  this  way  you  can  locate  the  rings 
which  are  defective. 

Note. — The  broken  steam  rings  are 
generally  located  when  valve  is  placed. on 
the  center  of  scat,  and  steam  is  admitted 
to  chest,  because  with  cylinder  cocks  open 
the  steam  will  show  at  end  of  cylinder 
where  steam  ring  is  defective.  The  test 
merely  proves  't  to  you. 

Q.  110. — How  can  you  locate  a  slipped 
eccentric  or  blade  quickly,  and  know 
whether  it  is  the  back  up  motion  eccen- 
tric or  the  forward  motion  which  is  gone 
wrong? 

A. — By  knowing  that  with  the  reverse 
lever  placed  in  either  corner  of  the  rack 
one  eccentric  practically  controls  the  valve 
movements,  but  between  the  corners  both 
■eccentrics  have  an  influence  on  the  valve, 


..nil  that  the  exhausts  occur  ulicn  crank 
lims  are  crossing  the  centers;  if  engine 
goes  lame  while  running  along  on  ac- 
count of  slipped  eccentric  or  rod, 
you  may  move  the  lever  towards  the 
corner,  and  if  valve  motion  squares  up  as 
the  goahcad  eccentric  is  placed  more  in 
control  of  the  valve  it  indicates  that  the 
Koahead  eccentric  is  all  right,  and  by  pull- 
ing the  lever  up  toward  the  center  you 
will  place  the  backup  eccentric  more  in 
control,  and  the  engine  will  get  lamer 
the  nearer  the  center  you  get,  the  lever 
indicating  that  the  backup  eccentric  is 
wrong,  but  if  she  gets  lamer  as  you  drop 
the  lever  down,  placing  the  goahead  in 
control,  it  shows  that  the  goahead  is 
wrong,  and  as  you  hook  her  up  toward 
center  she  will  square  up ;  watching  the 
crank  you  can  locate  which  side  has  the 
uneven  exhaust. 

Note. — By  placing  the  engine  on  the 
dead  center  on  the  defective  side,  and 
having  the  reverse  lever  in  center  of  rack, 
you  can  tell  whether  the  blade  has  slipped 
too  long  or  too  short,  because  with  the 
engine  in  this  position  when  eccentrics 
are  right  the  link  will  stand  straight  up 
or  perpendicular,  so  by  noting  which  way 
the  defective  blade  causes  the  link  to  in- 
cline from  the  perpendicular  position  you 
will  know  whether  to  shorten  or  lengthen 
the  blade. 

Q.  111. — How  would  you  set  a  slippe<l 
eccentric  ? 

■\. — Place  the  engine  on  the  dead  cen- 
ter on  disabled  side,  place  the  reverse 
lever  in  the  extreme  corner  of  quadrant 
which  will  place  the  good  eccentric  in 
control  of  the  valve,  mark  the  valve  stem- 
llush  with  the  face  of  the  gland,  place  the 
reverse  lever  in  the  opposite  extreme 
corner  of  quadrant,  go  under  the  engine 
and  turn  slipped  eccentric  en  axle  until 
the  mark  on  valve  stem  comes  back  flush 
with  the  gland,  being  sure  to  have  the 
throw  (web)  of  eccentric  on  the  opposite 
.^idc  of  the  main  pin  from  the  one  that  is 
solid  on  the  axle. 

.\nother  way. — Knowing  that  the  left 
main  pin  is  one-fourth  of  a  turn  back  of 
the  right  main  pin  (if  a  right  lead  engine") 
and  on  the  left  lead  engine  the  left  main 
pin  is  one-fourth  of  a  turn  ahead  of  the 
right  main  pin,  and  that  the  eccentrics 
bear  the  same  relative  position  to  their 
respective  main  pins :  no  matter  what 
the  position,  engine  is  standing  in.  you 
may  go  under  the  engine  and  turn  the 
slipped  eccentric  on  the  axle  until  the 
throw  (web)  is  one-fourth  of  a  turn 
ahead  or  back  of  the  corresponding 
eccentric  on   the  opposite  side  of  engine. 


as  the  cuubtruciion  oi  cuKUie  may  re- 
quire, and  the  eccentric  will  be  approxi- 
mately right.  This  is  called  the  quarter- 
ing the   axle   method. 

Another  way.— Knowing  that  with  the 
engine  standing  on  the  dead  center  and 
reverse  lever  in  either  extreme  corner 
of  rack,  the  admission  port  at  end  of 
cylinder  where  piston  rests  will  be  open 
the  amount  of  lead,  and  that  with  in- 
direct motion  and  the  outside  admission 
valve  or  the  direct  motion  and  the  in- 
side admission  valve,  the  throw  or  web 
of  the  go-ahead  eccentric  follows  the 
main  pin  at  right  angles  less  the  lap  and 
lead  angle  of  advance  toward  the  pin, 
and  the  back-up  eccentric  is  ahead  of 
the  pin  at  the  same  angle.  Know  also 
that  the  direct  motion  for  outside  admis- 
sion valve  and  the  indirect  motion  for 
the  inside  admission  valve,  have  the  go- 
ahead  eccentric  leading  the  main  pin  at 
right  angles  plus  the  lap  and  lead  angle 
of  advance  from  the  pin,  and  the  back-up 
eccentric  is  following  the  pin  at  a  corre- 
sponding angle.  With  this  knowledge 
you  will  place  the  engine  on  the  dead 
center  on  disabled  side,  with  reverse 
lever  in  corner  of  rack  which  will  place 
the  slipped  eccentric  in  control  of  the 
valve,  go  under  the  engine  and  turn  the 
disabled  eccentric  until  the  throw  (web) 
is  at  right  angles  to  main  pin.  being  sure 
to  have  it  on  opposite  side  of  main  pin 
from  web  of  one  that  is  solid  on  the  axle, 
then  with  cjdinder  cocks  open  and  a 
little  steam  admitted  to  chest,  incline 
the  eccentric  towards  or  from  the  main 
pin,  as  the  construction  of  the  valve  mo- 
tion requires,  until  a  little  steam  shows 
at  the  cylinder  cock  at  end  of  cylinder 
where  the  piston  rests,  secure  it  there 
and   proceed. 

Q-  112. — What  is  a   right  lead  engine? 

A.^ — A  right  lead  engine  is  one  having 
the  right  main  pin  one-fourth  of  a  turn 
ahead  of  the  left  main   pin. 


Electrification  of  a  Long  Tunnel. 

The  S'2-mile  double-track  Canadian- 
Pacitic  tunnel  through  the  Selkirk  Moun- 
tains, which  will  be  the  longest  in  the 
Western  Hemi.^phcre.  is  to  be  electrified. 
This  tunnel  will  shorten  the  main  line  by 
6  miles,  will  eliminate  5%  miles  of  snow- 
sheds,  reduce  the  peak  of  grade  513  ft., 
and  do  away  with  all  but  6  miles  of  2.2 
per  cent,  grade.  On  its  entire  system 
of  more  than  12.000  miles  in  Canada  it 
will  have  but  a  dozen  miles  of  2.2 
gradient.  The  latest  systems  of  electrifi- 
cation are  to  be  used  in  operating  the 
trains  through  this  tunnel. 


400 


RAILWAY    AXU    LOCOMOTU'E    EXGIXEERING. 


November,  1914. 


4-4-0  Type  of  Locomotive  for  the  United  Railways  of  Yucatan 


The  accomiianyins;  illustration  repre- 
sents a  modern  example  of  a  type  of  loco- 
motive which  formerly  worked  the  greater 
part  of  the  through-express  traffic  in  this 
country.  The  engine  sliown  has  recently 
been  built  by  The  Baldwin  Locomotive 
Works  for  the  United  Railway.s,  of  Yuca- 
tan. It  is  of  the  .Xmerican  type,  equipped 
for  burning  wood.  The  gauge  is  stand- 
ard, and  as  the  line  is  laid  with  light 
rails  it  was  important  to  keep  tlie  weight 
as  low  as  consistent  with  the  required 
strength.  The  locomotive  exerts  a  trac- 
tive force  of  14.300  lbs. 

The  boiler  is  of  the  extended  wagon- 
top  type,  with  a  deep  lirebox  i)laced  be- 
tween the  driving-axles.  The  grate  is 
composed  of  plain  l)ars  and  dead  plates. 
The  smoke-box  is  short,  and  it  contains  a 
low  double  nozzle  and  adjustable  petti- 
coat pipe.    The  stack  is  of  the  Radley  and 


trucks  are  of  the  ureli-bar  type,  with 
steel  bolsters  and  cliilled  cast-iroii 
wheels.  The  engine  truck  wheels  are 
steel   tired. 

This  locomotive  is  equipped  with 
automatic  air  brakes,  M.  C.  B.  couplers 
arranged  to  .fold  back,  air  sanders  and 
electric  headlight  and  call  lights.  Pro- 
vision has  been  made  for  applying  a 
speed  recorder  after  the  engine  is  re- 
ceived   by    the    purchasing    company. 

The  following  are  the  general  dimen- 
sions  of   this   type   of   locomotive : 

(."laiige,  4  ft.,  8^  ins.;  cylinders,  17 
ins.    by    24    ins.;    valves,    balanced    slide. 

Boiler — Type,  wagon-top;  diameter,  54 
ins. ;  thickness  of  sheets,  J-^  in.  by  9/16 
in.;  working  pressure,  U)0  lbs.;  fuel, 
wood  ;   staying,   radial. 

Fire  Bo.x— Material,  steel;  length,  71 'S 
ins.;    width,   33',s   ius, ;    depth,    fn.nt,    7t:,' , 


lbs.;  on  truck,  front,  36,900  lbs.;  total 
engine,  96,450  lbs. ;  total  engine  and 
tender,  160,000  lbs. 

Tender — Wheels,  number,  8 ;  wheels, 
diameter,  33  ins.;  journals,  ii/i  ins.  by 
7  ins. ;  tank  capacity,  3,000  gals. ;  fuel 
cajiacity,  2^2  cords ;  service,  passenger  and 
freight. 


Couplings  for  Injectors. 

I  he  Committee  of  tile  Railway  Master 
Mechanics'  .Association  chosen  to  investi- 
gate and  report  on  the  "Dimensions  for 
I'lange  and  Screw  Couplings  for  Injec- 
tors," appear  determined  to  perform  the 
investigation  thoroughly,  for  Mr.  M.  H. 
llaig,  the  chairman,  has  sent  out  a  cir- 
cular which  calls  for  answers  to  44  ques- 
tions. These  questions  are  very  compre- 
hensive, and  embrace  all  sorts  of  useful 
information  about  couplings  for  injectors. 


r.  W.  niak 


Hunter  pattern,  a  design  which  has  proved 
unusually  successful  on  w<iod-burning  lo- 
comotives. The  sparks  are  given  a  rotary 
motion  by  means  of  a  conical  dellector 
placed  within  the  stack  casing,  and  arc 
broken  up  and  extinguisherl  before  they 
reach  the  atmosphere. 

This  locomotive  is  e(|uip|ie.l  with  bal- 
anced slide  valves  which  ,irc  driven  by 
the  Stephen.son  link  motion,  1  he  objec- 
tion- t..  the  use  of  this  gear,  which  apply 
in  the  case  of  locomotives  Iia\ing  driv- 
ing-wheels closely  grouped,  are  not  ap- 
plicable in  the  present  instance,  as  there 
is  ample  room  between  the  c;. 'mders  and 
main  wheels  to  render  the  ni-i!  ,ii  work 
easily   accessible. 

The   tender   is   iittcd   with   a   v, 1-rack 

of  suflicient  height  to  enable  .''.'  cords 
of  fuel  to  be  carried.  The  ten.I.  r  frame 
i,;     built     of     8-inch     channels,     :.::d     the 


ins.;  <lepth,  back,  75;  j  ins.;  thickness  of 
sheets,  sides,  3^  in.;  thickness  of  sheets, 
back.  5/16  in.;  thickness  of  sheets,  crown, 
•is    in.;    thickness    of    sheets,    tube,    'A    in. 

Water  Space— I'Voiil.  4  ins.;  sides,  3 
ins.  ;   back.  3  ins. 

Tubes— Material,  imn;  thickness.  Xo. 
12  W.  (;.;  number.  2.^4;  diameter.  2  ins.; 
length.   10   ft.    10)^   ms. 

Heating  Surface- Fire  l)ox,  127  sq,  ft.; 
tubes,  1.322  sq.  ft.;  total,  144'>  sq.  ft.;  grate 
area,    16.7   s(|.    ft. 

Driving  Wheels— Diameter,  outside.  W' 
ins.;  diameter,  center,  60  ins.;  journals, 
main   and   others   7'i    ins.   by   8' 2   ins. 

Engine  Truck  Wheels- Diameter,  front. 
30  ins. ;   journals.  5   Ins.   by  8  ins. 

Wheel  liase- Driving,  8  ft.  6  ins.;  rigi<l. 
8  ft.  6  ins.;  total  engine,  22  ft.  6  ins.; 
total   engine  and   tender  45   ft,   7'<   ins. 

Weight  On      driving      wheels.      .s9,5.S0 


Brazilian   Railway   Development. 

.\  recent  statement  by  Senor  Mcrmes 
da  b'onseca,  the  president  of  Brazil,  says 
tb.il  the  r.-iihvay  system  of  Brazil  was 
increased  in  1913  by  1.431  miles,  bringing 
tlir  total  uv  to  15.280  miles.  Of  this  total 
2.1SS  miles  are  operated  by  the  federal 
gnvernment,  5,728  miles  are  leased  by  it 
to  individuals,  3,454  miles  have  been  "con- 
cedid"  by  the  federal  government  to 
Iirivale  enterprise  and  there  are  3,903 
miles  which  have  been  conceded  by  the 
ditferent    states. 

Large    Railway    Contract. 

I'r..bably  one  of  the  largest  contracts 
ever  secured  by  Chilean  manufacturers 
was  recorded  on  July  6,  when  the  Govern- 
ment placed  a  home  order  for  railway 
equipment  to  the  value  of  40,000,000  pesos 
($.S.240,00n). 
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Importance  of  Coal  Economy 


By    ANGUS    SINCLAIR,    D.E. 


FIRST     .\RT1C1.E. 
IMPORT  .\NCE    OF    COAL    ECONOMY. 

The  coal  account  of  the  locomotive  de- 
partment constitutes  an  important  outlay 
in  railroad  expenditures.  It  makes  a 
heavy  drain  upon  every  railroad  in  the 
country.  We  are  told  that  the  man  who 
makes  two  blades  of  grass  grow  where 
one  blade  used  to  grow  is  a  benefactor  of 
the  human  race.  As  the  quantity  of  coal 
provided  for  the  use  of  mankind  is  lim- 
ited, and  the  means  of  cultivating  afresh 
supply  are  not  apparent,  it  would  seem 
that  the  man  who  makes  one  pound  of 
coal  do  the  work  that  has  generally  called 
for  the  consumption  of  one  and  a  half 
pounds  of  coal,  is  worthy  of  a  share  of 
the  admiration  accorded  to  the  indus- 
trious agriculturist.  There  are  locomo- 
tives in  the  country  where  the  coal  con- 
sumed in  the  generation  of  steam  is  used 
as  economically  as  knowledge  and  skill 
can  effect,  but  these  are  very  exceptional 
cases.  Much  has  been  said  and  written 
of  late  years  about  proper  methods  of 
firing,  founded  on  the  correct  conception 
of  the  laws  that  regulate  combustion,  but 
the  great  mass  of  our  locomotives  con- 
tinue to  be  lired  in  a  way  that  violates 
all  nature's  laws,  and  a  senseless  waste 
of  coal  is  the  result.  The  opportunities 
for  firemen  mending  their  w-ays  and  earn- 
ing the  distinction  of  being  public  bene- 
factors, to  say  nothing  of  being  better 
worthy  of  employment,  are  innumerable. 

WHERE    THE    RESPONSIBILITY     FOR    THE     BAD 
FIRING   RESTS. 

Unfortunately,  ignorance  of  the  laws 
relating  to  the  combustion  of  coal  is  not 
confined  to  firemen  and  men  of  similar 
rank.  The  higher  railroad  officers,  whose 
duty  it  is  to  supervise  the  work  done  by 
enginemen,  arc  in  too  many  instances  un- 
able to  detect  shortcomings  of  their  sub- 
ordinates through  want  of  technical 
knowledge.  If  these  men  would  devote 
more  time  to  studying  the  principles  of 
combustion,  the  knowledge  gained  would 
redound  to  the  advantage  of  railroad 
companies. 

VALUE     OF     CHEMICAL     K.VOWLEDCE. 

Practical  men  are,  as  a  rule,  too  ready 
to  underrate  the  value  of  information 
that  has  to  be  obtained  by  study  of 
books:  but  a  knowledge  of  the  principles 
of  combustion  cannot  well  be  reached  in 
any  other  way,  for  life  is  too  short  for 
men  engaged  in  other  pursuits  to  acquire 
abstruse  chemical  knowledge  by  original 
investigation.  The  burning  of  bituminous 
coal  represents  a  most  complex  chemical 
phenomenon,  and  considerable  acquaint- 
ance with  the  laws  that  regulate  the  com- 


liMiation  111  gases  is  ncces.sary  before  a 
man  can  follow  the  process  intelligently. 
And  unless  he  understands  the  nature  of 
combustion  he  is  not  likely  to  be  very  suc- 
cessful in  arranging  the  details  of  fur- 
naces where  coal  has  to  be  burned.  A 
master  mechanic  who  does  not  understand 
the  laws  relating  to  combustion  is  like  a 
physician  who  is  ignorant  of  the  laws  of 
hygiene.  Roth  men  may  follow  their 
business  and  make  a  living  at  it,  but 
neither  is  a  credit  to  his  profession. 

WEAK     OBSTACLES     DETER     STUDY 

Many  men  are  deterred  from  entering 
upon  the  study  of  chemistry  relating  to 
combustion  on  account  of  the  formidable 
names  of  gases,  and  the  strange  chem- 
ical terms  that  meet  them  at  the  start. 
A  very  little  perseverance  and  courage 
will  vanquish  that  lion  in  the  path,  which 
proves  a  very  weak  obstacle  When  firmly 
grappled  with.  After  once  engaging  in 
it,  every  hour  devoted  to  study  will  bring 
ample  compensation  in  the  shape  of  ex- 
tended knowledge.  Without  a  know'ledge 
of  how  the  processes  of  combustion  are 
carried  on,  a  master  mechanic  is  not  only 
deficient  in  information  directly  relating 
to  his  constructive  business,  but  he  is 
continually  liable  to  become  the  victim 
of  patent  furnace  quacks,  who  often  suc- 
ceed in  imposing  upon  railroads  appli- 
ances recommended  to  promote  combus- 
tion, which  in  operation  act  contrary  to 
nature's  processes. 

COMBUSTION   OF   MATTER. 

The  chemical  investigations  of  many 
scientists  have  shown  that  all  substances 
found  in  the  earth,  the  air  and  the  sea, 
whether  they  are  of  mineral,  of  vegetable 
or  of  animal  origin,  may  be  divided  intu 
two  great  class;s — simple  bodies  or  ele- 
ments, substances  out  of  which  nothing 
different  can  be  got ;  and  compound  bod- 
ies formed  from  two  or  more  of  these  ele- 
ments. There  are  about  sixty-five  ele- 
ments that  liave  been  so  far  identified. 
Some  of  the  elements  arc  gaseous,  some 
are  liquid,  and  others  are  found  in  a  solid 
condition,   at   ordinary   temperature. 

Only  fourteen  of  the  elements  are  of 
common  occurrence,  and  of  these  the 
great  mass  of  the  earth  with  its  atmos- 
phere and  water  are  composed.  The  re- 
mainder occur  only  in  comparatively 
small  quantities,  and  fully  one-third  of 
the  whole  number  arc  so  rare  as  not  to 
admit  of  any  useful   application. 

Chemists  usually  designate  the  elements 
by  their  physical  appearance,  as  metallic 
and  non-metallic.  A  few  of  the  best 
known  non-metallic  element^  ,Tri.-  ■  x:.,ccn. 
hydrogen,   nitrogen,   carh  •  'vl 

phosphorus;  a   few  of  tl-<  ^r 


metallic    elements   are    iron.   Cupper,    zmc, 
gold,  silver,  tin,  lead  and  mercury. 

CHEMICAL    COMBINATIONS. 

The  elementary  substances  unite  to- 
gether to  form  compound  bodies  which 
are  generally  very  unlike  any  of  the 
elements  they  came  from.  Thus,  oxygen 
and  hydrogen  unite  to  form  water.  All 
chemical  combinations  take  place  in  fixed 
quantities,  the  water,  for  instance  being 
formed  by  8  parts  by  weight  of  oxygen 
combining  with  1  part  by  weight  of  hydro- 
gen. 

The  cause  of  chemical  combination  is  a 
matter  of  pure  speculation,  but  it  is  sup- 
posed to  occur  through  the  agency  of  an 
attractive  force,  acting  only  between  the 
atoms  of  dissimilar  substances,  and  only 
at  insensible  distances.  This  force  is 
spoken  of  as  a  chemical  affinity. 

ELEMENTS    IN    COMBUSTION. 

The  elements  which  perform  the  prin- 
ciple operation  in  combustion  are  o.xygen 
and  carbon.  Carbon  is  the  combustible, 
and  oxygen  is  a  supporter  of  combustion. 
To  call  one  of  the  elements  a  combustible 
and  the  other  a  supporter  of  combustion 
is  not  chemically  correct,  but  it  is  a  con- 
venient way  to  designate  them  in  describ- 
ing furnace  combustion.  Carbon  is  the 
principle  element  found  in  trees  and  in. 
all  the  woody  fiber,  and  it  has  a  strong 
aflinity  for  o.xygen  at  certain  high  tem- 
peratures. It  is  supposed  that  the  high 
temperature  is  necessary  t"  enable  the 
atoms  of  oxygen  and  carbon  to  get  close 
enough  to  come  under  the  influence  of 
the  attractive  forces.  \Vi.":id  may  remain 
immersed  in  oxygen  gas  for  years,  and 
there  will  be  no  trace  of  chemical  action ; 
but  raise  the  temperature  to  the  point 
of  ignition,  and  the  two  elements  com- 
liiue  violently  with  evolution  of  great 
heat  and  light.  Physicists  have  proved 
that  heat  results  from  the  forcible  impact 
of  all  bodies.  It  is  believed  that  when 
elements  combine,  the  atoms  arc  put  in 
rapid  motion,  hammering  against  each 
other,  and  that  the  heat,  si>  useful  to  man, 
results  from  this  clashing  of  atoms. 

The  element,  hydrogen,  so  well  known 
as  a  constituent  of  water,  is  also  a  com- 
bustible, and  evolves  great  heat  by  com- 
bining with  oxygen  to  form  water. 
1  lydrogen  is  not  found  free  in  nature, 
but  it  appears  associated  with  carbon  in 
numerous  compounds,  and  as  such  make? 
valuable  fuel. 

SLOW    AND   RAPID   COMBUSTION. 

There  are  many  other  combustible 
elements  besides  those  mentioned,  such  as 
sulphur  and  phosphorus,  but  none  of  them 
are  ever  likely  to   be  used   for   the  com- 
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mercial  generation  of  heat.  The  rotting 
of  wood  and  the  rusting  of  iron  arc 
familiar  instances  of  slow  combustion, 
while  the  explosion  of  gunpowder,  dyna- 
mite or  gun-cotton,  are  cases  of  violently 
rapid   combustion. 

SOURCE    OF    OXYGEN     USED    IN     COMBUSTION. 

The  oxygen  required  for  furnace  com- 
bustion is  drawn  from  the  atmospheric 
air  which  consists  of  oxygen  and  nitrogen 
in  mechanical  combination  in  the  propor- 
tion of  8  to  26.8;  or  1  pound  of  oxygen  to 
3.35  pounds  of  nitrogen,  or  liy  volume, 
1  cubic  foot  of  o.xygen  to  3.76  cubic  feet 
of  nitrogen.  l*'or  every  pound  of  oxygen 
employed  in  combustion  4.35  pounds  of 
air  are  consumed ;  or,  by  measure,  for 
every  cubic  foot  of  oxygen  employed  in 
combustion,  476  cubic  feet  of  air  are  con- 
sumed. Nitrogen  acts  entirely  as  a 
dilutent  to  the  oxygen  with  which  it  is 
associated,  and  it  performs  admirably 
conservative  functions  in  nature;  but  for 
furnace  combustion  nitrogen  is  too  freely 
represented  and  impedes  economical  fuel 
consumption  in  various  ways.  The  large 
volume  of  this  neutral  gas  accompanying 
the  vital  oxygen  has  to  be  heated  to  the 
highest  furnace  temperature,  which  rep- 
resents consideraljle  expenditure  of  fuel. 
Its  presence  also  obstructs  the  direct  con- 
tact of  the  oxygen  and  carbon,  and  leads 
part  of  the  gases  to  pass  ofT  uncumbined. 

C0.\L. 

At  a  remote  period  of  time,  the  earth 
produced  an  enormous  growth  of  forest 
trees  and  other  kinds  of  vegetable  mat- 
ter, which,  through  convulsion  on  the 
surface  of  the  globe  got  covered  over  with 
earth  and  rocks.  Protected  by  this  thick 
covering  from  the  oxidizing  influence  of 
the  atmosphere,  and  compressed  by  the 
superincumbent  weight,  the  imprisoned 
matter  solidified  into  coal.  .\  process 
analogous  to  the  original  formation  of 
the  coal  beds  may  now  be  in  the  vegetable 
deposits  being  made  by  rank  tropical 
growth  of  plants,  and  in  the  peat  forma- 
tions common  in  various  parts  of  the 
world.  The  lignite  found  in  so  many 
parts  of  the  United  State?  is  a  material 
apparently  midway  between  wood  and 
coal.  Coal,  being  fossil  wood  that  has 
gone  through  various  physical  changes  in- 
duced by  pressure  and  heat,  contains  all 
the  elements  found  in  the  wood,  besides 
numerous  impurities  drawn  from  the 
surroundings  of  its  subterranean  bed. 

BITU.MINOi;S   Co.M.. 

The  ordinary  run  of  American  bitum- 
inous coal  contains  from  50  to  75  per 
cent,  of  fixed  carbon,  which  is  the  coke 
of  the  coal,  and  from  12  to  35  per  cent, 
of  volatile  combustible,  the  latter  being 
composed  of  substances  resembling  pitch. 
which  burn  with  a  lurid  flame  and  supply 
the  ingredients  of  coal  gas.  These  in- 
flammable substances  are  known  as  hydro- 
carbons, since  they  consist  of  different 
combinations    of    hydrogen    and    carbon. 


Mixed  with  all  kinds  of  coal  there  are 
earthy  and  mineral  impurities  consisting 
of  silica,  alumina,  iron,  sulphur  and 
saline  matter,  most  of  which  do  not  burn, 
but  remain  behind  as  ashes. 

ANTHR.\CITE   CO.-\L. 

Anthracite  coal  differs  from  bituminous 
coal  in  this  respect,  that  it  consists  prin- 
cipally of  fixed  carbon  but  with  little  vola- 
tile matter  left  in  its  composition.  Good 
anthracite  coal  contains  about  90  per  cent, 
of  pure  carbon.  The  volatile  substances 
are  supposed  to  have  been  expelled  by 
the  action  of  heat. 

The  coal  used  for  locomotive  boilers 
in  the  United  States  ranges  from  low- 
grade  bituminous  coal  that  closely  re- 
sembles lignite,  up  by  imperceptible  grada- 
tion to  nearly  pure  carbon,  as  found  in 
the  best  anthracite  coal.  Each  different 
grade  of  coal  ought  to  receive  treatment 
in  firing  adapted  to  its  chemical  composi- 
tion, but  in  most  cases  all  kinds  of  coal 
are  treated  alike.  In  the  succeeding 
articles  I  shall  try  to  portray  the  eft'ect 
of  this  promiscuous  practice  and  suggest 
impT'  ivenients. 


Misery  in  Dunkirk. 
The  people  of  Dunkirk,  N.  Y.,  are 
noted  for  their  antagonistic  attitude  to- 
ward the  Brooks  Locomotive  Works,  and 
they  have  repeatedly  acted  as  if  they 
would  he  jileased  to  see  the  locomotive 
building  establishment  removed  to  another 
locality.  The  town,  or  rather,  its  peo- 
ple, are  feeling  what  the  temporary  clos- 
ing of  a  great  industrial  establishment 
means  to  breadwinners.  The  Brooks  Lo- 
comotive Works  have  been  cl'ised  down 
for  three  months,  nnd  already  the  desti- 
tution in  the  town  is  almost  without  par- 
allel. It  is  said  that  over  two  hundred 
gas  meters  have  been  taken  out  of  houses 
owing  to  non-payment  of  rent  and  wafer 
turned  off  from  suffering  homes.  The 
prospects  of  resuming  work  in  these  and 
other  locomotive  l)uilding  establishments 
is   still   verv   uncertain. 


Workmen's  Compensation. 

The  New  '^'nrk  State  Workmen's  Com- 
pens.-ition  Commission  reports  that  the 
railroads  are  no  longer  opposing  the  ap- 
plication of  the  workmen's  compensa- 
tion law.  They  are  insuring  their  risks, 
some  having  taken  out  policies  in  the 
State  fund,  while  others  have  insured  in 
the  stock  in>urance  companies.  Still 
others  insure  their  own  risks.  The  dis- 
tinction between  intrastate  and  inter- 
state employees  in  applying  the  law  to 
the  railroads  is  still  an  unsettled  ques- 
tion, and  decision  in  the  matter  will  prob- 
ably he  held  in  abeyance  until  the  first 
claims  are  filed.  Four  claims  for  com- 
pensation had  lieen  filed  up  to  July  8.  It 
was  found  that  these  were  all  death 
claims. 


Courageous  Railway  Men. 

Railway  men  have  always  been  cele- 
brated for  readiness  to  offer  themselves 
for  special  work  where  danger  was  in- 
volved. A  call  was  recently  made  by  the 
Canadian  Government  for  volunteers  to 
enlist  in  the  army  to  aid  the  British  forces 
and  the  response  from  railway  men  was 
«o  zealous  that  the  number  of  men  ac- 
cepted had  to  be  curtailed. 

Here  is  a  copy  of  an  article  that  recently 
appeared  in  a  British  daily  paper: 

"Railwaymen  generally  have  a  warm 
place  in  the  hearts  of  the  public,  and  their 
response  to  the  nation's  call  will  enhance 
the  high  opinions  already  held  by  them. 
It  is  estimated  that  the  great  trunk  com- 
panies have  contributed  at  least  twenty 
battalions  to  the  forces.  This  number  does 
not  represent  the  total  of  those  anxious 
to  serve. 

"Upon  complaint  being  made  to  the 
Daily  Telegraph  that  the  companies  were 
hindering  men  from  joining  the  colors,  a 
representative  made  inquiries  and  found 
that  it  had  been  necessary  to  stem  the  rush 
of  recruits.  The  companies  encouraged 
the  men  to  serve,  but  the  war  office  realized 
the  danger  of  the  working  staffs  of  the 
home  lines,  which  are  essential  for  trans- 
port and  other  purposes,  being  seriously 
depleted. 

"There  are  2,500  recruits  from  the  Great 
Eastern,  2,000  from  the  Great  Central,  and 
similar  numbers  from  other  systems,  and 
the  desire  to  serve  showed  no  sign  of 
abatement.  The  following  notice  of  the 
Great  Central  will  explain  itself:  'Notice 
is  hereby  given  that  the  war  office  has 
given  instructions  to  recruiting  officers  not 
to  accept  railwaymen  unless  they  produce 
a  letter  of  assent  from  their  superior 
oflicers.' " 

.Any  man  wdio  can  be  spared  obtains  a 
letter  at  once,  but  the  officials  are  com- 
pelled to  maintain  an  efficient  staff.  Those 
who  serve  will  be  taken  back  when  they 
have  completed  their  military  duties. 

Nothing  has  been  left  undone  by  the 
Great  b'.astern.  Positions  are  being  kept 
open,  a  relief  fund  has  been  started  for 
the  dependents  of  those  serving,  and  every 
care  is  being  taken  that  the  men  shall  not 
lose  by  their  loyalty.  But  Mr.  H.  W. 
Thornton,  the  general  manager,  has  had  to 
issue  a  notice  to  the  staff  pointing  out  that 
it  is  essential  for  the  welfare  of  the  nation 
t'.  maintain  efficient  railway  staffs,  and 
men  must  ascertain  whether  they  can  be 
spared  before  they  enlist.  The  notice  con- 
cludes as  follows : 

"Tlic  directors  and  officers  of  the  com- 
pany desire  to  express  their  best  wishes  to 
those  of  the  company's  employees  who 
Iiave  already  so  nobly  responded  to  the 
call  of  their  country,  hi  the  same  time, 
those  whom  circumstances  force  to  remain 
it:  their  present  position  .should  be  re- 
garded as  performing  a  most  important 
service  to  the  nation." 
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Important  Improvement  in  Locomotive  Boilers 


Repeated  experiments  have  practically 
demonstrated  that  the  important  improve- 
ments on  locomotive  boilers  perfected  by 
William  H.  Wood,  Media,  Pa.,  are  of 
value  and  when  better  business  conditions 
prevail    large    installations    may    be    ex- 

na.i. 


comprises  tlic  construction  of  the  firebox 
sheets  of  corrugated  metal  which  com- 
bines an  increased  sectional  area  with 
greater  strength  and  flexibility  and  incor- 
porating in  the  firebox  tube  sheet  a  cor- 
rugation   or   groove   portion    which    sub- 


pected.  The  latest  improvements  and 
variations  of  the  original  design  by  Mr. 
Wood  show  how  carefully  he  has 
mastered  the  details  of  boiler  construc- 
tion, and  undoubtedly  if  his  abilities, 
which  are  remarkable,  had  been  at  work 
at  an  earlier  date  in  locomotive  practice, 
a  much  greater  degree  of  economy  in 
boiler  construction  and  repair  would  have 
been  established.  The  main  objects  in 
view  have  been  the  strengthening  of  the 
fire  box  structure  in  such  a  manner  that 
the  weakening  or  distortion  of  the  tube 
sheets  near  the  tubes  is  eliminated,  while 
at  the  same  time  the  flexibility  of  the  fire 
box  structure  is  materially  increased 
without  impairing  its  resistance  to 
strains  and  stresses  caused  by  the  im- 
mense power  exerted  by  the  contraction 
and  expansion  of  the  boiler  tubes  in 
their  relation  to  the  boiler  shell. 

As  is  well-known  it  has  been  found 
that  flat  plates  weaken  and  crack  under 
the  constant  expansion  and  contraction 
of  the  tubes  and  cause  breaking  of  the 
stay-bolts  that  hold  the  plates  together. 
Flexible  stay-bolts  are  an  important  im- 
provement, and  have  to  a  large  extent 
overcome  the  defects  referred  to,  but  the 
continued  necessity  for  fixed  stays  has 
shown  that  they  receive  excessive  pres- 
sure, and  the  plates  become  distorted  at 
some  points  which  the  use  of  the  flexible 
stay-bolts  cannot  entirely  overcome  on  ac- 
count of  the  movement  being  in  the  plates 
not  in  the  bolts.     Mr.  Wood's  invention 


stantially  encircles  the  tube  area  and 
merges  into  the  throat  sheet,  the  grooved 
portion  being  strengthened  on  lower  part 
at    suitable    points    with    brackets    which, 


T'JCi^Z 


1  rcprcscnls  a  longitudinal  elevation  of  a 
portion  of  a  boiler  embodving  the  in- 
vention. Eig.  2  represents  an  end  eleva- 
tion of  the  same,  a  portion  being  shown 
in  an  enlarged  transverse  section.  Fig. 
3  represents  a  perspective  of  one  of  the 
reinforcing  devices.  Fig.  4,  represents  an 
elevation  of  a  portion  of  the  throat  tube 
plate  showing  one  form  of  reinforcing 
device  in  operative  position,  and  Fig  5 
represents  a  similar  elevation  showing  a 
modified  type  of  reinforcing  device. 

The  brackets  alluded  to  are  a  new  fea- 
ture and  admirably  strengthen  the  lower 
part  of  the  firebox  tube  plate.  Only 
three  of  these  brackets  need  be  required, 
each  taking  one-third  of  the  weight  of 
the  tubes  at  the  point  of  deflection.  They 
do  not  in  any  way  interfere  with  the 
corrugation  flexibility. 

In  the  experiments  already  made  with 
several  of  the  corrugated  boilers  already 
in  service  every  part  of  the  corrugations 
remained  perfect.  There  were  no  tube 
hohs  out  of  round,  nor  a  bridge  cracked, 
nor  a  crown  raised,  and  the  front  tube 
plates  were  practically  as  good  as  they 
were  the  day  that  they  were  put  in. 
The  corrugations  being  cylindrical  in 
shape  they  are  better  protected  than  the 
firebox  tube  plate  with  its  weight  of 
tubes  which  are  liable  to  close  it  in  the 
center  due  to  so  much  scale  and  mud 
which  gathers  in  the  leg  of  the  boiler  at 
that  point,  and  also  by  the  admission  of 
cool  air  causing  a  very  rapid  expansion 
and   contraction.      In   brief   the   invention 


added  to  the  normal  resistance  of  the 
sheet,  serve  to  prevent  buckling  or  dis- 
tortion of  the  throat  sheet  under  the 
weight  of  the  tubes  when  the  sheet  is  sub- 
pccted  to  overheating. 
In   the  accompanying  illustrations   Fig. 


has  very  successfully  met  the  require- 
ments of  the  service  and  bids  fair  to 
come  into  popular  use  as  soon  as  busi- 
ness conditions  warrant  a  fair  trial  of 
what  may  be  looked  upon  as  a  radical 
departure  from  established  practice. 


404 


RAILWAY   A\n   LOCOMOTIVE   ENGINEERING. 


November,  1914. 


Cooling  Passenger  Cars  on  the  Great 
Indian  Peninsula  Railway 


Any  readers  vvln'  have  traveled  in  In- 
dia, especially  during  tlie  hot  season. 
April-July,  will  appreciate  the  efforts  that 
some  of  the  railways  there  arc  making  to 
cool   their   passenger   cars. 

For  some  time  past  the  Great  Indian 
Peninsula  Railway,  one  of  the  {orcmost 
trunk  lines  of  the  country,  in  providing; 
up-to-date  rolling  stock  has  fitted  in  tlie 
compartments  of  its  upper  class  cars  an 
electrically  operated  cooling  device 
wherein  a  current  of  air  is  drawn  by  an 
electric  fan  tlirough  a  "curtain"  or  blind 
of  loosely  woven  "Khus  Khus"  moistened 
with  water,  thereby  producing  rapid 
evaporation  and  consequent  cooling  of 
the  air  current.  "Khus  Klnis."  it  should 
be  explained,  is  tlie  root  of  a  grass  which 
grows   in    Central    !n<ba.   and   uhicli   emits 


"ra(halors"  conveniently  placed  in  the 
"State"  rooms  of  the  cars.  An  electric 
fan  placed  in  front  in  very  similar  man- 
ner to  that  described  is  being  used  with 
the  "Khus  Khus"  blind  introduces  a  cur- 
rent ol  air  between  the  numerous  tubes 
of  tile  radiator  and  delivers  a  cold 
blast  into  the  center  of  the  com- 
partnienl. 

To  secure  the  ma.ximum  benehts  from 
the  "cooler"  the  windows  are  shut  with 
the  "Venetian"  sun-blinds  drop])ed  and  re- 
liance placed  on  the  electric  fan  for  cir- 
culation of  air.  There  are  ventilators 
provided  in  the  floor  to  facilitate  circula- 
tion downward,  the  reverse  of  that  re- 
quired in  any  process  of  heating  car- 
riages. 1  hese  vi'Htilators  can  be  regulat- 
ed b\'  siiit.ilile  "liit   and  miss"  diaphragms. 


Railway  Mail  Cars. 

.\n  .American  consul  in  the  Balkan 
States  reports  that  the  post  office  depart- 
ment of  the  government  to  which  he  is 
accredited  is  preparing  to  purchase  a  cer- 
tain number  of  railway  mail  cars  for  use 
in  the  interior  of  the  country,  as  well  as 
for  international  service.  The  consul 
submits  names  and  addresses  of  agents  in 
his  district  who  might  be  in  a  position  to 
represent   .\merican   car  buildcr.s. 


A   Remarkable  Natural  Bridge 

In  Argentine  there  is  a  natural  bridge 
that  is  one  of  the  most  wonderful  in  the 
world.  It  spans  the  Rio  Mendoza  and 
is  known  as  the  Inca  Bridge.  But  it  is 
the  work  of  Nature,  and  not,  as  was  pop- 
ularly supposed,  of  the  Incas.  The  road 
on  which  it  occurs  was  probably  a  colo- 
nial highway  made  by  the  Peruvian  Incas, 
who  took  advantage  of  the  phenomenon 
by  leading  their  road  over  this  natural 
viaduct. 


IMMN.-n  A     K 


a  very  pleasant  and  refreshing  od.  jr  when 
utt 

Recently  the  railway  mentinnrd  has 
g'.ne  a  step  fmther  and  jmt  on  experi- 
mentally in  one  of  their  Punjab  Mail 
trains,  l)etween  Bombay  and  Lahore,  a 
refrigerator  car  wliich  carries  a  stnall  but 
complete  cold  producing  i)l,inl  ..perated 
j.y  electricity,  the  current  being  generated 
by  a  high  speed  oil  engine  carried  on 
board.  The  plain  occupies  ab..nt  one 
third  of  the  car.  the  remaining  two  thirds 
lieing  utilized  as  a  cold  storage  chamber. 
This  latter  is  intended  for  the  convey- 
ance of  "perishables"  from  P.oinb.-iy  to 
Imperial  Delhi  and  the  large  cities  of  the 
Piiiij.ili,  On  the  homeward  journey  the 
storage  is  available  for  fruits,  etr  .  be- 
ing brought  from  the  orchards  cif  the 
Xorth-Wcst  to  Bombay  and  llie  S<.uth. 
The  passenger  cars  running  next  to  the 
refrigerator  have  "brine"  pipe  connec- 
tions with  the  c'dd  storage,  and  along 
these  ice-cold  lir|iiid  is  circulated  through 


The  bodies  of  the  cars  are  pr-.tected  with 
non-condurting  medium  Imilt  into  the 
sides  .-uid   roofs. 

During  the  hot  season  the  Punjab  mail 
train  on  its  journey  north  from  Bombay 
passes  through  Central  India,  where  a 
midday  temperature  of  120  deg.  F.  in  the 
shade  is  common.  To  render  traveling 
comfortable  a  reduction  of  at  least  20 
<leg.  V.  is  necessary,  and  we  understand 
that  the  experiments  so  far  demonstrate 
that  it  is  possible  to  give  passengers  quite 
a  "cooling"  when  passing  through  this 
hot  licit.  If  the  results  are  found  to  be 
as  satisfactory  as  they  are  ;inlui|iatcd. 
tlie  rireat  Indian  Peninsula  Kailw.ay  will 
pt'.baliU  iiistal  such  a  jilant  in  their  spe- 
(i.allv  limited  in.-iil  trains  which  leave 
I'.ombay  on  bridays  for  Central  and 
X..nluTn  India.  This  enterprising  at- 
tempt .It  rendering  passengers  traveling 
ill  the  tropics  comfortable  is  commend- 
able and  the  railway  referred  to  should 
lieneilt   bv  their  attempt. 
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rical     Exposition     of     New     York 
City. 

■  eighth  annual  electrical  exposition 
■w  York  City  was  held  at  the  (irand 
al  Palace,  that  city.  t)ctobcr  7  to 
The  exposition  included  demonstra- 
of  the  uses  of  electricity  in  the  vari- 
overnment  departments;  modern  de- 
fur  utilizing  electric  energy  on  the 
in  the  Imme.  store  and  factory: 
ic  vehicles,  both  business  and  pleas- 
ars  ;  storage  batteries,  and  numerous 
;e  appliances. 


Running  at  Full  Speed. — Mackenzie 
v.as  having  his  first  experience  of  life  in 
.\frican  forests.  Borrowing  a  gun  he  set 
■  Tf  one  day  in  search  of  game.  Not  long 
afterwards  his  companion  saw  him  in  the 
(bstance  running  at  full  speed,  a  huge 
lion  behind  him.  "Quick  I  Quick!  Jock  I" 
criecl  Mac.  "Open  the  door  I  I'm  bring- 
ing him  home  alive!" 


November,  1914. 


RAILWAY    AND    LOCOMOTIVE    F.XGL\HER1\G. 


405 


S.  M.  Vauclain  on  Superheaters. 

When  Mr.  S.  M,  X'auclain  makes  re- 
marks about  anything  relating  to  loco- 
motives his  ideas  are  certain  to  be  in- 
teresting and  instructive.  Some  (ime 
ago,  a  paper  on  Locomotive  Superheaters 
was  read  by  Mr.  C.  D.  Young,  engineer 
of  tests  of  the  Pennsylvania  Railroad,  at 
a  meeting  of  the  Franklin  Institute  and  it 
was  discussed  in  a  most  interesting  man- 
ner by  Mr.  Vauclain,  who  said : 

On  the  Continent  almost  every  locomo- 
tive of  any  importance  is  now  fitted  with 
the  Schmidt  type  of  superheater,  which 
is  a  fire-tube  superheater.  More  than  one 
form  of  fire-tube  superheater  is  used 
abroad,  but  in  the  main  they  are  either 
a  Schmidt  superheater  or  an  infringe- 
ment of  a  Schmidt,  or  a  superheater  of  a 
kind  which  may  be  considered  an  in- 
fringement of  the  .Schmidt  superheater. 
In  this  country  many  fire-tube  super- 
heaters have  been  devised,  but  they  have 
all  grown  out  of  the  idea  advanced  by 
Mr.  Schmidt.  In  regard  to  the  fire-tube 
superheaters,  it  is  very  pleasing  to  me  to 
know  that  an  inventor,  even  though  he 
may  be  a  foreigner,  has  been  able  to 
preserve  and  establish  in  .general  use  an 
invention  of  so  much  value  as  we  can 
attribute  to  the  Schmidt  superheater.  I 
have,  of  course,  opposed  the  Schmidt 
superheater  at  times  in  very  many  places 
— sometimes  successfully  and  sometimes 
not  successfully — but  for  commercial  rea- 
sons only ;  and  when  those  commercial 
reasons  were  removed  I  was  very  glad 
of  the  opportunity  to  admit  that,  for 
general  use  in  locomotives,  I  considered 
the  Schmidt  superheater  superior  to  our 
own  type  of  low-pressure  superheater  or 
any  other  type  of  high  superheater  which 
we  may  have  employed.  Simplicity  of 
construction  and  the  general  accessibility 
of  the  device  also  commend  it,  and  in  this 
particular  device  and  in  similar  devices 
I  feel  that  nothing  has  been  left  undone 
to  make  it  not  only  accessible  at  all 
times,  but  easy  of  maintenance,  and  as  a 
general  thing  it  is  never  found  fault  with 
by  the  locomotive  engineer  who  must  use 
the  locomotive,  but  is  always  spoken  of 
very  highly  by  him. 

Now  the  advantage  of  using  a  super- 
heater on  a  locomotive  is,  as  Mr.  Young 
states,  to  get  more  power  out  of  the 
particular  locomotive.  That  which  gives 
a  locomotive  its  power  is  its  boiler,  and 
any  device  which  can  be  added  to  a  loco- 
motive to  increase  the  effectiveness  of  its 
boiler  increas-s  beyond  question  the 
effectiveness  of  the  locomotive.  The 
original  hauling  power  or  starting  power 
of  a  locomotive  it  is  impossible  to  in- 
crease because  that  depends  entirely  upon 
the  weight  on  drivers,  but  it  is  possible 
to  increase  the  hauling  power  of  the 
locomotive  in  tons  and  in  speed  of  miles 
per  hour — or,  in  other  words,  in  horse- 
power.    If  you  are  developing  your  trac- 


tive power  at  forty  miles,  you  can  still 
increase  the  horsepower,  for  the  horse- 
power depends  upon  the  number  of 
pounds  of  water  you  arc  able  to  evaporate 
in  the  boiler.  If  by  a  device  such  as  the 
steam  superheater  you  can  get  a  certain 
horsepower  with  20  per  cent,  less  water 
or  30  per  cent,  less  water,  it  is  perfectly 
natural  to  suppose  you  can  evaporate  the 
same  amount  of  water  in  this  boiler  and 
by  the  use  of  a  superheater  you  can  de- 
velop a  speed  of,  say,  40  miles  per  hour 
and  haul  30  per  cent,  additional  tons,  and 
i;  is  for  this  reason  Mr.  Young,  I  believe, 
makes  the  statement  that  the  lighter- 
powered  locomotives  can  have  their  haul- 
ing power  increased  by  the  addition  of 
superheaters.  But  do  not  allow  your- 
selves to  be  led  astray  by  the  fact  that 
these  locomotives  can  haul  more  tonnage 
because  they  can  steam  any  more  effec- 
tively, but  they  can  haul  more  tonnage  at 
the  speed  in  miles  per  hour,  and  thus  in- 
crease the  earnings  of  the  railroad  com- 
pany owning  them  accordingly  and  add  to 
their  own  intrinsic  value  to  that  company. 
As  locomotives  have  been  increasing  in 
size  in  the  last  few  years,  all  of  us  have 
been  struggling  with  the  question  of 
getting  the  greatest  nuipber  of  tons  of 
freight  over  the  road  in  a  single  unit,  or 
at  one  train  movement,  and  a  train  move- 
ment costs  just  the  same  whether  it  is 
large  or  small.  The  laws  of  the  various 
States  now  prescribe  the  number  of  men 
that  the  railroad  must  carry  to  a  train, 
and  the  principal  number  of  these  men 
are  hauled  in  the  caboose.  The  locomo- 
tive engineer  really  does  the  bulk  of  the 
w^ork— when  we  dispose  of  the  fireman— 
the  conductor  keeps  tabs  on  his  car  num- 
bers, and  the  remainder  of  the  crew  have 
a  pleasant  journey. 

The  advance  in  the  weight  of  locomo- 
tives in  this  period  has  been  phenomenal, 
and  even  though  we  thought  that  we  had 
reached  a  fair  size  of  locomotive— or  a 
really  large  size — these  locomotives  do 
not  prove  quite  so  effective  as  their  size 
should  have  made  them.  It  was  apparent 
to  us  that  the  reason  for  this  is  that  we 
are  not  able  to  w-ork  the  lioilcrs  at  what 
they  should  do  on  account  of  the  human 
equation — the  human  equation  Ijcing  the 
fireman.  Therefore,  the  superheater  man 
comes  along,  and  applies  superheaters  t" 
these  particular  locomotives,  and  we  Imd 
we  have  a  very  much  greater  result  in 
hauling  trains  at  different  speeds  and  in 
their  general  efficiency,  although  the  de- 
mands of  railroads  for  heavy  cars  anfl 
moving  heavy  tonna.ge  have  led  us  to  go 
back  and  modify  our  compound  system 
lo  include  the  superheater  system,  for  the 
purpose  of  still  further  reducing  the  water 
rate  per  horsepower  and  adding  to  the 
hauling  power  of  such  a  unit  as  can  be 
conveniently  employed.  Such  locomotives 
are  constructed  up  to  a  tractive  power 
capacity  of  about  100.000  pounds,  and  the 
limit  is  supposed  to  be  reached,  because 


even  with  automatic  power  we  could  not 
get    the    full   capacity   of   a    boiler;    and, 
although   it  may  not  have  been  apparent 
to  any  of  you  here  present  that  a  Mallet 
locomotive,     for    size,    is    a    very     much 
smaller  type  than  any  other  locomotive  in 
service,  at  the  same  speed  at  which  these 
engines  were  operated  and  with  the  use 
of  superheaters  they  seem  to  be  a   very 
desirable   engine.     Take   the  case  of  the 
automatic  stoker;  general  opposition  was 
made  to  the  introduction  of  an  automatic 
stoker,  because  it  was   said  if  a   fireman 
was  able  to  shovel  the  coal  there  was  no 
necessity   for  applying  automatic   devices 
for  this  purpose.    The  result,  however,  of 
the    experience    with    various    automatic 
stokers  has  boiled  the  art  down  to  prob- 
ably one  or  two  devices ;  one  device  es- 
pecially is  most  effective,  and,  in  my  judg- 
ment, has  solved  the  question  of  the  com- 
pounding of  locomotives.    We  have  been 
able  lately   to   construct,   for   one   of   the 
most    progressive    railroad    presidents    in 
the  United  States  today,  a  locomotive  of 
K)0,000  pounds  tractive  force,  and  which, 
in   our  judgment,   and    from    its   ease   of 
movement    and    its    apparent    life    before 
any  trial  in  service,  is  going  to  be  a  very 
successful   unit   of  power.     Now,   such   a 
locomotive    has    been    arrived    at   by   the 
careful  and  intelligent  employment  of  the 
first  principles  of  locomotive  economy,  the 
uniformity,  similarity,  and  the  continuity 
between  the  different  sections.    This  loco- 
motive   is    in    three    sections,    with    three 
pairs   of   cylinders,   three   sets  of   driving 
wheels,  one  tubular  boiler,  and  an  ordinary 
locomotive    engineer    and    fireman.      The 
compounding  of  the  steam  is  in  the  ratio 
of  two  to  one,  which  ratio  is  suitable  for 
superheated  steam.    The  superheater  used 
is   a   Schmidt    superheater   similar   to   the 
one  shown  to  you  tonight  by  Mr.  Young, 
and  is  capable  of  reducing  the  water  rate 
from  24  pounds  to  16  pounds  under  pro- 
per conditions.     -Xnd,  in  addition  to  that, 
this  locomotive  has  been  equipped  with  a 
mechanical    stoker   for   supplying   coal   to 
the  fire  and  properly  distributing  it  over 
the  surface  of  the  fire:  it  works  admirably, 
and  is  successful  in  every  way  for  firing 
this  locomotive,  which  will  require  about 
11.000  pounds  of  coal  per  hour.     No  effort 
whatever  on  the  part  of  the  fireman,  with 
the  exception  of  properly  attending  to  the 
valves    running    the   engine   which   drives 
the  firin.g  mechanism,  is  necessary. 

Therefore,  y.m  see  that,  at  the  present 
time  enjoying  the  advantages  of  these 
economical  mechanical  inventions  of  the 
jiast  one  hundred  years,  the  future  gencra- 
ti<.n,  commencing  now  in  the  year  1914. 
is  going  to  really  build  large  units  of 
power  for  railroad  transportation,  and  in 
a  few  years  from  now  wc  will  look  back 
upon  these  insignificant  pigmies  with 
which  we  have  been  transporting  trains 
throughout  this  country  and  smile  that  we 
did  not  tumble  to  these  various  inventions 
many  years  ago. 
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Inevitable       and       Preventable       Heat 
Losses. 

One  of  the  first  cii.>;covcri(."s  usually 
mack  by  students  of  steam  engineering 
is  the  fact  tliat  as  a  means  of  transform- 
ing the  latent  energy  of  coal  into  me- 
chanical work  the  .steam  engine  is  an  ex- 
tremely wasteful  machine.  Scientists 
have  f.jund  that  a  pound  of  goofl  coal  rep- 
presents  about  eleven  milli'ins  of  foot- 
pounds of  energy.  Very  few  steam  en- 
gines develop  one  million  of  fo..i-poimds 
of  work  for  each  pound  of  ■■r.i]  used  in 
the  furnace,  and  engines  titilu'ing  10  per 
cent,  of  the  coal  are  consi'Iered  thor- 
oughly first  class.  This  perrcntage  of 
waste  appears  enormous,  and  tlie  novice 
readily  concludes  (hat  misni.::;:igement 
must  be  responsible  for  a  great  pnrlion  of 
the  wasted  power.  But  increase  of 
knowledge  brings  a  realizing  sen--  of  the 
tremendous   difficulties   that   obslinct   the 


vva\    of  radically   increasing  the  efficiency 
of  the   steam   engine. 

1  here  have  been  a  great  many  prime 
motors  invented  for  the  purpose  of  con- 
verting the  latent  energy  of  carbon  into 
mechanical  work,  and  several  of  them 
have  been  capable  of  utilizing  a  greater 
])ropcirtion  tlian  the  steam  engine  of  the 
lieat  energy  emiiloyed,  but  none  have  been 
sri  reliable  for  every-day  work,  and,  with 
ull  its  shortcomings  and  defects,  the  steam 
ingine  continues  to  be  popular  with  all 
IK'wcr  users  who  find  it  important  that 
Iheir  machinery  be  kept  running  day  by 
day  without  interruption.  In  popular  ad- 
dresses we  are  continually  hearing  the 
jiredictitm  reiterated  that  science  will  yet 
le:id  the  way  in  effecting  radical  improve- 
ments upon  the  steam  engine.  The  past 
achievements  of  science  in  this  direction 
have  been  exceedingly  slender,  and  do  not 
make  the  promises  for  future  deeds  very 
encouraging.  The  practical  men,  on  the 
other  hand,  whose  labors  have  done  most 
towards  developing  and  perfecting  the 
steam  engine,  and  whose  opinions  regard- 
ing future  progress  are  entitled  to  the 
highest  consideration,  believe  that  its  limit 
of  possible  economy  has  been  nearly 
reached. 

-Mthough  a  steam  engine  that  converts 
10  per  cent,  of  the  potential  energy  of  fuel 
into  mechanical  work  may  be  regarded  as 
a    wasteful    machine,    it    is    not    wasteful 
when   compared   with   the   great   mass   of 
engines   running   our   railroad   trains   and 
cur   mills,   for  very   few  of  these    utilize 
ninrc  than  5  per  cent,  of  the  heat  stored  in 
the  co.al  used.     The  opportunity  for  rail- 
ro.-id  engine  improvers  at  the  present  day 
appears    to    be    in    carrying   out    methods 
which   will   bring   up  the   performance   of 
the  common  five  per  cent,  engine  towards 
the   high-class   engine   that  takes  ten   per 
cent,  dividend  out  of  the  coal.     The  men 
who   busy   themselves   with    this    problem 
may   safely   leave  to   others   the   work   of 
improving  what   is   now   regarded   as   the 
high-class   engine.     The   great   avenue  of 
waste  with   all   steam   engines   is  the   ex- 
haust steam,   and   there   is   no  probability 
that  the  loss  of  heat  passing  out  by  this 
channel   will   ever   be   radically   decreased 
while   steam   is   employed   as    a   mode    of 
motion.      There    are,    however,    lines    of 
economy  that  may  be  worked  on  to  ad- 
vantage   by    our    master    mechanics    and 
locomotive    designers.      Numerous    minor 
causes    of   waste   could    be   closed    up    by 
intelligent  management,  and  the  resulting 
saving     would     materially     increase     the 
economy  of  the   engine.     Even   the  most 
defective    locomotive    boilers    in    use    arc 
more  efficient  in  giving  back  eqtu'valcnts 
for  the  heat   received  than  the  best  pro- 
portioned   and    best    protected    cylinders, 
yet  it  is  easier  effecting  improvement  on 
the  boiler  than  on  the  cylinders.     A  good 
locomotive    boiler    accounts    for   over    50 
per  cent,   of  the  heat  liberated   from  the 
coal ;   few  cylinders  convert   10  per  cent. 


of  the  heat  of  the  steam  entering  them 
into  mechanical  work.  Still,  with  all  its 
relative  efficiency,  there  is  much  prevent- 
able waste  going  on  in  boilers  owing  to 
faults  of  construction  and  careless  or  un- 
skillful management.  There  is  loss  from 
bad  proportion  of  grate  surface  and  flue 
area,  from  the  gases  of  combustion  being 
improperly  mixed,  from  defective  means 
of  admitting  and  restraining  air  supply, 
from  the  gases  being  passed  over  the 
heating  surfaces  too  rapidly,  from  water 
being  passed  through  the  dry  pipe  along 
with  the  steam,  and  from  radiation  of 
heat  due  to  defective  covering.  The  pre- 
ventable losses  in  the  cylinders  are  due 
to  too  limited  expansion  caused  in  va- 
rious ways,  to  back  pressure  caused  by 
faults  of  design  and  restricted  exhaust 
opening,  to  attenuated  steam  line  at  short 
cut-off,  and  excessive  compression  result- 
ing also  from  faulty  design  of  the  valve 
motion,  and  to  condensation  caused  by 
imperfect  covering,  and  the  interaction  of 
steam  in  the  cylinders  known  as  cylinder 
condensation  and  reevaporation. 

The  prevention  of  cylinder  condensa- 
tion by  using  superheated  steam  is  the 
most  important  movement  in  promoting 
steam  engine  economy  and  is  making 
w^onderfully  fast  progress  at  the  present 
time.  By  the  use  of  steam  superheaters 
locomotive  engines  are  today  using  a 
smaller  volume  of  steam  per  horse  power 
than  first  class  automatic  engines  were 
using  ten  years   ago. 


Beauty   in    Machine   Design. 

Of  late  years  there  have  been  great 
improvements  effected  in  the  designing  of 
railway  machinery,  but  in  many  quarters 
there  is  still  a  possibility  of  making  forms 
of  a  shape  that  would  be  more  pleasing 
to  the  eye  without  in  the  least  detracting 
from  utility.  These  thoughts  occurred  to 
the  writer  while  studying  a  work  on  the 
development  of  Railways,  which  gives 
examples  of  wonderfully  homely  forms 
tliaf  look  as  if  the  originator  imagined 
that  the  more  ugly  an  engine  or  ma- 
chine could  be  made  the  more  useful  and 
durable  was  it  likely  to  be.  .^part  from 
the  illustrations  in  the  book  referred  to 
we  have  noticed  that  some  persons  asso- 
ciate ugliness  and  utility  to  be  twins. 

It  is  not  necessary  that  we  should  have 
the  intellectual  apprehension  of  the  fitness 
of  anything  for  its  use,  in  order  that  we 
shall  feel  the  sense  of  harmony  and  re- 
gard the  object  as  beautiful.  But  if  in 
any  case  we  do  have  this  perception  of 
fitness,  then  this  perception  must  be  satis- 
fied or  else  the  object  cannot  appear 
beautiful. 

In  the  earlier  days  of  machine  con- 
struction, before  this  construction  became 
a  service  through  the  study  of  its  under- 
lying principles,  it  w^as  the  custom  to  em- 
ploy architectural  forms,  these  being  the 
forms  with  which  designers  of  machines 
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were  already  acquainted,  and  very  beauti- 
ful these  adaptations  of  classic  and 
Gothic  features  were  thought  to  be.  As, 
however,  the  unlitness  of  thecc  forms  to 
resist  and  transmit  mechanical  stress,  and 
to  perform  the  various  functions  which 
are  demanded  came  to  be  perceived,  and 
the  necessity  for  entirely  new  forms  de- 
signed to  meet  a  new  class  of  require- 
ments, and  for  freedom  in  such  new  de- 
signs, untrammcled  by  the  attempt  to  re- 
tain old  forms  in  any  degree,  came  to  be 
realized,  how  rapidly  and  how  utterly  did 
all  the  once  fancied  beauty  of  these  forms 
in  such  construction  disappear. 

We  believe  that  the  tendency  of  pioneer 
machine  tool  designers  to  lend  beauty  to 
their  forms  by  imitating  architectural  pat- 
terns arose  from  the  fact  that  they  believed 
that  beauty  of  form  would  help  their  prod- 
uct to  favor  in  the  race  of  competition. 
The  designers  of  other  kinds  of  machinery 
had  no  architectural  field  to  draw  upon 
and  they  were  left  to  the  commendation 
of  utility  without  regard  to  appearance. 
The  pioneer  designers  of  railroad  rolling 
stock  were  mostly  intelligent  mechanics 
vi^ho  had  risen  through  native  ability. 
Their  controlling  principle  in  business 
was  utility  WM'thout  any  consideration  for 
anything  else.  The  forms  of  locomotives 
and  cars  resulted  from  a  pure  process  of 
evolution,  added  size  and  strength  being 
considered  safe  and  proper  means  of 
progress.  This  simple  process  went  on 
unchecked  until  William  Mason  in  1852 
appeared  as  a  locomotive  builder.  Up  to 
tha*:  time  the  ideas  of  art  harmony  as 
applied  to  locomotive  designing  had  no 
place  in  the  minds  of  men  engaged  in 
that  line  of  work.  They  labored  with 
some  success  to  produce  locomotives  that 
did  the  work  of  hauling  trains  with  fair 
economy,  and  they  worked  out  proposi- 
tions that  provided  the  required  strength 
without  carrying  a  burden  of  unnecessary 
material,  but  no  attention  seems  to  have 
been  bestowed  upon  the  outward  appear- 
ance of  the  engines,  so  far  as  making  the 
visible  outlines  harmonious  was  concerned. 
There  was  a  great  deal  of  ornamenta- 
tion put  upon  some  of  the  parts,  but  the 
effect  on  aesthetic  taste  was  often 
grotesque  when  beauty  was  aimed  at. 
Elaboration  of  brass  in  boiler  bands  and 
covering  of  domes,  sand  boxes,  wheel 
covers,  steam  chests  and  cylinders  covered 
with  all  the  vagaries  that  paint  and  guild- 
ing  could  produce  conveyed  the  impres- 
sion one  receives  from  the  appearance  of 
an  over-dressed  woman  or  vermillion- 
daubed  squaw'. 

William  Mason  ended  these  vagaries  of 
fashion  by  building  locomotives  on  har- 
monious lines  that  did  not  offend  the  artis- 
tic eye  by  wrong  form  or  ostentatious 
ornamentation  and  the  effect  of  his  fine 
taste  is  seen  in  locomotive  construction 
of  the  present  day  and  not  only  loco- 
motive construction  but  in  the  sim- 
plicity of  locomotive  and  machine 
ornamentation. 


Order  to  Work  Harder. 

The  .■\mcrican  workers  of  all  classes  are 
the  most  diligent  people  to  be  found  in  any 
country,  but  yet  there  is  never  ending  agi- 
tation in  action,  working  out  schemes  to 
increase  the  production  of  our  over- 
worked elements  of  industrial  operations. 
The  controlling  policy  of  nearly  all  indus- 
trial establishments  in  other  parts  of  the 
world  is  that  workers  shall  produce  a  fair 
day's  work  for  a  fair  reward  of  pay,  but  in 
this  country  the  policy  of  so-called  scien- 
tific management  demands  that  the  worker 
keep  his  movements  going  like  a  high- 
speed machine. 

In  European  machine  shops  where  work- 
men are  tacitly  on  their  honor  to  act  fairly 
towards  their  employers  the  production  is 
as  good  as  could  fairly  be  expected  and 
harmony  prevails  between  employer  and 
employee ;  but  where  a  system  of  artificial 
forcing  is  resorted  to,  as  the  scientific 
management  humbug  promotes,  then  the 
worker  in  self  defense  proceeds  to  scheme 
against  the  employer.  In  the  industrial 
history  of  modern  times  no  movement  has 
exerted  such  a  pernicious  influence  be- 
tween employer  and  employee  as  the  agi- 
tation in  favor  of  scientific  management. 
Disguise  it  as  we  may  the  interests  of  em- 
ployer and  employee  are  antagonistic  and 
it  is  not  wise  to  fan  the  flame  of  oppo- 
sition into  active  hostility.  We  hardly 
think  that  employers  are  so  hard  on  the 
poor  workers  as  they  were  in  Robert 
Burns'  day,  still  they  are  by  no  means 
benevolent.  The  lines  of  Burns  describing 
a  melancholy  condition  read : 

"Be  to  the  poor  like  any  whinstane 
An'  baud  their  noses  to  the  grindstane." 
Still  in  spite  of  that  sad  picture  the  same 
poet  gave  cheer  by  singing,  "A  man's  a 
man  for  a'  that." 


How  to  Tell  If  a  Crown  Sheet  Has 
Been  Hot. 
Low  water,  however  causetl.  always 
produces  excessive  heating,  and  if  the 
temperature  rises  sufficiently  to  weaken 
the  material,  failure  may  occur  by  strip- 
ping of  the  stay  bolts  or  rupture  of  the 
sheets  by  bulging  between  them,  or  other- 
wise. If  the  temperature  has  raised  the 
material  to  a  low  or  bright-red  color,  this 
can  be  readily  determined  by  superficial 
inspection.  While  the  fire  side  will  show 
red  rust  or  a  black  color,  the  water  or 
steam  side  will  invariably  show  a  typical 
steel-blue  scale,  which  will  not  disappear 
even  after  years,  as  it  is  a  so-called  rust- 
less coating.  If  this  be  once  oiled  it  will 
always  be  distinguishable,  even  if  the 
plates  had  been  exposed  to  moisture  and 
gases  for  years.  The  color  of  this  scale 
will  depend  somewhat  upon  the  tempera- 
ture at  which  it  was  produced,  being 
brightest  at  those  points  where  tempera- 
ture was  the  highest.  Carefully  made 
tests,  with  autographic  diagrams  of  such 
material   will  again   demonstrate  changes 


of  properties  which  arc  very  character- 
istic. 

The  yield  point  will  be  found  very  low, 
while  the  diagram  will  show  a  material 
drop  of  curve  just  after  the  yield  point. 
The  elongation  will,  however,  as  a  rule, 
be  materially  increased,  with  a  diminu- 
tion of  tenacity.  Nicked  and  quenched 
bending  tests  will  again  show  marked  dif- 
ference between  strips  cut  from  the  sheet 
at  points  which  in  one  case  were  over- 
heated or  were  above  the  low-water  line, 
and  in  others  were  taken  from  a  part  be- 
low this  line.  The  fracture  will  also  be 
materially  different.  To  demonstrate  the 
temperature  at  \yhich  the  plates  happened 
to  be  at  the  instant  of  explosion,  it  is 
necessary  to  cut  strips  from  points  of  the 
overheated  plate  below  the  water  level. 
These  strips  polished  on  the  edges  are 
then  held  in  a  clear  fire  so  that  one  end 
remains  cold  while  the  other  is  heated  to 
a  dull  yellow  or  a  very  bright  red.  This 
temperature  being  reached,  the  bars  are 
withdrawn,  and  while  one  is  rapidly 
plunged  with  one  end  into  a  pot  of  boil- 
ing water,  the  other  is  allowed  to  cool  in 
air,  but  not  in  contact  with  wet  metal  or 
stone.  When  the  piece  which  had  been 
immersed  in  boiling  water  about  one  inch 
deep  has  become  nearly  cold,  below  blue 
heat,  it  is  plunged  into  cold  water. 

On  the  polished  edges  of  both  bars  will 
be  found  scale  and  heat  colors,  the  tem- 
peratures producing  them  being  well  es- 
tablished. These  bars  are  then  carefully 
nicked  at  points  opposite  every  change 
of  color  and  then  broken  off  at  these 
nicks.  By  comparing  these  fractures  and 
their  scale  and  color  with  those  obtained 
from  pieces  cut  from  the  overheated 
plates,  the  temperature  at  which  they 
were  at  the  instant  of  explosion  can  be 
determined  with  great  accuracy.  Having 
thus  determined  the  temperature  at  which 
the  sheets  were  during  operation,  it  is 
also  known  whether  the  metal  was  suf- 
ficiently soft  to  bulge  off  or  strip  from 
the  stay  bolts ;  examination  of  plates  and 
bolts  will  verify  the  conclusion. 


Patent  Pretensions. 
Those  who  make  the  most  noise  about 
the  exclusive  use  of  their  right  to  par- 
ticular inventions  and  improvements  upon 
which  patents  have  been  granted,  often 
h.ive  the  most  unsubstantial  claims  to 
rest  upon.  Not  infrequently  a  great  noise 
is  started  and  kept  up  by  those  perfectly 
conscious  of  the  wcikness  of  their  boasted 
rights  in  order  to  scare  away  competitors 
in  the  same  kind  of  business  without  test- 
ing the  strength  of  the  claim.  Sometimes 
it  is  downright  ignorance  of  the  real 
value  of  patented  claims  that  gives  the 
greatest  assurance  and  leads  to  foolish 
aggression,  A  new  manufacturer  of  a 
particular  kind  of  machine  or  mechanical 
object,  on  which  patents  have  been  grant- 
ed, coming  into  competition  with  old  and 
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well-established  manufacturers  of  a  like 
article,  needs  to  have  a  good  supply  of 
pluck,  energy  and  penetration,  or  he  may 
be  driven  from  the  field  by  threats  or 
suits  for  infringement  without  having 
trespassed  upon  anybody's  actual  rights 
or   valid   patent   claims. 

Threat.s  ol  prosecution  often  accom- 
plish more  than  the  prosecution  itself,  for 
purchasers  are  generally  deterred  from 
investing  in  anything  they  may  be  called 
upon  to  pay  a  royalty  for  using,  so  long 
as  they  can  procure  something  of  the 
same  kind  without  any  prospects  of  a 
been  done  by  taking  advantage  of  this 
fact.  There  is  too  much  inclination  de- 
mand for  royalty.  Injustice  has  been  done 
among  business  men  to  accept  as  estab- 
lished facts  many  things,  simply  because 
they  have  been  so  often  and  so  positively 
asserted  without  anybody  taking  pains  to 
deny  them.  Occasionally  some  one  pulls 
away  this  nia'^k.  and  men  wonder  why 
they  have  been  so  foolish  as  to  accept 
a  sham  for  a  reality  so  long  without  in- 
vestigating it.  Patent  rights  furnish  the 
material  for  numerous  humbug  preten- 
sions. 


Increasing   Size   of  Locomotives. 

The  modern  locomotive  represents  the 
steady  progress  of  evohition  extending 
over  a  century.  William  Iledley's  Puff- 
ing Billy,  the  fir.st  locomotive  to  perform 
car  haulinjj.jregularly,  now  preserved  in 
South  Kensington  Museum.  London,  is 
exactly  one  hundrcil  year.s  old,  having 
been  put  to  work  toward  the  end  of  1813. 
From  that  crude  beginning,  the  locomo- 
tive has  slowly  develoiied  in  size  and  in- 
creased in  efficiency,  until  it  is  iidw  as 
efficient  a  steam  user  as  any  cnyine  in 
service,  and  it  is  practically  as  large  as 
can  be  carried  on  4  ft.  X',  in  i,'aiii;e  of 
track. 

When  the  primitive  Icicnmotives  of  the 
decade  extending  from  ]HM)  to  \HM)  were 
buih.  their  designers  were  experimenting 
to  find  the  fittest  form  of  railmad  motive 
power.  When  John  P,.  jervis  in  1830 
placed  a  four-wheel  truck  in  the  front  of 
a  Inconioiive  and  a  jiair  of  driviny  wheels 
behind,  be  .t;ave  to  the  railroad  worlil  the 
t>pc  that  in  a  direct  line  proihidd  the 
variety  of  forms  that  conslitr,!!  ihe  mo- 
tive  power   fif   today. 

The  lirst  locomotive  to  do  I'laclical 
work  on  a  railroad  in  the  Unr^  .1  Stales 
was  Peter  Cooper's  "Tom  ,  liutnb." 
which  dtMuonstrated  that  the  'io,.l<(.fl 
track  of  the  Ualtiniore  &  Ohio  I'  ulroaii 
could  be  operated  by  steam  i  liuuus. 
That  small  engine  developed  ab'  :!  1 ' '. 
horse  power,  and  the  chief  oL  iion 
raised  to  its  use  was  lack  rjf  power  I  im 
objection  has  been  repeated  year  or 
year  by  the  ■ifiicials  responsible  for  ii...v- 
ing  traltic  at  low  cost,  and  the  men  in 
charge  of  the  motive  power  have  (j  n. 
on    increasing    the    weight    .md    power      t 


the  engines,  till  now  they  have  passed 
the  two  hundred  ton  mark  with  115,000 
pounds  of  drawbar  pull. 

1  here  have  been  periods  of  railroad 
history  when  increasing  the  weight  and 
power  of  the  locomotive  went  on  very 
slowly,  at  other  times  the  demand  for 
more  powerful  engines  has  progressed 
more  rapidly  than  the  strength  of  the 
track  that  endures  the  shocks  of  rapid 
traction.  Never  has  this  demand  been  so 
urgent  as  during  the  years  of  the  20th 
century.  It  is  a  long  time  since  leading 
railroad  motive  power  designers  insisted 
that  the  modern  locomotive  had  reached 
the  safe  weight  to  be  carried  upon  an 
4  ft.  8',2  ins.  track,  but  still  the  increase 
goes  on,  year  after  year,  and  there  is  no 
indication  when  the  increase  of  weight 
will   stop. 


Joseph  T.  Ryerson  &  Son  Scholarships. 

l'"or  se\(.Tal  years  Joseph  T.  Ryerson 
&  Son,  of  Chicago,  have  granted  to  The 
American  Railway  Master  Mechanics' 
Association  $500  a  year  to  be  employed 
as  a  scholarship  for  a  student  selected 
by  the  association  from  sons  of  the  mem- 
bers. 

.\  circular  has  been  issued  by  Secre- 
tary Taylor,  of  the  Master  Mechanics' 
Association,  intimating  that  a  special 
committee  of  the  association  was  appoint- 
ed at  last  convention  to  review  the  con- 
dition of  the  Joseph  T.  Ryerson  &  Son 
scholarships,  and  that  this  committee  has 
been  authorized  to  announce  that  the 
donors  have  increased  the  annual  amount 
to  cover  two  scholarships  of  $300  each,  to 
take  the  place  of  the  $500  annual  dona- 
tion. 

The  scholarships  shall  provide  for  four 
years'  course  at  Purdue  L'niversity,  the 
L'niversity  of  Illinois,  the  I'niversity  of 
Wisconsin,  or  such  other  university  as 
the  .American  Railway  Master  Mechanics' 
.Association  shall  from  time  to  time  elect. 

To  lie  eligible  for  candidacy  for  these 
scholarships,  apjilicants  must  have  at  least 
twelve  months'  practical  experience  in  the 
mechanical  department  of  an  .American 
railr.iad.  The  Joseph  T.  Ryerson  S:  Son 
scholarship  will  not  he  awarded  to  any 
I)ers<in  who  li.as  already  coinidcted  a 
year's  work  in  any  technical  school  or 
university. 

l'".ach  applicant  must  tile  with  the  secre- 
tary of  the  .American  Railway  Master 
Mei-h;inics'  .\ssociation  tile  following  cre- 
dentials: 

I  .1 )  .\  statement  over  his  own  signa- 
ture that  he  is  an  applicant  for  one  of  the 
Joseph  T.  Ryerson  &-  Son  scholarships. 

(b)  The  certificate  of  a  member  of  the 
.American  Railway  Master  Mechanics' 
.\ssociation  covering  his  practical  experi- 
ence. 

(c)  The  certificate  of  a  reputable 
physician  that  he  is  in  the  possession  of 
Cood   health   and   a   strong  body. 


(d)  The  name  of  the  university  or 
technical  school  which  he  desires  to  en- 
ter. 

Upon  receipt  of  these  documents  the 
secretary  of  the  American  Railway  Mas- 
ter Mechanics'  .Association  will  return  a 
blank  application  and  school  certificate, 
to  be  filled  out  by  the  candidate  and  by 
him  returned  to   the  secretary. 

The  examination  which  shall  determine 
the  successful  candidates  shall  be  con- 
ducted by  the  College  Entrance  Examina- 
tion Board,  which  conducts  regularly  an- 
nual examinations  in  all  of  the  princi- 
pal cities. 

Credit  for  practical  experience  shall  be 
allowed  as   follows : 

For  more  than  18  months,  but  not  more 
than  24  months,  10  points;  for  more  than 
24  months,  liut  not  more  than  36  months, 
15  points ;  for  more  than  36  months,  20 
points. 

Information  regarding  rules,  regula- 
tions and  requirements  will  be  furnished 
to  candidates  upon  application  to  Mr. 
J.  W.  Taylor,  secretary,  American  Rail- 
way Master  Mechanics'  Association, 
Karpen  Building,   Chicago. 


Growth    of    People's    Government. 

This  government  is  passing  from  a 
hierarchy  of  politicians  to  a  government 
of  the  people.  .And  the  change  is  coming 
not  so  much  because  the  politicians  have 
grown  more  corrupt  than  they  have  been, 
but  because  the  moral  sense  and  the  moral 
enthusiasm  of  the  people  have  awakened. 
The  schoolhouses  and  the  press  have 
quickened  the  wits  of  the  people  so  that 
they  have  grown  shrewd.  But  it  is  a 
lamentable  commentary  upon  organized 
religion  in  this  country  that  the  moral 
awakening  of  the  nation  apparently  has 
been  unaided  by  the  churches.  Lawyers, 
doctors,  reporters,  farmers,  merchants, 
laborers  and  brokers  have  become  public 
le.ulers  in  the  new  cause.  But  although 
the  cause  is  essentially  moral,  appealing 
to  quickening  consciences,  no  preacher 
has  become  a  national  leader  in  it,  as,  for 
instance,  Heecher  was  a  leader  of  the 
.Abolition  movement.  .And  wdiile  many 
jireachcrs  have  sanctioned  the  movement, 
have  •.•iven  it  a  lilessing  perhaps,  the  only 
ilrrical  leaders  who  really  have  distin- 
guished themselves  in  comiection  with  the 
aw.ikening  morals  of  the  people  are  those 
who  have  denounced  the  movement  as 
setis.iiional,  as  vicious,  and  as  altogether 
depl'irnlile.  Instead  of  checking  the  cur- 
iiiit.  these  preachers  have  only  attracted 
attention  to  their  own  cupidity.  .And  so 
in  spile  of  the  lack  of  eiicoura.gement 
from  any  church  as  a  church,  the  people 
have  moved  on  impelled  by  the  school 
and  the  press  and  are  makin.g  their  fight 
for  righteousness  and  for  the  establish- 
ment between  men  of  that  justice  which 
must  come  before  there  may  be  an  honor- 
able   "peace    on    earth." 
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Classification  Yard  Lighting  of  the 
Pittsburgh  "Ei  LaKe  Erie  Railroad  at  Pittsburgh,  Pa. 


It  is  a  very  generally  known  fact  that 
the  average  railroad  derives  its  revenue 
principally  from  freight  traffic,  often  car- 
rying passengers  at  a  loss.  Therefore, 
anything  that  tends  to  facilitate  the  move- 
ment of  cars  or  handling  of  freight  is 
looked    on    witli    favor   by   the   railroads. 

Of  the  very  greatest  importance  in 
freight  handling  but  little  known  to  the 
general  public  because  of  its  infrequent 
■  contact  therewith,  is  the  classification 
yard.  The  function  of  this  yard  is  the 
collection  of  freight  cars  into  trains  for 
specific  destinations  or  routes,  .\ftcr  the 
train  has  been  made  up  with  its  proper 
quota  of  cars,  it  proceeds  to  the  re- 
ceiving yard   where  it   waits   until   oppor- 


lUuniinating  Engineering  Track,  Scale 
and  Yard  Lighting,''  before  the  Pitts- 
l)urgh  Section  of  the  Illuminating  Engi- 
neering   Society. 

The  authors  state  that  the  freight  haul- 
age capacity  of  a  road  is  as  dependent 
on  the  scale  and  yard  capacity  as  it  is  on 
motive  power  equipment,  and  that  a  con- 
gestion in  the  yards  will  reduce  the  earn- 
ing power  just  as  effectively  as  the  dis- 
ablement of  a  locomotive  or  other  rolling 
stock. 

The  li.t;hting  of  an  area  such  as  is 
presented  by  this  class  of  yard  affords 
some  unique  problems,  the  successful  solu- 
tion of  which  greatly  facilitates  the 
movement  of  freight  traffic.     The  yard  is 


candle-power,  with  an  energy  consump- 
tion of  726  watts,  resulting  in  an  efficiency 
of  .3  watts  per  candle.  Direct  current 
at  220  volts  is  supplied  to  the  lamps  from 
the  power  plant  of  the  company  located 
nearby. 

The  towers,  which  arc  twelve  feet 
square  at  the  base,  arc  100  feet  high  and  . 
are  spaced  about  400  feet,  in  two  rows 
one  on  each  side  of  the  yard,  or  approx- 
tmately  225  feet  across.  The  lamp  is 
suspended  from  a  short  mast  arm  which 
extends  out  over  a  platform  for  the  at- 
tendant, access  to  which  is  had  by  means 
of  a  ladder  mounted  on  the  side  of  the 
tower 

A  chain  and  a  cut-out,  however,  permit 


tunity  is  afforded  for  it  to  pass  out  over 
the  scales  and  be  weighed,  and  proceed 
thence   on   its   route. 

The  car  or  group  of  cars  entering  the 
vards  travels  by  gravity  under  the  care 
of  a  rider  who  directs  it  to  its  proper 
place  in  the  yard  and  from  whence  he 
returns  a  foot  to  the  head  of  the  yard 
where  additional  cars  are  obtaiiied  and 
distributed. 

-As  these  yards  are  in  operation  24  hours 
a  day,  it  may  easily  be  realized  how  im- 
portant it  is  to  have  them  properly 
lighted. 

An  interesting  discussion  of  the  light- 
ing of  railroad  yards  is  given  in  a  paper 
recently  presented  by  Messrs.  H.  Kirsch- 
berg    and    A.    C.    Cotton    on     "Railroad 


nnt  to  be  considered  as  an  open  area  but, 
in  reality,  as  a  scries  of  streets  three  or 
four  feet  wide,  with  buildings  ( freight 
cars)  about  fourteen  feet  liigh.  on  both 
sides. 

One  of  the  most  effective  installations 
of  lighting  in  a  classification  yard  re- 
cently made  is  that  of  the  Pittsburgh  and 
Lake  Erie  Railroad  at  McKees  Rocks, 
just  outside  the  city  limits  of  Pittsburgh, 
Pa.  This  yard  contains  about  twenty 
tracks  extending  for  approximately  one- 
half  mile. 

The  source  of  light  is  the  Cooper 
Hewitt  Quartz  lamp,  mounted  on  steel 
towers,  as  shown  in  the  accompanying 
illustrations.  The  installation  consists  of 
eight  units,  the  lamps  being  rated  at  2.400 


tlic  lamp  to  be  lowered  from  the  ground, 
thus  ol)viating  the  necessity  of  the  lamp 
attendant  climbing  the  tower. 

.\s  the  quartz  burners  have  a  life  of 
several  thousand  hours,  and  the  globes  are 
at  such  a  height  as  to  be  out  of  the  smoke 
/<<nv.  ahnost  no  cleaning  or  other  at- 
tention   is    required. 

The  ideal  condition  of  illumination  of 
the  yard,  is,  of  course,  to  make  it  as 
Iii;lu  by  night  as  by  day,  so  that  the 
riders,  when  directing  the  cars  to  their 
pr.iper  spaces  in  the  yard,  may  be  able 
to  ^ee  clearly  the  location  of  other  cars 
and  thus  prevent  them  from  excessive 
•'linuiping." 

The  illumination  of  the  McKees  Rocks 
vards.  which  has  been  installed  under  the 
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direction  of  Mr.  D.  P.  MorrLson,  electrical 
engineer  of  the  Pittsburgh  and  Lake 
Erie  Railroad,  very  nearly  approaches 
this  ideal  condition. 

i  he  light  given  by  the  lamps  spaced  as 
they  are,  completely  floods  the  yards, 
enabling  the  man  to  see  with  proper 
clearness,  not  only  every  track  and  car 
but  also  the  switches  at  the  head  of  the 
yard.  The  illumination  is  such  that  one 
may  readily  read  a  newspaper  at  night. 
The  entire  absence  of  shadows  and  glare 
greatly  facilitates  the  movement  of  the 
cars  throughout  the  yard,  by  permitting 
the  exact  location  of  each  to  be  easily  de- 
termined, and  also  greatly  adds  to  the' 
safety  of  the  men  and  tends  to  prevent 
accidents. 

Possibly  the  best  commendation  given 
the  efficiency  of  the  installation  is  the 
statement  made  by  one  of  the  railroad 
officials  "the  yard  men  never  lose  any 
chance  to  praise  it."  Considering  the 
well  known  reluctance  of  the  average  in- 
dividual to  praise  his  working  conditions, 
this  statement  is  peculiarly  significant. 

In  addition  to  the  increased  speed  in 
handling  cars  gained  through  the  better 
lighting,  conditions  are  made  much  easier 
for  the  men  returning  afoot  to  the  head 
of  the  yard,  as  when  the  yard  is  poorly 
lighted,  it  is  difficult  for  them  to  avoid 
incoming  cars,  switches,  posts  and  other 
obstacles,  and  the  Pittsburgh  &  Lake 
Erie  employees  are  particularly  pleased 
with  this  feature. 

The  fact  that  the  lamps  are  mounted 
at  such  a  height  permits  an  excellent  dis- 
tribution of  the  light,  which  possesses  an 
inherent  color  value  that  is  particularly 
suitable   for  outdoor   illumination. 

Another  feature  that  peculiarly  adapts 
the  Quartz  lamp  to  this  field  of  lighting 
is  the  steadiness  of  the  light,  other  forms 
of  illuminants  having  repeatedly  pmved 
unsatisfactory  because  of  the  unsteady 
light  emitted,  which  was  nnt  cinikicive  to 
good  work. 

The  installation  has  not  been  in  serv- 
ice long  enough  for  any  operating  data 
to  be  secured,  but  in  view  of  the  high 
efficiency  of  the  Quartz  lani[)  and  the 
minimum  attendance  required,  it  is  con- 
fidently expected  that  the  custs  of  op- 
eration will  be  equally  as  satist.ictory  as 
the  other   features  of  the  install.iti'.n. 


Development  of  Signals. 

.'\t  a  recent  meeting  of  the  N'w  ^■|,rk 
Railway  Club  Mr.  H.  S.  Balliet  .',u.| : 

You  know  that  the  signal  busiross  had 
its  start  with  the  use  of  hand  sign.ils  .nul 
flags,  followed  by  lanterns,  and  a  little 
later  switch  lights.  The  developmem  li.is 
been  from  a  one-half  to  a  two  inch  llat 
wick  to  a  fount  or  cup  carrying  anyuiuMc 
from  one  pint  to  two  (|uarts  of  oil.  The 
lenses  have  varied  all  the  way  from  lonr 
to  twelve  inches.  The  earliest  develop- 
ment,   from    purely   a   signal    standpoint, 


has  been  traced  back  to  the  use  of  a 
wooden  box  in  which  was  placed  a  kero- 
sene light,  and  in  front  of  the  light  ordi- 
nary idain  window  glass,  either  uncolored 
or  colored  to  suit  the  indication  to  be 
given.  This  was  used  for  handling 
trains  on  what  is  today  the  Belvidere 
Division  of  the  Pennsylvania  Railroad. 
This  was  merely  the  forerunner  of  what 
is  now  known  as  an  optical  lens,  or  its 
equivalent,  or  perhaps  more  correctly,  the 
roundels  which  are  now  placed  in  signal 
spectacles. 

Dr.  Churchill  tells  us  the  story  that  a 
negro  down  south  invented  the  long-time 
burner  because  he  was  too  lazy  to  get 
around  every  day  to  fill  the  lamps.  I  am 
quite  surprised  at  the  Doctor's  knowledge 
of  history.  I  always  believed  that  he 
had  been  in  the  service  long  enough  to 
know  the  true  history  of  the  long-time 
burner.  As  a  matter  of  fact  it  originated 
on  the  Lehigh  Valley  Railroad,  where  a 
lampman  covered  a  large  mileage  includ- 
ing automatic  signals,  train  order  signals, 
station  lights  and  switch  lights.  It  was 
a  hard  matter  for  one  man  to  take  care 
of  this  number  of  lights  and  he  found  it 
very  difficult  to  get  around  to  fill  and 
clean  them  each  day.  He  sought  to  con- 
trive to  get  this  job  so  that  he  cnuld  give 
satisfaction  at  all  times  by  having  satis- 
factory indications  displayed.  This 
lampman  worked  on  the  section  where 
the  famous  section  foreman  removed  the 
"Ireland"  signal  after  he  had  been  or- 
dered by  the  road  master  to  take  it  down. 
You  may  not  be  clear  as  to  what  an  "Ire- 
land" signal  is.  It  is  a  large  wooden  box 
provided  w-ith  a  ventilator  at  the  top  in 
which  is  mounted  a  kerosene  light.  Tlie 
front  or  approach  side  in  which  trains 
run,  is  provided  with  a  large  plain  glass. 
Between  the  lamp  and  this  glass  is  oper- 
ated a  curtain  or  flag  of  the  ordin;iry 
marine  type.  A  red  flag  is  used,  and 
when  it  is  desired  to  display  a  stop  in- 
dication, the  flag  is  drawn  up  in  front 
of  tile  lisht.  The  section  foreman  was 
apparently  not  clear  as  to  the  name  of 
this  particular  signal.  The  use  of  this 
signal  had  been  done  away  with  because 
of  the  substitution  of  electric  "banjo" 
signals,  track  circuit  controlled,  and  it 
was  the  desire  to  remove  the  mechanically 
operated  signal,  hence  the  order.  In- 
stead of  removing  the  "Ireland"  signal, 
he  actually  dug  out  the  masts  and  re- 
moved the  distant  or  green  signals  for 
the  new  system.  .Asked  as  to  why  he  did 
this,  he  stated,  "Regorra,  isn't  green  Ire- 
land's  color?" 

1  he  long-time  burner  was  invented  by 
n  man  named  Dodson,  hailing  from 
Scranton,  Pa.  He  was  not  only  trying 
to  get  along  enough  service  to  warrant 
the  removal  of  the  ordinary  one-day 
lamps,  but  he  was  also  trying  to  beat  the 
Standard  Oil  Company  out  of  selling 
large   quantities   of   oil,   and   he  has    suc- 


ceeded. The  first  cup  used  was  supplied 
with  one  pint  of  oil,  and  even  though  it 
was  a  crude  burner  and  wick  aflFair,  gave 
a  satisfactory  signal  between  four  and 
five  day  and  night  continuous  burnings. 

There  have,  of  course,  been  many  im- 
provements on  the  efficiency  of  the  long- 
time burner,  and  today  it  is  far  superior 
to  any  flat   wick  arrangement  known. 


Gold  Beating. 

Gold  beating  is  accomplished  by  means 
of  a  wooden  hammer  weighing  from 
seven  to  eighteen  pounds  on  a  sheep- 
skin cushion  resting  on  a  granite  block. 
The  gold  beaten  is  usually  22  or  23  carats 
fine.  A  little  alloy  of  copper  or  silver  is 
added  to  make  it  spread.  It  would  be 
impossible  for  the  beaters  to  handle  per- 
fectly pure  gold. 

Gold  leaf  is  packed  more  by  the  aid  of 
the  breath  than  that  of  the  hands.  The 
operation  of  transferring  a  sheet  of  al- 
most transparent  gold  leaf  from  one  place 
to  another  is  of  such  delicacy  that  it  is 
possible  to  accomplish  it  only  by  a  slight 
puff  of  the  breath.  The  packers  are  for 
tlic  most  part  girls,  to  whom,  after  beat- 
ing, the  gold   leaf  is  handed. 

The  girls  lift  the  unshaped  leaf  from 
the  mold  with  a  pair  of  wooden  pincers, 
flatten  it  out  on  a  sheepskin  cushion  by 
gently  blowing  on  it,  cut  it  into  a  perfect 
square,  replace  it  between  the  leaves  of 
the  book  and  flatten  it  out  with  the 
breath.  .'\  "book"  consists  of  twenty-five 
leaves,  and  a  skilled  girl  operator  can 
pack   seventy  books   in   a   day. 

There  is  great  diversity  in  the  degree 
of  skill  acquired  by  the  different  gold 
beaters.  Some  of  the  girls  earn  twice 
the  wages  others  draw,  and  with  no  great 
effort. 


Boilermakers  After  a  Quiet  Lif 

\ew  Vcirk  City  is  not  considered  a  quiet 
town,  not  a  place  which  persons  w-ould 
clioose  for  a  season  of  quiet  repose.  The 
noise  of  the  place  is  admitted  by  every- 
body who  has  had  to  sleep  in  the  city,  but 
we  think  that  the  Boilermakers'  Conven- 
tion rubbed  it  in  a  little  when  after  hold- 
ing a  convention  in  New  Y'ork  they  passed 
a  resolution  stilting  tliat  they  were  glad  to 
ri  turn  to  tlie  (|nict  life  of  their  sliops  again. 


hov 


No  Doctor. 

•en't  any  doctor  at  all !"  remarked 
Tommy  with  calm  dignity.  "Tlien 
do  you  ever  take  any  medicine?"  was 
llie  next  question.  "Oh,  don't  I?"  Willie 
nplicd.  "Father's  a  dentist,  mother's  a 
l^ouKopath,  my  eldest  sister's  joined  the 
ambulance  class,  grandma  goes  mad  over 
every  new  medicine,  and  uncle's  a  vet. 
Yes,"  he  added,  with  a  faraway  look  in 
his  eyes,  "and  they  all  practice  on  me." 
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Calculating  Train  Stops. 

Judging  from  the  nature  of  inquiries 
recently  received  from  some  of  our  read- 
ers relative  to  the  distances  in  which  pas- 
senger trains  can  be  brought  to  a  stop 
from  different  rates  of  speed,  and  under 
a  variety  of  conditions  with  the  emer- 
gency brake,  we  must  have  inadvertently 
created  the  impression  that  if  given  the 
weight  of  cars,  locomotives,  nominal  per- 
centage of  braking  power  employed,  per 
cent  of  grade,  radius  of  curves  in  track 
and  speed  in  miles  per  hour,  the  actual 
distance  in  which  a  train  of  cars  can  be 
stopped  by  an  application  of  the  air 
brake  could  be  calculated  to  within  a  few 
feet  with  any  nondescript  apparatus.  It  is 
our  desire  to  attempt  to  correct  this  in- 
ference and  briefly  mention  the  factors 
that  must  be  considered  in  calculating  the 
distance  in  which  a  train  can  be  stopped 
by  the  brake,  and  to  print  a  number  of 
formulas  used  by  air  brake  engineers  in 
estimating  or  calculating  stopping  dis- 
tances. Such  calculations  differ,  some- 
what from  ordinary  engineering  problems 
where  tensile  strength  of  materials  and 
formation  of  construction  are  considered 
and  a  certain  per  cent,  added  as  a  factor 
of  safety,  as  in  all  requests  the  exact 
point  of  stop  is  demanded  with  no  al- 
lowance in  either  direction. 

As  an  illustration  of  the  variation  in 
the  factors  that  enter  into  a  train  stop, 
during  a  certain  series  of  tests  the  train 
was  being  stopped  by  the  brake  under  the 
prevalent  conditions  in  practically  uni- 
form distances,  and  the  following  morn- 
ing the  same  stops  were  attempted,  but 
the  distances  were  found  to  be  about  200 
feet  longer,  and  in  ascertaining  the  cause 
it  was  found  that  new  shoes  had  been 
applied  to  the  engine  and  tender  during 
the  night,  which,  as  soon  as  they  were 
worn  smooth,  resulted  in  .stops  of  ap- 
proximately the  .same  distances  as  pre- 
viously made,  and  it  was  also  discovered 
that  the  conditions  of  the  brake  shoes 
alone  can  vary  the  distance  of  a  stop  as 
much  as  twenty  per  cent.  However,  a 
mean  or  average  of  these  factors  has 
been  obtained  from  elaborate  demonstra- 
tions, and  their  accurate  establishment 
will  become  apparent  from  a  study  of  the 
formulas. 

Many  years  ago,  mechanical  calcula- 
tions were  largely  governed  by  an  exper- 
imental system  because  of  an  ab.sence 
of  scientifically  conducted  investigations, 
but  the  basis  for  present  day  meclianical 
calculations  is  the  law  of  conservation 
and  transformation  of  energy,  so  that  in 
bringing   the   calculation   of  the   distance 


in  which  a  tr^in  of  cars  can  be  stopped 
by  an  air  brake,  we  find  first  the  foot 
pounds  of  kinetic  energy  stored  in  the 
train.  This  found  it  follows  that  the 
work  done  by  the  brake  from  the  time  of 
cfifcctiveness  to  the  point  of  stop  must 
equal  the  foot  pounds  of  energy  stored  in 
the  train,  or  in  other  words,  the  work 
done  in  stopping  a  train  is  the  retarding 
force  multiplied  by  the  distance  through 
which  it  acts,  that  is,  the  length  of  stop. 

As  a  basis  for  determining  foot  pounds 
energy,  Newton's  Law  of  Universal  Grav- 
itation teaches  that  the  acceleration  of 
gravity  is  approximately  32.2  feet  per 
second — that  is,  a  body  falling  for  1  sec- 
ond will  fall  16.1  feet,  and  at  the  end  of 
the  second  will  be  traveling  at  the  rate 
of  32.2  feet  per  second.  It  may  be  well 
to  note  that  while  the  speed  of  the  body 
at  the  end  of  the  second  of  time  is  32.2 
feet  per  second,  the  average  rate  of  speed 
is  16.1  feet  per  second. 

To  find  the  number  of  foot  pounds 
energy  stored  in  a  moving  train,  the 
weight  is  divided  by  32.2,  the  acceleration 
of  gravity,  which  gives  what  is  termed 
the  mass,  and  one-half  the  mass  multi- 
plied by  the  square  of  the  speed  equals 
the  foot  pounds  of  kinetic  energy  pos- 
sessed by  the  body  in  motion  or  where 
M  =  mass,  and  V  =  velocity,  J^MV  = 
foot  pounds  energy.  .As  an  example,  if 
we  wish  to  find  the  foot  pounds  energy' 
of  a  c.-ir  weiehing  100.000  lbs.  moving  at 
the  rate  of  60  miles  per  hour,  50,000  lbs. 
-4-  by  32.2  =  1552.  At  60  miles  per  hour 
the  car  will  be  moving  88  feet  per  sec- 
ond. 88  X  88  =  7744.  7744  X  1552  = 
12.000.000  foot  pounds  energ\'. 

.■\s  to  the  retarding  force  available  for 
destroying  or  dissipating  this  vast  amount 
of  energy,  the  Wcstinghouse  .Air  Rrakc 
Company  is  now  able  to  furnish  a  brake 
for  a  car  of  this  weight  that  will  show 
what  is  termed  an  overall  efficiency  of  10 
per  cent,  of  the  weight  of  the  car.  This 
includes  the  avcra.ge  co-efficient  of  brake 
shoe  friction  obtained  during  the  .stop, 
and  the  average  per  cent,  of  brake  rig- 
ging efficiency  on  such  weights  of  cars. 
.\ssiuning  then  a  braking  power  of  125 
per  cent,  and  an  overall  foundation 
brake  gear  efficiency  of  10  per  cent.,  the 
rate  of  retardation  will  be  32.2  X  10  X 
1.25  =  4.02  feet  per  second.  As  an  in- 
dication of  how  these  relationships  are 
applied,  100  per  cent,  retarding  force 
would  equal  32.2  feet  per  second,  that  is, 
the  speed  would  be  reduced  at  this  rate. 
This  retardation  is  not  instantly  secured 
as  it  is  2  seconds  before  full  brake  cyl- 
inder  pressure  can   be   attained   with   the 


pneumatic  brake  which,  however,  docs 
not  refer  to  the  electro-pneumatic  brake, 
but  the  effect  is  approximately  the  same 
as  though  one-half  the  retardation  was 
secured  from  the  time  the  brake  was  first 
applied  until  it  is  fully  on. 

That  is,  the  speed  will  be  reduced  by 
4.02  H-  2  X  2  =  4.02.  When  the  brake  is 
fully  applied  the  speed  will  be  88  —  4  = 
84,  and  the  distance  covered  while  the 
brake  is  being  applied  is88-)-84-f-2X2 
=  172.  To  reduce  the  speed  to  0  from  a 
speed  of  84  feet  per  second,  with  a  re- 
tardation of  4  feet  per  second,  per  second, 
requires  21  seconds'  time.  The  average 
speed  during  this  time  is  84  -^  2  =  42.  or 
the  distance  covered  is  42  X  21  =  882 
feet. 

The  length  of  the  stop  is  therefore  882 
-f  172  =  1054  feet. 

From  the  foregoing  it  is  obvious  that 
to  find  the  distance  in  which  a  train  stop 
can  be  made,  the  retarding  force  must  be 
known,  and  it  is  found  by  multiplying  the 
car  weight  by  the  percentage  of  braking 
power  employed  to  find  the  nominal  shoe 
pressure,  and  as  all  the  nominal  brake 
shoe  pressure  cannot  be  realized  as  re- 
tarding force  because  of  losses  through 
the  foundation  brake  gear  and  frictional 
limitations  of  brake  shoes,  the  overall  ef- 
ficiency of  the  brake  must  be  found,  and 
when  it  is.  the  per  cent,  of  overall  ef- 
ficiency multiplied  by  the  nominal  shoe 
pressure  will  be  the  retarding  force  of 
the  brake.  This  per  cent,  of  overall  ef- 
ficiency is  derived  from  averages  of  ex- 
tensive series  of  tests,  and  during  re- 
cently conducted  tests,  especially  designed 
apparatus  was  used  for  determining  the 
per   cent,   of   brake   rigging  efficiency. 

In  a  paper  read  bc.'nre  the  January 
meeting  of  the  Central  Railway  Club, 
Mr.  W.  V.  Turner  elaborated  upon  brake 
calculations  as  one  phase  of  his  subject, 
and  the  foregoing  is  based  upon  his  elu- 
cidation of  the  manner  in  which  they  are 
made.  .According  to  this  interpretation  if 
P  represents  the  braking  power,  W  the 
weight  of  the  train,  el  the  overall  ef- 
ficiency of  the  brake  and  F  the  retard- 
ing force,  then  F  =  WPel. 

Illustrating  how  the  relationships  are 
actually  applied,  if  we  wish  to  find  the 
retarding  force  and  then  the  braking 
power  necessary  to  stop  a  car  weighing 
100,000  lbs.  from  a  speed  of  60  miles  per 
hour  in  1,000  feet,  and  assume  that  2 
seconds'  time  is  required  to  apply  the 
brake  in  full,  that  is,  the  mean  time  I 
second.  Then  before  the  retarding  force 
commences  to  act  the  car  will  have  trav- 
eled  a   distance   of  88   feet,   and   the.  re- 
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tarding  force  really  acts  tliroush  a  dis- 
tance of  1000  —  88  ^  912  feet.  The 
kinetic  energy  which  has  been  found  to 
equal  12,000.000  foot  pounds  divided  by 
912  equals  13,200  lbs.  retarding  force  re- 
quired. 

If  the  overall  efficiency  of  tlie  brake  is 
taken  at  10  per  cent.,  the  necessary  brak- 
ing power  will  be  13,200-^  (100,000 -f  .10), 
which  will  be  132  per  cent,  of  the  weight. 
It  must,  however,  be  understood  that  to 
produce  an  actual  132  per  cent.  Iiraking 
power  may  mean  that  the  nuniinal  per- 
centage of  braking  power  is  from  150 
per  cent,  to  180  per  cent.  Conversely,  if 
the  average  retarding  force  tliroughout 
the  stop  is  given  as  10  per  cent,  uf  the  car 
weight,  and  it  is  asked  wli.-it  the  stopping 
distance  will  be  from  a  60  mile  per  hour 
speed,  the  retarding  force  will  be  100.0(_)0 
lbs.  X  .10  =  lO.OOC)  ll)s..  and  the  stopping 
distance  will  then  be  12,000.000  ^  10,000 
—  1,200  feet. 

Concluding  the  references  to  brake  cal- 
culations, Mr.  Turner  stated  :  "Some  may 
say  that  this  is  theory  or  mathematics, 
and  not  practice,  or  will  not  work  out  in 
practice,  but  I  controvert  this  by  saying 
I  have  shown  that  this  is  not  so.  More- 
over, it  is  the  analysis  of  a  stop,  sub- 
divided into  its  elements,  and  thus  dis- 
covering where  the  variables  that  caused 
such  variations  in  stops  e.xist,  that  has 
led  in  many  cases  already,  and  will  in 
many  more  in  a  short  time,  to  improve- 
ments in  these  respects,  with  the  residt 
that  the  variable  elements  liave  Ijcen 
made  more  constant  than  heretofore, 
thus  making  it  quite  possible  to  install  a 
brake  whose  actual  performance  agrees 
closely  with  w'hat  was  expccu-cl  fmm  the 
calculated  design." 

In  accord  with  the  recpiests  fn.m  our- 
readers  for  formulas  used  by  the  manu- 
facturers in  designing  brake  equiijnients. 
we  submit  these  formulas  whicli  will  be 
^elf  explanatory  to  tliose  wlio  ha\c  ad- 
vanced far  enough  in  tlie  stud>  of  the 
air  brake  to  become  intere^^lvd  in  the 
fundamental  principles  of  brake  oi'<r.iliou 
and   brake   design  : 


l-ormtdac    Used   in    Urate   Cdhiilnlioiis 

E  =  ES  ( 1  ) 

E=K'MV=  (2) 

F=WPef  (3) 

S= Ml 

2RPef 

A  =  \V(;  I  .^  I 

c, 

I',  ^  I  (,  I 


P,= 


Hraking  power,  per  cent. 

Brake  rigging  efficiency,  per  cent. 

Co-efficient   friction. 

.Acceleration  of  gravity. 

.\ccelerating   force  due  to   (irade   G, 

lbs. 
Per  cent,  grade. 

Braking  power  necessary  to  prevent 
acceleration  on  Cirade  G. 
Length  stop  on  Grade  G,  ft. 
.Acceleration  due  to  Grade  G.  ft.  per 
sec.  per  sec. 

L-6 


train  ccpusisting  of  1  locomotive  weighing 

388  tons,  and  6  passenger  cars  weighing 

137,000  lbs.  each,  when  the  braking  power 

of  the  entire  train  is  104.6%. 

Weight  train  in  lbs.  =  W  =  388  X  2000 -|- 
6  X  137,000  =  1,598,000  lbs. 

Braking  power,  per  cent.  ^  P  =  1.046. 

P.rake  rigging  efficiency  =  e  =:  .85.    .Aver- 
age  value  from  tests. 

L'l  i-efficient     friction  :=:  f  =;  .10.       Average 
value  from  tests. 

Retarding  force  =  F  =  1,598,000  X  1-046 
X   .85   X   -10  =  142,062  lbs. 

1-  =  142,062  lbs. 
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E  =  ES 

E;:=  Kinetic  energy,  ft.  lbs. 
F=  Retarding  force,   lbs. 
.S  =  Length    stop,    ft. 
Tliis    formula   is   based    on    the    funda- 
mental assumption  that  the  work  done  in 
stopping  a  train  equals  the  kinetic  energy 
stored  in  the  train   at  the  commencement 
of  the  stop. 

From  data  obtained  in  an  actual  stop, 
E  =  183,100.000  ft.  Uis. 
F  =  142,062  lbs. 
S  =  1310  ft. 
FS  =  142,062  X  1310  =  186,100,000  =  E 
186,100,000—183,100,000 


=  1.67o 


186,100,000 
This  is  as  close  as  can  be  expected  from 
service    results. 
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5. 


V 


E  =  J<^MV= 

F. ^Kinetic  energy,  ft.  lbs. 
M  =  Mass  =  weight   divided   by   accelera- 
W 
tiou  of  gravity  =  — 
g 
\'  —  N'elocity,  ft.  per  sec. 
E.xample : 

I-"ind  the  kinetic  energy  stored  in  a 
train  consisting  <if  1  locomotive  weigh- 
ing 388  tons,  and  6  passenger  cars  weigh- 
ing 137,nm  lbs.  each,  at  a  speed  of  58.41 
ni.  p.  li. 
Weight    tniin    in   ll.s.  =  .388  >:  2,000  !   6X 

137.000  -^  1,.5<)8.000  lbs. 
Mass  train  ^  1,598,000  -;-  32.2  ^  49.627. 
The  v(4ocity  V  must  be  in   ft.  I)er  sec. 
To  change  m.  p.  li.  to  ft.  i)er  sec.  multiply 
by  147  (5280  -h  3600  =  1.47  >   58.41 
X  1.47  =  85.9  ft.  per  sec. 
V.  —  '<  X  49,627  X  (85.9=)  =  183.098.817  ft. 

lbs. 
E- 183,098,817  ft.  lbs. 
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2gPef 
."^  -  Length   stop,   ft. 
\'  =r  Initial  velocity  train,  ft.  per  sec. 
g  =  .Acceleration  of  gravity  =  32.2  ft.  per 

sec.  per  sec. 
P  =:  Braking  power  entire  train,  per  cent, 
e  =  Brake  rigging  efficiency,  per  cent. 
f  =  Co-efficient  friction, 
b'xample : 

Find  the  distance  in  which  a  train  can 
lie  stopped  from  a  speed  of  58.41  m.  p.  h. 
with  a  braking  power  of  104.6';f. 

V  must  be  in  ft.  per  sec. 

To  cliange  m.  p.  h.  to  ft.  per  sec.  multiply 

(5280 
Im  ='■''> 

V  =  58.41  X  1.47  =  85.9  ft.  per  sec. 
P  ^  Braking  power  =  1.046. 

e  =Brake  ri.gging  efficiency  =  .85.     Aver- 
age  value   from   tests. 
f  =  Coefficient   friction   =   .10.     Average 
value  from  tests. 
(85.9-') 


2X32.2X  1.046  X. 85  X. 10 
:  1288  ft. 


=  1288ff. 
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6. 

A  =  WG 

.\  --   .\ccelerating  force  due  to  Grade  G, 

llis. 
W  -    Wei.ght,   lbs. 
G  —  Per  cent,  grade 
Ixaniple: 

I'ind  the  accelerating  force  acting  on  a 
car    uliose    total    weight    is    140,000    lbs. 
ulien  the  car  is  on  a  grade  of  1.57'. 
W  =  140.000 
G  =  .015 
A  —  WG  =  140,000  X  .01 5  =  2100  lbs. 
A  =  2100  Ills. 

1.-12 


^■-  2,g.f(P-P,) 
p  =  BfG-Pef)       '■> 
E  =  Kinetic  energy,  ft    lbs. 
F  :=  Retarding    force,   lbs. 
S  =  Length   slop,   ft. 
M  ^  Mass  train. 
V  =^  Wlocity  train,  ft.   per  sec. 
W  —  Weight  train.  Uis. 


F  =  \VPef 
F;=  Retarding  force  acting  on  train,  lb 
\V=:  Weight   train,   lbs. 
P  =  Braking  power  train,  per  cent, 
e  =  Brake   rigging  efficiency,  per  cent. 
f  =  Co-efficient  friction. 
Example : 

I'ind    the    retarding    force   acting   on 


Pi  =  — 
cf 

P,^:  Braking  power  necessary  to  prevent 

acceleration  on   Grade  G. 
G  ^^  Per  cent,  grade, 
e  —  Brake   rigging   efficiency,   per   cent. 
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f  =  Coefficient  friction. 
Example : 

Find    the    Ijraking    power    necessary    to 
prevent  a  car  whose  total  weight  is  150,000 
lbs.  from  accelerating  on  a  grade  of  1.5%. 
G  =  .01S 

e  =  .85.    Average  value  from  tests. 
f^.l5.    Average  value  from  tests. 
G  .015 

P,  =  — = =  .117 

ef      .85  X  .15 
P.  =  11.7% 

L-13 


S,: 


V-' 


2gef(P-R) 
S,  =  Length  of  stop  on  Grade  G,  ft. 
V=::  Initial  velocity  train  ft.  per  sec. 
g:=  Acceleration  of  gravity  =  32.2  ft.  per 

sec.   per  sec. 
e  =  Brake  rigging  efficiency,  per  cent, 
f  =  Coefficient  friction. 
P^  Braking  power  train,  per  cent. 
P,  =  Braking  power  necessary  to  prevent 
G 
acceleration  on  Grade  G^  — 
cf 
Example : 

Find  the  distance  in  which  a  train  can 
be  stopped   from  a  speed  of  30  m.  p.  h. 
on  a  grade  of  1.5%  if  the  l)rakin.g  power 
of  the  entire  train  is  20%. 
V  must  be  in  ft.  per  sec. 
To  change  m.  p.  li.  to  ft.  per  sec.  multiply 


.47 


V3600 


=  1.47) 


V  =  30  X  1.47=34.1  ft.  per  sec. 
g  =  32.2 

e  =  .85.  Average  value  from  tests. 
f  =  .15  Average  value  from  tests. 
P  =  .20 

G  .015 

P,  =  — = =  .118 

ef      .85X15 


S,= 


(34.1)  = 


2X32.2X.85X.15X  (.20  — .118) 
=  1728  ft. 
S,  =  172S  ft. 

L-14 

9. 

P  =  g(G-Pef) 

P  =  .Acceleration  due  to  Grade  G,  ft.  per 

sec.  per  sec. 
g  =r  Acceleration  of  gravity  =^  32.2  ft.  per 

sec.  per  sec. 
G  =  Per  cent,  grade. 
P=:  Braking  power,  per  cent, 
e  =  Efficiency  brake  rigging,  per  cent. 
f  =  Coefficient  friction. 
Example : 

Find  the  acceleration  resulting  from  a 
train  whose  braking  power  is  8%  descend- 
ing a  1.5%  grade. 
G  =  .015 
P  =  .08 
e  =  .85.    Average  value  from  tests. 


f  =  .15.    Average  value  from  tests. 

P=32.2(.015-(.08X.85X.15))  =.155 

ft.  per  sec.  per  sec. 

P=:.155  ft.  per  sec.  per  sec. 

L-15 


Feed  Valve  Repairs. 

.■\s  an  essential  to  successful  air  brake 
operation  on  modern  passenger  and 
freight  trains,  an  accurate  brake  pipe 
feed  valve  is  undoubtedly  of  more  vital 
consequence  than  any  other  unit  of  the 
air  brake  system.  Regardless  of  the  fact 
that  brake  operation  without  a  feed  valve 
is  possible,  as  in  descending  grades  with 
the  brake  valve  in  full  release  position, 
but  tliis  does  not  represent  the  ordinary 
conditions  of  service,  also  control  valve 
and  universal  valve  equipments  arc  de- 
signed to  prevent  slight  variations  in 
brake  pipe  pressure  from  applying  the 
brakes,  hence  the  demands  are  less  exact- 
ing, but  where  triple  valve  equipments 
are  considered,  and  they  will  be  in  use 
for  a  number  of  years  to  come,  it  is  ab- 
solutely necessary  that  the  feed  valve  be 
maintained  more  sensitive  to  open  and 
close  than  the  most  perfect  triple  valve 
is  to  apply  and  release,  otherwise  unde- 
sired  applications  of  brakes  will  result 
and  there  will  be  an  experience  with  the 
train  of  evils  that  follows  in  the  wake 
of  sticking  brakes. 

It  is  not  desired  to  give  a  detailed  ac- 
count as  to  how  a  feed  valve  should  be 
repaired,  as  the  various  operations  have 
been  touched  upon  from  time  to  time, 
and  for  the  present  we  would  confine 
any  comment  to  repair  work  in  general 
as  carried  on  in  the  average  railroad  re- 
pair shop.  When  the  majority  of  re- 
paired feed  valves  are  placed  on  a  rack 
for  test,  they  are  inclined  to  manifest  a 
variety  of  symptoms  of  disorder,  as,  for 
instance,  they  may  suddenly  and  with- 
out any  apparent  cause  change  their  fig- 
ure of  adjustment  or  start  a  variety  of 
indications  of  overcharge  or  slowness  to 
cut  off  or  may  entirely  fail  in  the  separa- 
tions of  pres.sure  and  under  70  lbs.  pres- 
sure may  operate  satisfactorily  and  show 
the  correct  fluctuation  and  still  vary 
widely  when  the  pressure  is  increased 
to  110  lbs.,  for  all  of  which  there  are 
.good  and  sufficient  reasons. 

Given  a  feed  valve  with  regulating 
valve  bushing  in  from  fair  to  good  con- 
dition, a  practically  perfect  supply  valve 
piston  buslnng  and  a  piston  large  enough 
to  permit  of  an  accurate  fit.  the  average 
repairman  will  be  enabled  to  do  the 
necessary  fitting,  eliminate  undue  fricti'^n 
and  turn  out  an  accurate  and  reliable 
feed  valve,  but  if  these  bushings  are  ma- 
terially impaired  by  wear  or  are  of  an 
inferior  composition  of  metal  the  results 
desired  by  air  brake  men  will  not  be 
attained. 

The    writer    has    had    considerable    ex- 


perience with  bushing  feed  valve  bodies 
and  somewhat  more  from  observing  the 
results  of  applying  supply  valve  piston 
bushings  in  railroad  repair  shops  and 
has  used  various  methods  of  enlarging  or 
"squeezing"  the  piston  to  fit  slightly 
worn  bushings  and  as  a  result  has  for  a 
number  of  years  been  under  the  impres- 
sion tliat  this  work  cannot  be  done  eco- 
nomically or  in  a  satisfactory  manner  in 
the  average  railroad  shop  first,  because 
there  is  a  question  as  to  whether  the 
quality  of  the  material  necessary  for  the 
work  can  be  purchased,  and  secondly,  the 
price  would  be  too  high  if  it  could  be 
obtained,  and  again  there  is  no  ma- 
chinery in  railroad  shops  with  which  to 
true  up  the  inside  of  the  bushing  after 
it  has  been  applied. 

The  .squeezing  of  a  piston  seldom,  if 
ever,  uniformly  increases  its  size,  and  the 
points  enlarged  are  usually  at  the  ex- 
treme ends,  and  with  the  bushing  worn 
a  trifle  and  the  piston  applied,  the  in- 
terstice of  piston  and  bush  is  too  irregu- 
lar, thus  the  piston  fit  is  too  neat  at  cer- 
tain points,  and  permits  of  too  much 
leakage  at  others. 

As  to  the  metal  required  for  bushing, 
no  purchasing  agent  who  has  studied 
scientific  management  would  consider 
paying,  say  25  or  30  cents  per  pound  for 
brass  if  some  outside  firm  offers  a  sub- 
stitute combination  of  cast  borings  and 
coke  dust  at  say  15  cents  per  pound,  and 
any  one  who  has  carefully  observed  the 
cost  of  economy  in  the  purchase  of  in- 
ferior materials  will  agree  that  in  pur- 
chasing air  brake  supplies  there  is  no 
such  thing  as  economy  in  a  cheaper  first 
cost.  Air  brake  Association  papers  have 
for  several  years  pointed  out  the  cost  of 
a  cheaper  air  hose  and  air  hose  gasket, 
and  we  know  of  several  instances  in 
which  the  saving  on  first  cost  of  air  hose 
gaskets  would  not  pay  for  25  per  cent. 
of  the  stationary  used  in  investigating  the 
causes  of  undesired  brake  applications 
and  hose  uncoupling,  to  say  nolliing  of 
stuck  brake,  flat  wheels,  rebxation  of  air 
pipes  and  cost  of  maintaining  air  com- 
pre.^^sors. 

The  economical  purchase  of  air  brake 
supplies  is  a  large  held  of  work  that  the 
air  lirake  man  has  been  un.ible  to  break 
into,  and  the  outcome  is  some  very  amus- 
inj;  attempts  to  obtain  100  per  cent,  ef- 
liciency  with  various  consignments  of 
junk,  but  it  will  not  always  be  thus. 

The  most  economical  method  of  feed 
\alve  repairs  the  writer  has  ever  been 
;\lik-  to  institute  has  been  to  return  feed 
\alvcs  with  worn  supply  piston  and  regu- 
lating valve  bushings  to  the  Westing- 
b.use  .\ir  Brake  Company  for  repairs, 
;inil  if  there  is  any  question  as  to  re- 
sults it  will  only  be  necessary  to  ascer- 
tain cost  of  repairs  and  make  a  test  of 
shop  repaired  valves  with  those  returned 
bv  the  -Xir  Brake  Company. 
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Competition  of  Locomotives. 

Shortly  after  the  Liverpool  &  Man- 
chester Railway  was  under  construction 
the  directors  of  the  company  sent  out  an 
invitation  to  locomotive  inventors  to  enter 
into  conipeiition  to  demonstrate  the  en- 
gine best  fitted  for  hauling  railway  trains. 
That  led  to  what  was  known  as  the 
Rainhill  contest  in  which  Robert  Stephen- 
son's Rocket  took  first  place. 

The  success  of  that  competition  moved 
the  directors  of  the  Baltimore  &  Ohio 
Railroad  to  inaugurate  a  similar  competi- 
tion and  under  date  of  January  1,  1837, 
the  following  invitation  was  issued : 

The  Baltimore  &  Ohio  Railroad  Com- 
pany being  desirous  of  obtaining  a  supply 
of  locomotive  steam  engines  of  American 
manufacture,  adapted  to  their  road,  the 
president  and  directors  hereby  give  public 
notice,  that  they  will  pay  the  sum  of  four 
thousand  dollars  for  the  most  approved 
engine  which  shall  be  delivered  for  trial 
upon  the  road  on  or  before  the  first  of 
June,  1831^and  that  they  will  also  pay 
three  thousand  live  hundred  dollars  for 
the  engine  which  shall  be  adjudged  the 
next  best  and  be  delivered  as  aforesaid, 
subject  to  the  following  conditions,  to  wit : 

1.  The  engine  must  burn  coke  or  coal, 
and   must   consume   its  own   smoke. 

2.  The  engine,  when  in  operation,  must 
not  exceed  three  and  one-half  tons  weight, 
and  must,  on  a  level  road,  be  capable  of 
drawing  day  by  day,  fifteen  tons  exclusive 
of  the  weight  of  the  wagons,  fifteen  miles 
per  hour.  The  company  to  furnish 
wagons  of  Winans  construction,  the  fric- 
tion of  which  will  not  exceed  five  pounds 
to  the  ton. 

3.  In  deciding  on  the  relative  advan- 
tages of  the  several  engines,  the  company 
will  take  into  consideration  their  respec- 
tive weights,  power  and  durability,  and, 
all  the  other  things  being  equal,  will 
adjudge  a  preference  to  the  engine 
weighing  the  least. 

4.  The  flanges  are  to  run  on  the  inside 
of  the  rails.  The  form  of  the  cone  and 
flanges,  and  the  tread  of  the  wheels  must 
be  such  as  are  now  in  use  on  the  road. 
If  the  working  parts  arc  so  connected  as 
to  work  with  the  adjustion  of  all  the 
four  wheels,  than  all  the  wheels  shall  be 
of  equal  diameter  not  to  exceed  three 
feet,  but  if  the  connection  lie  stub  as  to 
work  with  the  adhesion  of  tw.  wheels 
only,  then  those  two  wheels  may  have  a 
diameter  not  exceeding  four  feet  and  the 
other  two  wheels  shall  be  two  and  a  half 
feet  in  diamter,  and  shall  work  with  Win- 
nas'  fiction  wheels,  which  Ia>.t  will  be 
furnished  upon  application  to  the  com- 
pany. The  fianges  to  be  four  feet  seven 
and  a  half  inches  apart  from  outside  to 
outside.  The  wheels  to  be  coupled  four 
feet  from  center  to  center  in  <  r.Ur  to 
suit  curves  of  short  radius. 

5.  Pressure  of  the  steam  not  to  exceed 
one  hundred  pounds  to  the  square  inch, 
and  as  a  less  pressure  will  be  preferred. 


the  company  in  deciding  on  the  advan- 
tages of  the  several  engines  will  take  into 
ctmsideration  their  relative  degrees  of 
pressure.  The  company  will  be  at  liberty 
to  put  the  boiler,  fire  tube,  cylinder,  etc., 
to  the  test  of  a  pressure  of  water  not  ex- 
ceeding three  times  the  pressure  of  the 
steam  intended  to  be  worked,  without 
being  answerable  for  any  damage  the 
machine  may  receive  in  consequence  of 
such  test. 

6.  There  must  be  two  safety  valves,  one 
of  which  must  be  completely  out  of  the 
reach  or  control  of  the  engineman,  and 
neither  of  which  must  be  fastened  down 
while  the  engine  is  working. 

7.  The  engine  and  boiler  must  be  sup- 
ported on  springs  and  rest  on  four 
W'heels,  and  the  height  from  the  ground 
to  the  top  of  the  chimney  must  not  exceed 
twelve    feet. 

8.  '1  here  must  be  a  mercurial  gauge 
affixed  to  the  machine  with  an  index  rod, 
shewing  the  steam  pressure  above  fifty 
pounds  per  square  inch,  and  constructed 
to  blow  out  at  one  hundred  and  twenty 
pounds. 

9.  The  engines  which  may  appear  to 
offer  the  greatest  advantages  will  be  sub- 
jected to  the  performance  of  thirty  days 
regular  work  on  the  road ;  at  the  end  of 
which  lime,  if  they  shall  have  proved 
durable  and  continue  to  be  capable  of  per- 
forming agreeably  to  their  first  exhibition, 
as  aforesaid,  they  will  be  received  and 
paid  for  as  here  stipulated. 

P.  E.  Thom.-\s,  President. 

N.  B. — The  railroad  company  will  pro- 
vide and  will  furnish  a  tender  and  supply 
of  water  and  fuel  for  trial. 

Persons  desirous  of  examining  the  road 
or  of  obtaining  more  minute  information, 
are  invited  to  address  themselves  to  the 
president  of  the  company. 

The  least  radius  of  curvature  of  the 
road  is  400  feet. 

Competitors  who  arrive  with  their  en- 
gines befiire  the  first  of  June,  will  be 
allowed  to  make  experiments  on  the  ruad 
previous  to  that  day. 

'Ihc  editors  of  the  National  Ga:ctte, 
Philadelphia;  Commercial  Advertisers, 
New  York ;  and  Pittsburgh  Statesmen, 
will  copy  the  above  once  a  week  for  four 
weeks  and  forward  their  bills  to  the 
B.  &  O.  Railroad. 

The  competition  did  not  take  place  in 
the  ordinary  form,  but  five  engines  dif- 
fering radically  in  form  were  offered  to 
the  company.  They  were,  first,  the 
Johnson,  built  by  George  W.  Johnson,  of 
Baltimore.  It  had  two  vertical  cylinders 
and  a  horizontal  boiler  with  twin  pistons. 
The  second  was  the  "York."  built  by 
Davis  &•  Gartner,  a  four-wheel  engine 
with  vertical  boiler  and  cylinders.  This 
was  the  favorite  among  the  locomotives 
offered  and  became  for  a  time  the  pat- 
tern for  other  engines  built  for  the  Balti- 
more &  Ohio  Railroad. 


The  third  engine  was  the  "Cortell," 
built  by  a  watchmaker  named  Stacey 
Cortell.  It  had  a  Galloway  boiler  and 
oscillating  cylinders.  It  never  did  work 
worth  mentioning.  Next  came  the 
"Childs,"  the  product  of  another  watch- 
maker named  Ezekiel  Childs.  That  en- 
gine was  a  decided  novelty,  for  it  had 
rotary  cylinders  and  a  vertical  tubular 
boiler.  The  fifth  engine  was  the  "James," 
designed  and  built  by  William  T.  James, 
a  locomotive  that  might  have  made  its 
mark,  but  for  the  bursting  of  the  boiler 
early  in  its  career.  The  engine  had  a  pair 
of  vertical  cylinders  and  a  peculiar  vertical 
iH.iler.  The  greatest  novelty  about  it  was 
a  link  motion,  the  first  applied  to  any 
engine. 

Xrine  of  the  engines  proved  entirely 
satisfactory,  but  their  design  and  construc- 
tion indicated  that  American  mechanics 
were  capable  of  producing  the  motive 
power  needed  for  operating  the  railroads 
that  were  in  their  infancy. 


The  Tie  That  Bound. 

.\rchaeologists  have  discovered  the  pal- 
ace of  Jezebel,  who,  it  will  be  remem- 
bered, was  an  ancient  dame  of  uncertain 
temper,  inostly  bad.  In  the  palace  the 
grubbers  found  more  than  five  thousand 
cooking  utensils,  which  might  go  to  show 
that  despite  her  violent  outbreaks  the 
ancient  dame  was  a  good  cook  and  a 
provident  housekeeper. 

And  this  suggests  a  Lincoln  story. 

When  the  great  emancipator  was  prac- 
ticing law  in  Indianapolis  a  client  came 
U:  him  and  wanted  to  know  if  something 
couldn't  be  done  to  protect  him  from  his 
wife.  He  said  she  locked  hiin  out  nights, 
threw  dishes  at  him  and  battered  him  up 
with  a  club.  She  scolded  him  day  and 
night,  and  consistently  and  continuously 
made  life  miserable  for  him. 

"Have  you  thought  of  getting  a  di- 
vorce?"  inquired   Lincoln. 

"Xo,  no,  I  don't  want  a  divorce.  Why, 
I  wouldn't  leave  th'  old  woman  for  any- 
thing" 

"Vou  wouldn't!  After  all  that  abuse? 
And  why  not?'' 

"Because,  squire,  that  old  woman  of 
mine  can  make  the  best  flapjacks  in  San- 
gamcin   count)  !" 


Tedious  Train  Ride. 
It  was  a  long-suffering  traveller  on  a 
little  single-track  railroad,  and  he  com- 
plained bitterly  about  the  lateness  of  the 
train  and  the  irregularity  of  the  service. 
The  employee  remonstrated  in  virtuous 
indignation.  "I've  been  on  this  here  line, 
sir,"  he  began,  "upwards  of  eight  years 
and "  "Have  you,  indeed?"  interrupt- 
ed the  traveller,  sympathetically.  "At 
what  station  did  you  get  on?" 
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Double-Headed  Flexible  Stay-Bolts 


The  universal  favor  with  which  the 
flexible  stay-bolt  has  been  received  by 
all  engaged  in  locomotive  boiler  construc- 
tion has  been  so  marked  that  a  still 
further  improvement  in  stay-bolts  cannot 
tail  to  attract  wide  attention.  Mr.  J.  R. 
I'lannery  already  distinguished  by  liis  in- 
ventions, has  secured  a  patent  on  an  im- 
proved stay  bolt  for  boilers  which,  as 
shown  in  the  accompanying  illustrations, 
is  a  combination  of  a  pair  of  oppositely 
disposed  sleeves  each  open  at  its  ends, 
and  each  provided  with  an  integral  curved 
seat,  a  stay-bolt  having  two  spherical 
heads,  one  of  which  is  detachably  secured 
to  the  bolt,  the  heads  resting  against  the 
curved  seats  in  the  sleeves,  and  caps  for 
ihe  sleeves,  the  inner  faces  of  the  caps 
Iieing  curved  to  conform  to  the  contour 
of  the  head. 

As  shown  in  Fig.  1,  the  sleeve  projects 
outwardly  beyond  the  outer  sheet  of  the 
boiler  to  carry  the  bearing  in  the  usual 
manner,  while  the  .<ileeve  in  which  the 
opposite  end  of  the  bolt  is  mounted  is  s< 
located  with  relation  to  the  inner  shcit 
that  the  bearing  for  the  inner  head  is  in 
a  plane  between  the  two  sheets.  This 
sleeve  is  threaded  externally,  and  is 
screwed  into  an  opening  itl  the  inner  sheet. 
with  its  outer  end  flush  with  the  face 
of  the  sheet.  It  is  provided  internally 
with  a  curved  bearing  for  the  head  of 
the  bolt,  and  internally  threaded  at  its 
oiuor  end  for  the  reception  of  the  cap, 
which  when  in  place  rests  against  the  an- 
nular shoulder  of  the  sleeve  with  its  outer 
surface  flush  with  the  outer  face  of  the 
inner  sheet.    This  head  is  smaller  than  the 


In  the  variation  of  construction  shown 
in  Fig.  2,  the  bolt  is  shortened,  and  is 
mounted  at  its  two  ends  in  sleeves  similar 
to  the  inner  sleeve  of  Fig.  1.  so  that  both 
heads  of  the  bolt  are  supported  on  planes 
between  the  two  sheets  In  Fig.  2,  the 
removal  head  is  approximately  the  same 
size  as  the  integral  head.  It  will  be  readily 
seen  therefore  that  the  principal  feature 
of  this  bolt  is  that  it  has  ,spherical  heads 
at    both   ends,   the   heads   being   miMmtcd 


greater  surfaces  exposed  to  the  fire  and 
cold  air.  By  making  both  ends  of  the 
stay-bolts  flexible  this  objection  will  be 
overcome,  and  by  making  both  heads 
spherical,  without  projections  of  any  kind, 
and  the  seats  in  the  slecvs  and  cap  of  a 
radius  to  conform  to  the  curve  of  the 
heads,  any  sediment  that  gathers  around 
the  heads  will  simply  reduce  the  size  of 
the  cavities  without  interfering  with  the 
universal  movement  of  the  heads. 


-'■^■'=9'- 


in  splierical  bearings  in  the  sleeves  so  as 
to  compensate  for  the  contraction  and  ex- 
pansion which  takes  place  in  both  sheets 
.\s  is  well  known  where  the  ball  and 
socket  principle  of  connection  is  applied 
to  one  sheet  only,  the  opposite  end  of  the 
bolt   being  threaded   into  tlie  inner   sheet. 


It  has  also  been  observed  that  in  the 
event  of  stay-bolt  leakage  certain  areas 
in  tire  boxes  have  exhibited  a  greater 
tendency  than  others  to  fracture  bolts, 
and  it  is  safe  to  assert  that  if  stay-bolts 
of  this  particular  new  form  were  ap- 
plied to  these  portions  of  the  fire  boxes 
a  greater  degree  of  safety  would  be  ac- 
complished. It  will  be  interesting  to  ob- 
serve the  result  of  the  application  of 
the  new  device  and  while  .some  time 
u'ust  elapse  before  comparative  data  can 
lie  furnished  the  enterprising  company 
under  whose  supervision  the  device  is  be- 
ing applied  may  be  relied  upon  to  furnish 
reports  at  as  early  a  date  as  possible. 


outer  head,  and  is  provided  with  a 
threaded  socket  into  which  the  threaded 
end  of  the  bolt  is  screwed.  To  apply  the 
bolt  to  its  connectors  or  sleeves,  the  caps 
of  the  sleeves  and  the  head  of  the  bolt 
are  removed,  and  the  bolt  is  passed 
through  the  larger  sleeve  into  the  smaller 
or  inner  sleeve,  after  which  the  head  is 
scr  wed  on  to  the  bolt  and  the  caps 
screwed  into  place. 


there  is  always  a  slight  movement  in  the 
threaded  connection  between  the  inner 
end  of  the  bolt  and  the  inner  sheet  and 
the  continuation  of  this  movement  event- 
ually causes  leakage  and  also  a  crystal- 
lization of  the  metal  in  the  bolt. 

It  is  evident  that  as  the  modern  locomo- 
tives are  gradually  enlarging  their  fire 
boxes,  there  will  be  consequently  greater 
expansion  and  contraction  because  of  the 


Changing  Colors. 

The  Nashville.  Chattanooga  &  St.  I^uis 
on  September  8  changed  the  colors  of  its 
signal  lights  on  the  Paducah  and  Mem- 
phis division,  adopting  green  for  the  pro- 
ceed indication  and  yellow  for  caution. 
.\t  the  same  time  long-time  burners  were 
put  into  the  lamps.  Hand  signals  used 
ti"!  indicate  caution  will  be  mailc  yellow 
lirtcrns,  flags  and  fuses. 


Largest   Wireless   Station. 

Tlie  largest  wireless  transmitting  sta- 
tiiin  in  the  world  is  the  Cefndu  station. 
near  Carnarvon.  Wales,  which  is  to  be 
used  for  direct  communication  with  New 
York  The  elevation  is  about  1.400  feet 
above  sea  level,  and  there  are  ten  steel 
masts,  each  400  feet  high. 
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Automobile  for   Sterilizing   Water. 

.\  new  automobile,  developed  in  I'rance 
just  before  the  war  broke  out,  will  be  of 
great  service  now  where  sterilized  water 
is  needed  in  large  quantities  and  it  was 
designed  mainly  with  a  view  of  using  it 
on  the  battlefield.  The  automobile  car- 
ries a  whole  sterilizing  plant  so  that  it  is 
ready  for  work  at  a  moment's  notice.  The 
scheme  is  to  take  water  on  one  side,  and 
after  passing  through  the  filters  and 
sterilizers,  the  water  is  delivered  at  the 
other  side  of  the  car  into  a  canvas  tank. 
This  tank  is  shown  folded  against  the 
side  of  the  car  in  the  illustration. 

To  the  autonio1)iIe  engine  is  connected 
a  dynamo,  mounted  on  the  inside  of  the 
car.  An  ozone  generator,  receiving  cur- 
rent from  the  dynaiiin  prndm-r^  the  ozone 


is  the  Direction  Finder,  which  will  enable 
tlie  ship  receiving  a  message  to  know 
just  the  exact  point  of  the  compass  from 
which  the  message  was  sent. 

Aerial  wires,  distinct  from  those  used 
for  the  main  wireless  are  required.  Two 
loops  of  wires  of  equal  size  are  sus- 
pended vertically  and  cross  each  other  at 
right  angles.  Usually  the  loops  are  in 
the  form  of  triangles  with  the  base 
longitudinal  and  crossing  the  deck  at  an 
angle  of  45  degrees.  The  instruments 
are  connected  to  the  base  of  the  triangles 
and  placed  as  near  as  possible  so  as  to 
keep  the  length  of  these  wire  connections 
as  short  as  possible. 

The  instrument  indicates  the  angle 
which  the  direction  of  the  land  station 
make:   with    the   center   line    nf   the    ship. 


i''inder  is  to  find  out  whether  the  ship  is 
on  a  course  which  will  take  it  inside  or 
outside  a  lightship  or  isolated  lighthouse. 
.•\  few  signals  from  the  lightship  or  light- 
house will  settle  the  question. as  certainly 
as  if  the  light  were  visible.  Similarly, 
when  making  a  harbor,  a  few  signals  from 
a  station  in  the  harbor  will  show  im- 
mediately if  the  ship  has  drifted  to  one 
side  of  the  entrance.  When  trying  to 
locate  another  vessel  while  going  slow  in 
a  fog,  the  indication  of  the  Direction  Fnd- 
er  would  show  by  a  steadily  increasing 
strength  of  signal  if  the  other  ship  was 
approaching,  but  might  leave  a  doubt  as 
to  whether  it  was  approaching  on  the  port 
bow  or  overhauling  on  the  starboard 
quarter.  But  a  wireless  query  as  to  her 
course,  addressed  to  the  other  ship,  would 
remove  the  doubt  at  once. 


I'oKf.xr.i  :•:  outfit  i'oi;  .sticrilizing  \v.\tkk  uv  me.xns  oi'"  ozone. 


in  the  regular  manner,  by  iiuaiis  of  a 
high  tension  discharge.  .\  current  of  air, 
charged  with  the  ozone  is  sein  into  the 
mixing  tank  holding  the  water,  and  by 
the  use  of  a  special  device  the  air  is  mixed 
with  the  water  so  that  the  ozone  kills 
all  the  microbes  Before  the  uaicr  re- 
ceives the  ozone  treatment  it  is  thor.. uglily 
liltered. 


The   Wireless   Direction   Finder. 

It  is  w-onderful  what  rapid  strides  ha\r 
been  made  during  the  last  few  years  with 
wireless  telegraphy  until  now  it  takes  its 
place  foremost  among  many  inventions. 
Wireless  is  still  in  its  infancy  and  new 
.I'-Tliments  and  applications  for  its  use 
.  .  ini    up   continually.     One   of   the   latest 


but  it  does  not  indicate  in  which  direc- 
tion. For  instance,  the  message  may  be 
coming  from  a  station  20  degrees  off  the 
port  bow  but  without  further  observations 
it  would  not  be  known  whether  it  was 
coming  from  this  point  or  diametrically 
i>pposite. 

If  there  is  any  ambiguity,  two  succes- 
sive bearings  taken  of  the  same  station, 
while  keeping  the  ship  on  a  fixed  course, 
mil  place  the  matter  beyond  doubt,  and 
wilt  at  the  same  time  give  the  ship's  dis- 
tance from  the  station  by  the  method 
ordinarily  in  use  for  that  purpose.  In 
the  same  way  the  ship's  position  may  be 
found  by  taking  simultaneous  bearings  of 
two  fixed  stations. 

.\n  obvious  application  of  the  Direction 


'  Rotary  Converter  vs.  Motor  Generator 
.  Sets. 

With  the  ra|)id  increase  of  high  voltage 
transmission  lines  the  power  consumer  is 
confronted  with  the  question  as  whether 
to  use  a  rotary  converter  or  a  motor 
generator  set  to  change  over  the  alternat- 
ing current  to  direct  current.  Each  has 
its  advantages,  but  a  study  of  the  char- 
.irteristics  of  the  two  types  of  machines 
will  enable  the  person  to  make  the  proper 
ch'iice.  .Assume  that  the  transmission 
voha.ge  is  6,600  volts,  60  cycles,  and  the 
consimier  requires  a  direct  current  voltage 
of  600  volts. 

Rotary  CojizTrlcr.—When  the  machine 
is  located  near  the  transmission  line  tin 
rotary  converter  is  the  most  satisfactory 
It  has  a  higher  efficiency  and  has  a  liberal 
capacity  for  power-factor  correction.  It 
is  very  necessary  on  a  large  alternating 
current  system  to  keep  a  high  power  fac- 
tor so  as  to  keep  the  transmission  line 
losses  to  a  minimum  and  the  rotary  con- 
verter lends  a  means  of  improving  the 
power  factor.  With  600  volts  d.  c.  it  is 
necessary  to  step  down  the  6,600  alternat- 
ing through  transformers  to  about  460 
volts.  The  transformers  will  protect  the 
rotary  against  lightning.  For  the  majorit\ 
of  cases  the  rotary  converter  offers  the 
most  advantage, 

Motor-Gencfator  Sets.  —  The  motor- 
.senerator  sets  can  be  divided  into  two 
classes,  the  !^ynchrpnous  and  the  Induc- 
tion. 

The  .synchronous  motor-generator  set 
is  used  where  most  of  the  load  from  the 
transmission  line  supplies  induction  mo- 
tors. For  instance,  a  factory  will  have 
induction  motors  connected  to  many  ma- 
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chines,  using  the  ahernating  current,  but 
will  require  for  lighting  or  other  circuits 
idirect  current.  The  induction  motor  load 
makes  a  very  loW  power  factor  and  by 
using  a  synchronous  motor  this  power 
factor  is  greatly  improved.  The  syn- 
chronous motor  has  a  larger  power  factor 
correction  than  the  rotary  converter. 

The  induction  motor  generator  set  is 
used  when  most  of  the  load  is  direct  cur- 
rent or  where  the  power  factor  correct- 
tion  is  not  important.  This  machine  has 
the  maximum  overload  capacity  of  the 
three  types  and  the  motor  speed  char- 
acteristics can  be  such  that  a  fly-wheel 
system  will  give  a  fairly  uniform  alternat- 
ing current  load. 


The  Thury  System. 

When  high  voltage  transmission  is 
spoken  of,  one  is  apt  to  think  of  an  alter- 
nating current  system  as  this  system  is 
used  so  extensively  today.  However, 
there  is  a  high  voltage  direct  current  sys- 
tem, known  as  the  Thury  system,  whicli 
has  transmitted  power  as  high  as  60,000 
\olts.  A  number  of  constant  current, 
commutator  type,  direct  current  gen- 
erators are  connected  in  series  to  give  the 
desired  voltage  and  instead  of  the  cur- 
rent varying  with  the  load  and  the  voltage 
remaining  constant,  the  current  is  kept 
constant  and  the  voltage  varied.  To  make 
use  of  the  power  at  the  distribution  end 
a  series  of  motors  must  be  used,  each 
connected  to  a  generator.  The  whole  ob- 
ject in  giving  to  this  hi.gh  voltage  direct 
current  transmission  is  to  save  losses  in 
transmission.  There  are  a  good  many 
drawbacks  to  the  system  and  it  is  doubtful 
if  it  is  ever  used  to  any  great  extent, 
although  there  are  transmission  lines 
abroad  100  Aiiles  in  length. 


The  Interpole  or  Commutating  Pole 
Railway  Motor. 
Explain  briefly  what  is  the  function  of 
the  interpole  and  what  relation  it  bears  to 
the  main  poles?"  A. — This  is  one  of  sev- 
eral similar  questions  received  recently 
and  we  are  covering  this  subject  in  detail 
so  that  it  will  be  entirely  clear.  To  all 
those  who  have  had  experience  with  the 
interpole  railway  motor  it  is  well  known 
that  the  introduction  of  the  commutating 
pole  has  completely  eliminated  sparking 
and  flashing  so  common  in  many  of  the 
older  types.  This  is  accomplished  by  the 
commutating  pole  changing  the  distribu- 
tion of  magnetism  between  the  main  poles 
so  that  as  the  coils  pass  under  the  brush, 
at  which  point  they  are  short  circuited, 
they  will  not  be  in  a  magnetic  field  such 
that  sufficient  voltage  will  be  generated 
between  bar  to  flash  over  if  a  slight  spark 
had  been  started.  Each  coil  undergoes  a 
reversal  of  current  as  it  passes  under  the 
brush  and  it  is  necessary  that  tlie  mag- 
netism or  flux  in  this  commutating  zone 
be  of  small  value.     By  the  use  of  inter- 


poles  a  flux  is  formed  which  opposes  this 
flux  in  the  commutating  zone  and  reduces 
it  to  a  minimum.  As  a  result  the  voltage 
between  bars  at  the  brush  is  very  low,  too 
low  to  cause  a  spark  as  the  commutator 
bars  leave  the  brush.  Since  there  are  no 
sparks  at  the  brush  to  start  a  flash  the 
conmmtating-pole  motor  will  not  flash 
over  under  conditions  which  would  cause 
the  non-commutating  motor  to  do  so. 

Fig.  1  shows  a  portion  of  the  motor 
and  gives  diagrammalically  the  current 
and  magnetism  in  the  dilTerent  parts  of 
a  Westinghouse  interpole  motor.  The 
commutator,  brushes,  armature  winding, 
commutating  poles  and  main  pole  are 
shrwn  and  the  lines  of  flux  or  magnetism 
are  also  drawn  in. 

In  the  non-commutating  motor  the 
current  flowing  in  the  armature  coils  sets 
up  a  flux  through  the  core  (the  iron  part 
of  the  armature)  and  around  the  pole 
pieces.  This  flux  or  magnetism  partially 
passes  through  the  short-circuited  coils 
undergoing    commutation    and    causes    all 


UI.\tU<.\MM.\TIC  SKETCH  OF  MAGNETISM 

.AM)  CURRENT  IN  A  WESTINGHOUSE 

RAILWAY   MOTOR. 

the  trouble.  This  armature  magnetism 
defends  on  the  amount  of  current  in  the 
coils  so  that  as  the  load  increases  the 
more  chance  of  flashing. 

The  inter  or  commutating  poles  are 
placed  opposite  the  brushes  and  they  are 
connected  in  the  circuit  so  that  the  same 
current  that  passes  through  the  coils  will 
pass  through  the  interpolcs.  These  com- 
nmtating  poles  send  flux  through  the 
coils  in  the  opposite  direction  to  that 
caused  by  the  armature  coils,  thus  killing 
this  latter  flux  and  making  a  perfect  com- 
mutating motor. 

The  elimination  of  sparking  not  <'nly 
reduces  the  chances  of  flashing  or 
"bucking"  but  it  prevents  the  dcteri( •ra- 
tion of  the  brushes  and  long  mileage  is 
obtained. 

Effect    of   Voltage    on    Railway    Motor 
Performance. 

That  the  speed  of  a  railway  motor  is 
increased  or  decreased  as  the  voltage  at 
its  terminals  is  raised  or  lowered  is  well 
known,  but  the  exact  relation  between 
the  speed  and  voltage  under  these  cir- 
cumstances   is    apparently    not    generally 


as      well      known      as      it      should      bi 

The  voltage  at  the  terminals  of  a  rail 
way  motor  may  be  divided  into  IW' 
parts.  The  first  of  these  is  required  i 
overcome  the  internal  resistance  of  tb' 
motor  and  is  equal  to  the  product  of  tli' 
resistance  in  ohms  by  the  current  in  ani- 
peres.  This  component  is  constant  for  a 
given  current  regardless  of  tlie  terminal 
voltage. 

If  a  certain  50-horsepower  motor  has  a 
resistance  of  .5  ohms,  the  voltage  required 
to  force  a  current  through  the  windings 
wilt  be  15  for  a  current  of  30  amperes, 
SO  for  a  current  of  100  amperes,  and  a 
proportionate  value  for  any  other  current. 

The  second  component  of  the  terminal 
voltage  is  equal  to  the  difference  between 
the  total  and  the  first  coftiponent.  It  is 
known  as  the  counter  e.  m.  f.  and  is  a 
measure  of  the  speed  at  which  the  motor 
is  running  and  of  the  work  which  it  is 
doing  when  it  is  operating  under  any 
given   conditions. 

The  speed  of  a  railway  motor  when 
operating  with  any  given  current  is  di- 
rectly proportional  to  its  counter  e.  m.  f. 
If  the  50-horsepower  motor  referred  to 
above  is  operating  at  30  amperes  and  tiOO 
volts,  the  voltage  required  to  overcome 
the  internal  resistance  is  15  and  the 
counter  e.  m.  f.  is  585.  If  the  voltage  at 
the  terminals  is  reduced  to  500  and  the 
current  remains  the  same,  the  counter 
e.  m.  f.  is  then  reduced  to  485  volts  in- 
stead of  585,  and  the  speed  of  the  motor 
will  be  reduced  in  this  same  proportion. 

The  ratio  of  485  to  585  is  0.829,  which 
means  that  if  the  speed  at  600  volts  had 
been  1,000  r.  p.  m.,  that  at  500  volts  will 
be  829.  The  ratio  of  500  volts  to  600 
volts  is  0.833.  It  is  thus  evident  that  the 
speed  is  reduced  in  greater  proportion 
than   the   voltage. 

If  the  motor  had  been  operating  at 
100  amperes  instead  of  30  amperes  this 
effect  would  hav«  been  even  more  notice- 
able. The  counter  e.  m.  f.'s  in  this  case 
would  have  been  450  and  550  respectively, 
and  the  ratio  would  have  been  0.818  as 
compared  with  the  vcltage  ratio  of  0.833 

If  the  voltage  had  been  reduced  to  400 
instead  of  500,  the  decrease  in  speed  as 
compared  to  the  decrease  in  voltage 
would  have  been  still  more  marked.  In 
iliis  case  the  speed  ratios  would  have 
liicn  0.685  and  0.636,  respectively,  at  3ii 
.Tud  100  amperes  as  compared  to  the  vols 
;ii:c  ratio  of  .667. 

The  torque  or  tractive  effort  which  the 
irolnr  develops  is  practically  independent 
i)f  tbc  voltage  and  is  determined  by  the 
urnnt  .ilone.  .'Xs  long  as  the  motor  i« 
■  Irauing  a  given  current  the  torque  will 
Ic  essentially  the  same,  regardless  of  t'  ■ 
^  oltage  at  the  terminals. 

It  will  be  seen  from  the  above,  therc- 
f  Tr.  that  if  the  resistance  of  a  motor  is 
ivailable  and  a  characteristic  curve  at 
,-!ny  one  voltage,  the  performance  at  any 
i-.tber   voltage   can   be   readily   calculated. 


420 


RAILWAY   AND   LOCOMOTIVE   ENGINEERING. 


November,  r9H. 


Items  of  Personal  Interest 


Mr.  5.  H.  .\(.-U  has  been  appuiiUtd  car 
loreman  of  tlic  Chicago,  Kuck  Island  & 
i'acitic,  at   Rock   Island,    111. 

Mr.  i'aul  Zilterman  ha.^  been  appoiiUed 
liuiler  shop  foreman  of  the  Sanla  Le,  with 
utVice  at  San  Bernardino,  Cal. 

Mr.  A.  Anderson  has  been  appointed 
lii.ilcr  foreman  of  the  Chicago,  Kock  Is- 
land  &    Pacific,   at   Manly,    Iowa. 

Mr.  B.  Flaherty  has  been  appointed 
general  car  foreman  of  the  Chicago,  Rock 
Island  &  Pacitic,  with  office  at  Manly,  la. 

Mr.  P.  F.  Harris  has  been  appointed 
day  roundhouse  foreman  of  the  Chicago, 
Rock    Island   &    Pacitic,   at    Manly,    Iowa. 

Mr.  J.  M.  Kilfoyle  has  been  appointed 
master  mechanic  of  the  St.  Louis  South- 
western of  Texas,  with  Liftice  at  Tyler, 
Tex. 

Mr.  M.  U.  Ingram  bus  been  appointed 
terminal  foreman  on  the  Missouri  & 
.North  .Arkansas,  with  office  at  Helena, 
Ark. 

-Mr.  Frank  L.  Fox  has  been  appointed 
general  foreman  of  the  car  department  on 
the  Pere  Marquette,  with  oliice  at  Detroit, 
.Mich. 

.\lr.  William  V.  Wicks  has  been  aii- 
liciiiited  road  foreman  of  engines  of  the 
.Xorthern  Pacilic,  with  oliice  at  James- 
town,  N.   D. 

Mr.  W.  H.  Hadley,  formerly  repair 
track  foreman  of  the  Sant.i  Fe,  at  Rich- 
mond, Cal.,  has  been  app"inted  car  fore- 
man at  Winslow,  Ariz. 

Mr.  V.  W.  Robinson  has  been  appointed 
representative  in  Michigan  for  the  Inde- 
lieiident  Pneumatic  Tool  ('<aiipany,  with 
<.tbcc  at  Detroit,  ilich. 

.\Ir.  A.  Disbrow  has  been  appointed 
loiindhouse  foreman  of  the  Santa  Fe, 
with  otVu-e  at  Itelcn,  N.  .M..  succeeding 
.Mr.  C.  Brooks,  resigned. 

.Mr.  L.  D.  Richards  has  been  :.pp..inted 
master  mechanic  of  the  Rock  Fland,  with 
office  at  Little  Rock,  .Xrk..  succerduig  .Mr, 
W.    F.    Moran,    transferred. 

Mr.  John  A.  Rieber,  formerly  coach 
yard  foreman  of  the  Santa  Fe,  at  Rich- 
mond, Cal.,  has  been  appointee i  repair 
track  foreman  at  that  place. 

Mr.  M.  E.  Wells  has  been  ar  inled 
Miiior  inspector  of  motive  power  ■  r  the 
Interstate  Comtnerce  Commission,  with 
office  at  Chattanooga.  Tenn. 

Mr.  O.  E.  Shaw  has  been  appointed 
general  car  foreman  of  the  Chicag  >'v 
I'^stern    Illinois,   with    office   at    Dan\:!le, 


111.    >iicceediiig    .Mr.    Harry    C.    Love,     re- 
signed. 

.Mr.  Charles  .Manley  has  been  appointed 
master  mechanic  on  the  Missouri  & 
Xortliern  .Arkansas,  with  office  at  Har- 
i:son,  .\rk.,  succeeding  Mr.  J.  P.  Dolan, 
resigned. 

.Mr.  T.  J.  Kennedy  has  been  elected 
presiileiu  and  general  manager  of  the  .M- 
gonia  Central  &  Hudson  Bay,  and  the 
.Algoma  Eastern,  wiih  oflices  at  Sault 
Ste.  Marie,  Out. 

Mr.  William  K.  McMunn  has  been  ap- 
p(. lilted  general  car  inspector  of  the  New 
York  Central  &  Hudsmi  River,  with  of- 
lice  at  Albany,  succeeding  Mr.  F.  W. 
C  lialfee.  decca.sed. 

Mr.  William  Schunian  h.is  been  ap- 
pMinti<l  general  foreman  of  the  shops  of 
ibe  I  Incag".  Iniliaiiapolis  &  Louisville, 
will)  f.ffiie  at  Lafa\ette,  liid.,  in  place  of 
.Mr.   Ceorgi'   Cruiiibo,   resigned, 

.Mr,  R.  .\.  Billingham,  formerly  master 
laeclianic  of  the  Apalachicola  Northern 
at  I'eirt  St.  Joe,  Fla.,  has  been  appointed 
masier  mechanic  of  the  Tennessee  Cen- 
tral,  uiili   office  at  Nashville,  Tena 

Mr.  J.  11.  Wood  has  been  appointed  su- 
pervioi-  of  locomotive  operation  of  the 
Oklilumia  and  Panhandle  divisions  of 
ihe  Rock  Island  and  Gray's  Harbor 
1  r.inches,   with  office  at  Tacoma.  Wash. 

Mr.  T.  B.  Van  Dun,  first  vice-president 
1.1  ihe  Van  Dim  Iron  Works  Company, 
C  U-vel.and,  Ohio,  has  been  elected  (iresi- 
rleiit  of  the  company,  succeeding  his 
father.  .Mr.  J,  II.  \'an  Dun.  who  died  re- 
cently. 

.Mr.  William  Scliiiialzried.  formerly 
;-i,asler  mechanic  on  the  Chicago  &  .'\lton. 
l;is  been  appointed  superintendent  of 
■hops  of  the  Oregon  Short  Line  at  Poca- 
tello,  Idaho,  succeeding  Mr  D.  J  Malone, 
decease.l. 

Mr.  T.  S.  Kraheiibuld,  toriiierly  gen- 
eral foreman  on  the  Southern  at  Selma. 
.\la..  has  resigned,  and  is  succeeded  by 
.Mr.  Lock  Atwell,  formerly  roundhouse 
foreman  on  the  same  road  at  Birming- 
ham, .Ala. 

Mr.  Charles  M.  .Scliuab.  president  of 
the  Bethlehem  Steel  Company,  has  re- 
signed as  a  director  of  the  .American  Lo- 
c.iiuotive  Company,  and  Mr.  Andrew 
I-'letcher  has  been  elected  a  director  to 
succeed  him. 

Mr.  N.  L.  Smitham,  formerly  master 
mechanic  at  the  Bellmead  shops  of  the 
Mis.souri.  Kansas  &  Texas,  has  been 
transferred  to  a   similar  position  on  the 


.ffic 


at     Walnut 


Le.xas     Central,     w  itli 
Springs,  Tex. 

Mr.  George  Searle,  formerly  round- 
liouse  foreman  of  the  Santa  Fe  at  San 
Bernardino,  Cal.,  has  been  appointed  mas 
ter  mechanic  of  the  San  Pedro,  Los 
.'\ngeles  &  Salt  Lake  at  Las  Vegas,  N.  M., 
in  place  of  Mr.  W.  .A.  Rogers,  resigned. 

Mr.  C.  S.  Yeaton,  formerly  supervisor 
■  if  locomotive  operation  of  the  Chicago, 
Rock  Island  &  Pacific  at  El  Reno,  Okla., 
has  been  appointed  road  foreman  of 
equipment  at  the  same  place,  succeeding 
Mr.  O.  F.  Covalt,  who  has  been  assigned 
to  other  duties. 

Mr.  C.  E.  Stanton,  formerly  road  fore- 
man of  engines  on  the  Sraithville  district 
of  the  Missouri,  Kansas  &  Texas,  has  re- 
signed to  return  to  service  as  a  locomo- 
tive engineer,  and  Mr.  A.  Hallman  has 
been  appointed  to  the  position  vacated  by 
Mr.    Stanton. 

Mr.  J.  J.  Clark,  formerly  foreman  of 
machinery  on  the  Missouri,  Kansas  & 
Texas  at  Walnut  Springs  on  the  Texas 
Central,  has  been  transferred  to  the  Bell- 
mead  shops  of  the  Missouri.  Kansas  & 
Texas  as  master  mechanic,  in  place  of 
Mr.    Smitham. 

Mr.  George  P.  Johnson,  formerly  gen- 
eral manager  of  the  Chesapeake  &  Ohio, 
has  been  elected  president  and  general 
manager  of  the  Virginia-Carolina,  and 
the  New  River,  Holston  &  Western,  with 
offices  at  .\bingdon,  succeeding  Mr.  W, 
F.    Minega,    resigned. 

Mr.  C.  -A.  Thanheiser,  formerly  en- 
gineer maintenance  of  way  on  the  Mis- 
souri, Kansas  &  Texas,  has  been  ap- 
Iiointed  .superintendent  of  the  Smithville 
district  of  the  Missouri,  Kansas  &  Texas, 
succeeding  Mr.  J.  F.  Rickey,  transferred 
to  the  Choctaw  division  as  superintend- 
ent. 

Mr.  W.  J.  Miller,  formerly  master 
mechanic  of  the  St.  Louis  Southwestern 
.-!  Texas,  at  Tyler.  Tex.,  has  been  ap- 
pointed superintendent  of  motive  power 
oil  the  St.  Louis  Southwestern,  with  of- 
fices at  Pine  BlufT,  Ark.  Mr.  Miller  fills 
the  vacancy  caused  by  the  death  of  Mr 
T.  F.   Adams. 

The  executive  committee  of  the  Travel- 
ing Engineers'  Association  at  their  last 
meeting  unanimously  elected  Dr.  .'\ngu-- 
Sinclair  to  honorary  membership  in  tin- 
association.  In  conveying  the  honorar\ 
certificate  Mr.  W.  O.  Thompson,  secre 
tary  of  the  association,  paid  a  glowing 
eulogium  to  Dr.  Sinclair  for  the  active 
and  abiding  interest  that  he  had  taken  in 
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tlu'    formatidii   and   work   ot   the   a<;socia- 
ti(in. 

.\Ir.  E.  H.  Chrysler,  formerly  master 
iiicchanic  on  the  Chicago  &  Alton  at 
Slater,  Mo.,  has  resigntd  to  accept  posi- 
tion as  superintendent  of  shops  on  the 
Oregon  Short  Line,  with  office  at  Po- 
uilello,  Ida.,  and  Mr.  J.  H.  Schmidt, 
lormerly  general  foreman  at  Roodhou.se, 
lias  been  promoted  to  the  position  of 
master  mechanic  in  place  of  Mr.  Chrysler. 
Mr.  II.  Otway  has  been  appointed  gen- 
eral foreman  on  the  Chicago  &  Alton, 
with  office  at  Roodhouse,  III.  Mr.  J.  II. 
Brewer  has  been  appointed  roundhouse 
foreman  on  the  same  road  at  Glenn,  Chi- 
cago, in  place  of  Mr.  A.  G.  McLellan,  re- 
signed, and  Mr.  R.  W.  Moore  has  been- 
appointed  roundhouse  foreman  on  the 
same  road,  with  office  at  Slater,  Mo.,  in 
|)lacc  of   Mr.   Otway,  promoted. 

Mr.  .\  Ci,  Trumbull,  mechanical  super- 
intendent of  the  Erie  at  New  York,  has 
been  appointed  assistant  to  the  general 
mechanical  superintendent  at  New  York. 
Mr.  E.  S.  Fitzimmons,  mechanical  super- 
intendent of  the  Ohio  division  at  Cleve- 
land, Ohio,  has  been  appointed  mechan- 
ical superintendent  of  the  Erie  division  at 
New  York.  Mr.  Charles  James,  master 
mechanic  at  Jersey  City,  N.  J.,  succeeds 
Mr.  Fitzimmons,  and  Mr.  F.  H.  Murray, 
master  mechanic  at  Port  Jervis,  N.  Y., 
succeeds  Mr.  James.  Mr.  George  Thi- 
baut,  general  foreman  at  Susquehanna. 
Pa.,  succeeds  Mr.  Murray.  Mr.  T.  S. 
Davey,  master  mechanic  at  Stroudsburg. 
Pa.,  has  been  appointed  shop  superin- 
tendent at  Buffalo,  N.  Y.,  car  shop,  and 
Mr.  W.  H.  Snyder,  general  foreman  at 
Stroudsburg,  succeeds  Mr.  Davey. 

Our  old  globe  wandering  friend,  \V. 
1).  Holland,  has  just  arrived  in  the  Land 
of  the  Free  after  an  absence  of  about  a 
year.  His  latest  e.xperiencc  was  in  Cuba, 
where  he  filled  the  position  of  master 
mechanic  as  long  as  he  could  stand  the 
strenuous  life.  After  resting  in  Missouri 
for  a  few  weeks  he  will  be  off  again  to 
some  out  of  the  way  place  where  a  good 
master  mechanic  is  needed  to  straighten 
things  up.  Mr.  Holland  says  there  are 
two  personages  whose  reputation  he  al- 
ways holds  up  wherever  he  may  wander. 
They  are  the  Pope  and  .\ngus  Sinclair, 
a  curious  combination.  Mr.  Holland  is 
very  frank  in  telling  that  R.ulw.w  and 
Locomotive  Engineering  has  done  more 
to  help  railway  mechanical  men  than  all 
the   other  publications   combined. 

At  a  recent  meeting  of  the  Board  of 
Directors  of  the  Wcstinghouse  Air 
Brake  Company  held  at  Wilmerding, 
Pa.,  Mr.  Henry  Herman  Westinghousc 
was  elected  president  to  succeed  his 
brother,  the  late  George  Westinghousc. 
founder  of  the  Air  Brake  Company  and 
numerous  other  Westinghousc  inter- 
ests. Mr.  H.  H.  Westinghousc  was 
born    at   Central    Bridge.    Schoharie   Co.. 


New  York,  in  1853.  He  attended  the 
schools  of  Schenectady,  and  later  en- 
tered Sibley  College  of  Engineering  at 
Cornell   University,   Ithaca,   N.   Y. 

Like  his  brother,  Mr.  Wcstinghouse 
inherited  from  his  father  a  fondness  for 
mechanics  and  invention.  He  invented 
the    well-known    high-speed,    single-act- 


proinincntly  identified  with  several 
other  of  the  Westinghousc  industries. 
.Mr.  Westinghousc  has  always  taken  a 
great  personal  interest  in  the  affairs  of 
the  .Mr  Brake  Company's  employees, 
being  an  active  member  of  the  Veter- 
ans' Association  of  that  company,  and 
instrumental  in  the"  promotion  of  the 
welfare  work  and  pension  plan  so  suc- 
cessfully exploited  by  this  company. 
.\Ir.  Westinghousc  was  also  the  organ- 
izer, and  for  a  number  of  years,  the 
;.'iiiding  spirit  in  the  management  of 
the  Westinghousc  Church  Kerr  Com- 
laiiy.  In  his  profession  of  mechanical 
I  nginecr,  Mr.  Westinghousc  ranks  very 
liigh,  his  particular  gift  being  the  de- 
-iLrn  of  machinery  in  which  branch  he 
1^   considered   an   expert. 

He  is  quiet,  unassuming  and  singu- 
larly democratic  with  the  men  in  the 
shop  and  is  known  by  practically  all  of 
the  employees.  He  was  a  particularly 
intimate  associate  of  his  late  brother 
aiMl  was  his  most  faithful  lieutenant  in 
the  management  of  his  numerous  af- 
fairs. 


HF.XRY   IT    WESTlNr.HOUSE. 

ing  Westinghousc  steam  engine  for 
the  manufacture  of  which  the  Westing- 
house  Machine  Company  was  organ- 
ized in  1880.  This  is  said  to  have  been 
the  only  commercial  steam  engine  in- 
vented by  any  of  the  Westinghousc 
familv.     In   1873  George  Westinghousc 


rOM    R     Ii.WlS, 

invited  his  younger  brother  to  Pitts- 
burgh to  assist  him  in  the  management 
of  the  Air  Brake  Company,  with  which 
organization  he  has  been  connected 
ever  since,  for  many  years  past  being 
its    first    vice-president,    and    has    beei; 


OBITUARY. 
Tom  R.  Davis. 
Mr.  Tom  R.  Davis,  mechanical  expert 
of  the  Flannery  Bolt  Company,  of  Pitts 
burgh,  died  at  his  home  in  Dravosburg, 
Pa.,  on  October  12,  1914,  after  a  lingering 
illness  of  many  months.  He  was  born  in 
.Mlegheny  City,  Pa..  July  13,  1854,  being 
ihe  only  child  of  the  late  Captain  Josepli 
II.  and  Mary  Wallace  Davis.  Was  edu- 
cated in  the  public  schools  of  that  place. 
and  in  1872  began  work  as  machinists' 
.ipprcntice  with  the  .\lleghcny  Locomo- 
tive Works  (now  the  Pittsburgh  plant  of 
the  .American  Locomotive  CoinpanyV  In 
1875  he  was  fireman  on  the  P.  F.  W.  &  C. 
Railway,  and  the  next  year  was  promoted 
to  engineer.  In  1877.  entered  the  employ 
■  t  Crosby  Steam  Gage  &  \'alve  Com- 
1  any  as  special  salesman,  leaving  that 
ompany  in  1880  to  accept  the  nianager- 
-liip  of  the  Mononrahela  Manufacturing 
(ompany.  of  Monongahcia  City,  Pa.  In 
1,^3  he  returned  In  work  for  the  Crosby 
interests,  leaving  them  in  1892  to  enter 
iiiiploy  of  the  Garlock  Packing  Company 
at  Pittsburgh  as  mechanical  expert.  In 
1,'*98  he  entered  the  employ  of  Homestead 
\  alve  Manufacturing  Company,  leaving 
that  company  in  1904  to  enter  employ  of 
the  Flannery  Bolt  Company  as  mechan- 
ical expert,  which  position  he  occupied  at 
the  time  of  his  death.  He  is  survived  by 
liis  wife,  Mrs.  Mathilda  Horner  Davis, 
and  three  children,  Joseph  H.,  T.  Ran- 
dolph, and  Mrs.  J.  W.  McConnell.  Mr. 
Davis  was  a  member  of  Lodge  No. 
337  F.  &  A.  M..  of  Brownsville,  Pa.; 
Past  Eminent  Commander  of  St.  Omar 
Commandery  No.  7;  K.  T..  of  Browns- 
ville, Pa.,  and  a  member  of  Lodge  455, 
B.  P.  O.  E..  of  Monongahela. 
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June    Convention    Agcun    Going   to 
Atlantic  City. 

The  joint  comniiltce  of  the  Master  Car 
Builders'  and  of  tlie  Railway  Master  Me- 
chanics' Associations  met  in  New  York 
on  October  22  to  consider  and  settle  upon 
the  place  for  holding  the  conventions  of 
the  associations  next  year.  A  committee 
of  the  Railroad  Supply  Men's  Association 
also  took  part  in  the  deliberations.  Inti- 
mations were  given  that  invitations  were 
given  by  business  representatives  fruni 
Atlantic  City,  N.  J.;  Washington,  D.  C. ; 
Chicago,  111.,  and  San  Francisco,  CaL, 
who  were  on  hand  prepared  to  show 
forth  the  advantages  of  the  cities  they 
belonged  to  as  convention  headquarters. 
The  representatives  from  all  these  places 
were  given  the  opportunity  to  debate 
upon  the  merits  of  the  various  cities  and 
then  voting  began.  It  proved  to  be  rather 
protracted,  but  it  resulted  in  Atlantic  City 
being  again  chosen  by  a  majority  of  one 
vote. 

Considerable  pressure  was  put  upon  the 
joint  committee  to  vote  in  favor  of  San 
Francisco,  but  the  length  of  the  journey 
to  the  Pacific  Coast  and  return  deterred 
the  members  from  voting  to  go  there. 
While  many  of  the  committee  personally 
favored  going  to  San  Francisco,  they  con- 
cluded that  few  of  the  general  members 
would  undertake  that  long  journey  and 
that  a  small  convention  would  answer  the 
roll  in  that  far-away  city.  Consideration 
for  the  best  interests  of  the  two  associa- 
tions and  the  convenience  of  the  railroad 
supply  interests  turned  tlie  scale  in  favor 
of  Atlantic  City. 


The  Locomotive  Up  to  Date. 

Locomotive  Engine  Running  and  Man- 
agement, by  Dr.  Ani;us  Sinclair,  lias  been 
thoroughly  revised  and  brouglit  up  to 
date  by  the  author,  and  will  be  ready  for 
sale  in  time  to  take  its  place  as  a  Christ- 
mas present,  a  favor  it  has  i)erfornied  for 
many  an  engineman  wln'  lias  now  reacluii 
the  position  of  an  e-xecutive  oiTiccr.  It  is 
doubtful  if  any  book  ever  published  has 
done  more  than  Locomotive  Engine  Run- 
ning to  raise  enginemeii  up  the  ladder 
that  reaches  the  top.  .Amliitious  engine- 
men  and  others  should  lose  no  lime  in 
sending  in  their  order  for  the  luu  (dilion. 


Whatever  Thy  Hand  Findeth  to 

To  make  a  good  mechanic,  the 
and  head  and  hand  must  worl;  tog 
That  rule  holds  good  with  .-.ll  ra 
men  from  the  trackman  to  the  yri > 
It  does  more  than  anything  el-  io 
men  from  lowly  to  superior  posi'  'i 
heart  desires,  the  head  plans  and 
executes.  Along  with  that  rule,  i 
to  observe  another  wise  inju 
whatever  the  hand  findeth  to  d< 
with  all  thy  might. 


Do. 

heart 
ether, 
lilway 
idi-nt. 
raise 
,  The 
■  hand 
^  well 


Progress  of  Locomotive  Engineers. 

In  discussing  the  causes  of  railway  ac- 
cidents and  comparing  the  appliances 
used  in  the  practical  operation  of  rail- 
ways in  different  countries,  Charles  1*'. 
.Adams,  of  New  England,  said :  "There 
is  one  element  which  can  never  be  left 
out  of  account.  The  intelligence,  quick- 
ness of  per"eption,  and  capacity  for  tak- 
ing care  of  themselves — that  combination 
of  qualities,  which,  taken  together,  con- 
stitute individuality  and  adaptability  to 
circumstances — vary  greatly  among  the 
railway  employees  of  different  countries. 
The  American  locomotive  engineer  is 
especially  gifted  in  this  way.  He  can  be 
relied  on  to  take  care  of  himself  and  his 
train,  under  circumstances  which  in  other 
countries  would  be  thought  to  insure  dis- 
aster. 

"While  American  locomotive  engineers 
can  confidently  invite  compari.'on  between 
their  own  mechanical  and  intellectual  at- 
tainments with  those  of  compeers  in  any 
nation  under  the  sun,  there  still  remains 
ample  room  for  improvement.  There  is 
too  httle  ambition  among  the  men  as  a 
whole  to  excel  in  knowledge  of  their 
business.  If  they  are  not  advancing  as 
a  class  they  are  retrograding — going  back- 
wards. There  is  too  great  a  tendency  to 
depend  on  organization  for  progress  in- 
stead of  individual  effort.  The  engineer 
who  looks  back  to  associates  of  a  genera- 
tion ago,  and  complacently  asserts,  we 
know  as  much  as  they  did,  but  no  more, 
implies  the  assertion  that  his  class  is  going 
backward.  On  very  few  railroads  and 
only  in  rare  instances  can  this  grave 
charge  be  made,  that  the  engineers  are 
falling  beliind  in  the  intellectual   race." 

As    President    Duntley    Sees    Foreign 
Business. 

There  are  few  keener  observers  of  men, 
things  and  mechanical  ojierations  than  our 
stalwart  friend,  Mr.  W.  O.  Duntley,  presi- 
dent of  the  Chicago  Pneumatic  Tool 
Company,  who  has  recently  visited  Europe 
and  has  noticed  many  interesting  things 
about  the  war  and  the  industrial  situation. 
He  arrived  in  England  just  a  few  days 
prior  to  the  outbreak  of  hostilities  be- 
tween Austria  and  Servia,  followed  later 
by  the  break  between  Germany  and  the 
Allies,  and  he  witnessed  a  great  deal  of 
the  excitement  during  the  early  stages  of 
the  war  and  the  preparations  that  were 
made  for  it. 

He  reports  that  while  business  was  very 
much  demoralized  in  the  first  few  days  of 
the  war,  the  requirements  of  the  Navy  and 
the  War  offices  grew  so  brisk  and  heavy 
that  as  far  as  the  products  of  the  Tool 
Company  were  concerned,  business  has  re- 
st-med  its  normal  condition.  Fortunately 
all  of  the  foreign  offices  of  the  company 
were  well  stocked  with  goods  when  the 
war  broke  out,  which  has  enabled  them  to 
take  care  of  the  sudden  and  increased  de- 


mands. The  shipments  to  the  English 
company  are  greater  now  than  ever  before 
and  the  demand  for  pneumatic  tools  and 
practically  all  of  the  labor  saving  devices 
made  by  the  company  are  greater  now  and 
will  continue  to  increase  in  practically  all 
of  the  countries  now  involved  in  the  strug- 
gle. Compressed  air  and  electrical  labor- 
saving  machinery  is  of  first  importance  in 
government  shipyards,  railroads  and  other 
large  industrial  concerns  which  are  busy  at 
present  in  the  manufacture  and  repair  of 
warships,  firearms  and  otiier  munitions  of 
war,  so  that  the  European  business  is  now 
on  the  whole  greater  than  it  has  been  for 
years. 

The  unprecedented  destruction  that  is 
now  going  on  impressed  Mr.  Duntley  with 
the  great  volume  of  business  that  is  in 
store  for  American  manufacturers  of  ma- 
ihine  tools  and  all  kinds  of  machinery  as 
soon  as  the  war  is  over. 


Exaggeration  on  the  Mosquito. 

.Among  the  prominent  speakers  at  the 
1 '.oiler  Manufacturers'  Convention,  held  in 
New  York  lately,  was  Mr.  \V.  H.  Broder- 
iik,  of  Muncie,  Ind.,  who  made  a  stay  in  a 
jersey  City  hotel.  His  experience  in  New 
Jersey  moved  him  to  say  that  a  gang  of 
boiler  makers  were  working  in  a  big  boiler 
in  the  yard  of  the  plant,  and  after  tackling 
their  dinner  pails  at  noontime  took  a  nap 
in  the  boiler  in  the  heat  of  the  day  in  the 
half  hour  coming  to  them  till  the  whistle 
blew. 

"While  they  were  snoozing  a  cloud  of 
Jersey  mosquitoes  attacked  the  boiler  and 
bored  through  it  from  the  top  to  get  at  the 
sleeping  workmen.  The  men  were  awak- 
ened by  the  steel  borings  falling  in  their 
faces,  and  seizing  their  hammers,  they 
clinched  the  skeeters'  bills  on  the  inside  of 
the  boiler  top,  and  the  mosquitoes,  enraged 
with  the  pain,  flew  off  with  the  men,  boiler 
and  all,  over  the  Hackensack  meadows  and 
kept  them  up  in  the  air  till  they,  the  mos- 
quitoes, were  exhausted — which  was  in 
about  six  or  seven  hours." 


Enough  for  One  I'ay. — .AH  day  James 
had  played  truant  from  school,  and  when 
next  morning  the  irate  master  raised  his 
cane  threateningly  James  burst  into  a  flood 
of  tears.  "Please  don't  lick  me,  sir!"  he 
sobbed.  "And  why  .should  I  not  lick 
jou,  pray?"  thundered  the  schoolmaster. 
'  W'y,  sir.  'cos  I  think  I've  'ad  enough!" 
g;;sped  James.  "Yesterday  the  boy  I 
I'layed  truant  with  and  I  fell  out,  and  he 
licked  me;  and  a  man  we  threw  stones 
at  caught  and  licked  me;  the  driver  of  a 
carl  we  hung  on  to  licked  me ;  the  owner 
of  a  cat  we  chased  licked  me.  Then, 
when  I  got  home,  mother  licked  me;  and 
after  that  father  licked  me;  and  then 
molher  licked  me  again  for  calling  ber  a 
sneak  for  telling  father." 
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DIXON'S 

GRAPHITE 

ENGINE  FRONT 

FINISHES 

(Paste) 

dXxVn 


The  medium  used 
in  these  mixtures 
for  carrying  and  ap- 
plying the  graphite, 
quickly  dries  and 
disappears  after  ap- 
plication. Nothing 
but  the  lustrous 
tlake  graphite  re- 
mains— so  that  no 
fumes  or  odors  are 
given  forth  to  dis- 
comfit the  engineer. 
The  finish  thus  ap- 
plied is  remarkably 
durable  and  lasting, 
c  \-  e  n  under  the 
worst  weather  con- 
ditions. Send  for 
liooklet  Xo.  69. 
"(jraphite  Products 
For  The    Railroad.'" 


Made  In  lERSEY  CITY,  N.  J. 
by  the 

JOSEPH  DIXON 
CRUCIBLE   CO. 

Eslablithed  1827 


RAILROAD  NOTES. 

Tlic  Delaware,  Lackawanna  &  Western 
is  said  to  have  ordered  13,000  tons  of  rail. 

The  Chicago  &  Alton,  it  is  reported,  has 
ordered  7,200  tons  of  rails  from  the  Illi- 
nois Steel  Co. 


own    shops.      This    road    is    planning    to 
|)lace  an  order  for  870  cars  soon. 


rhc  I'eiiick  &  Ford  Tank  Line  is  in 
ihe  market  fur  50  to  100  tank  cars,  8,000 
gal.  and  100,000  lb.  trucks. 


The  Manufacturers'  Ry.  (St.  Louis) 
has  two  SO-ton  switchers  for  sale.  Both 
are  in  first  class  condition. 


The  Ligonier  Valley,  it  is  said,  has  com- 
pleted plans  for  several  shop  buildings, 
to  be  erected  at  Ligonier.  Pa. 


Okura  &  Company,  New  York,  are  re- 
ported to  be  asking  prices  on  a  thousand 
30  and  40-ton  cars  for  export. 


The  Lehigh  &  New  England  shop  build- 
ings to  be  built  at  Pen  Argyl,  Pa.,  are 
said  to  require  600  tons  of  structural 
steel. 


The  Merchants'  Despatch  Transporta- 
tion Co.  is  to  fabricate  2,000  underframes 
for  the  New  York  Central  &  Hudson 
River. 


Tlie  Cuban-American  Sugar  Company, 
of  New  York,  has  ordered  a  Mogul  loco- 
motive from  the  Baldwin  Locomotive 
Works. 

The  Toledo,  St.  Louis  &  Western  has 
placed  an  order  for  1,000  tons  of  rails 
with  the  Carnegie  Steel  Company,  it  is 
reported. 

The  .'Ktchison,  Topeka  &  Santa  Fe  is 
making  surveys  for  the  construction  of 
a  raihvay  from  Santa  Fe  to  Taos,  N.  M., 
it  is  said. 


The  Nashville,  Chattanooga  &  St. 
Louis,  it  is  said,  is  contemplating  the  pur- 
chase  of   ten    Mikado    and    seven    Pacific 

locomotives. 


The  Southern  lias  awarded  a  contract 
for  950  torns  of  steel  for  a  viaduct  over 
the  Tye  river,  Georgia,  to  the  Pennsylva- 
nia  Steel  Company. 

The  Louisville  &  Nashville  has  work 
n^der  way  on  the  construction  of  a  12- 
stall  roundhouse  and  repair  shops  in  the 
yard  at  Lexington.  Ky 

The  Louisville  &  Nashville  has  ordered 
1.000  underframes   for  application  in   its 


The  Southern  Pacific  is  reported  in  the 
market  for  16  coaches,  6  combination  pas- 
senger and  smoking  cars,  and  2  combina- 
tion  passenger  and  express  r.irs. 


The  Union  Terminal  Company  has  or- 
dered 1,285  tons  of  steel  from  the  Ameri 
can  Bridge  Company  to  be  used  in  the 
new  union   station  at  Dallas,  Tex. 


The  Minneapolis  &  St.  Louis  has 
awarded  a  contract  for  the  erection  of  a 
passenger  station  at  Albert  Lea,  Minn., 
to  C.  F.  Mayer  &  Co.,  Humboldt,  la. 


The  Oliver  &  Smder  Steel  Co.  has  200 
cars  for  sale  which  are  offered  subject 
to  prior  sale  at  $150  each,  net  cash.  These 
cars  are  in  good  M.  C.  B.  condition. 

H.  E.  Prindle.  Montreal,  Que.,  is  pre- 
paring plans  for  the  new  Union  Station 
to  be  created  at  Quebec  for  the  Canadian 
Pacific    and    Transcontinental    Railways. 


The  "new  union  station  at  Memphis, 
Tenn.,  to  be  occupied  by  the  Illinois  Cen- 
tral. Chicago,  Rock  Island  &  Pacific,  and 
.St.  Louis  &  San  Francisco  has  been  open- 
ed. 


The  American  Construction  Company 
has  been  awarded  the  contract  for  the 
construction  of  steel  bridge,  bascule  type, 
across  Buffalo  bayou  by  the  International 
&  Great  Northern. 

The  Pennsylvania  Lines  West  will  be 
in  the  market  in  the  near  future,  it  is 
said,  for  machine  tools.  They  will  be  in- 
stalled at  the  Indiana  Harbor.  Ind..  shops, 
which   are   now   nearing  completion. 


The  Delaware,  Lackawanna  &  Western 
is  said  to  have  awarded  3.000  tons  of 
rails  to  the  Bethlehem  Steel  Company,  2,- 
000  tons  to  the  Pcnn.sylvania  Steel  Com- 
pany and  8,000  tons  to  the  -Lackawanna 
Steel   Company. 

The  Western  Maryland  has  let  a  con- 
tract to  the  Enterprise  Construction  Com- 
pany, Elkins.  W.  Va.,  to  rebuild  the 
freight  depot  at  Elkins  at  an  estimated 
cost  of  $6,000.  This  depot  was  recently 
damaged   by   fire. 

The  Southern  has  given  a  contract  to 
R  V.  LaBarrc.  Birmingham,  Ala.,  for  a 
new  frame  passenger  station  at  Hawkins- 
villc.  Ga.  The  present  combined  pas- 
senger station  and  freight  house  will  be 
remodeled  and  used  exclusively  as  a 
freight  house. 

The  Atlantic  Coast  has  given  a  contract 
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to  E.  W.  Parker,  Curry  building,  Tampa, 
IHa.,  to  erect  a  storage  building  at  Jack- 
sonville, Fla.  This  road  has  work  now 
under  way,  it  is  said,  on  the  foundations 
for  an  addition  to  the  machine  shops  at 
W'aycross,  Ga. 

Tlie  Central  of  Georgia  has  given  the 
L^nion  Switch  &  Signal  Company  a  con- 
tract for  installing  a  mechanical  inter- 
locking plant  at  the  west  end  of  receiving 
yard  at  Macon,  Ga.,  together  with  auto- 
matic block  signals  between  Macon  Jtmc 
tion   and  Terra  Cotta. 


The  Minneapolis,  St.  Paul  &  Sault  Ste. 
Marie  will  have  track  laid  in  October  on 
an  extension  from  a  point  four  miles  west 
of  Makoti.  N.  D.,  on  the  Plaza  line,  west 
to  Van  Hook  in  Mountrail  county,  23 
miles.  The  line  is  eventually  to  be  ex- 
tended further  west  to  Fairview,  Mont. 


Safety  on  the  Pennsylvania. 

AMnoiuiconicnt  is  made  that  the  hncs 
i.t  the  Pennsylvania  Railroad  System— 
l-;asi  atul  West— in  the  six  months  end- 
ing July  1.  1914,  carried  87,000,000  pas- 
sengers, and  not  one  of  them  was  killed 
in  a  train  accident.  On  the  lines  east  of 
Pittsburgh  no  passenger  has  been  killed  in 
a  train  accident  since  1912.  During  this 
period  these  lines  alone  have  carried 
more   than   161,0(X),000  passengers. 


Accidents  on  Steam  Railways. 

The  numlicr  of  persons  killed  in  train 
accidents  during  the  months  of  January. 
February,  and  March,  1914.  as  sho^vn  in 
reports  made  by  steam  railway  companies 
to  the  Interstate  Commerce  Commission 
under  the  accident  law  of  May  6.  1910, 
was  120,  and  the  niunber  nf  persons  in- 
jured. 2,371. 

The  total  mnuber  of  casualties  of  all 
classes  reported  amounted  to  2.108  for 
persons  killed  and  42,414  for  persons  in- 
jured. This  statement  includes  1.909  per- 
sons killed  and  1.S.364  persons  injured  as 
the  result  of  accidents  sustained  liy  em- 
ployees while  at  work,  by  passengers  Ret- 
ting on  or  off  cars,  by  persons  at  liigh- 
way  crossings,  by  persons  doing  busitiess 
at  stations,  etc.,  as  well  as  by  trespassers 
and  others:  and  also  79  persons  killed  and 
24.679  persons  injured  in  casualties  re- 
ported as  "industrial   accidents." 


Railway  Extension   in   Chile. 

The  Northern  I.ongitnd;n;il  K.iilway  of 
Chile  is  now  in  full  operation,  ilie  work 
being  entirely  completed  conncting 
Pisagua  in  the  north  of  Chile  with 
Valparaiso,  Santiago,  and  Puerto  Montt, 
well  to  the  south  of  the  country,  a  dis- 
tance of  about  1,960  luilcs  The  new 
portion  from  Iquique  to  Calere.  a  distance 
of  about  750  miles,  has  been  constructed 
within  the  past  three  years ;  has  cost  about 
$40,000,000;  and  is  to  be  opei  iicrl  for  SO 
years  by  the  Chilean  Northe;'i  Railway 
Company,  Calera,  Chile,  an  ope  ii:.!  com- 
pany organized  by  the  Howard  dicate, 
which     supplied     the     money  ';- r     a 

guaranty  from  the  Chilean  Gov  riient. 
The  gatige  of  this  line  is  3.-'  feet, 
while  the  gauge  of  the  old  i  ion 
of  the  Longitudinal  Railway  is  oet 
6  inches. 


New     Cars     on     the     Denver     &     Rio 
Grande. 

Ten  new  all-steel  combination  mail 
and  baggage  cars  have  just  been  pur- 
chased by  the  Denver  &  Rio  Grande 
Railroad  and  are  now  in  service  on  that 
road  in  through  runs  between  Denver. 
Salt  Lake  City  and  Ogden.  The  cars 
are  of  the  latest  type  in  every  particular 
and  are  built  in  strict  accordance  with 
specifications  recently  adopted  as  stand- 
ard for  mail  cars  by  the  Federal  Gov- 
ernment, being  70  ft.  long  inside,  30  ft. 
of  which  is  taken  up  as  mail  room  and 
40  ft,  for  baggage.  The  interior  fittings 
are  of  steel  design  with  the  most  modern 
appliances  for  heating,  lighting  and  venti- 
lation, and  are  equipped  with  all-steel 
trucks,  steel  wheels  and  high  speed  Iirakes 

"Halts"  the  Railroad. 

The  following  letter  was  written  by  a 
Iowa  farmer  to  the  chiini  agent  of  the 
Rock  Island  Railroad: 

"For  some  weeks  past  my  doy  lias  hem 
in  the  habit  of  sicking  himself  unto  the 
cars  as  they  sped  past  my  place,  and  he 
never  harmed  no  one  by  so  doing,  nor 
never  would,  as  I  Iiave  known  him  from 
a  child,  very  peaceful  and  fond  of  young 
children,  and  awful  fond  of  the  liutclier's 
shop,  before  where  In-  would  sit  up  on 
his  hind  legs  and  lieg  witli  a  voice  of 
joy  for  anything  he  requested.  When  he 
would  run  at  the  cars,  he  would  act  sav- 
age, but  still  would  niver  injure  the 
train  by  word  or  deed  if  you  had  a  hun- 
dred trains  whizzing  past  liy  day  or  nite. 

"Put  what  does  the  fireman  on  the 
Stick  in  the  Mud  Express  do  but  en- 
tices my  dog  to  close  quarters  and 
throw  chunks  of  coal  and  squirts  hot 
water  upon  him,  which  he  tells  me  in  a 
blith  and  frivilous  tone  is  to  take  the 
bark  off  my  dog.  That  is  what  makes  me 
hait  your  railroad,  and  that  is  not  all  by 
a  long  choke,  for  yesterday  they  misled 
my  dog  and  got  him  in  front  of  the  en- 
gine, when  they  pulled  her  wide  open 
and  smashed  my  dog  in  a  w^ay  that  hurts 
your  rode,  and  causes  it  to  be  looked  at 
askance  by  every  thinking  tax  payer  and 
mother.  I  say  fy  on  such  a  rode  as' 
yours,  with  its  sanwiches  that  have  a 
thin  rim  of  ham  around  the  aige,  so 
when  you  lock  your  teeth  with  it  you 
get  left,  and  the  rode  has  got  your  money 
in  Dennis.  Fy  on  the  whole  thing  is 
what  I  say." 


GOLD 

Car 
Heating 

Lighting 
Company 


Manufacturers  of 

ELECTRIC, 
STEAM  AND 
HOT  WATER 
HEATING 
APPARATUS 

FOR  RAILWAY  CARS 

VENTILATORS 

FOR    PASSENGER 

AND   REFRIGER- 

ATOR     CARS 

ACETYLENE  SYSTEM 
OF    CAR     LIGHTING 


Send  for  circular  of  our  combina- 
tion PRESSURE  AND  VAPOR 
SYSTEM  OF  CAR  HEATING, 
which  system  automatically  main- 
tains about  the  same  temperature  in 
the  car  regardless  of  the  outside 
weather  conditions. 

Main     Office,     Whitehall     Building 

17    BATTERY    PLACE 

NEW    YORK 
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LEARN   MORE 

EARN  MORE 


Here  is  a  book 

of  practical 

money-earning 

value  to 

Locomotive 

Engineers  and 

Railway  Students 

EVERYWHERE 


"LOCOMOTIVE  SLIDE  VALVE  SETTING" 

Written    from    practical   experience    for  *tljc 
man   who   "wants  to  know." 


"THE  FIREMAN'S  GUIDE" 

A  handbook  on  the  care  cf  boilers  in  plain, 
every  day  English:  verv  complete  (!2th  edi- 
tion). 

Three  Books  Only  50  Cents  Each 

Cardboard  working  model  of  the  Wal- 
schaert  Valve  Gear,  with  full  descrip-  CI  CQ 

Send    for    Special   List  of   Prac- 
tical   Handbooks.       Mailed   free. 

SPOM  &  CHAMBERLAIN 

1231  Liberty  Street         New  York 


Books,  Bulletins,  Catalogues,  Etc. 


NOW  IS  THE  TIME  to  install  a 

Rue  Boiler  Washer 
and  Tester, 

For  you  will  lucd  it  when  cold 
weather  come.s.  It  will  wash  out. 
test  and  fill  your  boiler,  all  with 
hot  water,  and  have  it  ready  for 
use  in  one  hour. 

THINK    IT    OVER. 
CntaloK  on  Knil.r  Washers  A  5. 

(■;ll:llAi.-   -11    IllJ<.'t<v--    P  - 

Rue  Manufacturing  Co., 

228  CHERRY  STREET 

PKiladelpKia,  Pa. 

Manl.faettirers    or    Injeetors.    KJeetnrs. 

I'.nil.T    Wiisli,-rs    ami    T.sI.ts.    HMil.r   CI ks. 

I  'le.k     Viilv.  V 


WTOIM 


POP  VALVES  AND  GAGES 

The  Quality  Good*  that  Lad 
The  Athlon  Valve  Co. 

271    Franklin  Street.  Boston,  Mus. 
No.   174  Mukct  St.,       Chic.Ko.  IlL 


The  Future  of  the  Railroads 

Mr.  Roger  Babson,  president  ol  the 
Babson  Statistical  organization,  WcUcsley 
Hills  Station,  Boston,  has  published  a 
book  on  the  above  subject  based  on 
various  reports  and  letters  issued  from 
time  to  time  by  himselL  The  book  which 
extends  to  130  pages  is  full  of  valuable 
data  in  regard  to  the  important  questions 
affecting  the  American  railroads.  The 
author  contends  that  the  railroads  are  be- 
tween three  millstones — the  shippers, 
represented  by  the  government,  the  in- 
vestors, represented  by  the  directors,  and 
a  vast  army  of  employees,  who  are  better 
organized  than  either  of  the  other  two 
combinations.  To  show  the  probable  out- 
come of  the  struggle  is  the  purpose  of  the 
book.  Its  logic  is  convincing  and  it  is 
pointed  out  very  clearly  that  instead  of 
the  federal  government  arbitrarily  de- 
termining rates,  and  the  getting  what  it 
can  for  the  people  in  the  way  of  service, 
it  should  first  demand  better  service  and 
improved  conditions,  allowing  the  rail- 
roads such  a  rate  as  will  properly  dis- 
tribute the  expenses  among  all  persons 
benefiting  therefrom.  The  reports  and 
opinions  are  given  in  confidence  to  sub- 
scribers only. 


Reactions. 

Reactions,  a  quarterly  publication  de- 
voted to  the  science  of  aluminothermics. 
and  published  by  the  Goldschmidt  Thermit 
Company,  is  just  issued  for  the  third 
quarter  in  1914,  and  contains  much  valu- 
able information  in  regard  to  a  large 
number  of  welds  made  in  locomotive  re- 
pair work  in  various  railroad  shops. 
Considerable  improvement  in  the  methods 
used  have  been  made  with  tlie  result  that 
welds  can  be  made  considerably  faster, 
more  easily  and  cheaply  than  they  could 
a  year  ago.  With  the  appliances  perfected 
as  they  are,  there  is  very  little  chance  for 
the  human  factor  in  Thermit  welding  as 
the  operator  simply  has  to  follow  bis  in- 
structions and  if  he  docs  the  same  thing 
in  the  same  way  he  is  bound  to  get  the 
same  good  results  every  time.  Exact  ex- 
pert instruction  is  supplied  and  operators 
are  carefully  taught  bow  to  do  the  work. 
Copies  of  the  issue  or  any  of  the  com- 
pany's pamphlets  may  he  bad  on  applica- 
tion to  the  main  ofticc  at  90  West  street. 
New  York. 


Licensing   Professional   Engineers. 

A  very  al'le  letter  has  lieu  written  by 
Mr.  D.  F.  Crawford,  general  supcrin- 
londcnt  of  motive  power.  Pennsylvania 
Lines  west  of  Pittsburgh,  to  the  mem- 
bers of  the  Engineers'  Commission  of 
the  State  of  Pcimsylvania.  relative  to  a 
bill  to  license  professional  engineers.  Mr. 
Crawford  contends  that  it  will  be  impi^s- 


mIpIc  hir  any  commission  to  determine  the 
capability  ul  any  engineer  in  his  particular 
line  of  endeavor,  as  hi.s  capability  is  a 
(luestion  01  his  experience  and  common 
sense,  and  the  using  of  these  two  at- 
tributes determines  his  judgment  in  the 
solving  of  engineering  problems,  and  the 
correctness  of  his  judgment  docs  not 
necessarily  depend  upon  his  ability  to 
solve  catch  problems  or  involved  ex- 
amples in  calculus.  Mr.  Crawford  can- 
not conceive  of  how  the  public  would  be 
benefited  by  an  act  of  this  kind,  and  it 
is  to  be  hoped  that  the  Governor  of  Pcnn- 
.sylvania  will  coincide  with  the  sensible 
views  ■con^ained  in  the  document. 


Jessop's  Steel. 

A  finely  illustrated  pamphlet  of  32  pages 
has  just  been  issued  by  William  Jcssop  & 
Sons,  tja^well-known  steel  manufacturers, 
with  rtmRs  at  91  John  street.  New  York. 
The  pamphlet  is  very  instructive  and  of 
real  interest  to  all  in  any  way  interested 
in  high  grade  crucible  steel.  It  need 
hardly  be  said  that  Jessop's  steel  is  made 
in  Sheffield,  England.  The  firm  is  one  of 
the  oldest  and  largest  engaged  in  the 
manufacture  of  steel  having  been  es- 
tablished in  1774.  The  steel  is  manufac- 
tured from  the  very  best  brands  of  Swed- 
ish irons,  of  which  the  Jessop's  control 
the  entire  output.  It  is  generally  admitted 
that  steel  made  from  the  best  Swedish 
irons  is  of  marked  superiority  in  the  mak- 
ing of  line  tools.  The  long  experience 
and  eminent  success  of  the  company  in 
their  chosen  field  of  manufacturing  fine 
steel  lias  attracted  world-wide  attention, 
and  it  is  conceded  that  the  material  and 
methods  used  by  the  enterprising  firm  im- 
parts a  quality  to  their  products  which  caa 
be  I'erivcd  from  no  other  process. 


Safety. 

The  official  organ  of  the  General  Safety 
Committee  of  the  New  York  Central 
Lines  is  in  good  hands.  Month  after 
month  it  presents  impressive  scenes  of 
how  easy  it  is  for  a  careless  man  on  a 
railroad  to  get  killed.  .\s  is  well  known 
the  majority  of  accidents  that  do  occur 
can  be  prevented  if  every  employee  will 
ci '-operate  liy  stamping  i>iit  the  unsafe 
practices  which  are  indulged  in  by  some, 
and  which  arc  the  cause  of  the  greatest 
percentage  of  injuries  received  by  cm- 
pbivees  and  others.  The  committee  re- 
ferred to  was  organised  in  May.  1912.  and 
it  wouM  take  several  volumes  to  record 
their  work.  Suffice  it  to  say  that  there  is 
now  all  along  the  lines  a  feeling  of  deep 
earnestness  in  safety  methods  of  opera- 
tion. The  percentage  of  casualties  ha? 
been  reduced  in  a  marked  degree,  and  it 
looks  as  if  in  a  few  years  more  railroading 
u  ill  !.c  as  safe  as  any  other  occupation. 
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That  ten  thousand  people  Iiave  been  killed 
on  American  railroads  every  year  for 
some  years  is  a  disgrace  to  civilization, 
and  in  some  respects  is  worse  than  a 
German  battalion  moving  in  close  column 
against  French  artillery,  liut  both  these 
appalling  conditions  cannot  last  forever. 
The  future  safety  of  American  railroads 
is  full  of  promise,  and  committees  like  the 
one  that  we  have  referred  to  deserve 
imitation  which  i-  the  liighest  kind  of 
l)raise. 

American    Vanadium    Facts. 

The  claim  that  \ana(Uiun  is  the  most 
powerful  metal  yet  <liscovered  for  alloying 
with  steel  is  amp!)  liorne  ciut  by  the 
monthly  publicatiMM  of  Fads  by  the 
American  \'anadinni  ('ompany,  Vanadium 
Buildint;.  Pitlsburgh,  Pa.  In  last  month's 
issue  among  otlier  interesting  matter  a 
table  giving  a  sunimarv  of  tlie  compara- 
tive service  of  100  pairs  each  of  nil-treated 
chromo-vanadimn  and  nil-treated  carlmn 
rolled  steel  wheels  and  steel  tired  wluels, 
running  under  practically  ideiuical  emidi- 
tions  on  the  drand  Trunk  K.nlwa>.  is  «.f 
particular  interest.  In  cnmiiarison  with 
the  oil-treated  xanaiiium  wheels,  the  nil 
treated  carlion  wheels  shelled  three  times 
as  much,  and  the  steel  tired  wheels  live 
and  a  half  times  as  luuch.  (  nher  data  is 
also  equally  convincing  in  regard  tn  the 
important  wearing  cpiality  imparled  tn 
steel  when  mixed  with  certain  (|uantilies 
of  vanadium,  C'npic-  nf  ilu-se-  sorvicc' 
records  may  lie  had  nn  applieatinu.  Write 
to  the  company's  olViee  at  I'itts!iurgh  Inr 
copies. 

Dixon's  Pencil  Geography. 

The  high  rna.l  t^.  i...iiular  I'.ivnr  is  li> 
give  humanity  snniething  fnr  nnihing. 
The  Joseph  Dison  Crucible  t'onipany. 
Jersey  City,  knows  this  already  and  prac- 
tice it  and  there  is  before  us  the  new  and 
fifth  edition  of  l)i\oii'>  I'eiuil  Ceography. 
The  booklet  is  a  miniature  inndel  of  the 
ol(l-fashione<l  geograph>  in  eoininnii  use 
forty  or  fifty  years  agn  and  is  intended 
primarily  for  school  use.  ahlujugb  the  in- 
formation it  contains  relative  in  pencil 
production  is  of  general  interest,  A  copy 
will  he  mailed  free  upon  rerpiest  to  aiiv 
reader  of  "f  iraphile."  tin  eoin].any's 
monthly  jJuMiealion.  which  in  itself  is  al- 
ways of  iiuerest.  aiid  all  ni'  Oi\,,n's 
graphite  iiublicatiotis  are  sefff  free  upon 
re(|uest.     ,\   wcrd  to  the  wise  is  eiin'i..;li. 

Mine    Hoist    Equipment, 

The  I  ictferal  i-.leelne  ('oinpafiy  ::■:■.■  sur- 
[lassing  thefuselves  in  die  beau':,  afid 
eleg.ince  oi  their  publications.  Last 
mofith's  I'.ulletiu  i>  <le\oied  to  powei  .uid 
wiriir.;  rjep.iriineiil,  especially  electric  v,  ;ve 
hoisting,  I'or  m.iking  rec.iffifuendai''  n- 
and  estiniales  on  this  ckiss  ,.f  work  ib.- 
cornpan>  uiaint.iiiis  a  sfafY  ..f  engine  i  . 
trainiil   in   and  devnijny   ilu-ir  time  to  il.^ 


practical  and  technical  aspects  of  mine 
hoisting.  The  illustrations  are  admirable 
and  the  descriptive  letterpress  is  excellent. 
Copies  may  be  had  on  application  to  the 
company's  principal  offices,  Schenectady, 
X,  V. 


Index  of  Railroad  Club  Proceedings. 

The  index  of  papers  and  subjects  dis- 
cussed by  railroad  clubs  for  the  year,  May, 
1913-14,  has  just  reached  our  desk.  An 
unusual  feature  of  the  index  is  a  histor- 
ical sketch  the  iiriticijial  part  of  which 
reads : 

The  history  of  railway  clubs  in  the 
United  States  began  with  what  was  known 
originally  as  the  Master  Carbuilders'  Club, 
forined  by  the  late  Leander  Garey  and  his 
associates  in  the  winter  of  1871  and  1872. 
In  1887  the  ftame  was  changed  to  the  New 
^'nrk  Railroad  Cluli, 

Iroin  tlfis  humble  beginning  of  a  score 
or  more  fneinbers,  that  club  has  steadily 
growfi  and  advanced  until  its  membership 
today  is  something  near  sixteen  hundred, 
Tlie  forfuatiofi  of  this  clubs  seemed  to 
pave  the  way  for  siirtilar  organizations  atid 
other  railway  clubs  were  organized  ifi  dif- 
f'erefil  i)arts  of  the  country,  until  today 
there  are  twelve  railroad  and  railway  clubs 
ii',  tlie  United  States,  holding  periodical 
tneetings  durin,g  the  season  extending  from 
Sejitember  to  May  inclusive,  and  liaving 
an  estiniateil  niemliersliip  of  nearly  seven 
thniisaild    members. 

The  w-ork  and  growth  of  these  railway 
clubs  is  known  very  generally  tliroughnnl 
the  cnuntry  Iiy  nearly  all  raihvay  men  and 
many  others  outside  of  the  immediate  rail- 
wav  circle. 


Fire  Shovels. 
The  malleable  in.m  tire  shovels  manu- 
factured by  the  .Vational  Mallealile  Cast- 
ings Cofupafiy.  at  Sharon.  I'a.,  and  Mel- 
rose Park,  III.,  .are  the  subject  nf  circu- 
lar Xo,  S3,  issued  by  the  cnmpany,  and 
shnuld  l)e  in  the  liaiids  nf  ;ill  iiUeri'Sfed, 
The  shovels  arc  light  and  durable,  and 
stroi'.g  enough  to  lireak  up  lumps  of  cnal 
without  damage  to  the  shovel.  They  are 
stronger  than  pressed  steel,  because  tliey 
never  rust.  They  h.ave  stood  the  test  on 
many  railroads  .and  are  seen  almost 
everywiiere  in  caboose  car  stoves,  depots, 
section  bouses  and  otlier  places  where 
coal  is  burned  for  he.afing  purposes. 
Send  in  y<iur  ordiTs,  The  winter  is 
coming, 

"The  liest  government  is  that  wbicli 
governs  tlie  least.''  was  a  wise  saying  of 
Thomas  Jefferscpn,  which  has  Iieen  badly 
dis|..rted  b\-  modern  politicians,  b'nfor- 
trnately  llii-  prexailing  sentitnent  of  callow 
t:iem!  ers  oi  C.  ngress  is  that  all  al'fairs  of 
men.  inclnding  llie  inana'-:enieiit  of  ar- 
•  hnary  business,  deiuanrls  tlie  inf crierefue 
'  f  fiolitical  medilkis  .and  ib.e  country 
~ef1ers  in  conseiptefice 


HIGH  SPEED  STEEL 

(■  mighty  expenaive  anlsu  aB«d  Ib 

Armstrong  Tool  Holders 


SAVE    ALL    FOEOINO.    TO    FEB    CENT. 

GBINDIHO. 

U^»    ONE    pound    of    Tool    Steal    equil    to    TES 

poundl  Id  FoTg«d  Toolt. 

WANT   A    CATALOG? 

ARMSTRONG  BROS.  TOOL  COMFANY 

re.,    CHltAcKJ,    U.    S.    A- 


Nichols  TrdDsfer  Tables 
Turntable  Tractors 

GEO.  P.  NICHOLS  &  BRO. 

1090  Old  Colony  Bldg.  CHICAGO 


Correspondence     Invited 

with    parties  owning   or   controllinr 

RA1LW/^^Y     DEVICES 

of    Cast    Steel 

teadin)    SpecLilties  Co.     Sale^  Ants 

Reading    Bayonne    Steel    Caatlnr   O*.. 

READING,    PA, 


Hydraulic 

Riveters    Fixed  and  portable 

Punches,  Shears, 
Presses,  I  ifts,  Cranes 
and   Accumulators. 

Matthews'  Fire  Hydrants, 

Eddy  Valves 

Valve  Indicator  Posts. 

The  Camden  High-Pressure  Valves. 


Cast  Iron  Pipe 


R.  D.  Wood  &  Company 

Cnqineers,  Iron 
Pounders.  Machinists. 

100  Chestnut  St.,  Philadelphia,  Pa. 
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New    Type    of   High-Speed    Electric    Passenger 
Locomotives  on  the  New  York  Central  Lines 


On  the  Xcw  York  Central  Lines  six- 
teen high-speed  electric  passenger  locomo- 
tives have  been  placed  in  main  line  pas- 
senger service  during  the  year.  This  type 
of  locomotive  is  the  most  powerful  elec- 
tric passenger  locomotive  thus  far  con- 
structed and  is  capable  of  continuously 
hauling  a  train  of  fourteen  steel  Pullman 
cars  at  a  sustained  speed  of  sixty  miles 
per  hour.  With  lighter  trains  the  maxi- 
mum speed  >>i  tliese  Incdnmtives  is  ei.yhty- 


thc  thirly-tivc  locomotives  originally 
placed  in  service  there  were  four  driving 
axles  set  in  a  rigid  wheel  base,  and  the 
guiding  of  the  locomotives  was  accom- 
plished by  two-wheel  pony  trucks  at  each 
end.  These  locomotives  weigh  100  tons 
and  are  hauling  eight  Pullman  cars  at  a 
speed  of  si.xty  tniles  per  hour. 

The  ne.xt  development  was  the  placing 
of  four-wheel  bogie  trucks  under  each 
enii   of  a   locomotive   for   tlie   purpose  of 


the  wheels  being  driving  wheels,  and  the 
entire  weight  of  the  locomotive  being 
thereby  available  for  producing  tractive 
effort,  or  draw-bar  pull. 

The  view  shows  one  of  these  locomo- 
tives attached  to  what  is  known  as  the 
Twentieth  Century  Limited,  the  leading 
train  of  the  New  York  Central  Lines. 
At  the  point  where  the  picture  was  taken 
the  train  was  on  the  six-track  section  of 
the   New  York  Central  &   Hudson   River 


NEW  HKJllSPEED  ELECTRIC  P.^SSENGER  LOCOMOTIVE   Willi    Ik.M.N    0.\    IIU:  NEW   YORK  CE.NTR.\L  LINES. 


five  miles  per  hour.  These  speeds  and  ca- 
pacity have  been  repeatedly  attained  in 
tests  made  both  on  the  experimental  track 
maintained  by  the  railroad  company  near 
Schenectady.  N.  Y.,  and  also  on  the  elec- 
tric division  before  the  locomotives  were 
put  in  regular  service. 

The  electrical  features  of  these  locomo- 
tives are  generally  the  same  as  in  the 
original  electric  locomotives  first  operated 
by  the  company  eight  years  ago.  The 
principal  change  is  in  the  mechanical  ar- 
rangement of  the  wheels  and  trucks.    In 


improving  the  riding  qualities  at  high 
speeds.  Of  this  class  twelve  locomotives 
were  built,  and  they  weigh  122  tons,  their 
hauling  capacity  being  about  the  same  as 
that  of  the  earlier  electric  locomotives. 

The  new  locomotives,  as  shown  in  the 
accompanying  illustration,  weigh  132  tons, 
and  the  great  increase  in  capacity,  com- 
pared with  the  comparatively  slight  in- 
crease in  weight,  is  due  to  the  fact  that 
motors  have  been  placed  on  the  axles  of 
the  leading  and  trailing  bogie  truck 
wheels,  thus  avoiding  all  dead  weight,  all 


Railroad,  near  Rivcrdalc,  on  the  Hudson 
division  of  the  first  portion  of  the  fast 
run  between  New  York  and  Chicago.  The 
picture  also  shows  a  type  of  perfect  mod- 
ern track  construction,  including  rock 
ballast,  electric  automatic  signals,  electric 
cables  for  the  transmission  of  power  and 
third-rail  operation  of  trains,  and  this 
combination  of  motive  power  and  appli- 
ances may  be  said  to  represent  the  high- 
est development  in  railroad  building  and 
train  operation,  particularly  in  electric 
locomotive  power. 
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The  World's   Railways. 

According  to  the  latest  completed  re- 
ports of  the  United  States  Bureau  of 
Railway  News  and  Statistics,  it  appears 
that  the  United  States  again  leads  the 
world  in  growth  in  railways.  The  total 
length  of  railways  amounted  to  070.523 
miles,  showing  an  increase  of  2.S  per  cent, 
over  the  previous  year.  Nortli  and  South 
.America  account  for  almost  two-thirds  of 
this  gain.  The  United  States  are  an  easy 
first  with  nearly  250,000  miles,  while  the 
whole  of  Europe  has  only  212,427  miles. 
Ecuador  leads  tlie  way  as  regards  expan- 
sion during  the  last  five  years,  with  106.5 
per  cent.;  then  come  Africa,  39.6;  Aus- 
tralia, 20.4;  .Asia,  13.3;  North  and  South 
.America,  8 ;  the  United  States,  7 ;  Europe, 
5.2;  while  tlie  gain  to  the  whole  world 
in  the  quinquennial  period  amounted  to 
9.9  per  cent. 


Belgian  Railways. 

The  eyes  of  tlio  world  are  at  present 
turned  towards  Belgium,  and  it  is  inter- 
esting to  glance  briefly  at  the  degree  of 
perfection  which  the  railway  equipment 
had  reached  previous  to  the  appalling 
calamity  which  has  fallen  upon  the  coun- 
try. 

When  one  bears  in  mind  the  generally 
fiat  character  of  the  country  of  Belgium, 
one  scarcely  would  look  to  the  railway 
system  of  that  kingdom  for  the  most 
powerful  coal-burning  express  locomotive 
in  Europe.  Yet  such  is  the  case.  This 
distinction  has  been  gained  by  means  of 
the  mammoth  Pacifies  of  the  10  type  de- 
signed by  Monsieur  B.  J.  Flamme,  the 
eminent  locomotive  engineer,  and  the 
cliief  of  the  mechanical  department  of  the 
state  railway  system.  These  creations  are 
four-cylinder  simples,  and  have  since  been 
divided  officially  into  two  classes — those 
built  previous  and  subsequent  to  the  year 
1912  respectively.  While  the  last-named 
class  has  slightly  less  aggregate  heating 
surface,  and  is  nearly  four  tons  lighter, 
ihe  tractive  effort  is  identical  in  each 
instance. 

The  following  details  refer  to  the  most 
recent  expression  of  this  design.  The 
(linmeter  of  the  cylinders  is  I0/),S5  ins., 
while  the  stroke  is  26.98  ins.  The  total 
heating  surface  is  3,246.3  s<|.  ft  .  of  which 
aggregate  the  stipcrheatiiii,'  surface  is 
f/i7.36  sq.  ft.,  while  the  firc-liox  area  is 
49.29  sq.  ft.  The  drivers  ,irr  78  ins.  in 
diameter,  and  each  drivlu;.'  ;ixle  carries 
18.699  lbs.,  giving  a  total  weiulii  r,f  56.097 
lbs.  available  for  adhesion.  Tin;  total 
weight  of  the  engine  in  runniiii.;  order  is 
96.45  tons,  while  the  tractive  i  ifort  is 
33.435  pounds. 

The  six-wheeled  tender  carrier  7  tons 
of  coal  and  4.872  gallons  of  water.  The^e 
Pacifies  are  engaged  in  the  heavi'  ,i  .ukI 
fastest  mail  service.  The  average  v  it^ln 
of  the  train  behind  one  of  these  i;!'.;ines 
is  some  400  tons,  hut   often  it  is  inert-. ^cd 


very  appreciably.  Possibly  the  stretch 
upon  which  these  monsters  are  able  to 
show  their  paces  to  the  best  advantage 
is  the  78  miles  between  Ostend  and 
Brussels.  This  run  is  made  in  90  min- 
utes, including  two  stops,  at  Grand  St. 
Pierre  and  Bruges  respettively.  Upon  the 
reach  of  25  miles  between  these  two  sta- 
tions, where  the  conditions  are  peculiarly 
adapted  to  fast  traveling,  it  is  no  unusual 
circuinstance  for  this  train,  even  with  a 
load  of  450  tons  behind  the  locoiuotive, 
to  notch  76]A  miles  an  hour,  while  on  the 
i.itluT  parts  of  the  journey  62  to  65  miles 
an   hour   are   sustained   with   ease. 


Economy  on  the  Pennsylvania. 

It  is  reported  in  the  Xorlh  American 
that  the  Pennsylvania  Railroad  Company 
had  decided  to  stop  making  minor  altera- 
tions to  steam  locomotives  as  in  the  past, 
and  determine  on  three  permanent  types, 
making  the  parts  in  each  so  as  to  be  in- 
terchangeable. The  reason  given  being 
that  considerable  economy  would  result, 
since  the  heating  plants  that  had  been  put 
in  at  .Altoona  at  great  expense  for  the 
case  hardening  or  toughening  of  the  parts 
would  .give  these  parts  so  much  more  en- 
durance than  heretofore.  We  have  no 
desire  to  state  that  our  esteemed  contem- 
porary is  misinformed,  but  we  know  from 
long  experience  that  the  Pennsylvania 
will  adopt  new  means  and  methods  when 
their  practicability  becomes  apparent. 


Safety  First  on  the  New  Haven. 

Large  and  entliusiastic  meetings  are  be- 
ing held  at  all  of  the  division  points  on 
the  New  Haven.  Last  month  at  Keith's 
Hall  at  F^rovidence,  over  200  were  turned 
away,  the  hall  being  filled.  At  New  Lon- 
don similar  experience  was  had  at  Law- 
rence Hall.  .'\t  these  meetings  were 
trackmen,  shopmen,  station  employees 
and  representatives  of  every  l)ranch  of 
the  operating  and  mechanical  depart- 
ments. Addresses  were  made  by  the  Di- 
vision Suiierintcndent  and  other  officers 
upon  tlie  importance  of  safety  and  the 
need  for  co-operation  to  reduce  the  luiiii- 
bcr  of  accidents. 


Work   on   the   Canadian   Northern. 

Grading  has  been  completed  on  the 
Canadian  Northern  Railway  from  Mont- 
real to  the  harbor  of  Vancouver,  and  it 
is  expected  that  this  length  will  be  com- 
pletely railed  before  the  beginning  of  the 
new  year.  Two  gaps  each  of  about  50 
miles  in  length  are  waiting  for  steel  in 
British  Columbia,  and  track-laying  is  go- 
ing on  at  the  rate  of  about  two  miles  per 
day.  There  are  also  three  bridges  to  be 
completed,  viz.,  at  the  Back  River,  at  the 
crossing  of  the  Chat  River  above  Ottawa, 
and  a  third  in  British  Columbia.  The 
substructures  for  the  three  have  been 
finished,  and  the  superstructures  will  be 
completed  in  about  a  month.  The  com- 
pany's big  undertaking  at  Mount  Royal 
has  progressed  very  favorably.  Over  a 
mile  of  tunnel  has  been  excavated  to  full! 
cross  section  and  about  600  feet  of  lining; 
has  been  put  i". 


Metal  Ties  in  Switzerland. 

In  1881  metal  ties  were  first  used  in 
Switzerland,  and  they  have  to  a  large  ex- 
tent replaced  the  wooden  tic  in  that  coun- 
try, over  seventy  per  cent,  of  the  ties 
used  on  the  Federal  Swiss  raihvay  system 
being  of  metal.  The  ties  are  9  feet  long, 
by  9',4  by  5'A  incites,  and  weigh  160 
pounds.  The  selling  price  is  $2.30  as  com- 
pared with  $1.50  for  oak  ties.  The  metal 
ties  have  up  to  the  present  year  been 
largely   siipphed   froiu   German   foundries. 


Railroad  Traffic. 


A  larger  tonnage  movement  is  being 
handled  by  Eastern  roads  than  last  year, 
the  principal  gains  being  in  flour,  grains 
and  miscellaneous  freight.  The  latter  is- 
chiefly  made  up  of  army  equipments  be- 
ing sent  to  the  seaboard  for  export  to- 
Europe.  There  is  also  a  very  large  traf- 
fic in  horses,  which  has  helped  to  offset 
the  loss  in  live  stock  as  a  result  of  the 
closing  of  the  stock  yards  for  some  time 
in  November.  The  opening  of  the  stock 
yards  is  adding  greatly  to  the  traffic.  The 
coal  movement  is  lighter,  but  this  has  uii- 
doubtedly  been  owing  to  the  continuance 
of  mild  weather. 


Oil     Burners     on     the     Grand     Trunk 
Pacific. 

Oil  burning  locomotives  will  be  used, 
according  to  statements  made  in  an  offi- 
cial interview\  by  the  Grand  Trunk 
Pacific  on  its  transcontinental  route.  The 
company  is  preparing  contracts  for  large 
developments,  and  oil  storage  facilities- 
are  receiving  considerable  attention.  The- 
terminals  at  Prince  George,  Endako, 
Smithcrs  and  Pacific  are  among  the  di- 
visional ])oints  where  storages  will  be  es- 
tablished. 


Let  Us  Have  Peace. 

The  superintendent  of  a  Southwesterni 
raihvay  has  issued  orders  to  train  crews 
to  cut  out  the  clanging  of  bells,  the  toot- 
ing of  whistles,  the  sudden  popping  off  of 
steam  by  engines  close  to  sleejiing  cars, 
the  shouting  back  and  forth  in  the  yards 
that  train  crews  seem  to  think  essential^ 
and  the  selection  of  the  aisle  for  noc- 
turnal conversation  by  the  porters — alf 
these  too  familiar  foes  of  sleep  are  to  be- 
eliminated. 
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New  Electric  Railway  in  the  Alpine  Mountains 


In  1912  a  company  was  organized  in 
Switzerland  to  construct  a  new  electric 
railway  from  the  city  of  Chur,  the  capital 
of  the  Canton  of  the  Girons  in  Switzer- 
land, to  what  is  said  to  be  one  of  the  most 
■enchanting  of  the  Alpine  resorts — Arosa 
Meadows,  a  veritable  gem  of  tranquil 
beauty.  The  starting  point  of  this  new- 
est electric  Alpine  railway  is  in  closest 
vicinity  to  the  railroad  station  at  Chur. 
situated  at  an  ahitude  of  1,295  feet  above 
sea  level.  The  terminal  of  the  line,  which 
is  a  meter  gauge,  adhesion  railway,  at 
Arosa,  is  over  6,000  feet  above  sea  level. 

On  leaving  Chur  the  valley  begins  to 
assume  an  aspect  of  wild  grandeur. 
Gorge  follows  gorge,  and  the  foaming 
waters  of  the  Plessur  river  thunder  in 
wild  anger  below.  Bridge  follows  bridge, 
and  although  the  river  is  crossed  but 
once — at  Langwies,  there  are  between 
Chur  and  Arosa  not  fewer  than  twenty- 
seven  bridges  of  stone,  three  of  iron  and 
two  of  concrete,  as  well  as  nineteen  tun- 
nels with  a  total  length  of  7,800  feet. 

Before  reaching  the  village  of  Lang- 
wies, a  boldly  constructed  arch  comes  in 
view.  This  is  the  viaduct  of  Langwies. 
the  most  prominent  single  feature  of  tlic 
Chur-Arosa  railway,  and  one  of  the  most 
remarkable  bridges  in  Europe.  The  main 
arch  of  this  bridge,  which,  when  com- 
pleted, will  be  the  second  largest  masonry 
arch  in  the  world,  has  a  clear  span  of 
315  feet,  and  a  height  of  140  feet.  The 
viaduct  itself  measures  960  feet  in  length 


consists,    however,    of   a   combination    of  striking  feature  of  the  line.    Two  central 

gravel,  cement  and  sand,  the  durability  of  arches  with  a  respective  span  of  83  feet 

which    has    been    found    far    superior    to  and  60  feet   have  been  built  of  concrete 

stone,    as    a   stone    bridge    necessitates    a  blocks,  and  the  four  lateral  arches  of  40 

very  snlid  and  heavy  construction,  where-  niirl  20  f.(t  <  .ich  arc  of  tain;-  '  • 


.\ROS.\  IX  WIXTKR.     TTRMIX.M,    OF   TIIF.   CHURAROS.V    R.MI.W.W. 


as  a  structure  of  this  material  can  be 
made  with  safety  much  lighter.  The  via- 
duct of  Langwies  with  its  graceful  and 
remarkably  curved  arch  may  look  frail 
even   to   experienced   engineers,   yet   with 


The  last  station  before  reaching  Arosa 
is  Ruti.  It  is  the  finish  of  the  famous 
bob-sleigh  run  Arosa  and  Ruti,  and  is  a 
great  pleasure  resort  especially  during 
the  winter.  Nearby  is  the  Schiesshorn,  a 
majestic  mountain  pyramid  of  dazzling 
whiteness,  but  the  whole  region  is  full  of 
unexpected  and  ever-varying  wonders, 
and  the  new  electric  railway,  which  is  be- 
ing placed  in  operation  during  the  pres- 
ent month,  brings  another  exquisite  vision 
in  closer  touch  with  the  world. 


\I.\DUCT  NE.\R  L.AXGWIES.   IN   GIRONS,   S\\  ITZERI„\Nn. 


and  shows  a  grade  elevation  of  207  feet 
above  the  valley. 

The  material  of  the  arch  and  the  pillars 
■contains  portions  of  iron,  which  are  prac- 
tically forming  the  invisible  skeleton  of 
the  same.    The  principal  building  material 


its  new  and  scientific  distribution  of 
building  material,  it  has  been  made  per- 
fectly safe  and  strong. 

There  are  other  remarkalilc  viaducts  on 
the  line,  the  Calfries  viaduct  between 
Maladers     and     Cartiel,     being     another 


Oilstones. 
There  are  two  or  three  varieties  of  oil- 
stone. For  general  use,  that  known  as 
Turkey  oilstone  is  the  best.  The  oilstone 
made  from  a  kind  ot  slate  cuts  more 
readily,  but  does  not  put  quite  so  fine  an 
edge  on  the  tool  as  the  harder  stone,  and 
wears  away  quicker.  The  stones  are 
mounted  in  a  block  of  wood,  and  fur- 
nished with  a  cover  to  keep  out  dirt  and 
prevent  the  oil  drying  up.  As  tools  of 
various  widths  have  to  be  sharpened  on 
the  same  stone,  the  center  gets  worn 
away  more  than  the  sides,  and  becomes 
unsuitable  for  sharpening  a  wide-cutting 
edge,  such  as  a  plane  iron.  To  correct 
this  the  oilstone  should  be  rubbed  on  a 
flat  stone,  such  as  a  doorstep,  kept  well 
wetted  with  water  during  the  operation^ 
till  the  surface  is  perfectly  flat.  The  oil 
used  on  the  stone  should  be  of  the  non- 
drying  kind,  otherwise  it  gets  thick  and 
interferes  with  the  action  of  the  stone  on 
the  tool.  Animal  or  mineral  oil  alone 
should  be  used. 
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Safety  First  in  Moving  Pictures 


A  moving  picture  play  [iroduccd  lor  tlic 
New  York  Central  Lines,  and  also  ar- 
ranged for  jiresentation  on  tlic  Santa  Fe, 
Burlington  &  Qiiincy.  and  the  Lacka- 
wanna,   is    not    onl)    a    new    departure    in 


STEVI.   IIILL-S   FATHER  GEITIXG   KILLED 
1\  THE  "MOVIES." 

Safety  First  movement,  but  is  by  far  the 
most  impressive  lesson  ever  taught  to 
railroad  men.  While  lectures,  circulars, 
rules  and  placards  have  their  uses,  it  is 
a  well-known  fact  tliat  railroad  men  who 
have  tliemselves  been  in  a  disaster  liave 
learned  a  lesson  that  they  never  forget. 
Byron  said  that  "shipwrecks  are  talked 
of  by  the  survivors,"  and  so  are  acci- 
dents on  railroads  spoken  of  by  tliose 
wiio  witnessed  them,  but  were  forlunntt 
enough  to  escape  safely.  The  Xew  N'ork 
Central  Lines  have  taken  a  pronnueir 
part  in  the  good  work  of  keei)ing  bcfor- 
ihe  minds  of  their  employees  the  incessaui 
need  of  eternal  vigilance  looking  toward 
.safety.  Mr.  Marcus  .\.  Dow,  the  hea.i 
of  the  Safety  Department,  conceived  tin 
idea  of  presenting  in  a  moving  [licture  . 
series  <jf  common  accidents  strung  to. 
gethcr  in  a  dramatic  and  stirring  manner 
"!  i'.e  idea  is  Shakesperean  in  its  intensity 
of  presentation.  Richard  the  Third  of 
England  sees  the  ghosts  of  all  lie  mur- 
dered pass  before  him  in  a  dream,  and 
.Mr.  Dow.  perhaps  unconsciously  imitating 
the  great  dramatic  poet,  puts  his  chief 
ci-aractcr,  Steve  Hill,  ;i  o.iriUss  yard 
brakeman,  to  sleep,  after  lie  had  been  tlie 
means  of  seriously  injuring  a  fellow- 
workman,  and  in  that  slceji  he  gets  a 
vision  of  what  dreams  may  come.  In  his 
di'iordered  brain  Sieve  sees  liiniself  do- 
ing a  number  of  things  that  he  liad  licen 
doing  in  his  work— things  which  endan- 
ger life  and  liml).  lie  saw  himself  caught 
between  the  drawbars  of  two  cars.  Lie 
saw  himself  tripping  and  falling  between 
mr.ving  cars.  Then  he  was  knocked 
in  fiont  of  an  engine  liecause  he  liad  st.iod 
on  ihe  wrrmg  side  of  a  push  p.  le.  Then 
he  was  knocked  from  the  rear  i.f  a  flying 
freight  car,  and  fnially  he  fell  -inder  the 
wheels  of  a  string  of  freight  <ars  and 
lost  a  leg.  Then  he  awoke  and  the  sweat 
was  on  him.  awake  to  a  sense  of  the 
awful  risks  he  had  been  taking,  awake 
to  the  crime  of  carelessness  and  all  its 
grim  consequences.  Bill  became  a  new 
man.  a  model  man.  the  better  class  of  tlie 


e,-irelul.    alert   and    earnest    railroad    man. 

There  is  also  a  love  story  running 
tlirough  it,  which,  wdiile  it  does  not  add 
to  the  impressive  lesson  taught  in  the 
appalling  scenes,  gives  a  pleasant  finish 
'o  wli.at  would  otherwise  be  a  succession 
of  startling  incidents  any  one  of  which 
'  ii'.ot  f.iil  t..  print  itself  indelilily  on  the 
sliectaior. 

.\Ir.  I)u\\-  lias  i.erfornieil  a  notable  serv- 
iie  lo  the  deiiartnient  wliich  he  so  worthi- 
1,  conducts,  and  it  is  to  the  credit  of  the 
railroad  company  that  he  has  been  so 
-eiieroiisly  supjiorted  in  llie  work  tliat 
le  lias  undertaken.  It  need  hardly  be 
•tilled  that  it  was  necessary  to  secure 
iiie  services  of  actors  not  only  of  training 
.ind  experience,  but  also  those  who  were 
familiar  witii  railroad  work.  We  had  the 
pleasure  of  meeting  some  of  them  and 
v.ire  agreeably  surprised  at  their  intimate 
knowledge  of  railway  apphances,  but  it 
must  be  remembered  that  actors,  Hke 
lawyers,  must   know  a  little  of  evervthing 


.Sir,\  I.  HILL.  LIKE  HIS  F.ATHER,  IS  ALSO 
I  .\l<i;i  KS.-;.  .\ND  GETS  REPRni.\XDEn. 

and    specialize    on    the    work    iinmedi.itely 
in   hand. 

In  this  new  de|)arture  looking  towards 
a  greater  degree  of  safety  there  is  a  vast 
lield  for  opportunity  to  educate  the  gen- 
eral public  as  wi'll  as  the  railway  eni- 
p!o;.i'e.  In  holding  the  mirror  up  to  na- 
ture the  moving  iiicture  is  the  consuiii- 
malion  of  the  pictorial  art,  ;ind  if  liu 
traveling  public  could  see  themselves  as 
the  railway  men  soiiielimes  see  llieiii, 
doubtless  they  w..idd  take  a  thought  and 
mend  tlieir  ways,  and  lessen  the  liabilii 
not  only  to  annoyance  to  others,  but  fn 
qucntly   to   disaster   to   themselves. 

Prosperity   and  the   Railroads. 

.Mr.  S,  11.  Church,  vice-president  of  the 
Cnion  Steel  Casting  Comi>any,  of  I'itts- 
burgh,  states  that  the  low  point  of  busi- 
ness deiiression  was  reached  during  Oc- 
tober, and  that  improvement  has  now  set 
in.  which  we  all  hope  will  go  right  on  un- 
til normal  conditions  arc  again  reached. 
I  f  we  would  only  realize  that  nothing  has 
hai.|>ened    to    ns,    all    would    be    well,    but 


nearly  everything  in  this  country  is  at  a 
standstill  because  we  are  frightened. 
1  lere  is  nearly  the  whole  of  Europe  in  a 
state  of  war,  with  all  that  that  implies, 
destroying  not  only  hundreds  of  thou- 
sands of  human  lives,  but  also  hundreds 
of  millions  in  property,  with  all  produc- 
tion stopped,  while  America  is  at  peace 
with  the  whole  w-orld  and  is  destroying 
neither  lives  nor  property.  We  have  the 
greatest  crop  in  the  history  of  our  coun- 
try, and  everything  is  sound  in  our  busi- 
ness conditions,  with  the  whole  w'orld 
ready  to  buy  our  out[iut.  This  situation 
gives  .\merica  an  advantage  which  has 
never  been  equalled,  but  it  requires  both 
brains  and  courage  to  rise  to  the  oppor- 
lunity.  The  whole  trouble  is  that  capital 
is  the  most  timid  thing  in  the  world,  and 
everybody  is  waiting  for  some  one  else 
to  do  something.  American  prosperity 
must  always  begin  and  end  with  the  rail- 
roads, and  if  the  Government  would  only 
clear  the  way  for  the  railroads  to  resume 
their  essential  development,  we  would 
soon  find  every  mill  in  .\merica  running 
to  its  full  capacity,  and  our  whole  popula- 
tion in  the  midst  of  an  industrial  and 
agricultural  prtisperity  which  this  country 
has  never  known  before. 


Railroads  in   Ecuador. 

I  here  is  but  one  completed  railroad 
in  Ecuador,  that  between  Guayaquil  and 
Quito.  Lentil  tliis  road  was  e.xteiided  in 
1905,  Quito  was,  liy  modern  standards, 
considered  to  be  shut  out  from  the  world. 
Another  road,  the  -\nibato-to-Curaray 
Railwav,  190  miles  long,  is  under  con- 
struction which  will  connect  the  Guaya- 
i|nil  and  Quito  Railway  at  .\mbato  with 
i1k  easterly  provinces  of  the  republic.  The 
last  consignment  of  rails  for  this  new 
road  was  expected  about  November.  Two- 
Baldwin  locomotives  have  been  received 
.111(1  other  rolling  stock  has  been  ordered 
Ironi  the  Cnited  States.  The  preliminary 
siirvex  is  nearly  completed  for  still  an- 
other    railroad     between     Puerto     Bolivar 


SIIlM.  hill  GEl.S  A  LEG  TAKEN  OFF  IN 
THE  "MOVIES." 

and  Borja  known  as  the  trans-.\niazon 
Railway.  Tins  road  will  connect  the 
I'acilic  coast  with  the  head  of  navigation 
on  the  Maranon  River,  the  name  by  which 
the  upper  .'\mazon  is  known  as  it  passes- 
through  the  Peruvian  .Xndes  within  a 
hundred  miles  of  the   Pacific  Ocean. 
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Air  Brake  Association. 

.'\boiil  tucnty-livo  years  ago  the  care  of 
air  brakes  became  sucb  iniportanl  work 
that  agitation  arose  among  railway  men 
ir  favor  of  establishing  an  air  brake  or- 
ganization where  men  particularly  familiar 
with  air  brake  mechanisin  might  meet 
periodically  and  discuss  subjects  of  mu- 
tual interest.  This  culminated  in  1894  in 
the  organization  of  the  Air  Brake  .Asso- 
ei;.tion,  which  has  grown  in  numbers  and 
iiifluence  so  that  its  members  are  now 
considered  the  most  influential  officials 
regarding  the  operation  and  maintenance 
of  air  brakes. 

The  air  brake  has  developed  slowly 
from  the  simple  apparatus  that  n.se(I 
siraight  air  to  push  the  shoes  against  car 
wheels,  thereby  controlling  the  speed  of 
short  trains  in  a  very  inefficient  manner, 
to  the  modern  automatic  brake  which  does 
the  work  properly  on  any  length  of  train 
and  under  the  most  trying  conditions  of 
speed  and  grades.  Every  advance  made 
in  train  brake  mechanism  has  l)een  care- 
fully studied  by  the  .^ir  Brake  .'\ssocia- 
tion.  Reports  have  been  read  about  them 
and  exhaustive  discussions  of  details  have 
.served  to  keep  railroad  men  generally  in- 
formed on  everything  worth  knowning 
about  air  brakes.  The  efficiency  of  the 
air  brake  and  the  extraordinary  skill  dis- 
played in  handling  it,  has  been  due  in  a 
great  measure  to  the  intelligent  labors  of 
the  .\ir  Brake  .'\ssociation. 

.\  few  particulars  of  the  work  done 
fr.MU  the  very  beginning  of  the  .Mr  Brake 
.'\ssociation  will  give  you  an  idea  of  the 
proceedings  of  a  particularly  earnest  and 
eflicient  body  of  experts. 

-At  the  first  annual  convention  reports 
were  read  on  Cleaning  and  Oiling  Triple 
Valves :  Air  Pump  Repairs ;  Maintenance 
of  Freight  and  Passenger  Train  Brakes : 
Ifandling  Freight  or  Passenger  Trains 
Wholly  or  Partially  Equipped  with  .'\ir 
Brakes. 

.*\t  the  second  annual  convention,  held 
at  St.  Louis  in  1895,  the  following  subjects 
were  reported  on  and  thoroughly  dis- 
cussed :  Pump  Governors  and  Air  Gauges  ; 
-\ir  Pump  Piston ;  Care  of  Engineer's 
Brake  Valve;  Foundation  Brakes;  Car'^ 
of  Signal  Apparatus  and  Conductor's 
\alve;  Slid  Flat  Wheels;  Driver  and  En- 
gine Truck  Brakes;  Slack  Adjusters; 
Handling  Trains  on  Heavy  Grades;  Tests 
Made  to  Determine  the  Stopping  Power 
of  Engines  Reversed,  With  and  Without 
U.se  of  .'Vir  Brakes. 

The  progress  between  the  second  and 
tlie  twenty-tirst  conventions  reveals  an 
immense  amount  of  valuable  work  per- 
formed. 

Opening  of  Railway  in  Constantinople. 

Cnnipari-i'U  between  the  customs  of  dif- 
ferent countries  always  is  interesting,  says 
the  Valfr  Jl'orld.  and  now  and  then  it 
may    be    instructive.      .\    short    time    ago 


they  opened  a  new  street  railway  in  Con- 
stantinople. The  olficials  of  the  road  as- 
sembled in  a  body  and  the  populace  was 
out  in  force.  Prayers  were  offered  by 
Mohammedan  priests,  in  which  the  rail- 
way olficials  joined.  Two  lambs  were 
sacrificed  and  their  blood  was  smeared 
over  the  rails.  This  is  the  first  trolley 
line  in  the  Turkish  capital,  and  after  the 
people  of  the  city  learn  some  of  the  things 
a  trolley  line  can  do  in  the  regular  line 
of  business,  they  may  not  be  so  eager 
to  open  another  line  with  prayer ;  still. 
.Moliamnicdans  cling  tenaciously  to  their 
ancient  rites  and  ceremonies,  so  it  would 
be  difficult  to  predict  whether  even  a 
modern  electric  car  and  motorman  could 
cause  them  to  change.  How  different  are 
the  customs  of  our  own  land !  I  have 
seen  several  trolley  lines  opened  in  dif- 
ferent cities  here.  Usually  the  ceremony 
has  consisted  of  a  few  short  and  more 
or  less  informal  speeches,  a  quantity  of 
cigars  of  a  slightly  higher  order  than 
those  known  commonly  as  "campaign," 
and  several  kegs  of  beer.  The  "lambs" 
were  sacrificed  and  the  rails  smeared 
later  in  the  maintenance  of  the  regular 
schedule.  May  we  exjiress  the  hope  that 
tlie  new  line  in  Constantinople  has  done 
all  its  sacrificing  and  smearing  before  it 
started,  as  part  of  its  opening  ceremony, 
and  that  its  certain  blessings  and  benefits 
may  not  be  marred  by  some  of  the  un- 
pleasant things  we  of  .Vmerica  endure 
because  we  fancy  we  must  be  everlastingly 
in  a  hurrv. 


Effect  of  "Safety  First"  Shibboleth. 

".Safety  first."  wlticli  is  rapidly  becom- 
ing the  .shibboleth  of  all  practical  railway 
men,  seems  to  be  exerci.sing  a  l)enign  in- 
fluence in  the  prevention  of  fatal  railway 
accidents.  ."Xn  annual  report  recently  is- 
si;ed  by  the  Public  Service  Commission  of 
New  York  State  says :  There  was  a  de- 
crease of  over  72  per  cent,  in  passengers 
killed  on  steam  railroads  in  this  State 
during  the  year  ended  June  30,  1914.  com- 
I)ared  with  the  preceding  year,  according 
to  the  Public  -Service  Commission.  For 
the  same  time  there  was  a  decrease  of 
4C  i)er  cent,  in  passengers  injured.  In  the 
1913  year  51  passengers  were  killed;  last 
year  but  14.  In  a  stateniciU  accompanying 
the  compilation  this  statement  is  made : 

"L'nfortunately,  no  figures  are  available 
as  to  the  number  of  passengers  carried 
within  the  State,  these  reports  being  made 
for  entire  rail  systems  within  and  without 
the  State,  but  the  fact  that  but  fourteen 
persons  met  death  of  all  the  vast  number 
which  must  have  been  carried  during  the 
year  speaks  well  for  the  safety  of  railroad 
travel  in  this  State." 

There  were  943  passengers  injured  dur- 
ing the  last  year  as  against  1.746  the  year 
before. 

Casualties  among  railroad  employes  also 


show  a  gratifying  decrease,  but  their  num- 
l-er  is  still  very  large;  196  employes  were 
killed  and  3,022  injured  last  year,  as 
against  250  killed  and  3,760  injured  the 
previous  year. 

The  only  class  of  railroad  fatalities 
which  shows  an  increase  is  that  of  the 
trespasser,  killed  while  in  places  where 
he  had  no  right  to  be.  A  very  large  per- 
centage of  these  fatalities  were  at  grade 
crossings. 

Of  the  trespassers,  348  were  killed  last 
year  as  against  393  the  year  before,  and 
358  were  injured  as  against  409  the  year 
before,  a  decrease  of  14.9  per  cent. 


Ideas. 

Who  can  measure  the  value  of  an  idea? 
Starting  as  the  bud  of  an  acorn  it  be- 
comes at  last  a  forest  of  mighty  oaks; 
or  beginning  as  a  spark  it  consumes  the 
rubbish  of  centuries. 

Ideas  are  as  essential  to  progress  as  a 
hub  to  a  wheel,  for  they  form  the  center 
around  which  all  things  revolve.  Ideas 
begin  great  enterprises,  and  the  workers 
of  all  lands  do  their  bidding.  Ideas  gov- 
ern the  governors,  rule  the  rulers,  and 
manage  the  managers  of  all  nations  and 
industries  Ideas  are  the  motive  power 
which  turns  the  tireless  wheels  of  toih 
Ideas  raise  the  plow-boy  to  president,  and 
constitute  the  primal  element  of  the  suc- 
cess of  men  and  nations.  Ideas  form  the 
fire  that  lights  the  torch  of  progress, 
leading  on  the  centuries.  Ideas  are  the 
keys  which  open  the  storehouses  of  pos- 
sibility. Ideas  are  the  passports  to  the 
realms  of  great  achievement.  Ideas  are 
the  touch-buttons  which  connect  the  cur- 
rent of  energy  with  the  wheels  of  his- 
tory. Ideas  determine  the  bounds,  break 
the  limits,  move  on  the  goal,  and  waken 
latent  capacity  to  successive  sunrises  o£ 
better  days. 

Drilling  Hard  Steel. 

To  drill  a  hard  piece  of  steel  without 
having  clearance  wear  off  the  lip  of  the 
drill,  which  necessitates  repeated  grind- 
ings.  hold  the  drill  firmly  in  a  vice  and 
with  a  light  hammer  strike  the  face  or 
cutting  edge  at  the  outer  corners,  raising 
a  light  burr.  This  makes  the  drill  cut 
enough  over  size  for  easy  clearance,  and 
it  is  surprising  how  much  wear  it  stands. 
It  is  much  better  than  grinding  off  center, 
and  is  especially  handy  in  drilling  small 
dies. 


Glue  for  Leather  Belts. 

Take  common  glue  and  isinglass  equal 
parts ;  place  them  in  a  glucpot.  cover  with 
water,  let  soak  10  hours,  bring  to  a  boil- 
ing heat,  add  pure  taimin  to  make  to  con- 
sistency of  the  white  of  an  egg.  -Apply 
warm ;  have  surfaces  clean  and  dry ; 
clamp  joint  firmly,  and  let  dry. 


432 


RAILWAY   AND   LOCOMOTIVE   ENGINEERING. 


December,  1914. 


General  Correspondence 


MR.   WALTER   V.   TURNER, 
Assistant    Manager    Westinghouse    Air 

Brake   Compny,  New   York. 
co.m.mtnts  enthusiastically  ux  our  .mr 

br.-\ke  departiient. 
Editor  : 

I  have  read  your  article  in  the  Air 
Brake  Department  of  Railway  and  Lo- 
comotive Engineering  for  November, 
with  a  great  deal  of  interest  and  apprecia- 
tion. 

It  is  sucli  articles  as  this  tliat  are  lead- 
ing us  away  from  the  consideration  of 
ports  and  passages  as  being  the  funda- 
mental requirements  in  realizing  the 
benefits  of  an  air  brake  to  those  of  prin- 
ciples and  conditions,  which,  in  my  judg- 
ment, are  the  essentials,  since  the  ports 
and  passages,  proportions,  etc.,  are  pre- 
determined and  fi.\ed  by  man,  while  the 
principles  which  underlie  the  results  ob- 
tained are,  by  means  of  the  laws  formu- 
lated from  them,  the  basis  from  which 
these  are  designed  and  constructed, 
while  the  conditions  are  so  many  and  so 
variable  and  their  influence  so  great  upon 
the  results  obtained  from  a  brake,  that  a 
study  of  these  and  the  mechanism  and 
manipulation  required  to  contend  with 
them  is  indeed  a  broad  and  profitable 
study. 

I  do  not  want  to  be  understood  as  I)e- 
litthng  in  the  slightest  degree  the  value 
of  a  knowledge  of  the  air  brake  ap- 
paratus itself,  but  contend  that  this  can 
be  of  very  little  value  without  a  knowl- 
edge of  the  principles  underlying  the 
performance  of  an  air  brake ;  that  is  to 
say,  the  performance  with  regard  to  dis- 
sipating the  energy  of  moving  vehicles, 
or  of  the  many  varying  conditions  inider 
which  the  brake  operates,  which  ob- 
viously have  a  vast  influence  upon  the  re- 
sult. 

I  would  like  to  make  thi>  iioint  to  ynii, 
which,  perhaps,  you  may  some  lime  in 
your  future  articles  elaborate  upon. 
namely,  that  some  of  the  rcstflts  obtained 
from  an  air  brake  arc  desired  tn  lie  uni- 
form, that  is  to  say,  in  service  it  is  desir- 
able to  control  the  train,  Xc  cnnirol  it 
uniformly,  smoothly,  accurately  and  in 
the  minimum  time  consistent  with  the 
realization  of  the  other  things  iiuTitioned. 
In  emergency  it  is  desired  to  control  the 
train  without  shock,  and  to  stop  it  in  the 
shortest  possible  distance  consistent  with 
the  avoidance  of  damaging  shock.  ()b- 
vii'Usly,  if  it  were  possible  to  provide  for 
all  these  things  in  any  design  of  brake, 
inr  (  ven  one  condition,  the  brake  would 
alv. :!ys  perform  in  the  same  way  and  .;ive 


the  same  result  if  there  were  no  changes 
in  condition.  However,  it  is  possible  to 
<lesign  the  brake  only  to  perform  in  a  cer- 
tain way  and  with  only  a  compromise 
with  regard  to  performing  as  desired  un- 
der the  many  conditions,  but  whatever 
this  operation  or  operating  performance 
of  the  brake  may  be.  it  is  fi.Ked ;  while  the 
conditions  are  not  fixed,  and  therefore,  if 
the  brake  is  manipulated  without  making 
due  and  proper  allowance  for  the  effect 
of  the  varying  conditions,  the  result  may 
be   far   fnmi   what   is   desired.     Thus,   the 


in  which  -this  takes  place,  for  any  given 
manipulation,  measured  either  by  the 
quality  or  the  quantity  of  it ; 

(3)  The  effect  of  change  in  any  con- 
dition of  the  apparatus,  such  as  volumes, 
wdiich  includes  change  of  piston  travel, 
etc.,  or  change  in  train  conditions  such  as 
make  up,  speed  or  profile  of  road,  may 
have  on  the  operation  of  the  brake,  and 

(4)  The  understanding  of  the  con- 
struction of  the  apparatus,  which,  of 
course,  includes  the  ports  and  passages 
involving    the    manner   in   which    the   air 


SUCTION    \IK\V,   NEW   LOCOMOTIVE   VALNE   GEAR. 


only  hope  for  obtaining  the  desired  re- 
sults from  the  operation  or  performance 
of  the  brake  is  to  vary  its  manipulation 
in  the  manner  necessary  to  obtain  the  de- 
sired result,  in  spite  of  the  adverse  ten- 
dency of  conditions.  This  can  be  done  to 
a  remarkable  degree  if  the  tendency  and 
effect  of  the  conditions  on  the  brake  arc 
understi'od,  and  when  this  is  ibme,  not 
only  can  much  loss  be  avoided  but  the 
earning  i)ower  of  rolling  stock  greatly  in- 
creased. If  I  were  asked  to  state  the  or- 
lier  in  which  the  brake  should  be  under- 
stood I  would  lay  the  most  importance 
to — 

(1)  The  principles  underlying  the  con- 
struction of  and  governing  the  operation 
of  the  air  brake; 

(2)  The  pressure  obtained  in  the 
brake  cylinder  or  individual  cars,  and  in 
different   parts  of  the  train  and  the  time 


passes  from  one  place  to  another   in  the 
equipment. 

You  will  see  that  these  considerations 
furnish  quite  a  text,  the  elaboration  of 
v.hich  will  not  only  be  of  great  assistance 
to  many  in  realizing  the  vast  importance 
"f  the  air  brake,  but  would  also  be  of 
Kreal  value  in  the  attainment  of  desired 
results. 

Once  more  I  thank  you  for  the  kind  of 
articles  you  have  been  writing,  particu- 
larly for  that  kind  published  in  the  No- 
vember issue  of  Railway  a.md  Locomo- 
tive Engineering,  and  trust  that  you  will 
l'>ng  continue  to  present  this  means  of 
instruction  to  railroad  men  in  the  ad- 
Uiiralilc  manner  that  you  have  done  in 
the  past. 

Walter  V.  Turner. 
Assistant    Manager    Westinghouse 
Air  Brake  Company 
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New  Locomotive  Valve  Gear. 
Editor  : 

Knowing  you  to  be  among  the  leading  liv- 
ing authorities  on  the  locomotive,  I  send 
you  a  drawing  of  a  locomotive  valve  mo- 
tion which  I  have  desigend.  Referring  to 
the  drawing,  it  will  be  noted  that  it  is  a 
shifting  link  motion,  in  what  I  believe  to  be 
an  improved  form,  enabling  it  to  be  read- 
ily applied  to  the  largest  kind  of  locomo- 
tive. The  eccentric  adjustment  is  made 
by  moving  the  discs  relative  to  each  other 
at  the  surfaces  "a"  before  the  bolts  "b" 
are  put  in  place.  As  to  the  use  of  spiral 
and  spur  gears,  their  use  in  automobiles, 
I  am  sure,  demonstrates  the  fact  that  they 
would  be  as  reliable  as  could  be  desired 
for  the  purpose.  It  has  always  seemed 
to  me  that  the  valve  gearings  on  locomo- 


not  confer  upon  us  the  power  of  aiding 
general  prosperity  or  of  introducing  new 
economic  policies  through  railroad  rates." 
These  things  are  true,  but  it  is  also  true 
that  the  Interstate  Commerce  Commis- 
sion possesses  absolutely  arbitrary  power 
to  accept  an  unsound  and  foolish  argu- 
ment against  rate  increase  and  to  reject 
a  logical  argument  in  favor  of  it.  The 
commission,  if  it  is  absolutely  wrong  in 
its  decision,  does  not  even  have  to  apol- 
ogize for  its  error.  One  of  the  first  prin- 
ciples of  law  is  that  laws  must  be  reason- 
ably construed.  Framers  of  the  law  did 
not  specifically  charge  the  Interstate 
Commerce  Commission  with  promotion 
of  general  prosperity,  but  every  citizen 
of  the  L^nited  States,  man,  woman  or 
child,  every  public  official,  executive,  leg- 
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tives  are  too  complex,  and  this  is  an  ef- 
fort to  simplify  the  motion. 
Minneapolis,  Minn.         C.  W.  Brewer. 


Railroad  Rates. 

Editor  : 

It  will  be  remembered  that  the  Inter- 
state Commerce  Commission  in  a  decision 
of  the  eastern  rate  case  stated  that  no 
showing  had  been  made  warranting  a 
general  increise  in  trunk  line  rates,  and 
suggested  to  all  carriers  involved  methods 
by  which  net  income  might  be  increased 
without  a  general  rate  increase.  Explain- 
ing its  failure  to  grant  the  increase  in 
rates  asked,  though  it  found  the  railroad 
income  to  be  inadequate,  the  commission 
said  that  the  law  "casts  upon  the  carriers 
the  burden  of  proof,  requiring  them  af- 
firmatively to  show  the  reasonableness  of 
increased    rates''   and   that    "the   law   did 


islativc  or  judicial,  is  by  all  rules  of 
common  sense  morally  obligated  to  do 
that  which  lies  within  his  power  to  aid 
and  preserve  the  prosperity  of  this  coun- 
try The  Interstate  Connncrce  Commis- 
sion has  found  the  income  of  the  eastern 
railroads  to  be  smaller  than  the  public 
interest  demands.  Being  the  only  au- 
thority to  which  the  railroads  can  appeal 
for  higher  compensation,  why  should  it 
not  grant  such  rates  as  the  public  inter- 
est demands? 

.\s  to  methods  by  which  the  railroads 
may  increase  their  net  income  other  than 
by  a  general  rate  increase  suggested  in 
the  decision  of  July,  many  of  the  rail- 
roads proceeded  with  all  possible  dis- 
patch, doing  all  that  brains  and  flesh  and 
blood,  pen  and  ink  and  printing  presses 
could  do,  to  take  advantage  of  them.  One 
large    system    added   30   new   clerks   and 


working  nights  and  Sundays  required 
over  30  days  to  revise  and  reprint  its 
tariffs.  It  was  found  that  owing  to  the 
Supreme  Court  decision  in  the  "tap  line"  . 
case  many  of  the  Interstate  Commerce 
Commission's  suggestions  with  reference 
to  increasing  revenues  by  charging  for 
what  it  conceived  to  be  free  service 
wrongfully  granted  could  not  be  carried 
out  and  other  constituted  authorities  such 
as  state  laws  so  conflicted  as  to  prevent 
railroads  from  getting  the  benefits  sug- 
gested. At  the  very  outside,  it  appears, 
considerably  less  than  one-fifth  of  the  re- 
lief originally  prayed  for,  and  in  some 
instances  not  more  than  one-tenth  of 
such  relief  can  be  got  by  the  trunk  lines 
from  following  the  suggestions  of  the 
commission. 

There  we  have  the  humiliating  spec- 
tacle of  a  Federal  Commission  of  the  first 
magnitude  living  and  moving  and  having 
its  pernicious  and  paralyzing  being  in  a 
cloud  of  ignorance,  not  only  of  the  or- 
ganic laws  under  which  it  blindly  acts, 
but  of  Supreme  Court  decisions  on  the 
work  in  which  the  commission  is  sup- 
posed to  be  engaged  and  in  regard  to 
which  it  could  be  readily  informed. 
While  this  may  not  be  criminal  in  intent, 
it  is  criminal  in  action.  The  commission 
is  worse  than  useless.  Its  suggestions 
are  misleading.  Its  decisions  are  unjust. 
Its  incapacity  is  so  transparent  that  it  is 
not  worth  while  discussing  methods  of 
amending  it.  It  should  be  abolished  al- 
together. W.    RiCH.VRDSON. 

Bridgeport,   Conn. 


Wood's    Corrugated    Boiler. 
Editor  : 

A  close  reader  of  your  paper,  I  perused 
with  interest  on  page  403  of  the  Novem- 
ber issue  your  article  in  which  you  so 
well  describe  the  merits  of  Wm.  H. 
Wood's  improvements  in  locomotive  boil- 
ers, which  last  have  my  hearty  approval. 
You  omitted  to  mention  that  in  a  con- 
struction like  his,  'he  permanent  set,  so 
troublesome  with  flat  plates,  is  entirely 
done  away  with  by  the  flexibility  of  Mr. 
Wood's  design.  .Mso  there  is  no  doubt 
about  flexibility  adding  strength,  there- 
fore greater  staybolt  area  can  be  used  in 
accordance  with  the  United  States  marine 
laws,  and  less  stays  arc  required.  There 
y.  u  have  a  splendid  argument  in  favor  of 
this  invention  being  used  as  a  standard  in 
all  locomotive  boilers,  for  it  has  been  es- 
tablished as  next  to  impossible  to  eradi- 
cate the  trouble  with  stays  in  firebox  con- 
struction  as   at   present  used. 

There  seems  to  have  been  a  curious 
twist  in  many  minds  for  several  years 
past,  which  demanded  that  the  bolts  be 
given  flexibility  in  order  tn  overcome  this 
permanent  set,  but  it  is  a  pleasure  tn  see 
that  at  last  the  kink  is  slowly  straighten- 
ing itself  out,  and  the  flexibility  is  found 
to  be  needed  in  the  plates  themselves  to 
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t-nabk-  them,  as  you  miijlU  say.  to  adjust 
tlumstlves  automatically  U>  tin-  expansion 
and  contraction. 

.ll  is  to  be  hoped  that  these  few  words 
may  start  the  thoughts  of  others  in  a 
new  trend,  so  that  the  true  nature  of 
Wood's  improvements  may  be  clearly 
perceived  and  wasteful  an<l  needless  ex- 
penses on  all  railroads  be  prevented. 
J'liiladclfhia,  Pa.  ]■  B.  Freem.n.v. 

Remedying  Air  Pump  Failure. 

Editor  : 

.Almost  all  of  the  means  and  methods 
.and  new  devices  appearing  in  your  Cor- 
respondence department  are  of  mucli 
value,  and  shows  that  yon  are  in  constant 
^.-orrespondence  with  the  men  wh.)  are  un 
the  job.  .\s  for  your  other  departments, 
especially     the     Air      P.rake     Deparlmeiit. 


alterations  it  would  be  necessary  to  place 
a  defect  card  on  the  car  with  the  disman- 
tled   triiJle    valve. 

Trusting  this  may  be  of  assistance  to 
some  railroad  man  cau.ybt  in  this  way,  as 
I    have  been,   I   am, 

(ii-.o.   llrKrnr. 
Louisville  S;   Xash\ille   K.  R. 
.  Iiiniiloii,  Ala. 
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Lay-Out    and     Drilling     Templets    for 

Valve  Stems  and  Valve   Rod 

Stem  Sockets. 

]:iv  F.  W.   Rentlkv,  Jk. 

The    laying    out   and    drilling    of    valve 

stem  and  valve  rod  socket  key  slots  is  a 

piece  of  work  on  which  not  a  little  care 

must  be  exercised.     Through  observation 

,.f   a   considerable   am.mnt    of   this    work, 

llu-   writer   lia-   -cen   a   great   deal   nf   sue- 


5J^ 


r£ 


O         ! 

O     ' 


they  are  text  books  that  are  locked  upon 
as  the  last  word  in  the  mechanical  de- 
partment of  railways. 

Referring  to  air  pump  failures  which 
are  lialile  to  happen  on  the  latest  and  best 
upiipments,  the  following  plan  I  think  is 
worthy  of  consideration  in  order  1<j  pre- 
vent an  engine  or  pumi)  failure  <lue  to  a 
broken  inlet  or  discharge  valve  on  the 
We.stinghouse  Air  BraKc  Company's  9'^ 
inch    pump. 

I"irst  dismantle  type  11.  or  K.  triple 
valve  Remove  emergency  check  v.ilve 
from  the  same,  and  substitute  same  '  r 
broken  valve,  care  Vicing  taken  to  pi... . 
the  check  valve  in  top  cage  as  it  is  t' .. 
long  to  go  in  the  lower  cage,  but  as  all 
valves  are  interchangeable  that  part  i- 
<'avy  to  overcome.  With  tlie  pump  iii 
this  condition  yr.u  cannot  tell  which  end 
<  1   the  pump  is  crippled. 

(J!    course    under    the>e   con.liiions    and 


cess  and  excellent  results  obtaineil  with 
the  drill  jig  templets  illustrated  by  the 
enclosed   .sketches  and   photogra|ihs. 

big.  No.  1  is  descriptive  of  the  lemiilet 
used  in  drilling  the  valve  stem  key  slot. 
With  the  length  of  the  stem  resting  on 
two  similar  V  blocks,  and  the  to])  of  the 
yoke  scpiared  horizontally  with  the  bed 
o(  the  press,  jig  Xo.  1  is  driseii  on  the  fit 
of  the  stem  and  squared  by  one  of  the 
Mat  side  faces  with  the  bed  of  tlie  jiress 
also,  .\fter  the  set  screw  has  been  tight- 
ened, a  5/U)-inch  drill  is  run  down 
thr..ngh  each  hole  of  the  templet  and.  of 
course,  through  the  end  of  the  stem.  'I'lie 
lig  can  then  be  drawn  back  half  a  hole 
■  Old  the  drdi  again  rmi  down  through 
ilie  ti-mplet  to  break  down  the  bridges  of 
ibr  hole  in  the  stem.  It  will  be  noticed 
that  a  portion  of  the  forward  end  of  the 
ig  has  been  planed  away.  This  enables 
;be  operator  of  the  machine  or  drill  press 


KIi;.    1.      1)I-:|-.\II.S    OF    V.M.VE    STEM   KEY 
SI.OT  TE.MIT.ET. 
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to  sec  when  the  fillet  of  the  jig  is  shoved 
or  tapped  up  and  rests  against  the  fillet 
of  the   stem. 

Fig.  2  is  thai  of  the  socket  templet,  and 


FIG.    2.      DET.MI.S   OF    SOCKET   TEMPLET. 

when  placed  and  tightened  in  this  ar- 
rangement the  holes  are  drilled  for  tlie 
key  slot  in  it,  and  in  much  the  same  man- 
ner  as   those  in   tlie   stem.     However,   as 


much  care  need  not  be  exercised  in  get- 
ting it  square,  as  the  blacksmith  attends 
to  that  when  welding  the  socket  end  to 
the  rest  of  the  valve  rod.  If  the  stem 
hole  in  the  socket  is  perfect  for  the  fit  of 
the  stem  it  will  be  found  that  the  slot 
holes  in  both  jigs  are  so  arranged  that 
the  3/32-inch  draw  of  the  key  has  been 
provided  for.  The  drift  pin  hole  will 
also  be  at  a  point  where  the  head  of  the 
stem  covers  only  half  the  hole  when 
driven  into  the  socket.  The  jig  can  then 
he  pulled  back  half  a  hole  to  drill  out 
the  bridges  as  same  as  with  jig  No.  1. 

The  devices  are  so  simply  used  and  ap- 
plied that  if  the  valve  stems  and  sockets 
have  been  properly  and  carefully  ma- 
chined, any  ordinary  drill  press  hand  can 
set  the  arrangements  up  and  execute  the 
operations  of  key  slot  drilling  very  rap- 
idly and  accurately,  as  the  jigs  them- 
selves take  care  of  the  points  generally 
worked  for  very  studiously  in  the  proc- 
esses of  laying  out,  but  which  is  by  the 
above  entirely  unnecessary  and  elim- 
inated. 


MR.  C.  K.  FREEMAN, 
Secretary    of    the    Armspear    Manufac- 
turing Company,   New  York. 
Comments   Critically   on   the 
Development  of  Signals. 

In  the  article  entitled  "Development  nf 
Signals,"  which  appears  in  your  Xoveni- 
l)er  issue,  I  note  the  statement  by  Mr. 
Balliet  that  the  long  time  burner  was  in- 
vented by  one  Dodson,  of  Scranton. 
While  true  that  Mr.  Dodson  did  invent 
certain  forms  of  long  time  burners,  the 
use  of  a  continuously  burning  signal  light, 
day  and  night  was  in  effect  some  years 
previous  by  the  Lighthouse  service  at  lo- 
cations which  were  difficult  to  reach  in 
stormy  weather,  although  it  was  always 
the  practice  to  clean  and  examine  such 
beacons  daily  when  possible. 

Still  earlier  forms  of  small  round  wick 
l)urncrs  are  to  be  found  in  old  hack  lamps 
and  in  the  alcohol  lamps,  such  as  are  used 
in  laboratories,  jewelers'  shops,  etc. 

As  to  the  statement  in  closing  para- 
graph of  Mr.  Balliet's  remarks  that  the 
Inug  time  burner  is  superior  to  any  "flat 
wick  arrangement  known,"  this  would  de- 
pend upon  the  point  of  view  inasmuch  as 
flat  wick  burners  will  produce  light  of 
higher  intensity  and  a  liroader  beam 
through  a  signal  lamp  lens. 

C.  K.  Freeman,  Sec'y., 
.\rmspcar  Mfi;.  Company. 

Wic  York.  X.  v. 


Belt  Clamp. 
By  R.  S.  Booth,  Hickhrv,  N.  C. 
One  of  the  most  neglccte<i  parts  of  the 
mechanical  appliances  used  in  railroad 
repair  shops  is  the  belting.  Most  of  the 
shops  are  equipped  with  a  good  grade  of 
belting  and  after  applying  to  the  pulleys 


it  is  usually  left  to  lake  care  of  itself 
until  it  breaks. 

Enclosed  is  a  sketch  of  a  bell  clamp 
that  we  have  in  use  at  the  shops  here, 
and  we  find  it  to  be  a  very  useful  and 
efficient  tool.  When  the  lacing  of  a  belt 
shows  signs  of  breaking  the  clamp  can  be 
readily  applied  and  the  belt  relaxed  in 
place  in  a  few  minutes.  As  is  well 
known,  all  belts  slacken  with  a  greater 
or  lesser  degree  of  rapidity,  and  it  is 
usual  to  put  off  till  tomorrow,  and  to- 
morrow never  comes.  Then  follows  dis- 
aster. With  the  application  of  this  clamp 
the  belt  may  be  stretched  to  the  proper 
degree  of  lautness,  and  rclaced  in  posi- 
tion. 

The  drawing  is  self-explanatory.  It 
will  be  noted  that  the  clamp  at  the  lower 
end  of  the  drawing  is  rigid  and  when  one 


m=- 


jH 


BELT  CL.V.MP. 

end  of  the  belt  is  passed  through  this 
clamp  the  .screws  are  tightened  and  the 
end  securely  held  in  place.  The  other 
clamp  is  readily  swung  out  of  place  and 
the  other  end  of  the  belt  placed  in  posi- 
tion. An  application  of  the  long  screw 
readily  draw*  up  the  slack  of  the  belt 
when  the  overlapping  may  be  rclaced. 
The  scale  of  inches  marked  on  the  two 
clamps  is  fiir  the  purpose  of  keeping  the 
two  ends  of  the  belt  square  to  each  other, 
which  may  be  exactly  done  by  noting 
that  the  two  ends  of  the  bell  are  parallel 
on  the  scale. 

We  find  this  clamp  very  handy,  and 
also  an  incentive  to  keep  belts  in  proper 
repair,  as  it  is  so  easy  of  application  at 
tile  first  sign  of  weakening  in  the  belt. 
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Importance  of  Coal  Economy 


By    ANGUS    SINCLAIR.   D.E. 


Second   Article. 
Combustion  in  Locomotive  Fire-boxes. 

LIGUTINX   THE    FIRE. 

Let  US  investigate  the  chemical  proc- 
esses that  arc  involved  in  starting  the  fire 
in  a  locomotive  firebox  and  in  the  com- 
bustion of  coal  when  the  engine  is  at 
work. 

Having  thrown  a  quantity  of  wood 
over  the  grates,  we  strike  a  match,  with 
its  flame  ignite  some  grea.'iy  waste,  and 
scattering  and  burning  waste  over  the 
wood,  set  fire  to  the  hitter.  The  phos- 
phorus on  the  end  of  the  match  com- 
bines with  oxygen  at  a  low  temperature, 
and  we  rub  the  match  to  raise  the  phos- 
phorus to  the  igniting  point,  by  way  of 
friction.  The  phosphorus  flame  raises  the 
sulphur  to  the  point  at  which  the  element 
combines  with  oxygen  or  burns,  and  the 
heat  evolved  is  sufficient  to  set  the  hydro- 
carbon gas  in  tlie  wood  free,  which  in  its 
turn  combines  with  oxygen  at  the  high 
temperature  to  which  it  has  been  raised 
and  keeps  the  carbon  or  solid  part  of  the 
match  at  the  high  temperature  rec|uisite 
for  combustion.  The  flame  of  the  match 
would  not  be  sufticient  to  raise  a  large 
piece  of  firewood  to  the  igniting  tempera- 
ture, because  the  extended  surface  would 
carry  of?  the  heat  as  fast  as  it  was  gen- 
erated, without  raising  one  point  to  the 
temperature  of  ignition;  so  cotton  w.Tste 
saturated  with  oil,  which  consists  prin- 
cipally of  volatile  hydro-carbons,  is  cm- 
ployed.  The  waste  being  in  a  stale  of 
fine  subdivision,  permits  the  flame  to 
communicate  it  to  small  particles  which 
readily  ignite  and  spread  the  fire  through 
the  mass.  This  being  thrown  on  the  wood 
in  the  firebox,  lies  burning  on  the  indi- 
vidual pieces,  and  raises  their  tempera- 
ture to  the  point  which  caused  the  ele- 
ments of  the  match   to   burn. 

A  quantity  of  wood  is  needed  to  start 
the  coal  burning,  for  the  same  reason  that 
(.Teased  waste  was  required  to  ignite  the 
v.norl.  The  parts  of  coal  are  not  so  finely 
subdivided  as  the  wood,  and  burning 
waste  put  upon  the  pieces  w.iild  not  raise 
the  temperature  sufficiently  high  to  start 
combustion. 

COMni.N'I  NC    I'ROI'OKTIi   ■.  .S. 

When  a  compound  is  fori,  d  by  the 
chemical  union  of  two  or  mor  elements, 
the  combination  takes  place  a<  ^  rding  to 
certain  definite  and  invariabb  propor- 
tions, presumably  determined  Iv  the 
atomic  weight  of  the  elements.  !  iure  is 
good  reason  to  believe  that  each  1  nun- 
tary  substance  is  composed  of  a  n /;lt:tncle 
of  exceedingly  minute  particles  of  :  :is 
Were    it    possilile    to    reach    the    td':,;   •• 


Iioint  of  subdivision,  the  atoms  belonging 
to  each  substance  would  be  found  of 
equal  weight.  According  to  the  atomic 
theory  of  the  matter,  hydrogen,  which  is 
the  lightest  element  in  nature,  weighs  1 
in  proportion  to  16  for  oxygen,  12  for 
carbon,  56  for  iron,  63  for  copper,  and  so 
on.  The  elements  always  combine  in 
these,  or  in  multiples  of  these  proportions 
to  form  compounds. 

COMBUSTION   OF    HYDROGEN. 

When  our  fire  began  to  burn,  2  parts 
by  weight  of  hydrogen  belonging  to  the 
hydro-carbons  being  expelled  from  the 
wood  or  coal,  combined  with  16  parts  by 
weight  (1  to  8)  of  oxygen  from  the  air  to 
form  water,  the  process  evolving  intense 
heat.  The  water,  which  goes  out  from 
the  flame  in  the  form  of  steam,  is  the 
only  tangible  product  of  the  combustion 
of  hydrogen,  and  its  weight  equals  the 
combined  weight  of  the  hydrogen  and 
oxygen  that  entered  into  union.  The 
presence  of  water  as  a  product  of  com- 
bustion can  be  perceived  when  a  lamp  is 
newly  lighted  as  the  steam  condenses  on 
the  cold  chimney,  and  it  can  be  seen  run- 
ning in  drops  out  of  the  joints  round  the 
smokebox  door  when  a  locomotive  is  first 
fired  up.  the  cold  iron  having  condensed 
the  steam. 

CO.MBUSTION    OF    C.-\RB0NS. 

The  carlion  belonging  to  tlie  hydro 
carbon  gas,  and  that  composing  the  solid 
part  of  the  coal,  unites  with  the  oxygen 
of  the  air  to  form  two  compounds.  If 
there  is  a  free  and  fidl  supply  of  oxygen. 
12  parts  by  weight  or  one  atom  of  the 
carbon  unites  with  32  parts  by  weight,  or 
two  atoms  of  o.xygen,  forming  carbon 
dioxide,  usually  called  carbonic  acid ;  but 
if  the  supply  of  air  is  so  limited  that  the 
hot  carbon  cannot  get  hold  of  two  atoms 
of  oxygen,  it  combines  with  one  atom, 
forming  carbonic   oxide. 

When  tlie  carbon  is  raised  to  tlie  tem- 
perature of  ignition,  the  atoms  appear  to 
whirl  around  in  search  each  of  two  part- 
ners of  oxygen,  and  if  the  atom  finds  its 
two  wives  it  marches  through  the  tubes, 
giving  out  the  maximum  heating  power. 
When  the  supply  of  air  is  so  restricted 
that  each  atom  cannot  get  two  partners, 
they  seize  on  one  and  pass  onward,  very 
weak.  If  the  supply  is  not  sufficient  to 
give  one  oxygen  partner  to  each  of  the 
carbon  atoms,  those  that  can  get  partners 
take  them,  and  remainder  of  the  atoms 
pass  over  as  crude  gas  tliat  gives  forth  no 
heat  except  what  has  been  stolen  from 
the  gases  that  entered  into  chemical 
i!nion. 

In  the  combustion  of  hydrogen  there  is 


no  second  choice  of  union.  If  the  oxygen 
supplied  is  insuflicient  to  form  the  com- 
bination that  produces  water,  part  of  the 
hydrogen  unites  with  its  full  quota  of 
oxygen  and  the  remainder  passes  off  un- 
consumed. 

COAL   G.\SES. 

Coal  contains  small  quantities  of  other 
substances  besides  carbon  and  hydrogen 
that  produce  heat,  but  in  considering  the 
value  of  fuel  the  engineer  is  interested 
only  in  the  heat  obtained  from  carbon 
and  hydrogen.  When  ordinary  bitumin- 
ous coal  is  subjected  to  heat  a  rather 
complex  array  of  volatile  constituents  are 
driven  oft'  in  the  form  of  gas.  It  is  very 
important  that  the  elements  forming  the 
gas  should  receive  sufficient  o.xygen  to 
satisfy  their  affinities  and  prevent  them 
from  passing  away  unconsumed.  Among 
the  gases  to  be  consumed  are  hydrogen, 
carburetted  hydrogen,  bi-carburetted  hy- 
drogen, carbonic  oxide  and  small  quanti- 
ties of  other  elements.  The  greater  part 
of  the  gas  is  generally  composed  of  car- 
buretted hydrogen,  and  if  means  be  taken 
to  supply  it  with  sufficient  oxygen  while 
maintaining  the  temperature  above  the 
igniting  point  of  hydrogen,  there  will  be 
very  little  heat  wasted.  But,  unfortunate- 
ly, the  dual  conditions  of  supplying  suf- 
ficient air  to  the  top  of  fire,  where  the 
vohilile  gases  must  be  consumed,  and 
maintaining  an  igniting  temperature,  are 
seldom  complied  with,  and  the  greater  part 
of  the  carburetted  hydrogen  passes  away 
unconsumed.  Under  these  circumstances 
the  volatile  gases  in  coal  are  an  actual 
loss,  for  heat  has  to  be  taken  from  the 
solid  carbon  to  gasify  them.  Where  a 
road  finds  it  as  cheap  to  burn  coke  as  it 
is  to  burn  bituminous  coal,  it  may  be  con- 
cluded that  the  fireboxes  are  so  badly 
adapted  to  the  burning  of  soft  coal  that 
the  gases  are  wasted. 

THE    U.NIT   OF    HEAT. 

To  estimate  intelligently  the  value  of 
different  fuels,  and  for  the  purpose  of 
measuring  various  heat  operations,  a 
thermal  or  heat  unit  has  been  established. 
The  heat  unit  recognized  by  engineers 
and  scientists  of  Ainerica  is  the  amount 
of  heat  required  to  raise  the  temperature 
of  one  pound  of  water  one  degree  32 
I'ahrenheil. 

HE.NT    I.TI)ER.\TEl)    IN    COMBUSTION. 

The  ojierations  of  combustion  repre- 
sentee! by  hydrogen  combining  with 
oxygen  to  form  water,  carbon  combining 
with  oxygen  to  form  carbonic  acid  and  to 
form  carlionic  oxide  have  all  very  dif- 
ferent thermal  values,  and  the  unit  of 
heat   enables   us  to  calculate  them  so  as 
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to  be  easily  understood.  Carefully  con- 
ducted laboratory  experiments  have  dem- 
onstrated that  one  pound  of  gaseous  hy- 
drogen, on  entering  into  combustion  with 
eight  pounds  of  o.xygen,  generates  a 
quantity  of  heat  equal  to  about  62,000 
units.  One  pound  of  solid  carbon  com- 
bining with  oxygen  to  form  carbonic  acid 
generates  about  14,500  heat  units.  One 
pound  of  solid  carbon  combining  with 
oxygen  to  form  carbonic  oxide  generates 
about  4.500  units  of  heat.  The  difference 
between  the  heat  obtained  from  carbonic 
acid  and  carbonic  oxide,  it  will  be  ob- 
served, is  very  great.  As  careless  firing 
is  often  the  cause  of  large  quantities  of 
the  gases  evolved  from  the  coal  being 
carried  through  the  tubes  in  the  form  of 
carbonic  oxide,  some  conception  of  the 
loss  entailed  can  easily  .be  formed.  Car- 
bonic acid,  with  its  14,500  heat  units,  rep- 
resents precisely  the  same  quantity  of 
coal  as  carbonic  oxide,  generating  only 
4,500  heat  units.  The  only  difference  is 
in  the  quantity  of  oxygen  taken  up.  Car- 
bonic oxide  may  be  formed  in  the  burn- 
ing coal  for  want  of  sufficient  air,  and 
yet  be  made  to  perform  its  proper  share 
of  heating  if  means  are  taken  to  supply 
it  with  oxygen  before  it  enters  the  tubes. 
In  that  case  it  will  take  up  enough  oxy- 
gen to  form  carbonic  acid. 

One  pound  of  carburetted  hydrogen, 
when  properly  consumed,  generates  about 
27,000  heat  units.  Oxygen  combines  with 
the  hydrogen  of  the  compound  to  form 
water,  and  with  the  gaseous  carbon  to 
form  carbonic  acid. 

WH.\T    L.\B0R.\T0RY    EXPERIMENTS    TE.\CH. 

These  particulars  represent  laboratory 
measurements  of  the  total  heat  belonging 
to  the  various  gases,  and  the  figures  are 
far  higher  than  the  quantity  of  over- 
utilized  in  furnace  of  firebox  combustion, 
but  they  represent  accurately  the  relative 
value  of  the  different  products  of  com- 
bustion. While  the  conditions  under 
which  fuel  is  consumed  in  a  locomotive 
firebox  are  such  that  considerable  waste 
of  heat  is  unavoidable,  an  estimate  ac- 
quaintance with  the  thermal  value  of  the 
various  coal  products,  and  of  the  opera- 
tions attending  combustion,  ought  to 
guide  officers  in  charge  of  locomotives  to 
regulate  the  appliances  controlling  the 
consumption  of  coal,  so  that  the  loss  of 
heat  will  be  reduced  to  its  lowest  possible 
point. 

Practical  men  are  very  ready  to  under- 
value lal)o^a^ory  experiments  and  to  class 
them  all  as  fanciful  theories  unsuitable 
for  ordinary  work ;  but  the  master  me- 
chanics of  America,  who  are  guiding 
their  footsteps  in  the  light  of  these  so 
misrepresented  fanciful  experiments,  are 
the  men  who  are  running  their  locomo- 
tives at  the  lowest  cost  for  fuel.  The 
theories  of  combustion,  as  taught  in 
scientific  books,  are  based  on  facts  col- 
lected   by    patient    experimenters    trained 


by  long  years  of  diligent  labor  to  read 
nature's  revelations.  The  wise  man  ac- 
cepts the  truths  so  revealed  and  applies 
their  teaching  to  the  improvement  of  his 

work. 


Wedglok. 

Another  new  and  valuable  H<ldition  to 
the  mechanical  appliances  used  on  rail- 
road work  has  come  suddenly  into  favor, 
and  bids  fair  to  remain  a  favorite.  It 
consists  of  a  portable  one-man  drill  with 
powerful  automatic  ratchet  drilling  mech- 
anism, supported  by  a  crucible  steel 
frame  which  attaches  rigidly  to  the  ball 
and  flange  of  a  rail  by  means  of  a  wedge- 
locking  mechanism. 

The  chief  merit  of  the  device  is  its 
ready  application  to  the  rail  without  dis- 
tf.rbing  ballast  or  ties  or  overlapping  the 
rail.  The  locking  mechanism  consists  of 
four  chisel  points  in  threaded  engage- 
ment with  four  chisel  point  bases,  each 
having  a  5-degree  bevel  at  the  end  of  the 
base  suited  to  receive  the  point  of  a 
5-dcgrce  bevel  driving  wedge;  two  5-de- 
gree bevel  driving  wedges  in  a  horizontal 
position  as  related  to  the  chisel  points  and 


WEDGLOK  RATCHET  RIGIDLY  ATT.VCIIED 
TO   RAIL. 

bases  and  suited  to  engage  the  bevel  bases 
with  the  bevel  end  of  the  wedge — the 
other  end  of  the  driving  wedge  projects 
from  the  frame  and  is  suited  to  be  struck 
with  a  hammer.  The  blow  of  a  hammer 
causes  the  wedge  to  advance  between  the 
beveled  chisel  point  bases,  driving  the 
chisel  points  into  the  ball  and  flange  of  the 
rail.  The  drill  is  instantly  and  auto- 
matically centered  to  the  web  of  the  rail, 
and  is  absolutely  rigid.  The  feed  of  the 
drill  is  automatically  controlled,  and  is 
variably  adjusted  by  a  slight  movement 
of  the  controlling  lever.  The  feed  is  rapid 
until  the  full  cut  is  reached,  then  the  feed 
is  slower  until  cutting  thniugh  the  oppo- 
site side  of  the  rail  the  feed  is  thrown  off. 
thus  avoiding  the  tendency  to  gouge  and 
fracture  tlie  drill. 

The  apparatus  may  be  put  in  place  and 
work  begun  in  a  few  seconds,  and  may 
be  detached  almost  instantly.  It  does  not 
require  to  be  removed  when  trains  are 
passing  on  the  rails  where  the  drilling 
may  be  in  progress.  It  may  be  added 
that  the  saving  in  drills  alone  soon 
pays  for  the  price  of  the  wedge-locking 
ratchet.  In  the  matter  of  nicety  of  cen- 
tering,  a   guide  bearing   is  provided   that 


moves  forward  and  backward  with 
grooved  engagement  with  frame  main- 
taining alignment  of  drilling  mechanism 
entirely  avoiding  the  strain  of  the  ratchet 
lever  on  the  drill.  The  thrust  of  the 
mechanism  is  carried  by  a  pivot  bearing 
which  can  be  moved  forward  or  back- 
ward by  a  small  crank  in  the  rear  of  the 
drill,  thereby  providing  a  quick  means  of 
adjusting  the  drill  to  its  work. 

It  has  also  been  observed  that  in  the 
work  already  performed  the  holes  are 
smooth  and  perfectly  round,  qualities 
necessary  in  bonding  the  "Wedglok" 
bits,  being  short,  they  arc  made  very 
hard,  the  rigid  and  accurate  alignment 
and  the  automatic  friction  feed  referred 
to  furnishing  a  steady  automatically  regu- 
lated cut,  insuring  the  least  damage  to  the 
cutting  edge  of  the  bit. 


Timber  in  Damp  Places. 

The  surface  of  all  timber  exposed  to 
alternations  of  wetness  and  dryness  grad- 
ually wastes  away,  becoming  black.  This 
is  really  a  slow  combustion,  but  is  com- 
monly called  wet  rot;  the  most  dense  and 
resinous  woods  longest  resist  decomposi- 
tion. Density  and  resinousness  exclude 
water,  therefore  preservatives  should  in- 
crease those  qualities  in  the  timber. 
Pitch  or  dead  oil  possesses  advantages 
over  all  known  substances  for  the  protec- 
tion of  wood  against  changes  of  humidity. 
While  a  coating  of  coal-tar  promotes  the 
jireservation  of  dry  timber,  nothing  can 
more  rapidly  hasten  decay  than  such  a 
coating  upon  green  wood. 


Liquid  Chalk. 
A  very  handy  thing  to  have  on  the 
bench  where  there  is  much  work  to  lay 
out  on  castings  or  sheet-iron  is  a  solution 
made  of  chalk,  glue,  and  water.  Take  a 
pint  can  and  powder  enough  chalk  to  fill 
it  two-thirds  full;  then  fill  it  almost  full 
of  clean  hot  water  and  add  about  two 
tablespoonfuls  of  liquid  glue,  and  mix 
thoroughly  while  it  is  hot.  This  is  much 
more  handy  than  chalk,  as  you  can  put 
it  on  with  a  brush  the  same  as  paint.  It 
will  not  rub  off  in  handling,  and  gives  a 
nice  surface  to  work  on.  The  chalk  must 
be  powdered  very  fine,  or  it  will  be  rough 
when  dry. 


Traveling  Engineers'  Report. 

Secretary  Thompson  in  intimating  that 
ihe  .Annual  Report  of  the  Traveling  En- 
gineers' .Association  is  nearly  ready,  says : 

"The  different  Committee  Reports  and 
papers  were  never  anywhere  nearly  as 
well  discussed  as  they  were  this  year, 
and  the  discussion  on  any  one  of  the  sub- 
jects is  worth  more  to  anyone  in  the  loco- 
motive business  than  the  price  of  the 
book.  The  .Xir  Brake  subject  and  the 
lecture  on  Practical  Chemistry  of  Com- 
bustion  are  an  education   in  themselves." 
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4-6-0  Type  of  Locomotive  for  the  Carolina,  Clinchfield  ®  Ohio 


The  Carolina.  Clinchfield  &  Ohio  Rail- 
way traverses  a  mountainous  country, 
and  although  the  a\oidancc  of  steep 
grades  was  kept  constantly  in  view  during 
its  construction,  it  is  far  from  level. 
There  are  numerous  grades  averaging 
from  0.5  to  0.8  per  cent.,  the  ma.ximum 
for  a  comparatively  short  distance  being 
1.7  per  cent.;  while  one  of  the  hardest 
stretches  is  an  unbroken  grade  of  1.2 
per  cent.,  approximately  20  miles  in 
lengtli.  On  a  line  of  this  cliaracter,  pas- 
senger service  is  necessarily  worked  at 
moderate  speeds  over  the  greater  part  of 
the  distance ;  and  the  locomotives  em- 
ployed must  have  capacity  to  maintain  a 
high  draw-bar  pull  for  sustained  periods, 
rather  than  the  ability  to  run  at  unusually 
high  speeds.  This  requires  sufficient  start- 
ing tractive  force,  backed  by  ample 
boiler  power  to  maintain  full  steam  pres- 
sure when  working  with  a  relatively  Inng 
cui-i'ff  ;'t  ni."!:r-'t.-  stir,  d- 


uring  8.T"s  ins.  diameter  at  the  largest 
course.  It  is  designed  to  accommodate 
a  38-element  superheater  of  the  Schmidt 
type,  and  the  furnace  equipment  includes 
a  brick-arch,  steam-grate  shaker  and 
pneumatically  operated  fire-door ;  while 
the  design  is  so  worked  out  that  a  11  anna 
stoker  can  be  subsequently  applied  should 
such  equipment  be  found  necessary.  The 
constructiim  of  the  boiler  is  in  accord- 
ance with  the  regular  practice  of  the 
builders,  and  it  presents  no  unusual  fea- 
tures of  design.  The  front  end  is  ar- 
ranged in  accordance  with  the  Master 
Meclianics'  recommendations.  It  contains 
a  single  nozzle ;  and  the  stack  has  an  in- 
ternal extension,  and  measures  K'  ins.  in 
diameter   at  the  choke. 

The  cylinders  are  equipped  with  vacuum 
relief  valves,  Slieedy  by-pass  valves  and 
graphite  lubricators.  The  cylinder  and 
steam  chest  busliings  are  of  Ilunt-Spiller 
metal,  aiul  the  bull-rings  and  packing 
nirjs    ii^ird    ill    ihc    \:il\i's    and    instnn'.    arc 


\ana(hum  content  and  are  very  durable. 
The  main  frames  are  S  ins.  wide,  with 
single  rail  sections  12  ins.  deep  under  the 
cylinder  castings.  The  system  of  frame 
bracing  has  been  very  thoroughly  worked 
out.  The  guide  yoke  is  bolted  to  a  steel 
casting  which  has  long  bearings  on  the 
upper  frame  rails,  and  extends  the  full 
depth  of  the  leading  driving  pedestals. 
Midway  between  the  first  and  second 
pairs  of  driving  wheels  is  placed  another 
liroad  casting,  supporting  a  transverse 
plate  to  which  the  link  and  reverse  shaft 
bearings  are  bolted.  This  casting  also 
supports  a  boiler  waist-sheet.  A  similar 
casting  is  placed  between  the  main  and 
rear  pairs  of  driving  wheels,  and  a  deep 
brace  is  placed  at  the  main  driving  pedes- 
tals. Tlie  rear  driving  pedestals  are 
braced  by  a  large  casting,  which  carries 
the  radius-bar  pin  for  the  rear  engine 
truck.  This  casting  also  has  bolted  to  it 
a  vertical  expansion  plate  which  supports 
'I'r   I'n.iit   rtiil  of  the  mud-ring.     The   rear 
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These  qualities  are  realized  in  two  de- 
signs of  Pacific  type  locomotives  built  for 
the  road  by  The  Baldwin  Locomotive 
Works  in  1910  and  1914,  and  known  re- 
sjiectively  as  Classes  P-1  and  1'  2.  Tlirec 
of  the  former  and  two  of  the  lattir  are 
in  service.  The  leading  dimeiisiMn^  of 
tliese  engines  arc  as  follows  : 


i.Mi  )  1  1\  I.    11  iR     I  III      I    \Ki  HINA,    I    I   r   1    I  I  M  I 

of  tile  same  ui.iterial  The  ]iiston  heads 
are  of  the  built-up  type,  with  cast-steel 
bodies  of  dislied  section,  to  which  the 
bull-rings  are  riveted.  The  valves  have 
cast  iron  bodies,  and  the  bull-rings  arc 
carried  on  cast-steel  spiders.  The  valve 
motion  is  of  the  Walscliaerts  type,  and 
the    \alves   are    set   with   a   lead   of   H   in. 


l;ald 


Luc 


Works.   Hiiilde 


I'-l, 

r-2. 


Cylinders,  r  ^    5  ■;  _i 

23"  X  30"      69^'      190 
2.V'  X  30"      69"      20') 


In  both  these  designs,  the  weight  a 
alile  lor  adhesion  is  fully  utilized, 
is  esjiecially  true  nf  Class  r-2,  wlii  '. 
far  as  tractive  fiirce  is  concerned,  i- 
of  the  mo-.t  powerful  six-coupled  lor 
tivcs   thus    far   built. 

The  boiler  of  the  Class  P-2  loconi 
is  r.i   the  extended  wagon-top  type,  r: 


54 
53.8 

,ail- 

riii- 


-  K  LO  vl  t/J  X  cr,  'j-i  ?-  a  J 
4,095  . . .  152,900 
3,982      955      176,900 


233,050 
280,300 


37,200 
46,(X)0 


This  locomotive  is  balanced  according  to 
ilie  -Ma-^ler  Mechanics'  rule,  and  careful 
attention  has  been  given  to  the  design  of 
the  reciprocating  parts  in  order  to  cut 
out  superfluous  weight.  The  driving- 
tires,  driving-axles,  and  crank  pins  are 
■  if  chrome  vanadium  steel,  i'he  engine 
springs    and     frames    are    id    steel     with 


end  of  the  mud-ring  is  supported  in  a 
^inlilar  uiaiiuer  by  a  |ilate  which  is  bolted 
t.i    the    fiM.t-plate. 

The  tender  wheels  are  steel-tired,  and 
tlie  trucks,  which  are  of  the  swing  center, 
pedestal  ty|ie.  both  have  side  bearings. 
The  tender  frame  is  composed  of  12-in. 
channels,  the  center  sills  wei.ghin.g  40  lbs. 
per  foot  and  the  side  sills  25  lbs.  The 
fuel  space  is  closed  by  a  chain  coal-gale. 

On  the  1)asis  of  tractive  force,  the 
Class  P-2  locomotives  rank  with  many 
large  Consolidation  and  Mikado  type  en- 
gines employed  in  heavy  freight  service. 
The  design  has  been  worked  out  to  meet 
specific  conditions  of  operation,  and  the 
liicnmntives  are  unquestionably  among  the 
must  notable  Iniilt  during  the  present  year. 

The  following  are  the  genera!  dimen- 
sions of  tliis  type  of  locomotive : 

Gauge,  4  ft.  Sj/2  ins. ;  cylinders,  25  ins. 
X  30  ins.;  valves,  piston,  15  ins.  diameter. 


Ufcoiiil.er.   I<;i4. 
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Boiler — Type,  wagon-top;  diameter,  7S 
ins. ;  thickness  of  sheets,  J4  '"•>  13/16  in. 
and  7s  in. ;  working  pressure,  200  lbs. : 
fuel,  soft  coal :  staying,  radial. 

Firebox — Material,  steel;  length,  1085^ 
ins.;  width,  7l}i  ins.:  depth,  front,  81J^ 
ins. :  depth,  back,  67^  ins. :  thickness  of 
sheets,  sides,  H  ins. :  back,  5/16  in, ; 
crown,  fi  in. :  tube,  1/2  in. 

Water  Space — Front,  5  ins. ;  sides,  4 
ins. ;  back,  4  ins. 

Tubes — Material,  steel:  diameter,  5^2 
ins.  and  2^  ins.:  thickness,  5'/i  ins.,  0.15 
in.;  254  ins.,  0.11  in.;  number,  5j4  ins., 
38;  2'A  ins.,  211;  length,  21  ft. 

Heating  surface — Firebox,  208  sq.  ft.; 
tubes,  3,744  sq.  ft. ;  fire-brick  tubes,  30  sq. 
ft. ;  total,  3,982  sq.  ft. ;  grate  area,  53.8  sq. 
ft. 

Driving  Wheels — Diameter,  outside,  69 
ins.;  diameter,  center,  62  ins.:  journals, 
main,  llj.^  ins.  x  13  ins.:  journals,  olliers, 
11   ins.  X   13  ins. 

Engine  Truck  Wheels — Diameter,  front, 
33  ins.:  journals.  6>4  ins.  x  12  ins.;  diam- 
eter, back,  45  ins.;  journals,  8  ins.  x 
14  ins. 

Wheel  Base — Driving,  13  ft.:  rigid,  13 
ft. ;  total  engine,  34  ft.  5  ins. ;  total  engine 
and  tender,  66  ft.  9H  ins. 

Weight— On  driving  wheels.  176,900 
lbs. ;  on  truck,  front,  52,300  lbs. ;  on  truck, 
back,  51,100  lbs.:  total  engine,  280,300  Ilis. : 
total  engine  and  tender,  about  435.000  Ib^ 

Tender — Wheels,  number,  8;  wheels. 
diameter,  36  ins.;  journals.  S'/j  ins.  x  10 
ins. ;  tank  capacity,  8,000  gals. :  fuel  ca- 
pacity,   14   tons;   service,   passenger. 

Locomotive  equipped  with  Schmidt  su- 
perheater. 

Superheating  surface.  955  sq.  ft. 


The  Ambulance  Train  on  the  Great 
Eastern  Railway  of  England 


"Long"     and     "Short"     Connection     of 
Compound-Wound  Direct-Current 

Motors. 
Com|iiiuiul  mutors  have  both  a  series 
and  a  shunt  field.  The  shunt  field  is,  as 
with  a  regular  shunt  motor,  connected 
across  the  terminals  of  the  machine  so 
that  it  is  always  constant  with  constant 
voltage.  It  may  be  connected,  however, 
cither  inside  or  outside  of  the  series  field, 
hence  the  name  "short"  or  "long."  With 
the  "short"  connection  the  leads  of  the 
shunt  field  are  connected  as  near  the 
source  of  power  as  possible  so  that  the 
voltas-e  on  tlie  field  is  slightly  higher  and 
more  nearly  constant,  and  consequently 
the  voltage  regulation  or  speed  regulation 
is  slightly  better  than  with  the  "long" 
connection,  as  the  shunt  field  in  this  latter 
arrangement  is  aflfected  by  the  varying 
drop  in  the  scries  field.  The  design  of 
the  machine  is  simplified  with  the  "short" 
cimnection  as  the  drop  in  the  series  field 
does  not  have  to  be  considered  when 
determining  the  size  of  wire  and  number 
of  turns  of  the  shunt  field  coils. 


For  British  Army  Railway  Ambulance 
Service. 
To  form  a  ward  car,  the  whole  of  the 
compartment  partitions  and  other  inter- 
nal fittings  were  removed,  and  all  doors 
were  screwed  up  except  one  pair  of  the 
double  doors  in  that  part  of  the  vehicle 
formerly  allotted  to  the  guard  and  lug- 
gage. The  result  was  an  open  car,  SO  ft. 
by  8  ft.  9  in.,  ready  for  a  surprising 
transformation.  Substantial  wooden  up- 
rights were  fixed  at  suitable  distances 
along  the  sides  of  the  carriage,  and  to 
these  the  cots  have  been  so  fitted  that 
they  may  be  held  up  flush  with  the  side 
of  the  coach  and  out  of  the  way,  or  let 
down    lu    form   beds  6  ft.   6  in.   by   2   ft. 


nature  have  been  made  for  dealing  with 
th<jse  problems  of  sanitation  necessarily 
arising  in  a  case  of  this  kind,  and  a 
strong  steam  jet  is  provided  for  steriliz- 
ing purposes.  Hereabouts  the  Hoor  is 
lead  covered ;  through  the  rest  of  the  car 
the  floor  is  covered  with  a  thick  linoleum. 
The  whole  interior  is  enameled  white. 
and  tlic  entire  effect  with  beds  made  up 
is  most  neat  and  reposeful. 

Education  on  the  Pennsylvania  Among 
the  Foreigners. 
On  the  Pennsylvania  a  report  sets  forth 
a  statement  which  has  been  prepared  to 
develop,  among  other  things,  what  educa- 
tional   work   might    be    done   to   improve 


INTERIOR  01"  A\  INV.XLID  WARD 

6  in.  The  beds  are  disposed  in  two 
tiers  and  w-hen  made  up  are  supported 
by  stanchions  to  the  lloor  in  the  case  of 
the  lower  range  and  to  the  side  pillars 
in  that  of  the  upper.  Three  sets  of  two 
on  eacli  side  of  tlie  carriage,  twelve  in 
all,  arc  provided  in  the  larger  of  the  two 
sections  of  the  vehicle  formed  by  the 
presence  of  the  doors ;  there  are  eight 
more.  Hi'o  sets  of  two  on  cacli  side,  in 
the  smaller  section.  In  one  of  the  cars 
four  of  the  beds  arc  specially  allocated 
for  officers.  The  beds,  of  course,  extend 
across  the  carriage  windows,  and  con- 
sequently green  curtains  have  licen  fitted 
which  can  be  readily  drawn  across  when- 
ever desirable.  Beyond  the  beds  in  the 
larger  section  of  the  car.  the  lavator\- 
accommodation  has  been  enlarged  and  re- 
arranged. The  lavatory  proper  is  on 
one  side  of  the  carriage,  a  folding  wash- 
basin and  folding  table  are  on  the  other. 
Special    arrangements    of    a    satisfactory 


lis  M  AUK   IP  RKAHV  KOR  OCt'fl'AN'  A 

the  efficiency  of  the  employes.  For  sev- 
eral years  the  railroad  has  conducted  an 
educational  course  in  Englisli  and  Italian 
for  its  Italian  employes.  Since  that  Course 
was  started  the  question  has  come  up : 
I  low  about  educational  courses  fur  em- 
ployes from  other  foreign  countries? 

More  than  19,000  employes  of  the  Penn- 
sylvania Railroad  were  born  in  those 
truntrics  now  engaged  in  the  European 
war. 

More  Italians  are  employed  than  any 
1 'tiler  class  of  foreigners. 

Thirtyvcight  foreign  countries  and  the 
United  States  have  supplied  the  men  who 
woik  for  this  railroad. 

Of  the  137.525  employes  cast  of  Pitts- 
burgh and  Erie,  on  September  1,  1914, 
3,V804  were  foreign  born,  while  103.721 
were  native  citizens  of  the  United  States. 
()f  course,  many  of  the  foreign  born  em- 
I  loycs  have  since  become  naturalized  citi- 
-e's  of  this  coimtrv. 
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Catechism  of  Railroad  Operation 


.\t\V    SEKIKS. 

Third   Year's   Examination. 

{Continued  from   pa-^c  399,   .\'oi\,   1914J 

Q.  113.— Wliat  is  a  left  lead  engine  : 

'^- — A  left  lead  engine  is  one  on  which 

the    left    main    pin    leads   the    right    main 

pin   one-fourth   of  a   turn. 

Q-  114. — Are  most  engines  riglit  or  left 
lead? 

A. — Most  engines  are  right  lead,  but 
the  Pennsylvania  R.  R.  has  the  left  lead 
engine  as  a   standard. 

Q.  lis. — How  are  tlie  eccentrics  kept 
in  place  on  the  a.xle'' 

A. — They  are  secured  by  keys  and  set 
screws,  and  some  roads  have  the 
eccentrics  fastened  to  each  other  by  bolt- 
ing them   together. 

Q.  116. — What  would  you  do  if  steam 
chest  were  cracked  ? 

A. — Disconnect  oil  pipe,  remove  the 
casing,  slack  otf  on  all  cap  studs  and 
wedge  between  wall  of  chest  and  studs 
to  force  the  cracked  sides  together, 
tighten  down  on  cap  studs,  connect  up  oil 
pipe   and   proceed. 

Note. — Where  the  studs  are  put 
through  the  walls  of  chest,  it  will  be 
necessary  to  sling  a  chain  around  the 
chest  and  wedge  between  the  chain  and 
walls  of  chest  to  make  it  tight. 

Q.  117.— What  would  you  do  if  steam 
chest  were  so  badly  broken  that  it  could 
not  be  repaired? 

A. — Remove  the  broken  parts,  dis- 
connect the  valve  rod  and  take  valve  and 
valve  yoke  and  rod  out  of  the  way,  then 
drive  pieces  of  wood  into  the  supply 
ports  and  fit  piece  into  top  of  supiily 
ports  then  build  up  on  top  of  supply 
ports  with  blocking,  place  cap  of  clu-st 
on  blocking  and  tighten  down  on  studs 
to  hold  blocking  in  place  on  face  of 
supply  ports. 

If  the  caj)  of  chest  is  broken  so  it  can- 
not be  used  take  a  lirake  lever  from  a 
bo.x  car  and  put  it  from  one  stud  to 
another  across  top  of  blocking  on  supply 
ports,   and   tighten   down   on   blncking. 

If  the  studs  are  gone  or  useless,  sling 
a  large  chain  aroimd  the  cylinder  and 
chest,  passing  it  outside  the  guide  bars  at 
back  end  rif  cylinder  and  in  next  the 
frame  of  engine  at  front  end  of  cylinder, 
place  a  heavy  block  on  blocking  t  ■  ports 
and  use  jack  under  chain  to  m.ilre  the 
Mocking  solid   on   ports. 

Q.  lis.— What  would  you  do  wh^  n  top 
if'fker  arm  breaks? 

\. — Disconnect  valve  rod  from  br  ken 
p.irt.  clamp  valve  v.ith  back  port  .slip'.!]- 
open,  remove  cylinder  rocks  or  indie;. •••- 
plugs  and  proceed. 


Another  way. — Disconnect  broken  part, 
clamp  valve  centrally  on  the  seat,  pro- 
vide for  lubrication  and  free  circulation 
of  air  in  cylinder  and  proceed. 

Note. — Some  people  desire  to  have  the 
main  rod  disconnected  for  an  accident  of 
this  kind;  in  that  case  disconnect  the 
valve  rod,  clamp  the  valve  central  on  its 
seat,  remove  cylinder  cocks,  disconnect 
the  main  rod,  clainp  the  crosshead  se- 
curely at  the  back  end  of  the  guides  when 
it  is  possible,  but  if  the  construction  of 
the  engine  requires  it  you  may  have  to 
secure  the  crosshead  at  forward  end  of 
guides,  put  collar  on  the  main  pin  and 
proceed. 

Note.— It  is  not  necessary  to  take  down 
the  main  rod,  so  long  as  you  provide  for 
proper  lubrication  in  the  cylinder,  and 
for  the  free  circulation  of  air  in  cylinder 
so  that  the  cylinder  will  not  heat  and 
cut. 

^■'ote.— There  are  several  good  ways  of 
providing  for  lubrication  in  the  cylinder 
wdien  the  piston  is  left  connected  up  to 
the  main  rod ;  one  way  is  to  leave  the 
back  admission  port  open  slightly,  then 
with  the  cylinder  cock  removed  the  steam 
will  pass  through  port  and  out  of  cylinder 
cock,  taking  the  oil,  which  the  lubricator 
feeds,  along  with  it  and  distributing  it  on 
the  piston  rod  and  walls  of  the  cylinder ; 
the  steam  in  itself  is  a  lubricant,  and 
when  saturated  with  the  oil  protects  the 
cylinder  for  the  engine  to  run  any  dis- 
tance. 

Another  way  is  to  pour  the  oil  into  the 
indicator  plug  openings  when  the  valve  is 
blocked  centrally,  or  you  may  slack  ofif  on 
the  studs  to  the  front  cylinder  head,  and 
place  a  small  wedge  of  wood  in  between 
head  and  end  of  cylinder,  then  tighten  up 
rr  the  studs  so  the  head  will  not  loosen 
otT  and  pour  oil  in  at  the  opening  thus  af- 
fnrde.l. 

O.  119— What  would  you  do  if  the  bot- 
tom rocker  arm  became  broken  '1 

•A. — Follow  either  of  the  above  methorls, 
being  sure  to  make  tlie  link  on  the  dis- 
abled side  clear  lower  end  of  broken 
rocker  arm.  This  may  be  done  Iiv  lash- 
ing the  rocker  arm  parallel  with  the 
frame  of  the  engine,  or  by  lashing  the 
link  hanger  on  the  disabled  side  to  the 
one  on  the  good  side  of  the  engine,  mak- 
ing the  good  link  hold  the  disabled  link 
away  from  the  rocker  arm,  and  when  the 
link  hangers  are  lashed  together  it  will 
not  be  necessary  to  disconnect  the  valve 
I'.d  from  top  rocker  arm. 

.Another  way  which  is  absolutely  safe 
is  to  take  down  both  eccentrics  and  lash 
the  disabled  link  to  link  hanger,  but  this 


takes   time,  and   is   not   necessary,   unless 
lequired  by  those  in  authority. 

Q.  120.— What  would  you  do  if  link 
block  bolt   (pin)    were  broken? 

A. — Substitute  another  bolt  if  possible; 
if  you  have  no  suitable  bolt,  disconnect 
valve  rod  from  top  rocker  arm,  lash 
rocker  arms  parallel  with  the  frame  rail 
of  engine,  block  valve  with  back  port 
slightly  open,  remove  the  cylinder  cocks 
or  indicator  plugs  and  proceed. 

If  it  is  not  possible  to  lash  the  rocker 
arms  parallel  with  frame  and  have  them 
clear  rods,  either  lash  the  link  hanger  on 
disabled  side  to  the  one  on  the  opposite 
side,  to  hold  link  clear  of  lower  end  of 
rocker  arm  or  take  down  the  eccentrics 
and  lash  link  to  the  hanger. 

Q.  121.— What  would  you  do  if  the  bolt 
that  attaches  the  valve  rod  to  top  rocker 
arm  lost  out  or  became  broken? 

A. — Substitute  another  bolt,  or  use  the 
knuckle  pin  out  of  front  draw  bar  and 
secure  it  in  place.  Do  not  disconnect 
anything. 

Q.  122. — What  would  you  do  if  link 
saddle  pin   (suspension  stud)   broke? 

A.— Raise  the  link  to  the  height  where 
it  will  give  you  the  desired  cut-off  to 
handle  train,  block  between  link  block 
and  top  of  link,  remove  the  broken  parts 
and  proceed  keeping  the  disabled  link 
well  oiled.     Do  not  reverse  the  engine. 

Note. — It  is  permissible  and  practical 
to  place  block  in  lower  end  of  link,  but 
it  must  be  cut  about  one  inch  shorter  than 
distance  from  link  block  to  end  of  link  to 
allow  for  the  slip  of  the  link. 

Note. — When  you  desire  to  back  up  the 
longer  block  must  be  placed  in  top  end  of 
link  to  raise  link  high  enough  to  place  the 
back-up  eccentric  in  control  of  the  valve, 
and  get  the  proper  distribution  of  steam. 


Cleaning  Brass. 

The  United  .States  Government  uses 
the  following  mi.xture  for  cleaning  brass: 
Common  nitric  acid  1,  sulphuric  acid  Yz, 
in  stone  jar,  having  also  ready  pail  of 
fresh  water  and  a  box  of  sawdust.  Dip 
articles  into  acid,  remove  to  water,  finally 
rub  with  sawdust.  If  brass  is  greasy, 
hrst  dip  into  strong  solution  of  potash 
and  soda  in  warm  w.iler.  This  cuts  the 
grease,  so  that  acid  has  free  power. 
Steel :  Immerse  for  a  few  minutes,  until 
all  dirt  and  rust  is  taken  off,  in  a  strong 
Solution  of  potassium  cyanide,  say,  Y2 
ounce  to  wincglassful  of  water,  take  out 
and  clean  with  toothbrush  with  some 
pjiste  composed  of  potassium  cyanide, 
Castile  soap,  whiting,  and  water,  con- 
sistencv  of  thick  cream. 
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Questions  Answered 

Damaging  a  Crown  Sheet. 

J.  D.  W.  Brunswick,  Ga.,  asks:  Will 
you  kindly  state  how  long,  in  your  opin- 
ion, would  it  take  the  crown  sheet  of  a 
boiler  to  be  damaged  with  heavy  fire 
after  the  water  had  left  the  sheet?  A. — 
In  a  general  way  it  may  be  said  that  the 
damage  begins  immediately  after  the 
sheet  is  exposed  to  the  full  force  of  the 
fire  because  the  heat  has  a  softening  ef- 
fect on  the  molecules  of  the  metal  and  a 
scaling  of  the  outer  surfaces  begins  and 
the  sheet  will  never  have  the  same  ten- 
sile resistance  again.  A  number  of  ex- 
periments have  been  made  with  a  view 
to  ascertaining  the  length  of  time  that  it 
would  take  to  cause  a  rupture  of  the 
boiler  for  lack  of  water,  but  the  data  is 
meagre  and  conflicting.  Perhaps  the 
most  exact  experiment  in  this  direction 
was  made  a  few  years  ago  when  a  test 
was  made  with  a  view  of  comparing  the 
relative  resistance  of  a  Jacobs-Shupert 
and  a  radial  stayed  boiler.  In  the  former 
the  firebox  remained  intact  until  the  wa- 
ter had  nearly  all  evaporated.  There  was 
some  change  in  the  curvature  of  sections. 
Three  quarters  of  the  tubes  were  out  of 
the  water  and  had  sagged  from  the  ef- 
fects of  the  heat.  Several  of  the  tubes 
had  completely  collapsed. 

In  the  radial  stayed  boiler,  seventeen 
and  three-quarters  minutes  after  the  wa- 
ter had  fallen  to  the  level  of  the  crown 
sheet,  when  its  level  was  14^  inches  be- 
low the  crown  sheet,  the  boiler  failed. 
One  half  of  the  crown  sheet  came  down. 
An  examination  of  the  boiler  showed 
only  the  upper  half  of  the  tubes  had  been 
out  of  the  water,  and  these  had  not  been 
heated  sufficiently  to  make  them  sag.  The 
failure  of  the  boiler  was  complete,  as  far 
as  the  firebox  was  concerned.  There  was 
a  pocketing  of  a  considerable  section  of 
the  crown  sheet.  This  section  contained 
188  crown-stays  and  crown-bolts.  The 
button-headed  stays  failed  by  the  break- 
ing of  the  stays  inside  of  the  sheet,  and 
the  flat-headed  stays  pulled  through  the 
sheet.  The  sheet  itself  was  not  ruptured 
or  cracked.  The  side  sheets  were  in  per- 
fect  condition. 

It  does  not  follow,  however,  that  every 
boiler  would  act  in  this  way.  The  writer 
has  seen  many  boilers  where  the  water 
had  fallen  below  the  crown  sheet  six  or 
eight  inches,  and  the  result  was  a  bulging 
or  bagging  of  the  crown  sheet  between 
the  stay-bolts,  and  in  some  instances  the 
sheet  was  forced  oflf  the  ends  of  the  stay- 
bolts.  It  would  be  difficult  to  estimate 
the  exact  length  of  time  elapsing  in  such 
instances,  but  it  would  be  safe  to  estimate 
that  it  would  not  likely  be  more  than  ten 
minutes.  In  some  instances  a  rupture  of 
the  flue  sheet  occurred  at  about  six  or 
eight  inches  below  the  crown  sheet,  and 


ihe  indications  were  that  the  water  stood 
near  the  line  of  rupture. 


Boilers   Under  Pressure. 
M.  K.,  Oelwein,  Iowa,  writes:     We 


have  had  some  discusion  as  to  the  alleged 
danger  of  allowing  boilers  to  stand  under 
high  pressure.  Is  there  more  danger  in 
a  boiler  standing  still  than  there  is  when 
the  engine  is  running,  and,  if  so,  how  is 
it  accounted  for?  A. — There  is  no  con- 
clusive proof  that  the  danger,  if  any,  is 
greater  when  the  engine  is  at  rest  under 
a  higher  pressure  of  steam.  Some  ex- 
plosions of  boilers  having  been  said  to 
have  occurred  at  the  moment  when  the 
throttle  was  opened  gave  rise  to  the 
theory  that  water  that  has  been  in  a  boiler 
until  the  air  has  been  expelled  and  then 
allowed  to  cool,  can  be  heated  to  a  tem- 
perature considerably  above  the  boiling 
point  before  ebullition  will  take  place. 
Water  so  superheated,  it  is  claimed,  will 
burst  at  once  into  a  violent  state  of  ebul- 
lition that  amounts  almost  to  an  explosive 
energy,  if  the  vessel  containing  it  is  sub- 
jected to  jars  or  shocks.  The  supposition 
is  that  the  boiler  having  been  quietly 
standing  under  pressure,  the  water  has 
become  superheated,  and  then,  when  the 
throttle  is  opened,  the  outflow  of  steam 
causes  a  disturbance  resulting  in  a  sud- 
den liberation  of  steam  with  a  corre- 
spondingly sudden  increase  of  pressure. 
If  such  sudden  increase  occurs  it  must  act 
like  a  blow  upon  the  sheets  and  may  be 
sufficient  to  cause  a  weak  section  to  give 
way  and  thereby  produce  an  explosion 
that  might  not  otherwise  have  occurred. 

The  Cleveland  Engines. 

G.  E.  Q.,  Youngstown,  Ohio,  writes: 
1  would  like  some  particulars  in  regard 
to  the  peculiarities  of  a  type  of  locomo- 
tive known  as  the  Cleveland  engine,  and 
which  was  built  at  Scranton,  Pa.,  by  the 
-American  Locomotive  Company  for  the 
Intercolonial  railway  in  1901.  .'\.— Twelve 
of  these  locomotives  were  constructed  for 
the  railway  referred  to,  five  passenger 
and  seven  consolidated  freight  engines 
with  the  Cleveland  cylinders  and  steam 
chests.  The  consolidation  engines  had 
cylinders  eS^-i  inches  long  over  all  be- 
tween the  cylinder  head  joints.  21  inches 
bore  and  28  inches  stroke.  There  were 
two  exhaust  openings  26  inches  from  the 
steam  end  of  the  cylinder,  "s  inch  wide. 
6'/.  inches  apart,  extending  clear  around 
the  cylinder,  and  were  connected  direct 
to  the  exhaust  tip.  This  exhaust  tip  had 
an  annular  opening  outside  the  central 
one,  one  for  the  exhaust  passage,  and  one 
for  the  exhaust  passage  away  from  tbe 
piston  valve.  In  this  design  there  are 
two  pistons  5  inches  thick  with  snap  rings 
1!4  inches  wide  so  they  will  travel  over 
the  J^-inch  exhaust  opening  without 
catching.     The  pistons   arc   on   the   same 


rod  23  inches  apart.  These  pistons  alter- 
nately travel  over  the  exhaust  passage  at 
the  end  of  the  stroke,  so  that  the  steam, 
which  has  followed  the  piston,  can  flash 
out  through  the  annular  exhaust  in  short 
order,  as  the  piston  travels  2  inches 
beyond  this  exhaust  opening,  the  entire 
volume  of  steam  has  a  chance  to  expand 
down  before  the  piston  starts  on  its  re- 
turn stroke  and  covers  this  annular  ex- 
haust. The  piston  valve  also  operates  an 
exhaust  passage  the  same  as  in  any  simple 
engine,  closing  at  the  right  time  to  give 
the  proper  compression.  This  valve  ad- 
mits live  steam  at  its  inside  edges  which 
are  about  44  inches  apart.  The  boiler  is 
straight,  radial  stayed,  firebox  on  top  of 
the  frames,  the  firebox  being  114  inches 
long  and  41  inches  wide,  73'/2  inches  high 
and  28  inches  from  the  grate  to  the  bot- 
tom row  of  flues,  of  which  there  are  269, 
2  inches  in  diameter  and  14  feet  in  length. 
The  firebox  has  194  feet  of  heating  sur- 
face, the  flues  1,970,  that  is  2,264  square 
feet  in  all. 

There  was  nothing  new  on  this  type  of 
locomotive.  It  was  used  in  1875  on  the 
Lake  Shore  &  Michigan  Southern  railway 
and  Ohio  Central  railroad.  It  was  then 
called  the  Roberts  engine.  Repeated  ex- 
periments have  shown  that  its  peculiari- 
ties are  without  merit. 


Hardening  High  Speed  SteeL 
P.  K..  Buii.jn,  Mass.,  asks :  What  is  the 
most  approved  method  of  hardening  high 
speed  steel?  Some  authorities  lay  down 
rules  in  regard  to  color,  others  as  to 
particular  kinds  of  baths  or  blasts.  Is 
there  any  definite  and  reliable  formula 
for  the  guidance  of  tool  makers  or  tool 
sharpeners?  A.— There  are  an  endless 
variety  of  means  and  methods  used  in 
hardening  tool  steel,  but  as  the  different 
kinds  of  steel  vary  much  in  their  pe- 
culiarities, there  are  no  definite  rules  that 
cover  all  kinds  of  steel.  The  best  method 
is  to  find  out,  if  possible,  the  name  of  the 
manufacturers  of  the  particular  brand  and 
ask  them  for  information.  They  will  all 
gladly  furnish  rules  which,  it  is  to  be  pre- 
sumed, are  based  on  thoroughly  satis- 
factory experiments. 


Mixed  Trains. 
L.  M.  B.,  Three  Forks,  Montana,  asks: 
In  moving  a  train  of  cars,  the  question 
has  arisen  as  to  whether  it  requires  more 
tractive  effort  to  move  the  train  when 
the  empty  cars  are  next  to  the  locomotive 
or  when  the  loaded  cars  are  nearest  to  the 
engine.  What  is  your  opinion  as  to  the 
variations  of  draw  bar  pull  in  such  cases? 
A. — Repeated  experiments  have  conclu- 
sively proved  that  it  requires  more  trac- 
tive effort  to  move  tbe  train  if  the  loaded 
cars  are  in  the  rear  of  the  train  than 
world  be  required  if  the  heavy  loads  were 
near  the  locomotive. 
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Formation    of    the    Standard    Code    of 
Train  Rules. 

Some  railway  (>rt,'aiii/alioTiv  thai  ;ire 
fining  useful  gratuitous  service  In  r.iil 
w.ay  interests  are  seltl..iii  lu-ard  of  hy  the 
pt-Mic,  their  innate  moilesty  keepiii.t;  llieir 
proceedings  out  of  the  jiress.  Am.m.ii  the 
most  important  of  these  ..termodest  or- 
ganizations is  tlie  Amerir;[n  Railway  As- 
sociation which  consists  principally  of 
railway  oflicials  of  the  hiylier  ranks. 

In  the  course  of  an  adilress  delivered 
by  Mr.  W.  F.  Allen  at  a  meeting  of  tlie 
Railway  Guild  wc  are  ini-.rmerl  that  the 
American  Railway  A.ssociation  has  twelve 
codes  of  rules  which  arc  st:mdard.  Tlie 
first  of  these  codes  was  completed  in  1S,S7 
hy  a  train  rules  committee  of  nine  mem- 
bers. This  committee  whi.  h  emhracerl 
some  of  the  ni..st  prominent  r:iilway  man- 
agers of  that  time  was  conlimxd  and  in 
the    course    of    tmie    worked    ep    what    is 


n(.w  tile  .Standard  Code  of  Train  Rules. 
I  liis  Code  has  been  of  immense  beiielits 
to  railway  companies  and  ended  the  con- 
fusion that  prevailed  when  every  railway 
operated  under  what  was  known  as  its 
own  train  rules. 

The  Standard  Code  of  the  .\merican 
Railway  .\ssociatiou,  as  now  used,  con- 
sists of  train  rules  for  single  track, 
adopted  in  1906;  train  rules  for  double 
tiack  adopted  in  1906;  train  rules  for 
three  and  four  tracks;  rules  governing  the 
movements  of  trains  witli  the  current  of 
traflic  on  double  track  liy  means  of  block 
si.^nals,  .adopted  in  1903 ;  and  rules  govern- 
ing the  movement  of  trains  against  the 
current  of  traffic  on  double  track  by 
n-.eans  of  block  signals,  adopted  in  1904. 
To  these  are  added  diagrams  of  hand, 
blaze  and  lamp  signals. 

The  Standard  Code  has  put  an  end  to 
much  confusion  in  train  operating  and 
iias  prevented  many  acci<lents,  hut  it  is 
n.it  so  effective  as  it  migiit  be  made. 
'1  here  is  still  positive  confusion  in  the 
night  lights  used  by  different  systems  on 
stationary  signals.  Amring  these  lights 
there  is  one  superior  to  all  others,  and 
it  is  a  very  great  pity  that  tlie  committee 
cannot  agree  to  reconmienil  that  light  for 
general   adoption. 


Editorial  Courtesy. 

The  I'iiloria  lunliciiys  liistilutc  /\\-T'(Vtc', 
of  Australia,  after   republishing  the  com- 
plete series  of  articles  on  "The  Elements 
of  Pliysical  Science,"  which  continued  f.  r 
nearly  a  year  in  our  cohnnns,  gracefully 
acknowledges  the  source  from  which  they 
copied     the     articles     and     p,i\s     .i     w.irm 
tribute    to   the   ability   of    Mr    James    Ken- 
ned),   the    writer   of   the    articles.      This    is 
just  ;ind  generous,   and   the  lesson   might 
be     learned     by     other     editorial     scissor 
wiehlers    nearer    borne.       Editorial    work, 
like    all    other    work,    dei.ends    hirgely    on 
a\ailable  material  .-md  much  of  ibrs  work 
passes      from     hand     to     hand,     and     no 
acknowledgment    is    necessary,    but    when 
it   comes   to   special   work    involving   carc- 
fid    research,    condens.ition    and    ilbistra- 
lion,    cotuinued    ,,ver    a    proli,nged    perio(l 
and   verilied  by  the  be-t   authorities  avail- 
able,   it    is    h.irdly    fair    that    the    earnest 
worker  and  the  mediiuu  of  presenting  the 
work  to  the  public  should  be  overlooked. 
The  whole  world  is  welcome  to  any  part 
of  our  pages,  and  we  are  pleased  to  note 
the   reproduction    in   other   journals   of   so 
much   th.at   we  have  been  able  to  iiresent 
for  the  instruction  and   cdilication   of  our 
readers   from  time  to  time,  and   while  we 
are    of    opinion    that   the    original    source 
might   be  mentioned  more  frequently  than 
it  is,  we  harbor  no  ill-feeling  against  our 
brother  craftsmen.     We  would  rather  try 
to  cultivate  the  spirit  of  the  good   .Sama- 
ritan who  left  some  money  at  the  inn  to 
help    the    needy,    and    if    that    was    not 
enough    he    promised    to    come    back    and 
give   more. 


Who  Was  Father  of  the  Locomotive? 

.•\t  a  recent  meeting  of  the  Richmond 
Railroad  Club,  Mr.  E.  H.  Walker  gave 
an  address  on  "Railroad  Relations,"  in 
w  hich  he  said  : 

"Who  was  the  first  steam  railroad 
man?  Will  any  one  dispute  that  George 
Stephenson,  the  inventor  of  the  steam  lo- 
coinotive,  has  the  best  claim  to  that  title? 
Let  me  refresh  }our  minds  with  the 
story : 

"George  Stephenson  was  the  son  of  a 
man  who  lired  a  hoisting  engine  at  a  coal 
mine  in  England.  He  helped  his  father 
stoke  this  engine,  and  became  interested 
in  the  operation  of  steam.  Ambitious,  he 
went  to  night  school,  where  he  received 
his  only  education.  He  began  experi- 
menting, and  finally  built  a  small  "travel- 
ing engine"  which  hauled  a  few  mining 
cars  tilled  with  coal,  at  the  bottom  of  the  . 
coal  mine.  Encouraged,  he  built  a  larger 
"traveling  engine,"  as  they  were  called  in 
those  days,  and  ,.u  July  25.  1814,  it  made 
a  successful  trip  between  the  colliery  at 
Killingworth.  England,  and  the  port,  nine 
miles  distant,  over  a  tramway.  Stephen- 
son ran  the  locomotive  himself,  and  it 
was  the  first  successful  trip  of  a  steam 
locomotive  on  any  raiKvay ;  therefore,  he 
■reads  his  title  clear'  to  being  the  first 
steam  railroad  inan. 

"Now,  do  you  think  for  a  moment  that 
George  had  an  easy  time.     To  get  money 
for    his    experiments    and    materials,    he 
worked     at     repairing     clocks,     mending 
boots,    and    anything    else    that    he    could 
Imd    to    do,   and    Stephenson's   experience 
m  this  respect  was  very  like  that  of  some 
inventors    of    today.      The    success,    how- 
ever,   of    this    first    locomotive     inspired 
others    to    make    trials,    and    Stephenson 
built   for  other   coal   miners   five   engines, 
each   of  which   could   draw   a   load   of  64 
tons   .along   the    rails.      (Compare    this,    if 
\ou    will,    with    Matt    Shay    on    the    Erie, 
that    pulled    17,912   tons    the    other    day.) 
.About   this   time   the   first   steam    r.iilroad 
company     was    organized     to     run     from 
Stockton     to     Darlington,     England,    and 
George  built  an  engine  which  was  finished 
and  wJiich  opened  up  the  railroad  on  Sep- 
tember 27,   182.S,  hauling  both  passengers 
and    freight,    George   himself   driving   the 
engine.      This    was    the    famous    'Rocket' 
and   it  was   so  nained  by   .Stephenson   be- 
cause his  critics   foretold   its   blowing   up 
like   a    rocket.      From    here   on.    George's 
c.-ireer   was   a   success,   and   he   was   called 
not   only  to  build  and  operate   steam   r.ail- 
roads   in    iMigland   as   well   as   other  coun- 
tries, hut   to  furnish  motive  power.     This 
is  history,  and   I  believe  proves  my  state- 
ment th.at  we  had  a  cominon  progenitor." 
\\'e    .ire    inclined    to    believe    that    Mr. 
Walker's    statement    is    a    very    defective 
history    of   the   origin    of   the    locoinotive 
engine.     We  have   studied   the   history  of 
the   development    of   the   locomotive   with. 
great    care    and    have    enjoyed    unusually 
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good  opportunities  for  finding  out  the 
real  facts  which  are : 

Several  inventors  experimented  with 
steam  driven  vehicles  to  move  on  com- 
mon roads  before  1802.  In  that  year 
Richard  Trevithick,  a  Welsh  engineer, 
secured  a  patent  for  a  high  pressure 
steam  engine.  The  following  year  he  built 
a  locomotive  for  railway  use,  which  was 
a  wonderfully  crude  machine,  but  it 
hauled  a  light  train  of  cars  and  contained 
all  the  elements  of  a  modern  locomotive 
except  the  multitubular  boiler.  Trevi- 
thick did  not  feel  encouraged  to  persist 
in  locomotive  building,  but  others  began 
experimenting  in   that  line. 

An  impression  prevailed  after  Trevi- 
thick's  experiments  that  it  was  imprac- 
ticable to  construct  a  locomotive  that 
would  operate  on  smooth  rails  without 
slii)ping.  and  .several  inventions  were  de- 
voted to  overcoining  this  imaginary  de- 
fect. Trevithick's  engine  was  badly  over- 
cylindercd  and  gave  much  inconvenience 
through  slipping,  which  spread  the  im- 
pression that  something  other  than 
smooth  rails  must  be  provided  to  give  a 
locomotive  engine  hauling  power. 

One  locomotive  was  built  to  propel  it- 
self by  means  of  levers  that  acted  to 
imitate  the  hind  legs  of  a  horse  pushing 
imitation  feet  upon  the  ground.  But  the 
most  ambitious  of  the  engines  produced 
to  overcome  the  slipping  tendency  was 
built  by  Matthew  Murray,  of  Leeds,  for 
J.  Blenkinsop,  for  use  on  the  tramways 
connected  with  a  colliery.  The  engines 
operated  a  cog  wheel  engaged  in  a  rack- 
rail,  and  worked  fairly  well,  and  some  of 
the  engines  were  kept  operating  for  about 
twenty  years. 

The  same  rackrail  system  was  imitated 
by  the  builders  of  the  Mount  Washington 
Railroad  in  the  L'nited  States,  and  from 
there  was  imitated  by  builders  of  moun- 
tain railways  all  over  the  world. 

At  the  time  Blenkinsop  introduced  the 
rock  rail  as  a  help  to  adhesion,  a  very 
enterprising  and  intelligent  gentleman 
named  Christopher  Blackett  was  prin- 
cipal owner  of  the  Wylam  Colliery  near 
New  Castle  on  Tyne,  and  he  was  ambi- 
tious to  use  steam  engines  instead  of 
horses  for  hauling  coal.  The  superin- 
tendent of  the  colliery  was  William  Hed- 
Icy,  a  man  of  some  scientific  attainments, 
and  the  foreman  of  the  blacksmith  shop 
was  Timothy  Hackworth,  who  after- 
w-ards  became  a  celebrated  locomotive 
designer  and  builder. 

Mr.  Blackett  had  examined  the 
Blenkinsop  engines  and  objected  to  the 
rackrail  arrangement,  which  he  consid- 
ered unnecessary.  To  test  the  necessity 
for  using  such  an  aid  to  traction.  Blackett 
entered  into  a  series  of  experiments, 
which  proved  that  he  had  good  engineer- 
ing ideas.  He  had  windlass  handles  at- 
tached to  the  axles  of  a  car  with  plat- 
forms for  men  to  stand  upon.     By  hav- 


ing tlie  men  turn  the  wheels  he  found  out 
the  relation  between  adhesion  and  turn- 
ing effort  This  indicated  that  a  locomo- 
tive engine  would  have  sufficient  ad- 
hesion to  haul  cars  on  a  smooth  rail. 

With  the  knowledge  thus  secured  Mr. 
Blackett  felt  justified  to  incur  the  ex- 
pense of  building  a  "fire  engine,"  as  the 
early  locomotives  were  called,  and  one 
was  built  in  1813  by  Hackworth  after  de- 
signs furnished  by  Hedley.  That  engine 
was  not  a  success,  l)eing  deficient  in 
steaming  capacity,  but  a  second  one  was 
turned  out  which  proved  perfectly  satis- 
factory. That  was  the  "Puffing  Billy," 
now  preserved  in  the  South  Kensington 
Museum,  London.  The  engine  was  en- 
tirely successful  and  performed  the  work 
of  coal  hauling  for  many  years. 

When  George  Stephenson,  who  was  a 
foreman  of  a  colliery  in  the  north  of 
England,  heard  about  Ilcdley's  locomo- 
tive, he  went  and  carefully  examined  the 
engine  and  expressed  the  opinion  that  he 
could  build  a  better  one,  which  he  never 
did. 

The  "Puffing  Billy"  was  the  first  of  a 
grasshopper  type  of  locomotive,  which 
under  a  variety  of  modifications  became 
used  for  hauling  coal  from  the  mines  to 
the  shipping  points.  That  form  of  loco- 
motive held  its  own  until  Robert  Stephen- 
son brought  out  the  "Rocket"  for  the 
Liverpool  &  Manchester  Railway.  Much 
confusion  exists  concerning  the  designer 
and  builder  of  that  "Rocket"  which  was 
the  work  of  Robert  Stephenson,  son  of 
George.  Most  of  the  grasshopper  en- 
gines transmitted  the  power  from  two 
vertical  cylinders  to  a  geared  axle  which 
engaged  with  cogs  on  the  driving  axle. 
The  Rocket  transmitted  the  power  from 
the  cylinders  direct  to  the  driving  axle 
and  was  a  simple  arrangement,  which  ap- 
pealed to  the  engineering  world. 

The  Rocket  was  built  to  enter  a  com- 
petition of  locomotives  arranged  for  by 
the  directors  of  the  Liverpool  &  Man- 
chester Railway,  and  won  the  first  prize. 
It  possessed  all  the  elements  of  the  mod- 
ern locomotives  and  liecame  the  model 
for  all  succeeding  locomotives. 

It  is  a  popular  mistake  to  assume  that 
George  Stephenson  was  the  father  of  the 
locomotive.  He  was  a  good  representa- 
tive Englishman  witli  strong  convictions 
that  he  never  was  backward  in  express- 
ing. While  others  were  in  controversy 
about  what  was  the  best  motive  power 
for  railways,  he  expressed  himself  very 
positively  in  favor  of  the  locomotive,  and 
his  views  induced  the  Liverpool  &  Man- 
chester directors  to  adopt  locomotives. 
When  the  Stockton  &  Darlington  Rail- 
way was  projected  in  1824,  the  first  line 
intended  for  general  transportation. 
George  Stephenson  was  appointed  chief 
engineer  and  built  for  the  road  a  loco- 
motive which  he  called  "Locomotion," 
which  gave  the  name  to  the  locomotive. 


In  company  witii  his  son,  Robert,  he  es- 
tablished locomotive  building  works  at 
New  Castle  on  Tync.  Robert  was  a 
trained  engineer  and  he  effected  many 
improvements  upon  the  locomotive,  for 
which  his  father  receives  the  credit. 


Beginning  at  the  Top. 
It  is  encouraging  to  note  that  mstcad 
of  discharging  a  number  of  poorly  paid 
employees  in  order  to  reduce  expenses 
so  as  to  meet  the  expectations  of  clamor- 
ous stockholders.  President  Fairfax  Har- 
rison, of  the  Southern  Railway,  in  an- 
nouncing a  reduction  from  five  per  cent 
to  four  and  a  half  per  cent,  in  the  divi- 
dirt  on  the  company's  preferred  stock 
says  that  the  officers  of  the  company  hav< 
also  been  asked  to  make  a  sacrifice.  He 
has  reduced  his  own  salary  20  per  cent 
and  has  asked  all  the  other  officers  re- 
ceiving annual  salaries  in  excess  of  $2.50( 
to  accept  temporary  reductions  on  a  de- 
scending scale.  A  man  receiving  a  salarj 
of  $2,700  will  be  reduced  two  per  cent 
The  officers  affected  have  all  accepted  th( 
situation  with  loyal  appreciation  of  th< 
necessity  of  a  spirit  of  mutual  sacrifice 
While  the  actual  saving  to  the  compani 
on  this  account  is  relatively  small,  th< 
principle  of  common  interest  of  all  thos< 
who  draw  their  livelihood  from  the  rail 
way  company  has  been  the  controllinj 
motive.  Many  hundreds  of  the  employee: 
are  earning  less  than  before  the  de- 
pression. We  have  occasionally  double* 
the  capability  of  men  in  high  places  t< 
rise  to  the  glorified  heights  of  self-sacri 
ficc  in  order  that  others  may  be  exalte< 
or  even  maintained,  but  men  of  Mr.  Har 
rison's  stamp  bring  us  back  to  a  stronge: 
faith  in  tlie  brotheriiood  of  humanity. 


A  Fair  Chance  for  the  New  Haven. 
We  cordially  agree  with  the  views  ex 
pressed  by  a  leading  journal  in  the  Wes 
that  for  a  long  time  the  management  o 
the  New  York.  New  Haven  &  Hartfori 
Railroad  has  been  the  target  for  mis 
cellaneous  abuse.  Grudging  admission 
that  the  present  officials  were  doing  thei 
best  to  straighten  out  the  road's  finance 
and  improve  its  service  have  had  littl 
effect  in  altering  the  public  attitude:  an< 
it  suffices  to  speak  the  words  "busines 
mismanagement '  for  some  one  to  cap  th' 
expression  with  the  name  nf  this  ill-fatc< 
railroad. 

This  feeling  of  bitterness  ought  to  stop 
It  is  a  calamity  for  New  England,  fo 
railroads  throughout  the  country,  and  fo 
the  people  they  serve,  that  agitators  wil 
not  let  the  slate  he  wiped  clean,  so  as  ti 
give  the  New  Haven  a  fair  chance.  Le 
the  men  who  made  trouble  suffer  for  i 
if  need  he.  but  let  the  railroad,  an  cnor 
mous  organization  absolutely  necessary  ti 
the  welfare  of  millions  of  people,  stani 
squarely  on  what  it  is  doing  today. 
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It  is  absolutely  necessary  that  the  pub- 
lic should  lay  aside  its  prejudice  against 
this  railroad,  and  should  give  its  officials 
full  credit  for  what  they  liave  done  and 
are  doing.  Whatever  price  individuals 
may  be  called  upon  to  pay  for  their  past 
errors,  the  road  itself  should  be  allowed 
to  face  its  present  task  with  a  record 
wiped  clean. 


The  Steam  Locomotive  of  Today. 

Tile  .•\mcrican  Society  of  LocoiiKitive 
E:is,'ineers  have  discussed  at  a  recent  meet- 
ing the  steam  locomotive  of  today,  and  it 
is  interesting  to  note  the  views  of  the 
able  committee  entrusted  with  the  sub- 
ject. In  the  matter  of  progress  the  com- 
mittee are  of  opinion  that  it  has  been  too 
rapid  with  respect  to  improvements  in 
operating  facilities  and  progress  in  other 
features  of  railroad  equipment.  It  has 
been  rendered  possible  by  corresponding 
developments  of  factors  making  for  great- 
er efficiency  in  boilers  and  engines.  Dur- 
ing the  past  20  years  in  this  country  loco- 
motive development  in  capacity  and  in 
efficiency,  particularly  during  the  past  five 
years  with  respect  to  efficiency,  has  been 
remarkable  and  is  worthy  of  record  with 
progress  in  marine  and  stationary  engi- 
neering. 

In  Europe  the  relatively  high  cost  of 
fuel  led  to  efforts  to  improve  efficiency 
before  this  problem  aroused  serious  atten- 
tion in  this  country,  but  physical  limita- 
tions more  rigidly  restricted  the  size  and 
weight  of  locomotives  in  Europe.  Our 
problem  is  to  secure  ma.ximum  efficiency 
combined  with  great  size,  great  weight 
and  great  power  which  is  more  difficult. 
Since  the  development  in  the  size  and 
weight  has  been  tremendous,  even  tliough 
these  limits  may  not  yet  liave  been 
reached,  it  is  appropriate  to  concentrate 
on   efficiency. 

Voluminous  records  of  recent  investi- 
gations of  locomotive  performance  taken 
from  the  Pennsylvania  Railroad  test  plant 
at  Altoona  show^  that  the  best  record  of 
dry  fuel  per  i.  h.  p.  hr.  down  to  tlie  pres- 
ent (late  is  1.8  lbs.  with  a  large  number 
of  less  than  2  lbs.,  while  tin-  best  per- 
formance in  dry  steam  per  i.  h.  p.  br.  is 
]4/i  Ihs.,  uitli  a  large  numl)er  less  tlian 
16  Ills.  A  reduction  of  10  per  cent,  in 
fuel  .ir.d  12  per  cent,  in  water  is  remark- 
able as  a  result  of  a  develo|)ment  of  10 
years.  1  bis  coal  performance  was  re- 
corded by  a  Class  E  6  S  Pennsylvania 
Railroail  locomotive  while  runniim  at  320 
r.  p.  m.  and  developing  1.245.1  i,  b,  p. 
The  same  locomotive  gave  a  fuel  rate  of 
1.9  lbs.  while  running  at  the  same  speed 
and  developing  l."50,9  i.  h.  p.  The  Iicst 
water  rate  was  given  by  a  Class  K  2 
S  A  Pennsylvania  Railroad  locomotive 
running  at  320  r.  p.  m.  and  developing 
2.033  1  i.  b  p.  Tliese  high  powers  indicate 
that  the  locomotives  were  not  coddled 
as  to  output  of  ]!ower  in  order  to  show 


high  efficiencies,  but  that  high  efficiencies 
accompany  actual  conditions  of  operation 
in  severe  service.  As  to  power  capacity 
e.xpressed  in  terms  of  evaporation,  it  is 
interesting  to  note  that  the  maximum 
equivalent  e\aporation  from  and  at  212 
degs.  per  sq.  ft.  of  heating  surface  per 
hour  on  the  .\ltoona  test  plant  is  23.3  lbs. 
These  figures  of  high  efficiency  were  ob- 
tained from  locomotives  which  represent- 
ed not  only  very  careful,  general  and 
detail  design,  but  their  design  included 
several  of  the  improvements  making  for 
greater  capacity  and  higher  efficiency, 
willinut  which  the  results  could  not  have 
liceii  attained. 


Missouri   Recalls   the   Full   Crew   Law. 

A  few  years  ago  the  politicians  of  many 
states  came  to  believe  that  a  general  de- 
mand prevailed  among  railway  train  men 
for  the  enactment  of  laws  establishing 
full  crews  on  all  trains.  The  politicians 
seeing  a  rich  harvest  of  votes  from  rail- 
way men  hastened  in  many  states  to  pass 
full  crew  laws  and  most  of  these  are  now 
in  force  although  entirely  unnecessary, 
adding  serious  burdens  to  railroads  al- 
ready groaning  under  burdens  their 
finances  are  not  able  to  bear. 

Full  crew  laws  which  are  now  on  the 
statute  books  of  about  twenty  states  pre- 
scribe the  number  of  men  that  shall  make 
up  a  train  crew  and  in  numerous  cases 
the  men  who  must  be  employed  have 
nothing  to  do.  Eight  similar  laws  have 
been  before  Congress  but  none  has  yet 
been  enacted,  although  considerable  pres- 
sure from  mysterious  sources  have  been 
urged  in  their  favor.  One  of  the  argu- 
ments urged  in  favor  of  these  laws  is  that 
the  full  crew  tends  to  increase  of  safety 
of  railway  travel  which  the  persons  most 
interested  declare  to  be  absurd.  The 
secret  of  the  demand  for  a  full  crew  is 
that  it  results  in  the  employment  of  men 
who  otherwise  would  be  idle. 

.■\  short  time  ago  many  people  in  Mis- 
souri, realizing  that  the  railroads  were 
suffering  from  unnecessary  burdens,  de- 
termined to  test  the  popularity  of  the  full 
crew  law  by  a  referendum  vole  which 
was  takf.n  in  October  last  and  indicated 
that  the  iieojilc  utterly  repudiated  the  ac- 
tion of  the  legislature  two  years  ago  in 
passing  the  full  crew  law.  This  action 
of  the  people  of  Missouri  appears  to  have 
given  satisfaction  all  over  the  United 
States  and  we  anticipate  a  wide  spread 
movement  to  repudiate  the  full  crew 
liws  in  .ill  the  states  where  they  have 
lieen  enaclecl. 

The  Literary  Diiicsl.  of  New  York,  in 
its  issue  of  November  21  published  a  col- 
lection of  opinions  which   reads: 

"So  the  Full-crew  Law,  put  on  the 
books  in  response  to  a  supposed  popular 
demand,  remarks  the  New  York  Sun, 
'was  vetoed  by  the  public  itself  in  a 
manner  that  made  it  plain  that  'the  peo- 
Iilc  of  Missouri  do  not  want  the  railroads 


bled.'  Other  papers  affirm  that  the  na- 
tion is  of  the  same  mind  as  Missouri. 
'1  he  people  are  tired  of  oppressive  legis- 
lation against  the  railroads,'  says  the  New 
York  Herald,  and  the  Brooklyn  Eagle 
rejoices  that  'a  sense  of  justice  seems  to 
be  asserting  itself.'  Missouri's  decisive 
adverse  majority  of  more  than  60,000 
marks,  in  the  opinion  of  the  Rochester 
Post  Exl^rcss,  is  'the  beginning  of  the  end 
of  meddlesome  legislation  having  no  other 
purpose  than  to  burden  the  carrying  cor- 
porations by  compelling  them  to  make 
worse  than  useless  expenditures.'  Mis- 
souri's verdict,  remarks  the  Providence 
Jountal.  'should  encourage  the  Eastern 
roads  to  continue  their  fight  against  the 
full-crew  laws  which  are  cutting  into 
their  earnings  and  compelling  tliem  to 
take  off  trains  and  curtail  plans  for  im- 
provements.' The  Boston  Herald  also 
hails  the  Missouri  referendum  result  as 
'one  of  the  most  significant  of  recent 
events,'  and  the  Boston  Nezcs  Bureau 
characterizes  it  as  'a  straw  indicating  a 
refreshing  change  in  the  political  mind.' 
But  if  the  popular  attitude  toward  the 
railroads  has  undergone  a  change,  the 
New  York  World  reminds  us,  it  is  only 
because  the  attitude  of  the  railroads  to- 
ward the  people  has  also  changed  for  the 
better." 


Inspection    of    Locomotives. 

Having  accompanied  an  old  friend  to 
the  round  house  where  he  took  out  the 
engine  to  run  a  passenger  train  we  were 
surprised  at  the  expedition  he  displayed 
in  taking  out  the  engine  and  asked  how 
much  inspecting  he  devoted  to  the  loco- 
motive. None  at  all,  was  the  reply ;  the 
man  who  took  her  in  did  the  inspecting 
and  besides  there  is  a  round  house  in- 
spector who  looks  carefully  over  every 
engine  as  she  comes  in  from  a  train.  This 
explanation  seemed  satisfactory  to  the 
man  most  directly  interested,  but  it  is 
not  the  way  that  the  writer  managed  to 
escape    engine    failures. 

Our  motto  in  engine  running  has  al- 
ways been  :  Do  not  fail  to  make  a  thor- 
ough inspection  of  your  engine  at  the  end 
of  every  trip.  The  success  of  next  trip 
may  depend  upon  the  manner  in  which 
the  inspection  was  made.  Modern  meth- 
ods of  w^orking  locomotives  make  it  im- 
practicable for  engineers  to  thoroughly 
inspect  on  arrival  the  engines  they  are 
going  to  take  out,  but  we  think  it  would 
be  a  safe  plan  to  examine  all  the  leading 
parts  before  taking  the  engine  away  from 
the  round  house.  Depending  upon  the 
care  and  vigilance  of  others  is  a  practice 
that  frequently  leads  to  failures  on  the 
road.  Not  only  so.  but  the  habit  of  a 
constant  and  thorough  inspection  by  the 
engineer  himself  begets  a  familiarity  with 
the  various  parts  of  the  locomotive  that 
cannot  be  obtained  at  second  hand,  and 
is  no  trouble  once  the  habit  is  established. 
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General  Foremen's  Department 


Construction  of  the  Baker  Valve  Gear. 

The  necessity  that  \vc  have  already  re- 
ferred to  of  providing  a  locomotive  valve 
gear  outside  of  the  frames  induced  many 
clever  American  engineers  to  extended 
experiments  with  a  view  to  make  still 
further  improvement  than  that  already 
shown  to  be  possible  with  the  introduc- 


ances     are     not     suited     to     locomotive 
service. 

In  view  of  these  facts  it  will  be  readily 
understood  that  if  the  motion  of  a  sliding 
valve  can  be  perfectly  controlled  and  the 
length  of  valve  stroke  varied  without  the 
intervention  of  a  radial  link,  a  real  gain 
in  the  economical  use  of  steam  is  made. 


F!G.    1.     THE    B.\KF.R    \ALVE   GK.^R. 


tion  of  the  Walschaerts  valve  gear.  The 
introduction  of  what  was  known  as  the 
Baker-Pilliod  valve  gear  was  at  once 
acknowledged  as  an  important  step  in  the 
right  direction.  In  a  few  years  the  num- 
ber of  parts  composing  the  mechanism 
have  been  reduced  in  number,  thereby 
avoiding  the  tendency  to  lost  motion,  be- 
sides adding  to  the  simplicity  and  stabil- 
ity of  the  structure,  and  in  its  improved 
form  is  now  known  as  the  Baker  locomo- 
tive valve  gear. 

It  will  be  readily  observed  that  the  de- 
vice resembles  the  Walschaerts  valve 
gearing  in  two  important  particulars. 
Tiu:  eccentric  crank,  which  gives  the 
valve  its  motion,  is  attached  to  the  main 
crank  pin,  and  a  combination  lever  deriv- 
ing its  motion  from  the  crosshead  gives 
the  valve  its  position  in  relation  to  the 
steam  ports.  The  most  important  varia- 
tion between  the  Baker  valve  gearing  and 
the  Walschaerts  valve  gearing  consists 
in  the  absence  of  a  radial  link  in  the 
Baker  gear.  As  is  well  known,  the  link, 
whether  sliding  or  oscillating  on  a  fixed 
ceiiter  is  a  source  of  error  in  all  valve 
motions,  largely  on  account  of  the  slip- 
ping of  the  link  block,  and  is  more  notice- 
able in  the  case  of  the  shifting  link  as  it 
moves  through  a  longer  extended  arc 
than  is  the  case  when  oscillating  on  a 
fixed  center.  This  drawback  has  been 
largely  overcome  in  stationary  engine 
practice,    but    delicately    automatic    appli- 


Xot  only  so,  but  the  valve  gearing  in  lo- 
comotive service  that  readily  lends  itself 
to  rigidity  of  movement,  and  at  the  same 
time  possesses  that  flexibility  of  adapta- 
tion essential  to  the  various  requirements 
of  the  service  is  all  that  can  be  looked 
for,  and  these  qualities  are  found  in  an 


crosshead  travels  with  an  increasing  de- 
gree of  rapidity  towards  the  center  of 
the  stroke  and  diminishes  in  velocity  to- 
wards the  end  of  the  stroke.  The  same 
remarks  apply  to  the  eccentric  rod.  The 
crosshead  movement  is  at  the  swiftest 
point  when  the  eccentric  crank  motion  is 
at  the  slowest,  because  they  are  set  at 
right  angles  to  each  other.  The  union 
link  attached  to  the  crosshead,  and  the 
eccentric  rod  are  connected  to  separate 
ends  of  a  bell  crank.  The  end  of  the 
bell  crank  attached  to  the  eccentric  rod 
describes  an  ellipse  at  an  irregular  ve- 
locity. This  varying  motion  is  conveyed 
through  the  bell  crank  and  the  combina- 
tion lever  and  valve  rod  as  shown  in  the 
detailed  drawings.  The  result  of  the  two 
motions  is  that  the  valve  travels  very 
rapidly  at  the  beginning  of  its  stroke,  and 
by  the  time  that  the  piston  has  moved 
one-twentieth  of  its  stroke  the  valve  is 
wide  open  and  the  valve  then  moves  very 
slowly  during  the  period  when  the  piston 
is  moving  with  increasing  rapidity.  As 
the  piston  approaches  the  release  point 
the  valve  again  travels  with  increasing 
rapidity  and  closes  at  its  highest  speed. 
The  reversing  movement  is  effected  by 
the  eccentric  rod  being  attached  to  a  re- 
verse yoke,  and  when  the  reach  rod  is 
moved  backward  or  forward  it  changes 
the  position  of  the  bell  crank  and  affects 
the  position  and  movement  of  the  valve 


eminent  degree  in  the   Baker  locomotive 
valve  gear. 

In  regard  to  the  various  parts  of  the 
valve  gearing  it  will  be  observed  tliat  the 
circular  movement  of  the  eccentric  crank 
will  impart  an  irregular  linear  move- 
ment to  the  eccentric  rod.  as  also  does 
the  crosshead  impart  a  similar  varying 
movement  to  the  combination  lever.     The 


riG.2. 


with  a  degree  of  accuracy  not  obtainable 
in  any  motion  passing  through  a  shifting 
or  oscillating  link.  The  rods  and  bell 
crank  are  so  connected  and  adjusted  that 
the  placing  of  the  reverse  lever  on  any 
position  affects  the  position  of  the  bell 
crank  conveying  a  corresponding  move- 
ment on  the  valve  rod  and  valve. 
The  number  of  joints   in  all  kinds  of 
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valve  gearing  are  one  of  the  sources  of 
the  irregularities  incident  to  the  motion. 
This  is  the  chief  drawback  in  the  shifting 
linl,  motion,  and  not  only  are  the  joints 
much  fewer  in  number  in  the  Baker 
valve  gear,  but  the  parts  lend  themselves 
readily  to  massivcncss  and  rigidity  of 
construction  which  is  impossible  in  the 
case  of  the  shifting  link,  and  is  only  par- 
tially possible  in  the  case  of  the  Wal- 
schaerts   valve   gearing. 

In  the  Baker  valve  gear  the  lead  or 
opening  at  the  lieginning  of  the  stroke 
may  be  rectified  with  ease  and  rapidity 
that  is  at  once  simple  and  comiilete.  The 
intcrcliangeability  of  tlie  parts  liave 
proved  themselves  that  tlie  mii>t  ad- 
vanced methods  have  been  iisi'd  in  oh- 
t;'ining  perfection  in  the  dtiplic:iti"n  of 
all  of  tlie  parts  comiu-ising  tlie  I'.aker 
valve   gearing. 

.\  particular  advantage  in  running  a 
locomotive  with  the  Baker  valve  gear  is 
the  perfect  ease  w'ith  wliioli  the  reverse 
lever  may  be  moved.  TIic  lever  <loes  not 
act  against  any  direct  thrust  of  the  mov- 
ing parts,  but  the  reach  r.ul  and  reverse 
yoke  acting  as  a  lever  and  fulcrum  moves 
the  bell  crank   readilv  and   easily 


.\DjrSTING    THE     n.VKKR    V.\LVE    GE.\R. 

In  adjusting  the  Baker  gear  all  tliat  is 
necessary  is  to  connect  up  the  gear  and 
locate  the  centers  in  the  usual  way.  Then 
check  the  throw  of  the  reverse  yoke,  also 
the  clearance  at  all  points.     The  eccentric 


and  scribe  the  guide  again;   if  these  two 
lines    are    together    the    crank    setting    is 


lengthened  %   inch  with  the  lever   in  the 
extreme   forward   motion   ami   the   engine 


DET.MLS  OF  INSIDE  ADMISSION. 


correct.  If  they  are  not,  knock  the  ec- 
centric crank  in  or  out  until  they  do.  The 
position  of  the  reverse  lever  is  not  im- 
portant while  finding  the  eccentric  posi- 
tions. After  tlie  valve  setter  has  had 
sufficient  e.xperience.  tile  location  of  the 
lecentric  can  lie  determined  while  obtain- 
ing the  dead  centers. 

Put  the  reverse  lever  in  full  forward 
motion  position  and  test  the  full  travel. 
If  there  is  a  difference  between  the  right 
and  left  sides  of  the  engine,  lengthen  the 
gear  reach  rod  on  the  side  of  the  engine 
where  the  short  travel  exists.  After  ob- 
taining tlie   same   travel   on   each    side   of 


DETAII.S    OF   OUTSIDE   ADMISSION. 


crank  should  be  clamped  temp" 
place  on  the  main  pin  as  near  -as 
to  the  si)ecificd  throw.  .•\ssun 
the  engine  is  on  tlie  front  dea 
tram  from  the  center  of  the  pin 
Olid  of  eccentric  rod  to  any  ■ 
joint,   such   as   the   gui<le   yoke  i 


i   shown   by   tram 
ig.    1.     (In   most 


point 


can  be  used  for  this  w( 
ing    a   line   .across    the 
guide  with  the  "A''  en' 
vlve  the  wheel  to  the 


arily   in  the    engine    in    this    manner,    the    reverse 

possible  lever  should  be  put  in  its  central  position 

ng    that  and  the  main  reach  rod  a<ljustecl  until  the 

center,  dimensions  shown  on  h"ig.  2  are  obtained 

in   front  for  mid-gear  position;  tlieii  the  <piailrant 

.ill.. nary  Ungth    should    be   tested    for    llie    desired 

miides,  travel  in  both  full  forward  and  liack  mo- 

■.•\"   ..ii.l    "li."  tions. 

s   the   wdu'.  1    Irani  The  inside  admission  gear  is  direct  in 

rk.)     After  scrib-  the   forward   motion   and   indirect   in   the 

side   of   til.'    m.iin  back  motion  and  the  ratio  of  the  gear  is 

I  of  the  tr.ini.  re-  4  to  1,  therefore  the  valve  will  move  for- 

back  dead  cuter  ward    1-16    inch    if    the    eccentric    rod    is 


on  dead  center.  If  the  lever  is  in  the 
extreme  back  motion  the  valve  will  move 
back   1-16   inch   when   the   rod   is   length- 


4  inch.  Having  taken  the 
with  your  standard  valve 
take    the    lead    openings    in 


port 
stem 
both 


ened    ,' 

marks 

tram, 

ni..ti..ns  as  shown  by  Fig.  3,  which  shows 

eccentric  rod  J 4  inch  too  long  for  inside 

admission. 

If  you  sliorten  the  rod  ]i  inch  and 
take  the  lead  points  again  the  valve  will 
be  shifted  liack  in  the  forward  motion 
until  lead  line  "A"  is  at  "E"  and  lead  line 
"I'."  is  at  "F,"  and  in  the  back  motion 
the  v.ilvc  will  be  shifted  ahead  until  the 
lead  line  -C"  will  be  at  "E"  and  lead 
line  "fl"  will  be  at  "F,"  which  will  make 
tlu-  condition  as  shown  by  Fig.  4. 

.\fter  obtaining  leads  as  shown  by  Fig. 
4,  the  lengtli  of  the  valve  rod  should  be 
adjusted,  making  "G"  and  "H"  equal. 
After  the  setter  has  had  some  experience 
the  valve  rod  and  eccentric  rod  altera- 
tions can  lie  made  after  one  revolution  of 
tlic  wheels.  Referring  back  to  the  para- 
graph on   F.ccentric  Crank  Setting,   wliich 


can  be  cliccked  from  the  steam  (see  Fig. 
3),  on  which  the  distance  between  "A" 
and  "B''  on  the  horizontal  line  of  the 
stem   is   etpial   to  "C"  and   "D,"  this  will 
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always  be  the  case  when  crank  setting  is 
correct,  whether  the  eccentric  rod  sliows 
long  or  short. 

If  the  eccentric  rod  is  Js  i"ch  too  short 


LaaG«^<^:i2!5jutj^ 


and  the  crank  setting  correct,  the  full 
gear  lead  lines  will  come  as  shown  by 
Fig.  S; 

After  lengthcening  the  rod  '/s,  inch  you 
will  have  the  condition  shown  by  Fig.  4. 


Questions  and  Answers  for  Possible 
Failures  of  the   Baker  Gear. 

Q. — Is  the  Baker  gear  a  direct  or  an 
indirect  motion? 

A.— It  is  direct,  going  ahead  for  an  in- 
side admission  and  indirect  backing  up, 
and  just  the  opposite  for  the  outside  ad- 
mission type. 

Q. — What  are  the  advantages  of  the 
Baker  gear  over  other  valve  gears? 

A. — It  is  an  outside  gear  having  no 
links  or  eccentrics.  The  bearings  are  all 
pins  and  bushings,  which  makes  it  very 
easy  to  repair.  It  is  also  standard,  regard- 
less of  size  or  class  of  engine. 

Q. — What  means  are  provided  to  keep 
the  gear  properly  lubricated? 

A. — All  bearings  are  provided  with  a 
pocket  or  cavity  cast  in  casting,  which 
does  away  with  the  use  of  oil  cups. 

Q,— What  parts  of  the  Raker  gear  take 
the  place  of  the  link  which  is  used  by  the 
Stephenson  or  Walschaert  motion  ? 

.\. — The  radius  bars  and  reverse  yoke. 

Q. — What  relation  to  the  main  pin  is 
the  eccentric  crank  set? 

A. — The  eccentric  crank  always  follows 
the  main  pin. 

Q. — Should  the  eccentric  rod  or  eccen- 
tric crank  break,  how  is  the  engine  put 
in  condition  to  proceed? 

A. — The  disabled  side  can  have  lap  and 
lead  travel  and  a  port  opening  equal  to 
the  lead  for  all  cutoffs.  First  block  the 
bell  crank  by  using  a  U-bolt  (which 
should  be  provided )  in  the  holes  placed  in 
the  gear  frame  for  this  purpose.  Throw- 
ing reverse  lever  in  mid-gear  will  help  to 
get  bell  crank  in  position  to  block. 
Second,  take  down  broken  parts.  Third, 
knock  out  back  oin  of  short  reach  rod  and 
throw  reverse  yoke  in  forward  motion 
against  gear  frame. 

Q. — What  is  done  should  a  gear  con- 
nection rod  break? 

.^. — Do  the  same  as  for  a  broken  ec- 
centric rod  or  crank. 

Q. — What  is  done  should  the  upper  part 
of  gear  connection  rod  break? 

A. — If  break  is  close  to  the  middle  pin. 
•do  the  same  as  for  a  broken  eccentric  rod 


and  also  tic  lower  end  of  gear  connection 
rod  to  keep  it  from  swinging.  If  break'is 
near  the  top  and  below  the  jaw,  first  block 
the  bell  crank  and  wire  the  connection  rod 
fast  to  radius  1)ar5.  If  lireak  is  through 
top  jaw,  do  the  same  as  for  broken  eccen- 
tric rod. 

Q. — What  is  done  should  a  radius  bar 
break? 

A. — Do  the  same  as  for  lirokcn  eccentric 
rod. 

Q. — If  the  horizontal  arm  of  bell  crank 
should  l)reak? 

A. — Same  as  broken  eccentric  rod. 

Q. — What  is  done  should  the  vertical 
arm  or  bell  crank  break? 

A. — Take  down  union  link  combination 
lever  and  valve  rod,  then  block  valve  over 
ports  by  using  set  screw  in  valve  stem 
crosshead  provided  for  that  purpose. 

Q. — Should  you  break  crosshead  arm  or 
union  link,  what  would  you  do? 

.\. — If  rod  be  provided  to  secure  lower 
end  of  combination  lever  to  guide  yoke, 
remove  broken  parts  and  proceed  with  full 
train,  working  engine  at  long  cutoff. 
Otherwise  would  remove  broken  parts, 
com])ination  lever  and  valve  rod,  cover 
ports  and  proceed  on  one  side. 

Q. — What  do  you  do  if  a  union  link 
should  lireak  ? 

A. — Same  as  for  a  broken  crosshead 
arm. 

Q. — What  is  done  if  a  combination  lever 
should  break? 

A. — Tie  combination  lever  plumb  same 
as  for  a  broken  crosshead  arm,  if  it  is 
possible.  If  not  possible,  take  down  the 
combination  lever  and  valve  rod  and  cover 
the  ports. 

Q. — What  is  done  if  a  valve  rod  breaks? 

A.— Take  down  the  broken  parts  and 
cover  ports,  leaving  the  rest  of  the  .near 
intact. 

Q.- What  is  done  if  a  reverse  yoke 
breaks  ? 

A. — If  lugs  for  holding  reacli  rod  break, 
block  yoke  securely  at  whatever  cutoff 
you  wish  to  work  the  engine  and  take 
down  the  short  reach  rod.  If  break  is 
below  the  lugs,  do  the  same  as  for  broken 
eccentric  rod. 

Q.— What  do  you  do  if  reach  rod  should 
break  ? 

A. — If  short  reach  rod  breaks,  block  the 
yoke  at  cutoff  desired  and  wire  fast  so  it 
cannot  move.  If  main  reacli  rod  breaks, 
block  between  tumbling  shaft  arm  and 
crosstie  brace,  wiring  same  securely. 

Q. — What  is  done  if  the  engine  breaks 
down  other  than  valve  gear? 

A. — In  this  case  do  the  same  as  for  any 
other  valve  gear. 


Meeting    of    the    Executive    Committee 
of  the  International  Railway  Gen- 
eral Foremen's  Association. 

An  important  meeting  of  the  officers 
and  members  of  the  Executive  Commit- 
tee of  the  International  Railway  General 
I'oremen's  .Association  will  be  held  at  the 
Sherman  Hotel,  Chicago,  Tuesday,  De- 
cember 8,  1914,  at  10  a.  m.  As  matters 
of  great  importance  to  the  organization 
are  to  be  considered,  it  is  earnestly  de- 
sired that  all  concerned  will  make  an 
effort  to  be  present. 

The  work  of  the  association  during  the 
year  is  of  the  most  interesting  kind,  and 
the  various  committees  arc  already  busy 
at  work  on  the  subjects  assigned  to  them, 
and  it  is  the  determination  of  the  officers 
and  members  of  the  Executive  Committee 
that  no  effort  will  be  spared  to  present  in 
the  best  form  all  the  facts  in  relation  to 
tile  subjects  under  consideration  that  can 
be  collected.  With  the  excellent  oppor- 
tunities that  the  members  have  of  making 
observations  in  actual  practice  and  com- 
paring data,  valuable  results  may  be 
safely  expected. 

Mr.  William  Hall,  the  secretary-treas- 
urer of  the  association,  announces  that 
his  address  is  now  1126  West  Broadway, 
Winona,  Minn. 


To  Keep  Machinery  from  Rusting. 
Dissolve  one  niuice  of  camphor  in  one 
pound  of  melted  lard;  take  nff  the  scum, 
and  mix  in  as  much  fine  black  lead  as  will 
give  it  a  color.  Clean  the  machinery  and 
smear  it  with  the  mixture 


Minimum   Wage   Law   Declared 
Unconstitutional. 

Holding  the  minimum  wage  law  passed 
by  the  1913  Minnesota  Legislature  to  be 
unconstitutional.  Judge  Catlin,  in  the 
State  District  Court,  handed  down  a  de- 
cision ordering  a  temporary  injunction 
against  State  Auditor  Ivcrson  and  the 
members  of  the  Minimum  Wage  Com- 
mission from  expending  further  money. 
The  ruling  also  suspends  the  order  of  the 
commission  fixing  a  minimum  wage  for 
women  and  minor  workers,  which  was  to 
become  effective  today. 

Judge  Catlin's  order  makes  the  mini- 
mum wage  law  ineffective  until  the  case 
has  been  tried  on  its  merits.  His  decision 
will  be  appealed  to  the   Supreme   Court. 

"The  actual  working  of  the  law  would 
be  apt  to  increase  immorality,  if  morals 
are  dependent  upon  wages."  Judge  Catlin 
asserted  in  the  ruling. 

The  law  was  held  to  be  unconstitu- 
tional because  it  delegated  the  legislative 
power  to  an  appointive  commission  and 
placed  in  that  commission  a  discretion  as 
to  whether  there  should  be  a  minimum 
wage.  "Even  the  State  cannot  lawfully 
become  a  'pater  familias'  until  the  form  of 
ijovcmmcnt  has  been  entirely  changed." 
Judge   Catlin   declared. 

The  second  constitutional  ground  o;. 
which  the  court  bases  the  decision  was 
the  abridgment  of  the  right  of  the  in- 
(iividual  to  contract.  The  law  interferes 
with  both  the  employee  and  the  employer 
according  to  the  court. 
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Air  Brahe  Department 


Announcement. 

During  the  past  year  we  have  offered 
descriptions  of  quite  a  number  of  air 
brake  equipments  which  possess  improve- 
ments upon  triple  valve  operation  and  the 
design  and  perfection  of  these  have  cul- 
minated in  the  development  of  the  elec- 
tro-pneumatic brake  for  steam  road  pas- 
senger trains,  and  wliile  ilhistrations  of 
the  original  design  appeared  in  these  col- 
umns about  a  year  ago,  it  has  since  been 
improved  upon  to  such  an  extent  that  an 
entirely  new  type  of  operating  valve  now 
replaces  the  first  installation.  As  soon  as 
this  valve  has  been  thoroughly  tested  out 
in  service  and  proven  satisfactory  in 
every  detail,  another  description  will  ap- 
pear, but  for  the  present  the  manufactur- 
ers do  not  encourage  any  publicity  in  con- 
nection with  this  brake. 


P.   C.   Equipment. 

The  Passenger  Control  equipment,  de- 
signed during  the  Lake  Shore  brake  tests 
and  adopted  by  the  New  York  Central 
Lines  and  used  largely  by  the  Pullman 
Company,  was  described  in  these  columns 
in  1911,  several  issues  were  devoted  to  an 


The  features  of  this  brake  are :  Grad- 
uated release  and  quick  recharge,  cer- 
tainty and  uniformity  of  service  opera- 
tion, quick  rise  in  brake  cylinder  pressure, 
uniformity    and    maintenance    of    service 


release,  greatly  increased  sensitiveness  to 
release,  and  the  elimination  of  the  grad- 
uated release  feature. 

In  this  brake  the  triple  valve  and  aux- 
iliary reservoir  are  replaced  with  a  con- 


f  PIPE 
EMER.  PISTON  E 


glHjgi^Y  ff^  ^ 


MIXOR  DET.MLS.     P.  C.     EQUIPMENT. 


brake  cylinder  pressure,  predetermined 
limiting  of  service  braking  power,  auto- 
matic emergency  application  on  depletion 
of  brake  pipe  pressure,  full  emergency 
braking  power  at  any  time,   a   separation 


trol  valve,  and  two  reservoirs  and  two 
brake  cylinders  are  employed  instead  of 
one ;  that  is,  one  for  service  and  both 
for  emergency.  The  control  valve  con- 
sists of  four  operating  portions  bolted  to 
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explanation    of    the    improvement- 
triple   valve  operation  and  an   effoi 
made    to    point   out    the   necessity 
brake  of  this  description   for  heavy 
senger  cars. 


P.  C.   EoriP.MENT.     NORM.M.   POSITION". 

of  serN  ice  and  emergency  features,  the 
cmi>Iuymcnt  of  a  low  total  leverage  ratio, 
less  sensitiveness  to  the  inevitable  fluctu- 
ations of  brake  pipe  pressure,  maximum 
rate  of  rise  in  brake  pipe  pressure  during 


a  control  valve  reservoir;  the  portions 
are  called :  equalizing,  application,  emer- 
gency and  quick  action.  The  reservoir  is 
of  three  compartments,  called :  the  pres 
sure  chamber,  application  chamber  and  re- 
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duction  limiting  chamber.  For  the  reason 
that  we  have  heard  railroad  men  remark 
that  a  diagram  of  the  valve  resembles  a 
map  of  the  East  Side  and  that  the  port 
holes  through  the  gaskets  must  have  been 
designed  with  a  load  of  various  sized 
buck   shot,   we   wish   to   touch   upon   the 


to  attempt  a  short-cut  to  a  general  un- 
derstanding of  this  brake,  should  care- 
fully note  the  illustrations  and  learn  the 
names  of  the  exhaust  ports  and  pipe  con- 
nections, and  as  well  the  names  of  the 
various  pistons  and  their  attached  slide 
valves. 


be  perfectly  clear  to  anyone  who  under- 
stands   triple   valve    operation. 


Air  Pump  Heads. 
There  are  a  variety  of  methods  of  air 
pump   repair  work  in  vogue  in  the  rail- 


P.  C.  EQUIPMENT.  OUTLINE  3-2  CONTROL  VALVE. 

construction    of    the    valve    without    any         The  outline  drawing  will  show  the  pipe  road  repair  shops,  especially  on  top  heads 

reference    to    numbered    valves    and    let-  connections  and  the  names,  the  exhaust  of  the  9J/^  and  11-inch  air  pumps.    Some- 

tered    passages,    and    if   possible,    present  ports  and  their  location,  while  the  views  times    there    is    more    than    one    method 

this  in  a  manner  that  will  be  more  read-  of  actual  sections  will  show  the  location  practiced  in  the  same  shop ;  in  fact,  prac- 

ily  comprehended  than  if  all  details  were  of  the  various  portions.  tical   air    brake   men    are    inclined    to    be 
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dwelt  upon  in  lengthy  references  to  ports 
and  passage. 

The  names  of  the  various  parts  will  be 
shown  in  the  illustrations,  and  those  of 
our  readers  who  feel  that  they  cannot 
handily  spare  the  time  required  to  trace 
out  the  various  flows  of  compressed  air 
during  the  different  operations  and  wish 


ACTUAL  SECTIONS.     3-E  CONTROL  VALVE. 

The  view  of  the  normal  position  is  a 
diagrammatic  arrangement  showing  all 
the  parts  assembled  with  no  air  pressure 
whatever  in  any  part  of  the  control  valve. 

Next  month  this  description  will  begin 
with  a  diagram  of  the  control  valve  in 
release  and  charging  position,  which  we 
hope   to   explain   in   a   manner   that   will 


guided  by  local  conditions  in  this  line  of 
work.  The  most  expensive  part  of  the 
heail  of  one  pump  is  the  main  valve 
bushing,  and  in  the  other  pump  the  dif- 
ferential valve  is  more  expensive  than 
tlie  main  valve  bush,  and  price  is  al- 
ways the  first  consideration  in  buying, 
liut  uh^mate  cost  should  be  estimated  with 
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a  view  of  economical  purchase  of  re- 
pair  parts. 

What  may  be  termed  the  primitive 
method  of  repairing  the  lop  head  was 
to  force  out  tlie  main  valve  and  revers- 
ing valve  bushings  and  discard  tliem  when 
badly  worn,  and  if  the  top  head  was 
cracked,  turn  it  off  and  shrink  a  band 
around  it,  and  if  the  threads  in  the  re- 
versing valve  chamber  were  stripped,  tlie 
entire  head  was  thrown  on  the  scrap 
heap. 

Modern  methods  arc  to  rebore  tlie  jiis- 
ton  end  of  tlie  main  valve  bushing  and 
purchase  larger  sizes  of  pistons  and  rings, 
or  to  rebore  and  rebush  tlie  main  valve 
bushing  to  the  standard  size. 

The  reversing  valve  bushing  is  forced 
i>M,  the  valve  guide  or  pin  removed,  and 
the  Dushnig  reamed  or  bored  out  and  a 
size   larger   reversing   valve  api)lied. 

Some  shops  endeavor  to  maintain  a 
standard  size  of  reversing  valve  bushing 
and  go  to  the  extent  of  using  a  In-ass  re- 
versing valve  for  the  purpose  of  keeping 
the  wear  of  the  bushing  to  the  minimum. 
When  the  threads  happen  to  be  stripped 
out  of  the  valve  chamber,  one  method  of 
more  or  less  merit  is  to  re-tap  it  and 
use  a  size  larger  valve  chamber  cap.  An- 
otlicr  practice  is  to  cut  all  of  tlic  remain- 
ing thread  and  a  i)ortion  of  the  chamber 
away,  chase  another  thread  and  screw  a 
brass  or  wrought-iron  bushing  into  the 
chamber,  true  the  inside  of  this  bushing 
up  with  the  valve  chamber,  cut  off  to  the 
proper  length  and  thread  the  inside  for 
the    original    valve    chamlKT    cap. 

The  upper  steam  port  must,  of  course, 
be  drilled  through  tliis  added  bushing, 
which  can  be  done  after  it  is  ap[)Iied  by 
removing  the  brass  plug  at  the  outside  end 
of  the  port  and  replacing  it  wlien  the  op- 
eration is  completed.  The  standard  re- 
versing valve  bushing  is  then  replaced, 
and  if  the  work  is  accurately  done  it  is 
a  good  practice,  but  we  have  noted  some 
very  bad  results  where  the  inside  of  the 
ad<Ied  bushing  was  not  in  perfect  line 
with  the  valve  chamber. 

The  result  of  any  imperfect  fitting  at 
this  point  is  obvious,  and  would  liave  the 
same  general  effect  as  a  badly-worn  valve 
scat  in  the  bushing  in  that  it  would  per- 
mit live  steam  to  flow  to  the  upper  end 
of  the  valve  rod  through  the  cq)  nut. 

In  several  instances  that  we  know  of 
such  work  has  passed  the  air  pump  test 
in  the  shop,  but  would  show  U]i  under  a 
hii^h  steam  pressure.  If  this  character  of 
rep.iir  work  is  attempted  it  ^liould  lie 
done  in  accord  with  a  blue  print  which 
will  outline  the  method  and  s|.ecify  the 
leniiih  and  diameter  of  the  added  liush- 
imr.  This  cannot  be  attempted  in  the 
small  repair  plants  where  all  marhiiie^ 
are  crowded  to  their  capacity  I  r<  inise 
no  wide-awake  foreman  would  con^  •  i  to 
delay  his  machine  work  and  hold  iii  an 
engine  in  order  to  save  a  few  dollir^ 
that  woidd  be  spent  in  buying  a  new  !e  :.•! 


As  to  the  main  valve  busliing,  if  the 
repair  work  is  to  be  reliable  it  is  essen- 
tial that  the  main  valve  cylinder  head  and 
the  cylinder  part  of  the  bushing  be  kei)t 
reasonably  true,  regardless  as  to  how 
it  is  done.  The  main  valve  pistons  must 
be  at  least  a  fair  fit  in  their  respective 
cylinders,  and  the  piston  rings  must  not 
be  loose,  either  in  the  cylinders  or  in 
the  piston  grooves.  Reboring  and  bush- 
ing the  main  valve  bushing  and  the  left 
main  valve  cylinder  head  is  not  practiced 
to  any  great  extent  principally  because 
when  the  main  valve  pistons  are  worn  in 
the  grooves  and  somewhat  smaller  than 
the  cylinders  they  are  no  longer  tit  for 
use,  and  in  the  9^-inch  pump  the  dif- 
ferential piston  costs  more  than  the  main 
valve  bushing;  then  buying  a  larger  size 
of  pistons  only  requires  the  truing  up  of 
the  cylinders  and  at  the  same  time  per- 
mits of  maintaining  a  standard  thickness 
of  piston  ring,  which  is  very  desirable, 
as  some  awful  air  pump  repair  work  is 
done  when  filing  packing  rings  along  the 
sides  becomes  a  practice,  or  necessary  to 
get  them  to  enter  the  piston  grooves,  es- 
pecially so  when  it  is  done  on  the  rings 
in  the  air  cylinder.  When  engines  run 
into  a  large  repair  shop,  relioring  and 
using  larger  pistons  is  an  excellent  prac- 
tice, even  if  it  does  necessitate  the  carry- 
ing of  different  sized  packing  rings  in 
stock:  but  it  is  a  questionable  practice  if 
the  air  pumps  are  to  be  repaired  at  vari- 
ous small  stations,  especially  if  trained 
air  brake  men  are  not  employed. 

Fortunately  in  air  brake  work,  one  loss 
frequently  offsets  another,  and  if  the 
badly-worn  bushings  and  cylinder  heads 
are  thrown  away  or  used  in  pumps  in 
some  other  class  of  service,  the  replacing 
of  new  parts  will  maintain  a  standard  size 
that  will  be  ecpial  to  saving  many  dollars 
in  shipment  of  repair  parts  to  points 
along  the  line  of  road. 

.\  short  time  ago  some  suggestions  rel- 
ative to  the  maintenance  of  the  .-lir  cyl- 
inder were  made,  and  recentl>  a  method 
of  titling  a  steel  Imsliing  into  an  air 
valve  cage  has  been  brought  to  our  notice. 
The  worn  valve  cage  is  bored  out  on  the 
inside  and  threaded,  and  a  bushing  is 
screwed  into  it  and  turned  off  to  f..rin  a 
new  seat  which  can  reasou.ibly  he  ex- 
pected to  give  as  good  results  as  the  use 
of  a  new  cage,  and  if  the  bushing  is  left 
a  trifle  full  in  length  and  a  trille  smaller 
111  the  inside  diameter,  many  badly-worn 
air  valves  can  be  used  instead  of  being 
thrown  in  the  scrap,  as  is  the  usual 
method. 

The  reversing  valve  bushing  of  the  11- 
inch  pump  can  bo  forced  out  and  have 
the  flat  seat  trued  up  and  a  new  valve 
applied,  aiul  this  should  be  done  when- 
ever the  pump  is  in  the  air  room  if  the 
v.alvc  seat  shows  any  wear,  as  the  heav- 
ier valve  rod  of  this  pump  is  more  liable 
to  pull  the  reversing  valve  out  of  place 
when    the    piston    is    making    the    flown 


stroke  if  there  is  considerable  leakage 
on  the  reversing  valve  seat.  The  revers- 
ing or  short  stroke  generally  follows  the 
pouring  of  oil  into  the  steam  end  of  the 
pump,  which  practically  destroys  the  fric- 
tion between  the  valve  and  seat  or  the 
resistance  to  the  movement  of  the  revers- 
ing valve.  The  result  is  what  is  slangily 
termed  the  "jiggling"  of  the  pump. 

Another  trouble  peculiar  to  the  large 
I'l.nip  is  that  when  the  packing  rings  in 
ihe  air  cylinder  become  loose  or  pretty 
uf"  worn,  the  pump  sometimes  goes  lame 
for  a  few  strokes,  the  air  sometimes  gets 
tetwcen  the  outside  of  the  rings  and  the 
cylinder,  and  the  action  of  the  pump  has 
the  appearance  of  a  broken  discharge 
valve.  It  usually  occurs  on  the  down- 
stroke  and  after  the  pump  has  received  a 
few  cups  of  oil,  that  is,  when  about  one- 
half  of  the  cylinder  is  lubricated  and  the 
other   half   is   dry. 

Of  course,  the  proper  repairs  are  to 
remove  the  pump  and  renew  the  piston 
rings,  and  in  the  other  case  force  out 
the  reversing  valve  bushing  and  true 
up  the  seat;  but  the  writer  must  admit 
that  he  has  been  placed  in  positions  where 
in  order  to  get  a  pump  started,  he  was 
compelled  to  coat  the  reversing  valve 
seat  with  flour  of  emery,  and  in  order 
to  get  pumps  to  receive  air  on  both 
strokes  was  compelled  to  pour  a  pint  of 
valve  oil  into  the  air  strainer. 

The  larger  railroad  systems  and  inaiiy 
of  the  smaller  ones,  make  an  effort  to 
have  the  air  pumps  removed  from  the 
locomotives  at  stated  intervals  for  re- 
pairs or  rather  for  inspection,  and  re- 
pairs, if  necessary;  but  in  spite  of  tliis 
there  is  still  some  freakish  repair  work 
done  on  air  pumps  on  the  loeomoti\e. 
One  particular  case  we  have  in  mind, 
is  where  a  broken  discharge  valve  was 
found  in  an  11-inch  pump,  and  a  piece 
of  it  had  worked  back  into  the  air  cyl- 
inder and  prevented  the  pump  from  re- 
versing at  the  upper  end  of  its  stroke. 

The  repairer  eviilently  knew  what  was 
wrong,  but  was  not  disposed  to  remove 
the  pump  from  the  locomotive  or  to  draw 
the  air  piston  and  remove  the  piece  of 
liroken  valve ;  instead,  he  removed  the 
reversing  valve  rod.  made  an  iron  ring 
about  's-inch  thick  and  just  large  enough 
to  encircle  the  rod.  then  split  it  and  forced 
it  on  the  rod  between  the  shoulder  and 
the  button  to  form  an  extension  for  the 
^li..nlder   on    the   rod. 

In  this  manner  the  reversing  plate 
touehed  the  shoulder  through  the  medium 
of  the  ring  before  the  air  piston  was 
stopped  by  the  piece  of  broken  air  valve, 
and  the  pump  continued  to  run  regard- 
less   as    to    its    state    of   efficiency. 

lMilir<ly  too  many  air  brake  repair- 
men jiride  themselves  upon  their  resource- 
fulness in  cases  of  emergency,  and  im- 
agine that  their  competency  is  rated  by 
the  shortest  possible  space  of  time  in 
which   they  can  accomplish   a  certain   op- 
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eration,  but  their  efficiency  is  frequently 
at  an  inverse  ratio  to  the  time  consumed 
in  making  certain  classes  of  repairs. 

We  know  of  incidents  in  which  an  air 
pump  failed  four  times  within  a  week, 
the  first  time  on  account  of  defective  air 
piston  packing  rings,  the  second  time 
on  account  of  a  loose  air  piston,  the  third 
time  because  of  a  broken  air  valve,  and 
the  fourth  time  the  air  piston  was  broken 
off  of  the  rod,  each  failure  traceable  to, 
and  the  natural  sequence  of  the  character 
of  the  repair  work  that  preceded  the 
failures. 


Vocational  Training. 

.According  to  the  investigations  made  by 
the  Commission  on  National  Md  to  Voca- 
tional Education,  there  are  fewer  trade 
schools  than  exist  in  the  now  unfortunate 
little  German  kingdom  of  Bavaria,  witli 
a  population  but  little  greater  than  that 
of  New  York  City.  Until  the  outbreak 
of  the  European  war  more  workers  were 
being  trained  at  public  expense  in  the  city 
of  Munich  that  in  all  the  larger  cities  ot 
the  United  States  put  together.  In  a 
democratic  country  the  education  of  its 
citizens  is  one  of  the  most  important 
functions  of  the  state.  A  worker  who  is 
not  trained  to  work  is  not  educated. 
Neither  is  he  educated  if  he  is  trained 
only  to  work.  The  state  alone  can  give 
him  the  broadest  training  possible  in  the 
given  time  and  without  sacrificing  the 
training  for  his  job,  is  the  belief  of  the 
National  Society  for  the  Promotion  of 
Industrial  Education. 

"This  increased  demand  for  trained 
workers  makes  an  irresistible  appeal  for 
vocational  training.  The  European  war 
and  its  disastrous  results  will  be  certain 
to  emphasize  this  situation,"  says  C.  A. 
Piosser,  secretary  of  the  National  Society 
for  the  Promotion  of  Industrial  Educa- 
tion, which  is  to  hold  its  eighth  annual 
convention  in  the  city  of  Richmond,  Va., 
December  9  to  12,  1914. 

This  national  society  with  the  long 
name  has  been  the  leader  in  this  country 
in  the  movement  for  industrial  education. 
In  the  belief  that  the  society  must  work 
in  the  most  practical  manner  possible  in 
aiding  the  country  to  meet  these  demands 
which  the  war  will  make  upon  us,  it  has 
planned  a  convention  unique  in  the  his- 
tory of  such  gatherings. 

According  to  William  C.  Redfield.  Sec- 
retary of  Commerce,  who  is  also  president 
of  the  National  Society  for  the  Promotion 
of  Industrial  Education,  the  danger  of 
poor  industrial  education  is  a  serious  one. 
not  only  to  worker  and  manufacturer,  but 
to  every  citizen.  Our  national  prosperity 
depends  largely  on  the  right  solution  of 
tliis  question. 

In  this  regard  we  may  be  privileged  to 
state  that  the  men  employed  in  the  me- 
chanical department  of  railways  are.  per- 
haps, in  the  very  fore  front  of  the  indus- 
trial  classes   who.   without   anv   state   aid 


whatever,  have  found  time  and  means  to 
educate  themselves  to  a  degree  of  ex- 
cellence that  is  at  once  an  example  to 
others  and  a  credit  to  themselves,  and 
the  continued  encouragement  that  comes 
to  us  is  a  proof  that  our  work  in  this 
cause  has  been  appreciated. 


Scarcity   of   Subjects   for   Discussion. 

The  secretaries  of  the  various  railway 
clubs  seem  to  be  falling  short  of  subjects 
suitable  for  discussion  and  subjects  are 
now  frequently  introduced  that  few  rail- 
road members  are  interested  in.  The  fact 
tliat  these  clubs  have  been  discussing  for 
many  years  the  subjects  most  prominent 
in  railroad  business  lines  naturally  ex- 
hausts the  themes  that  would  excite  dis- 
cussion, but  we  think  that  it  would  be 
well  for  the  officials  of  such  clubs  to 
bring  up  again  subjects  that  they  may 
consider  old  and  threadbare.  There  is 
a  constant  change  going  on  in  the  per- 
sonnel of  all  the  railway  clubs  and  the 
younger  members  arc  entitled  to  have 
light  thrown  upon  subjects  that  have  been 
exhaustively  discussed  in  past  years.  This 
need  does  not  ai)ply  to  new  and  young 
members  exclusively,  for  many  of  the 
older  members  would  receive  benefit  from 
refreshing  the  memory  concerning  sub- 
jects discussed  years  ago.  Subjects  that 
were  of  vital  interest  twenty  years  ago 
are  worth  going  over  again  in  this  year 
of  grace. 


Turning    Fireboxes   Into    Projectiles. 

1  he  fact  that  on  nearly  all  European 
railways  the  fircbo.xes  of  the  locomotives 
are  made  of  copper  is  figuring  curiously 
in  tlie  war  now  raging.  Copper  figures 
largely  in  tlie  manufacture  of  projectiles 
and  no  dther  metal  is  of  any  value  for 
that  purpose.  .\  recent  report  says  that 
copper  is  becoming  so  scarce  in  Germany 
that  orders  have  been  given  to  dismantle 
as  many  locomcitives  as  possible  on  the 
State  railways  in  order  ti>  use  the  copper 
for  making  projectiles. 


More  About  the  People's  Railroad. 

In  our  October  numhcr  appeared  an 
article  rcfiecting  upon  a  no  proiit  rail- 
road scheme  in  operation  at  Fairhope, 
.Ala.,  the  information  being  gleaned  from 
a  local  paper.  We  have  recently  received 
from  Mr.  E.  B.  Gaston,  president  of  the 
Fairhope  Railroad  Company,  a  letter  de- 
fending the  scheme  and  saying  that  it  is 
a  legitimate  business  enterprise,  .\mong 
other  things   Mr.  Gast^m   writes: 

"The  railroad  comp.Tiiy  is  an  entirely 
independent  organization,  duly  incorpo- 
rated, but  under  a  statute  providing  for 
certain  corporations  "not  for  pecimiary 
profit."  It  lias  no  stock,  but  is  controlled 
by  those  interested  enough  to  pay  a  mem- 
bership fee  of  $5  and  enroll  themselves 
as  meml>ers.  The  members  control  the 
road  by  election  oL  its  directors,  IS  in 
number,  but  receive  iio  profits  in  any  way 


from  its  management  over  others  who 
are  not  members. 

Reliance  for  funds  for  the  building  of 
the  road  is  upon  sale  of  bonds,  of  which 
there  is  an  authorized  issue  of  $150,000, 
bearing  interest  at  6  per  cent,  and  pay- 
able in  1933.  These  bonds  are  secured  by 
trust  deed  upon  the  entire  property  of 
the  company,  the  same  as  the  bonds  of 
any  other  honestly  managed  railroad 
company. 

There  is  no  idea  on  the  part  of  anyone 
to  "secure  railroad  accommodation  for 
nothing."  But  that  it  shall  not  cost  the 
people  who  are  to  furnish  it  its  business 
any  more  than  legitimate  operating  and 
maintenance  cost,  with  interest  and  prin- 
cipal upon  its  bonds. 

There  is  no  question  but  that  this  is 
a  very  novel  idea  in  railroading,  its  nov- 
elty arising  from  the  fact  that  those  re- 
sponsible for  the  idea  approached  the 
subject  from  the  standpoint  of  those 
needing  the  service,  instead  of  from  the 
standpoint  of  promoters  merely;  but 
novel  though  it  may  be,  I  see  no  war- 
rant for  calling  it  "silly"  and  think  you 
owe  us  an  apology  for  this  offensive 
epithet." 

Electric  Motors  for  Steering  Large 
Ships. 

The  device  consists  of  two  150-horse- 
power,  120-volt,  d.  c.  motors  which  can 
operate  singly  or  together.  The  appara- 
tus is  fitted  with  clutches  so  that  an  auxil- 
iary steam  set  can.be  used  in  case  of 
emergency.  The  motors  can  pull  the  rud- 
der from  "hard  over"  to  "hard  over"  in 
approximately  20  seconds  when  the  ves- 
sel is  moving  at  full  speed.  The  motors 
are  fitted  with  electric  brakes.  An  auto- 
matic device  is  fitted  to  the  motors  so 
that  when  the  rudder  is  turned  through 
35  deg.  it  is  stopped  by  the  electric  energy 
being  cut  off.  This  prevents  the  rudder 
being  turned  too  far  and  causing  damage. 


RemovaL 

The  Power  Special  Company,  whose 
main  offices  are  at  111  Broadway,  New 
York,  having  found  it  necessary  to  secure 
more  commodious  quarters  to  properly 
handle  the  growing  business  in  the  central 
district,  have  secured  more  extensive 
quarters  for  the  Chicago  office,  and  has 
removed  from  the  Peoples  Gas  Building 
to  the  Harris  Trust  Building. 


Progress  very  satisfactory  to  the  Chat- 
tanooga Chamber  of  Commerce  in  its 
activity  for  better  train  service  to  New- 
York  and  the  East  was  made  at  a  con- 
ference at  Chattanooga,  between  officers 
and  others  interested,  and  officials  of  sev- 
eral railroads.  The  citizens  were  assured 
that  as  soon  as  business  conditions  war- 
rant it.  the  train  known  as  the  Birming- 
ham Special  will  be  operated  to  and 
through  Chattanooga  direct,  instead  of 
through  .Atlanta. 


RAILWAY   AND   LOCOMOTIVE   ENGINEERING. 


December,  1914. 


Electrical  Department 


The   Production  of  Artificial  Daylight. 

Those  who  are  (Kpeiidcnt  upon  arlili- 
cial  light  will  welcome  any  move  toward 
the  improvement  of  this  light  and  espe- 
cially  toward   artificial   daylight. 

With  the  introduction  of  the  gas  lilled 
tungsten  light,  it  is  possible  to  get  some 
very  good  daylight  effects,  and  M. 
Luckiesh  has  carried  out  many  e,\pcri- 
mtnts  along  this  line.  If  the  filament  of  the 
tungsten  light  could  be  heated  up  to  5,000 
degs.  C,  the  quality  of  light  would  closely 
resemble  noon  sunlight.  As  it  is  not  pos- 
sible to  do  this,  some  practical  means 
must  be  used,  and  it  has  been  found  that 
the  light  can  be  obtained  by  passing  it 
tlirough  a  colored  screen. 

In  producing  artificial  daylight  it  is 
quite  desirable  for  the  light  source  i<j 
have  a  continuous  spectrum.  The  tung- 
sten lamp  is  well  adapted  for  this  work 
and  the  problem  is  to  obtain  colored  gla^s 
of  such  character  that  the  transmitted 
light  contains  the  various  colored  rays  in 
the  same  proportion  as  the  daylight.  .\ 
number  of  coloring  elements  are  found 
to  be  neces.sary  in  order  to  produce  a 
glass  which   fulfills  the  requirements. 

It  is  necessary  to  obtain  standards  of 
daylight,  and  three  were  finally  chosen, 
these  three  each  requiring  its  own  glass- 
ware. 

Tlie  first  when  used  with  the  higli- 
efhciency  tungsten  lamp  sliould  reproduce- 
north  skylight;  that  is,  the  light  from  an 
average  north  sky.  This  would  find  its 
use  in  arts  requiring  accurate  discrimina- 
tion of  colors. 

Tlie  second  class  v.as  designed  to  re- 
produce clear  noon  sunlight.  This  ciaiM 
be  taken  as  an  average  dayliglit  liccaiisr 
it  represents  approximately  the  moan  (.1 
all  |)hases  of  daylight  out  of  doors  (hiring 
ordinary  daylight  working  hours.  This 
unit  would  find  a  field  in  llic  general 
ligliting  of  industrial  plants,  such  as  tlioM- 
engaged  in  lithograpliing.  color  printing, 
manufacture  of  paints  and  wall-paiier- ; 
also  in  paper  mills,  paint  shops,  ciuar 
factories,  art  galleries,  etc. 

.\  third  class  was  considered  as  a  coin- 
promise  between  daylight  and  ordinary 
artificial  light.  From  another  viewpoint 
this  class  might  be  considered  as  a  com- 
promise between  wattage  and  iinality  of 
light.  With  these  three  classes  in  mind 
the  problem  of  obtaining  color- '1  glass 
was  attacked. 

The  gas  filled  tungsten  lamp  is  '  f  such 
high  power  per  watt  that,  even  ili'nn;h 
t-c  glass  screens  do  cut  out  a  c  rlain 
per    cent,    of    the    light,    enough    iia^i.is 


through  to  make  the  whole  of  high  effi- 
ciency so  that  artificial  noon  sunlight  can 
now  be  produced  at  an  efficiency  not  far 
from  the  old  tungsten  lights. 


A   Thermo-Relay. 

At  times  it  is  very  desirable  to  have 
some  means  of  regulating  the  temperature 
either  of  an  electric  machine  which  may 
be  subjected  to  heavy  loads  or  of  spaces 
or  baths  which  are  heated  by  electricity. 
.A     thermo-relay,     manufactured     by     the 
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r..-'ruch  Llectric  Controller  Corporation, 
of  Oakland,  Cal.,  embodies  the  use  of  a 
mercury  thermometer.  This  thermometer 
is  surrounded  by  an  insulation  and  the 
Icmperature-time  cuaractcristic  may  be 
varied  by  changing  tliis  insulation.  The 
l)ulh  of  the  thermometer  is  surrounded 
by  a  lieating  element  in  series  with  the 
live  wire  so  that  th"  heat  at  the  bulb 
depends  on  the  amount  of  current  being 


taken.  The  thermostat  is  provided  with 
a  contact  portway  up  the  tube,  so  tliat 
when  the  mercury  reaches  this  height  cur- 
rent passes  to  the  trip  coil  of  a  circuit 
breaker  and  the  main  power  circuit  is 
opened. 


A  Novel  Method  of  Coupling   Cars. 

We  have  all  heard  of  various  methods 
for  coupling  the  cars  to  a  locomotive,  but 
it  is  a  new  one  to  us  all  to  know  that  it 
is  being  done  by  electricity. 

The  Swiss  federal  railways  have  built 
a  small  storage  battery  electric  locomo- 
tive which  is  used  for  switching  cars. 
This  locomotive  is  equipped  with  the 
same  type  of  battery  as  is  used  for  car 
ligliting.  In  switching  service,  the  loco- 
motive is  brought  up  to  the  car  until  the 
buffers  touch.  The  engineer  then  turns 
the  current  through  a  large  coil  of  wire 
which  energizes  the  buffer  of  the  locomo- 
tive magnetically  and  the  buffer  of  the 
car  is  held  by  the  large  magnet.  It  is 
possible  to  pull  many  hundred  pounds  by 
this  attraction.  Time  and  expense  are 
saved  by  this  arrangement. 

There  is  nothing  particularly  new  in 
this  arrangement  except  the  application  of 
iliis  principle  to  railroad  work,  as  for  the 
past  few  years  we  have  had  the  magnetic 
crane:  the  crane  consisting  of  a  large 
I)icce  of  iron  or  steel  which  is  magnetized 
and  whicli  is  used  to  pick  up  pieces  of 
ill '11,  the  iron  clinging  to  the  magnet  un- 
til the  electric  circuit  is  broken.  These 
electric  cranes  are  of  great  use  where 
scrap  iron  is  handled,  as  many  hundred 
poiinds  can  be  lifted  at  one  time  regard- 
less (if  shape  and  size  of  the  pieces. 


Electricity  Used  for  Sterilizing  Milk. 

n  lie  usual  procedure  of  milk  steriliza- 
tion is  to  heat  the  milk,  but  this  method 
has  been  criticized  by  eminent  physicians, 
as  when  the  milk  is  heated  above  a  cer- 
tain temjierature  of  approximately  ISO 
degrees,  many  of  the  bacteria  which  are 
not  Iiarniful  are  destroyed,  and  the  dan- 
gerous germs  are  not  destroyed,  but  de- 
veloped by  the  heat. 

b-xperiments  have  been  made,  using 
electricity,  and  the  results  were  so  suc- 
cessful tli;it  this  method  has  been  carried 
out  on  a  large  scale  at  Liverpool,  Eng- 
land, for  several  months.  It  was  found 
that  electricity  reduced  the  germs  to  a 
minimum  while  not  destroying  the  prop- 
erties  of  the   milk. 

The  apparatus  consists  of  glass  tubing 
about  -M-inch  in  diameter  in  which  are 
placed    three    electrode    chambers,    these 
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chambers  spaced  about  25  to  30  feet 
apart.  The  milk  is  passed  through  the 
glass  tubing  and  through  these  chambers. 
In  each  chamber  is  placed  a  long  copper 
rod  which  is  connected  to  the  circuit  of 
a  high  voltage  transformer.  The  scheme 
is  to  connect  one  terminal  of  the  trans- 
former to  the  rod  in  the  centre  chamber 
and  the  other  terminal  to  each  of  the  two 
outsicle  chambers,  .so  that  the  electric 
current  will  pass  through  the  milk,  flow- 
ing through  the  tubes,  between  the  centre 
chamber  and  each  of  the  outside  chambers. 


FIC.    1.     ni.\GRAMM.\TIC  SF-CTION   OF  .AX 
ORDIN.SRY  F.\X   RI.OWKK. 

Electrically  Driven  Air  Compressors 
for   Foundry  Use. 

There  are  now  in  service  four  distinct 
types  of  air  compressors  classified  as  fol- 
lows. 

First — The  fan  blower  used  where 
large  volumes  of  air  arc  required  at  low 
pressures  from  J/^  lb.  per  sq.  in.  up  to 
1  lb.     Since  it  has  low  efficiency  it  should 


FIO.  2.    DI.\GR.\MM.\TIC  SECTION  OF  ONE 

TYPE  OF  POSITU'E  PRESSURE 

HI.OWER. 

only  be  used  for  verv  low  pressures. 
Fig.   1. 

Second — The  positive  pressure  blower 
from  1  to  10  lb.     Fig.  2. 

Third — The  piston  type  compressor 
adapted  for  high  pressures  from  30  lb. 
upwards. 

Fourth — The  centrifugal  compressor 
which  is  designed  for  any  volume  and 
pressure  for  which  either  the  piston  type 
or  positive  types  have  been  used,  from 
volumes  of  500  to  50,000  cu.  ft.  per  niin. 


and  at  pressures  from  ■)4  lb.  per  sq.  in. 
upwards.     I'ig.  3. 

In  the  fan  blower  the  impeller  revolves 
at  a  comparatively  slow  speed  and  the 
low  pressure,  usually  about  J4  lb.,  is 
produced  almost  entirely  by  centrifugal 
force. 

The  principle  of  the  positive  pressure 
blower  is  different.  This  type  consists 
of  one  or  more  drums  with  lubes  which 
pocket  the  air  and  convey  it  to  the  outlet. 
The  delivery  of  air  to  the  discharge  is 
intermittent  usually  between  one  hundred 
and  two  hundred  per  minute  and  thus  the 
air  pressures  fluctuate,  which  does  not 
make  this  type  as  well  adapted  for  foun- 
dry work. 

The  General  F.lectric  Company  first 
look  up  the  design  of  the  centrifugal 
compressor.  This  type  of  compressor 
consists  of  one  or  more  rotating  impel- 
Urs  supported  on  a  shaft  and  surnjunded 
liy  a  stationery  set  of  discharge  vanes,  the 
whole  enclosed  in  a  casing. 

When  the  impeller  shown  in  Fig.  3  is 
made  to  revolve,  it  will  entrain  by  cen- 
trifugal force  a  fluid,  such  as  air,  at  its 
inner  periphery  and  discharge  it  at  its 
outer  periphery.  .•\t  this  latter  point  the 
air  contains  by  reason  of  its  centrifugal 
pressure  and  its  velocity,  two  forms  of 
energy,  potential  and  kinetic.  The  func- 
tion of  the  discharge  vanes  is  to  convert 
the  velocity  energy  into  pressure  energy, 
riiesc  discharge  vanes.  Fig.  9,  are  dc- 
si.gned  in  such  a  manner  as  to  gradually 
reduce  the  speed  of  the  air  as  it  passes 
through  them  and  thus  recover  the  velo- 
city energy  in  the  form  of  an  increased 
pressure.  The  air  is  thus  delivered  at  a 
perfectly  steady  pressure,  producing  a 
steady  pressure  in  the  foundry  cupola 
giving  uniform  melting. 

Considering  all  four  types  the  follow- 
ing conclusions  may  be  drawn : 

First,  the  principal  difficulty  with  the 
fan  blower  when  compressing  air  to  suf- 
ficient pressure  for  cupola  blowing  is  that 
its  efficiency  is  lower  than  that  of  other 
tyi'es. 

Second,  the  positive  type  of  blower  docs 
not  maintain  its  efficiency  without  exces- 
sive maintenance  cost.  It  creates  a  fluc- 
tuating pressure  which  produces  unsteady 
conditions  in  the  cupola  and  results  in 
irregular  melting  of  the  iron. 

Third,  the  reciprocating  compres.sor,  al- 
though better  adapted  to  higher  pressures, 
is  not  applicable  to  cupola  blowing. 

Fourth,  the  centrifugal  compressor  has 
a  high  efficiency;  maintains  this  efficiency: 
requires  very  little  attention;  the  cost  of 
maintenance  is  extremely  low.  and  above 
all  it  produces  a  steady  pressure  which 
results  in  uniform  operation  of  the  cupo- 
la. It  is  therefore  better  adapted  for 
foundry  use  than  any  of  the  other  types 
in  existence  and  the  installation  of  elec- 
trically driven  compressors  in  foundries 
is  being  proceeded  with  as  rapidly  as  the 
business  conditions  warrant  the  adoption 
of  new  appliances. 


How  to  Dry-Out  Electrical  Apparatus 
Which   Has  Been   Submerged. 

We  all  know  how  important  it  is  for 
,'dl  of  the  moisture  to  be  removed  from 
tile  apparatus  before  putting  same  back 
into  service.  It  is  very  essential  to  give 
a  good  deal  <if  care  to  this  work.  There 
is  no  one  better  fitted  to  advise  on  this 
point  than  Mr.  B.  G.  Lamme,  chief  en- 
gineer   of    the    Westinghousc    Electric   & 


FIi;.  3.     .\  I)I.\GR.\MM.\TIC  SECTION  OF  .\ 

SINGLE   ST.AGE  CENTRIFUG.M- 

COMPRESSOR. 

Manufacturing  Company.  We  summarize 
below  the  jjoints  brought  out  in  a  paper 
read  by  Mr.  Lamme  before  the  .\ssocia- 
tion  of  Iron  and  Steel  Electrical  Engi- 
neers : 

Experience  has  shown  in  some  ca.ses 
that  a  machine  that  has  been  flooded  can 
be  dried  out   with  apparently  no  bad  ef- 


.\    15    oz.    cENTRnr(;.\i.    compressor 

DRIVEN    BY   A   HIRElTCONNECTED 
30  H.  P.,  230  VOI.T  DIRECT- 
CURRENT  MOTOR. 

fects.  while  at  times  it  is  almost  hopeless 
t'l  save  the  machines.  A  good  deal  de- 
pends on  the  kind  of  insulation  used  in 
the  make-up  of  the  machine  and  the 
means  for  getting  rid  oi  the  motor.  If 
water  has  percolated  into  the  coil,  for 
instance,  anil  has  been  trapped  there,  high 
internal  temperature  may  simply  vaporize 
the  water  without  getting  rid  of  it.  If  the 
insulation  is  porous,  the  water  can  be 
driven  out. 
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If  the  drying  heal  is  applied  from  the 
outside,  this  heal  may  seal  over  the  out- 
side of  the  insulation  before  the  water 
could  evaporate.  If,  on  the  other  hand, 
heat  is  applied  on  the  inside  and  tlie  heat- 
ing is  too  rapid,  vapor  may  be  formed 
faster  than  it  can  pass  through  the  pores 
of  the  insulation,  damaging  the  same. 
The  question  that  enters  one's  mind  im- 
mediately is,  how  can  heat  be  applied 
on  the  inside?  We  know  that  an  electric 
current  passing  through  a  copper  wire 
heats  up  the  wire,  the  degree  of  heat 
depending  on  the  size  of  wire  and  the 
amount  of  current  passing  through  this 
wire.  This  fact  is  used  for  this  drying- 
out  process,  and  since  it  is  not  possible 
to  connect  up  the  machine  to  the  full 
voltage  on  account  of  grounds  whicli 
would  immediately  occur,  it  is  put  on 
what  is  termed  "short  circuit  connection." 
The  machine  has  the  terminals  connected 
together,  and  with  this  arrangement  a 
very  low  voltage  applied  to  the  fields  will 
cause  a  large  current  to  flow  in  the  arma- 
ture and  after  a  certain  period  all  of  tlio 
moisture  will  be  driven  out. 

In  drying  out  by  the  inside  milhod  it 
must  be  borne  in  mind  tlial  I  hi-  tem- 
peratures at  dilTerent  pails  uf  the  ma- 
chine may  vary  considerably ;  for  instance 
the  armature  of  a  high  voltage  alternat- 
ing current  generator  might  be  operate<l 
on  a  short  circuit  and  the  drying-out  cur- 
rent may  be  so  high  that  the  center  of 
the  armature  may  be  higlier  tlian  100 
degs.  C,  the  boiling  point  of  water,  wliile 
the  ends  may  be  30  degs.  cooler.  It  is 
very  possible  that  the  water  will  be  turned 
to  steam  at  the  center  part  of  tlie  arma- 
ture and  this  steam  will  be  driven  to  the 
ends  where  it  will  condense. 

One  instance  may  be  cite<l  where,  sev- 
eral weeks  ago,  the  power  Iiousc  of  the 
VVestinghouse  Electric  S:  Manufacturing 
C"ompany  was  flooded  for  several  days 
and  several  large  2.200-vo!t  turbo-gen- 
erators were  partly  submerged.  f)ne  of 
these  machines  was  dried  out  ..ii  short 
circuit  for  about  a  week  at  a  temperature 
rjf  possilily  120  degs.  C.  inside  llie  coil. 
.•\t  the  end  of  this  time  no  leak  to  ground 
showed  and  the  machine  was  put  in  serv- 
ice .A  few  weeks  afterward  a  sliort  cir- 
cuit occurred  inside  one  of  the  coils,  in 
the  eml  winding.  When  dismantled  this 
coil  was  found  to  be  sopping  wi-t  in  the 
end  portion,  although  the  buried  part  of 
the  coil  was  fairly  dry.  The  baking  ])roc- 
ess  had  simply  distilled  the  water  from 
the  center  to  the  end  parts.  An  examina- 
tion of  others  of  the  submerge!  coils 
show-ed  the  same  condition.  It  i  pos- 
silile  that  untaping  of  the  end  w:i'  ling 
suflicicntly  to  have  allowed  the  cscii  of 
vapor  would  have  caused  this  ma  'ine 
to  dry  out  properly,  but  apparently  'lis 
would  not  have  liven  the  case  unless  iic 
end  windings  in  themselves  could  have 
Ijeen  brought  up  to  a  temperature  c.',- 
siflerably    above     100    degs.    C,    and    this 


might  have  meant  ISO  degs.  C.  in  the 
buried  portion.  Such  a  temperature 
would  probably  have  been  injurious  ex- 
cept to  mica  insulations,  which  did  not 
happen  to  be  on  these  machines.  Fur- 
tliermore,  it  is  not  always  easy  to  get  rid 
lit  moisture,  even  at  100  degs.  C,  with 
librous  insulations.  One  very  effective 
manner  of  doing  so  is  by  means  of  a 
vacuum,  Experience  has  shown  that  if 
apparatus  to  be  dried  out  is  heated  to  the 
boiling  point,  in  a  vacuum,  the  moisture 
usually  is  removed  very  completely. 


Electric  Locomotives  for  Freight  Serv- 
ice. 

The  Wcstinghouse  Electric  Company,  of 
Pittsburgh,  has  just  finished  an  order 
for  the  construction  of  twenty-one  elec- 
trical locomotives  for  the  Norfolk  & 
Western  Railway  to  be  used  in  the  hand- 
ling of  freight  trains.  That  railway  hauls 
a  large  volume  of  coal  traffic  over  heavy 
grades  and  the  electric  locomotives  will 
be  employed  upon  this  service.  The  cal- 
culations are  that  the  electric  locomotives 
wdl  move  the  heavy  freight  at  less  cost 
than  that  incurred  by  the  steam  locomo- 
tives. It  may  be  that  the  steam  locomo- 
tive is  reaching  the  end  of  its  usefulness 
and  that  the  Norfolk  &  Western  are  in- 
serting the  entering  wedge.  But  the  ulti- 
mate tlecision  will  again  prove  the  sur- 
\ival   of  the   fittest. 


Indians   Give   Object   Lessons. 

.\bout  the  last  place  the  ordinary  in- 
vestigator wotild  look  for  lessons  in  polit- 
ical economy  would  be  among  the  native 
tribes  of  -South  American  States,  but  it 
appears  that  Col.  Roosevelt  has  there 
found  what  many  people  will  consider  a 
good  object  lesson  in  social  economy. 

Writing  from  the  city  of  Cordoba  at 
the  foot  of  the  .Andes,  he  says  "that  the 
.Argentines  are  thoroughly  awake  to  tlic 
need  of  having  small  landowners,  and  also 
that  they  have  no  faith  whatsoever  in  any 
of  the  theories  that  would  al)olish  owner- 
ship in  property,  or  even  ownership  in 
land."     Then  he  continues  : 

"The  worst  obstruction  to  civilizing  the 
Indian  is  the  fact  that  the  Indian  actually 
practices  the  theories  of  certain  advanced 
Socialists.  The  Indians  of  the  Chaco,  in 
practice,  have  no  personal  property.  The 
result  is  that  they  are  all  kept  permanent- 
ly at  the  level  of  the  shiftless,  the  idle 
and  the  incompetent.  In  practice  it  proves 
to  be  impossible  to  elevate  them  until 
they  are  given  the  chance  to  have  per- 
sonal property,  which  is  not  to  be  shared 
with  the  shiftless  and  idle.  Among  these 
Indians  applied  socialism  has  simply 
meant  that  any  property  acquired  by  any- 
liody  is  shared  with  the  worthless  mem- 
liers  of  the  tribe.  The  result  has  been 
the  positive  refusal  of  the  thrifty  and  far- 
siehtcd  to  go  into  the  business  of  ac- 
cumul.iting  goods  for  their  brothers." 


Close  Call  in  Water. 

Speaking  of  the  narrow  escapes  that 
railway  men  encounter  in  following  their 
calling  our  chief  related  particulars  of  an 
experience  that  few  people  pass  through 
and  remain  to  tell  the  tale.  He  said ; 
"One  time  I  was  attached  to  a  civil  en- 
gineer's corps  which  was  locating  a  nar- 
row gauge  railway  in  Wisconsin.  Part 
of  the  summer  we  were  stationed  at 
Marysville,  a  small  village  on  the  Rock 
River.  Not  far  from  the  village  in  a 
solitary  woodland  was  a  deep  pool  on 
the  river  where  water  lilies  grew  pro- 
fusely. The  chief  engineer,  Eugene 
\\  iley,  had  his  wife  staying  at  the  hotel. 
One  day  she  mentioned  in  my  hearing 
the  wish  to  possess  a  bunch  of  the  lilies 
on  the  Rock  River,  and  I  made  up  my 
mind  to  gratify  her  desire. 

"A  few  evenings  afterwards  I  went  to 
the  Pool,  as  they  called  the  place,  and 
found  that  all  the  lilies  within  easy  wad- 
ing reach  had  been  gathered  by  the  na- 
tives. All  the  good  flowers  were  in  deep 
water.  Nothing  discouraged  I  took  off 
my  clothes  and  swam  into  the  midst  of 
the  lilies  and  proceeded  to  tear  off  a 
good  bunch,  swimming  about  after  the 
Imest  specimens.  On  concluding  that  I 
had  all  the  flowers  wanted,  I  began  to 
swim  ashore,  when,  to  my  horror,  I  found 
tliat  some  of  the  long  lily  roots  had  wound 
tliemselves  around  one  of  my  feet,  form- 
ing a  knot  that  held  me  fast.  I  was  se- 
curely anchored  in  that  deep  pool.  No 
boat  was  near  and  the  chances  for  help 
were  very  remote. 

"On  realizing  my  position  I  was  dread- 
fully panic  stricken  at  first,  and  curiously 
enough  remembered  accounts  my  father 
had  given  me  of  several  people  of  our 
name  who  had  been  drowned  in  the  Cale- 
donian Canal,  and  his  injunction,  'avoid 
the  water,  laddie,  and  ye'U  no  be  drowned.' 

".After  a  few  minutes  of  panic  and  vio- 
lent tearing  of  tlie  weeds  I  managed  to 
calm  myself  sufficiently  to  consider  what 
u.eans  there  were  for  escape.  1  made 
several  attempts  to  reach  the  knot  that 
bound  my  foot  which  ended  in  the  swal- 
lowing of  water.  Then  a  plan  came  to 
my  mind.  I  swam  quietly  for  a  few  min- 
utes to  regain  breath,  filled  my  lungs  with 
air,  then  pulled  myself  to  the  bottom 
v,  Iierc  1  sat  and  with  both  hands  untied 
ilic  knot  that  was  holding  me.  It  took 
only  a  few  seconds,  but  it  seemed  half  a 
life  time.  When  I  got  back  to  the  sur- 
face of  tlie  water  free,  I  permitted  my- 
self to  float  on  my  back  long  enough  to 
rigain  strength,  then  I  swam  about  and 
collected  the  flowers  which  had  floated 
away. 

"Uelween  railway  and  steamer  experi- 
cr.ce.  I  have  had  several  narrow  escapes, 
from  injury  and  death,  but  that  incident 
in  the  Rock  River  of  Wisconsin  has  made 
the  strongest  impression,  I  think  it  was 
the  closest  call  and  is  not  likely  to  be 
forgotten." 
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What   Is   Hardness? 

THE     niFKIClLTIES     IN     ASCERT.'^ININC     ITS 
rRllPERTIES     .\NI)     PECUUARITIES. 

.V  correspondent  in  the  London  "En- 
gineering" has  an  interesting  article  on 
the  above  subject  from  which  we  quote 
the  following ;  "Testing  of  hardness  is 
full  of  difficulties,  the  reason  being  that 
the  word  is  used  to  cover  a  number  of 
very  different  properties  in  materials. 

"As  a  matter  of  proof  for  these  dif- 
ferent properties,  the  relation  of  the 
resistance  to  cutting  or  machining  is  dis- 
cussed. The  writer  goes  on  to  say  that 
different  hardness-testing  instruments 
show  different  properties.  The  scratch 
test,  according  to  him,  measures  resist- 
ance to  scratching,  not  necessarily  hard- 
ness. The  scleroscope,  which  depends 
upon  the  principle  of  the  rebound  of  a 
small  diamond-face  drop-hammer  after 
causing  a  permanent  set  in  the  metal  after 
dropping  from  a  certain  height,  he  says 
'measures  mainly  what  might  be  called 
bounceability,'  substantiating  his  claim  by 
the  fact  that  india  rubber,  wood,  and 
brass  can  cause  a  higher  rebound  than 
soft  steel,  while  the  Brinell  machine 
measures  the  resistance  to  deformation. 
This,  he  considers,  is  the  most  correct 
test,  although  he  does  not  claim  that  the 
test  will  show  resistance  to  cutting  in  all 
materials. 

"Let  us  first  ascertain  the  relation  be- 
tween hardness  and  resistance  to  cutting. 
Hardness  at  the  present  time  is  generally 
understood  to  be  a  state  of  rigidness  in 
a  body  which  imparts  to  it  the  power  to 
resist  penetration  and  necessarily  also  de- 
formation. Hardness  in  metals  is  much 
like  the  integrity  of  their  melting-points, 
when  pure.  Fusion,  then,  always  occurs 
at  a  fi.xed  and  known  temperature.  This 
will,  however,  change  with  the  addition 
of  impurities,  or  by  alloying  with  such 
metals  as  may  have  a  higher  or  lower 
melting-point.  The  tendency,  then,  is  for 
a  mutual  adjustment  between  the  two,  so 
with  the  hardness  of  the  metal  in  rela- 
tion to  its  resistance  to  cutting  or  ma- 
chining. A  pure  metal  will  show  resist- 
ance to  machining  directly  in  proportion 
to  the  increase  of  hardness. 

"In  dealing  with  alloys,  complications 
necessarily  arise,  yet  a  simple  rule  holds 
good.  The  power  required  to  remove 
chips  will  depend  upon  the  tensile  strength 
which  is  developed  by  any  alloy.  This  is 
also  indicated  approximately  by  the  hard- 
ness reading.  Wear  of  the  tool  here  is 
quite  another  thing,  for  this  depends  upon 
the  hardness  of  the  hardest  particles  in 
that  alloy.  The  cutting-tool  must  scrape 
against  these,  which  are  therefore  de- 
termining factors  from  the  standpoint  of 
tool  wear. 

"Let  us  first  consider  mild-carbon  steel. 
This,  of  course,  is  an  alloy  of  carbon  and 
iron.    Carbon  can  only  combine  with  iron 


to  form  a  carbide,  Ee3C,  or  cementite, 
which  is  a  definite  compound  of  consider- 
able hardness,  and  has  a  carbon  content 
of  6.67  per  cent.  Pure  iron  then  acquires 
an  affinity  for  this  carbide,  so  that  if  the 
total  carbon  is  very  low,  it  appears  as  a 
network  of  mere  streaks.  These  streaks 
become  more  numerous  as  the  carbon 
content  increases.  Hence,  in  machining 
mild  steel,  the  tool  is  obliged  to  overcome 
the  tensile  strength  of  the  iron  and  car- 
bon alloy ;  while  the  edge,  in  scraping 
against  the  microscopic  streaks  of  hard 
carbide,  will  be  worn  in  proportion  to  the 
number  of  these  that  are  contained  in  the 
steel.  The  wear  of  the  tool  is  then  almost 
directly  in  proportion  to  the  total  carbon 
content,  if  it  is  in  the  annealed  condition, 
while  the  power  required  to  remove  the 
chips,  as  before  stated,  may  be  in  propor- 
tion to  the  tensile  strength  or  true 
physical  hardness. 

"A  very  interesting  example  illustrating 
this  point  is  the  resistance  to  cutting 
ofifered  by  high-speed  steel,  which  has 
usually  a  low  carbon  content,  but  yet  a 
high  tensile  strength,  and,  therefore,  high 
hardness  reading.  The  tungsten  and 
chromium  with  which  the  iron  is  alloyed 
appear  to  impart  hardness,  and,  therefore, 
strength,  without  the  formation  of  gritty 
material,  such  as  carbide  or  iron  is,  for, 
as  we  have  seen  before,  this  contains  6.67 
per  cent,  of  carbon.  High-speed  steel 
thus  may  be  SO  per  cent,  harder  than  the 
carbon  steel  in  the  annealed  state,  and 
while  it  may  take  more  power  to  cut,  will 
not  show  nearly  so  much  wear  on  the 
tool,  ju.st  because  the  carbon  content  is 
lower,  the  number  of  carbide  grains  being 
less.  It  is  said  that  these  grains  are  as 
hard  as  hardened  high-carbon  steel ;  in 
fact,  hard  enough  to  scratch  feldspar. 

".Another  illustration  of  tool  failures 
due  to  wear,  independent  of  the  hardness 
of  the  material,  is  found  in  the  working 
of  wrought  iror  containinii  slag  grains. 
A  drill  may  keep  going  all  day  without 
resharpening  so  long  as  no  slag  is  en- 
countered ;  while,  on  the  other  hand,  it 
may  fail  at  once  if  slag  is  sdnick,  for  this 
impurity  is  much  harder  than  any  hard- 
ened steel.  Tt  has  been  found  that  in 
connection  with  cast  iron,  silicon,  which 
readily  combines  with  iron,  and  is  then 
easily  cut.  may  be  oxidised  during  the 
process  of  melting,  and  thus  turn  info 
particles  of  silica  or  stone  These  do  not 
impart  greater  strength  or  hardness  to  the 
iron,  for  the  mixture  is.  purely  mechani- 
cal :  but  when  an  attempt  is  made  to  cut 
the  iron  having  «uch  impurities,  the 
power  required  to  do  this  is  equal  to  the 
hardness  of  the  iron,  while  the  wear  on 
the  tool  will  be  in  direct  prnportion  t" 
the  amount  of  silica  or  grit  if  cnnfain<; 

"Another  verj-  intcrcstinc  illusfrati'-in 
of  this  phenomenon  is  seen  in  manganese 
steel.  This  material  usually  .shows  a  high 
resistance  to  wear  at  a  low  physical  hard- 


ness, and  this  is  evidently  due  to  the  fact 
that  it  contains  particles  of  great  hard 
ness  suspended  in  a  cement  medium  quit' 
soft  and  ductile.  Consequently,  such  steel 
cannot  be  machined  by  any  scraping  ac- 
tion. This  is  because  the  hard  particles, 
being  harder  than  the  tool,  quickly  scrape 
off  the  edge.  A  cold  chisel,  however, 
which  has  its  scraping  action  reduced  to 
a  minimum,  will  easily  cut  into  manganese 
steel,  the  resistance  of  which  is  quite  ex- 
actly in  proportion  to  its  physical  hard- 
ness. This  phenomenon  teaches  a  very 
valuable  lesson,  and  shows  how  important 
methods  of  cutting  are  with  regard  to 
action,  shape,  and  clearance  of  the  tool. 

"It  is  needless  to  discuss  here  the  effect 
of  speed,  where  the  principal  destructive 
factor  is  heat.  The  theory  of  hardness 
has  been  rather  well  explained  under 
Professor  Howe's  analogy  of  the  brick 
wall,  where  cement  is  used  to  unite  the 
bricks  on  the  one  hand,  while  on  the 
other  no  cement  is  used,  the  bricks  being 
merely  'piled  up  to  form  a  wall.  The 
bricks  in  each  wall  are  of  the  same  hard- 
ness. The  wall  with  the  cement,  which 
combines  the  bricks  into  one  unitary  mass, 
is  capable  of  resisting  deformation  and 
penetration,  and  would  therefore  be  con- 
sidered a  hard  body,  while  the  one  with- 
out the  cement,  under  the  same  mechani- 
cal forces,  would  collapse :  therefore  it  is 
incapable  of  resisting  penetration  and 
deformation ;  and  although  its  grains  or 
particles  are  just  as  hard,  it  would  be 
said  to  have  a  low  physical  hardness.  We 
have  seen  that  the  cement  medium  in  a 
body,  therefore,  is  just  as  important  as 
the  particles  which  it  unites. 

"Under  ordinary  conditions,  the  re- 
bound from  such  very  hard  materials  is 
less  than  from  the  height  it  falls,  because 
of  the  resistance  of  air  and  mechanical 
friction ;  and  while  the  falling  body  keeps 
vibrating  for  a  considerable  time,  the 
energy  of  motion  is  gradually  converted 
into  heat  due  to  said  mechanical  and  air 
friction. 

"Naturally,  since  the  law  of  conserva 
tion  of  energy  is  so  extremely  exact  and 
persistent,  it  would  necessarily  follow 
that  the  slightest  deformation  that  can  be 
caused  between  these  colliding  bodies  will 
instantaneously  detract  from  the  rebound- 
ing effort,  because  of  the  work  that  had 
been  done,  until  at  last,  when  a  soft 
metal,  such  as  lead,  is  struck,  practically 
.t11  the  energy  of  motion  is  converted  into 
work,  and  the  most  insignificant  rebound 
occurs.  The  scleroscope.  therefore,  is  an 
instrument  of  strictly  scientific  origin.  It 
obeys  the  laws  of  physics,  and  is  deliber- 
ately designed  toward  that  end.  A  prop- 
erly-conduced hardnes.s  test  by  anv 
rorrcctly-designcd  instrument,  like  an\ 
thing  else,  must  necessarily  become  vah: 
able,  and  more  and  more  indispensabh 
as  we  learn  not  to  waste  time  expcctint: 
the  unreasonable." 
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Items  of  Personal  Interest 


Mr.  K.  GanliKT  lui>  Ihlii  apiiMiiULiI 
locomotive  foreman  of  ilie  Ciraiiil  Trunk, 
with  ofike  at  Island  I'oiul,  \'t. 

Mr.  J.  J.  Stahl  lias  liecn  appoinlc.l  loco- 
motive foreman  of  tlie  Clrcal  Xortliern, 
with  office  at  Rockford,   N.  D. 

Mr.  F.  X.  Norman  has  been  aiipointed 
master  mechanic  of  the  Marshall  &  F.ast 
Texas,  with  office  at   Marshall,  'lex. 

Mr.  F.  K.  Wolfe  has  l.een  appointed 
locomotive  foreman  of  the  Chicagii  Great 
Western,  with  office  at  llayl'ield.  Minn. 

Mr.  X.  H.  Hanser  has  been  appointed 
mechanical  engineer  of  the  Ghicago  & 
I'.astern    Illinois,    with    oflice    at    Danville. 

Mr.  P.  O.  Sechrist  has  been  apiinintcd 
master  mechanic  ui  the  l.nuisville  & 
Xashville.  with  office  at   .\asln  ille.    I  cnn. 

.Mr.  J.  F.  Giles  has  been  ai)poinled  tnre- 
man  of  locomotive  repairs  of  the  Pacific 
Great  ICastern.  with  oflice  at  ."^cpiainish. 
1',.  G. 

Mr.  F.  L.  Fo.x  has  lieen  appoinlc.l  gen- 
eral foreman  of  the  car  department  .'i  Uie 
Pere  Maripiette,  with  ofiice  at  1  )clroit. 
Mich. 

Mr.  X.  S.  Moselcy  has  been  api...inted 
mechanical  engineer  nf  tlie  ('arolina. 
Clinchfiekl  &  Ohio,  with  office  at  ImwIii. 
'I'enn. 

.\lr.  W.  R.  llarlan,  oil  burning  inspector 
of  the  Southern  Pacific,  has  had  liis  office 
changed  from  .Sparks,  Xev.,  to  Sacramen- 
to, Gal. 

.Mr.  O.  F.  Linn  h.is  been  ai)|)ointed  mad 
foreman  of  .engines  of  the  \'andalia.  with 
r.flice  at  Decatur,  lib,  succeeding  Mr,  I!, 
C.  Cooper. 

Mr.  C.  Sonburg  has  lieen  ap|>ointed 
general  foreman  of  the  Pere  .Martpiette. 
with  ofiice  at  Chicago.  III.,  succeeding  .Mr, 
J.  J,   Dcitchc. . 

Mr.  D.  Swineford  has  been  a])p.iinti'(l 
general  foreman  of  the  Detroit.  ToUmIo 
X-  Ironton  at  Delray.  Mich,,  succeeding 
Mr.  M    Ferris. 

Mr,  J.  F.  Gogle  has  been  appnjiued 
master  mechanic  of  the  Fourclie  River 
X'.illey  &  Indian  'i'erritory.  with  oliice  at 
l;r,jelnw.   Ark. 

Mr,  J.  S.  Taylor  has  been  .ippniuted 
master  car  builder  of  the  Meii'Ii;iii  X- 
'^''•mpliis.  with  office  at  Meridim,  suc- 
ceeding Mr.  J.  A.  Jones, 

Mr,  A.  L.  Molcr  has  been  ai  ■  'nud 
trawling     engineer     of     the     Han  vV 

,\roostook,  with  office  at    Derby.  Me       dc 
ceeding  Mr.  H,   P.  R.iby. 

Mr.    .A.    Sturrock    has    been    appoiiril 
ili-^irict  master  mechanic  of  the  Canail      : 
P.icific.  with  ol^ce  al   Xelson.   H.  C,  •; 
ceedMig  Mr.  A.  Mallinson 

Mr.  J.  Strum  has  been  apiioinled  roa^ 
foreman  of  cnginc>  of  the  Southern  Paci- 


lic.  with  office  at  Sacramento,  Ga,.  suc- 
ceeding .Mr.  C.  R.   Petrie. 

Mr.  W.  H.  Ilaskins  has  been  a|)pointed 
general  foreinan  of  the  Pere  Marquette, 
with  oflice  at  Benton  Harbor,  .Mich,,  suc- 
ceeding Mr.  U.  S.  Wilson. 

Mr.  F.  A.  Everhart  has  been  ap|iointed 
master  mechanic  of  the  Charles  City 
Western,  with  office  at  Charles  City,  la,, 
succeeding   Mr.   A.  L.   Ellis. 

Mr.  il.  II.  Jones  has  been  appointed 
master  meclianic  of  the  Colorado  & 
Wyoming,  with  ofl:ice  at  Segnndo,  Colo., 
succeeding  Mr.  J.  A.  Ow-en. 

Mr.  \V.  I".  Weigman  has  been  aiipoint- 
ed genera!  foreman  of  the  car  department 
on  the  Charleston  &  Western  Carolina, 
with    nfiice    at    .Augusta,    Ga. 

,\lr.  J,  .\,  llanuigan  b.is  l)eeii  appointed 
general  foreuian  nf  the  |)etr..it.  Toledo 
(S:  Ironton.  uilh  nftice  al  Springfield,  Ohio, 
succeeding  Mr.  W,  J,   Mavis, 

Mr.  Frank  .Aitken  has  lieen  appointed 
master  meclianic  of  tlie  Pere  Marquette. 
with  ofiice  at  (irand  Rapids,  Mich.,  suc- 
ceeding   Mr,   S,   A,   Chamberlain, 

Mr,  Harry  M.  Muchm.ire  has  been  ap- 
liointed  division  foreman  of  the  .Atchison, 
Topeka  &  Santa  Fe,  with  office  at  Deem- 
ing, N,  >r,.  succeeding  Mr.  L.  Stowell. 

Mr,  J,  C,  Rhodes,  formerly  road  fore- 
man of  engines  of  the  Chicago,  Rock 
Island  &  Pacific,  at  X'alley  JuncliMU,  la, 
has   been    Ir.msferred    tn    1  )es    Mniiu^,    la. 

Mr,  F.  II,  llartensteiil  has  been  ap- 
jiMiuled  road  foreman  of  engines  nf  the 
Chicago  &  .Alton,  with  nllice  at  lUnnui- 
iiigton.  Ill,,  succeeding  Mr,  W,  II  Xav- 
Inr. 

Mr.  W,  I'.,  Ilaywaril.  Inrnierly  r.mnd- 
hnuse  I'nreman  nf  the  Canadian  Pacific  at 
\'ancou\er.  1'.,  G,.  has  been  appointed 
night  roundliniise  foreman  at  ,\lytli.  Cal- 
gary.  .\lta, 

Mr,  G,  1",  I'.urgess,  f.irmerly  road  b, re- 
man nf  fugiiies  c]f  the  Canadi.ui  Pacilic 
at  Mclend.  \lta,  has  been  transferred  to 
Medicine  Hat.  Alta,.  sucrreding  Mr,  F, 
J.    I.eniieux. 

Mr.  v..  (),  firifiin,  f..rmerly  geiural  fuel 
and  su|)ply  agent  of  the  International  & 
Great  Xortliern,  has  been  appninted  pur- 
chasing agent  on  the  same  road,  with  of- 
fice al   I  Inuston.  Tex, 

K,  llarxey  White,  southern  represen- 
tative nf  the  Chicago  Railwav  Signal  & 
Siniidy  Company,  Chicago,  has  been 
l>ronioied  to  the  position  of  signal  en- 
eineer  of  that  company. 

Mr,  f',,  J.  l.emieux.  formerly  road  fore- 
man of  iTigines  of  the  Canadian  Pacific 
It  Mediriii,.  Ilat,  \lla,.  lias  been  afipoint- 
I'i  distri'-|  master  uieclianic  in  the  same 
mad   at    I  elhbridge.    Alta. 


Mr,  G.  Kehler  has  been  appointed  gen- 
eral foreman  of  the  motive  power  depart- 
ment of  the  Delaware,  Lackawanna  & 
Western,  with  office  at  Elmira,  N.  Y,,  suc- 
ceeding  Mr.  T.  F.   Perkinson. 

Mr.  J.  Markey,  formerly  master  me- 
chanic of  the  middle  division  of  the  Grand 
Trunk  at  Toronto,  Ont.,  has  been  ap- 
]ioiiited  master  mechanic  of  the  Ontario 
lines  of  the  same  road,  with  office  at  Tor- 
onto. 

Mr,  II.  F.  Stalcy,  formerly  master  me- 
chanic of  the  Carolina,  Clinchfield  &  Ohio 
at  T'.rwin,  Tenn,,  has  been  appointed 
niasler  mechanic  of  the  Iloyiie  City,  Gay- 
Inrd  &  .\l|iena,  with  office  at  Pnyiie  City, 
.\licli. 

Mr.  II.  B.  Hayes,  formerly  master  me- 
chanic of  the  Cincinnati,  New  Orleans  & 
'Texas  Pacific  at  Somerset.  Ky,,  has  been 
apiiniiUed  tn  a  similar  position  on  the 
Al.ibania  lireat  Southern,  with  ofiice  at 
Birmingham,  .Ala, 

.Mr.  C,  J.  liodemer  lias  been  appointed 
niasler  mechanic  i.if  the  Louisville  & 
Xaslnille,  with  office  at  .\'ew  Decatur, 
.\la..  succeeding  Mr.  J,  J,  Sullivan,  now 
superintendent  of  machinery  of  the  Xash- 
ville, Chattanooga  &  St,  Louis, 

Mr.  Benjamin  S.  Hinckley,  purchasing 
■agent  of  the  Boston  &  Maine,  with  office 
at  Xorth  Station,  Boston,  Mass.,  has  now 
charge  of  all  purchases  of  material  on 
that  road,  the  office  of  manager  of  pur- 
chases   Iiaving   been    abolished. 

J.  .A.  Smythe  has  been  appointed  boiler 
expert  of  the  Lukens  Iron  &  Steel  Co., 
.ind  Ihe  Jacobs-Shupert  V.  S.  Firebox  Co., 
with  headquarters  at  Coatesville.  Pa.  Mr. 
Stintlie  was  formerly  with  the  Parkes- 
burg   In.n   Co,.   Parkesl.urg,   Pa, 

M,  Wuerpel.  assistant  general  manager 
of  llie  (ieiieral  Railway  Signal  Company, 
has  been  appointed  assistant  to  the  presi- 
dent of  lli,it  ci>mpany,  S.  G.  Johnson,  who 
v\:is  recently  elected  vice-president,  will 
be  ill  full  ch.irge  of  the  sales  department, 
with  headquarters  at  Rochester,  N.  Y. 
,\  de|iartmeiit  of  publicity  and  education 
has  been  created  .and  II  M,  Sperry  has 
been    ,i|ipoiiited    the   inauager. 

Cob.nel  II.  G.  Prout  has  been  elected 
president  of  the  Hall  Switch  &  Signal 
Conip.uiy,  ,-uid  William  P,  Hall  is  now 
\  ice-president  anil  chainnan  of  the  execu- 
tive cciuiinittee,  W,  J.  (iillingham  has 
been  ;iiipointed  general  sales  manager, 
with  liead(|uarters  at  Xew  York  City. 
W,  ,\,  Peddle  has  been  appointed  actin.g 
chief  engineer,  and  W.  H.  Lane,  chief 
engineer,  has  been  granted  leave  of  ab- 
sence on  account  of  ill  health.  Colonel 
Prout  in  July  last  resigned  as  president  of 
the  'L^nion  Switch  &  Signal  Company. 
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I'^.  H.  McCann  has  been  appointed  mas- 
ter mechanic  of  the  San  Antonio,  Uvalde 
X.  Gulf,  with  headquarters  at  Pleasanton, 
Tex.,  succeeding  J.  H.  Ruxton,  resigned. 

Mr.  II.  C.  Ilequembourg  lias  resigned 
as  general  purchasing  agent  of  the  .Vmer- 
ican  Locomotive  Company,  and  a  suc- 
cessor will  not  be  appointed  at  present. 
Meanwhile  the  purchasing  and  storekeep- 
ing  departments  will  be  under  the  juris- 
diction  of   Mr.   Leigh,  vice-president. 

Mr.  Charles  Hyland,  formerly  foreman 
boiler  maker,  in  charge  of  the  Michigan 
Central  Railroad  shops  at  Jackson,  has 
resigned  to  accept  the  position  of  boiler 
expert  with  the  Flannery  Bolt  Company, 
of  Pitt.sburgh,  well  known  manufacturers 
of  the  Tate  flexible  staybolts.  Mr.  llyland 
succeeds  Mr.  Tom  R.   Davis,  deceased. 

Mr.  George  Bourne,  president  of  the 
Locomotive  Superheater  Company,  sailed 
for  Europe  on  the  Ryndhain  on  Novem- 
l)er  17,  on  a  business  trip  through  Europe. 
He  expects  to  be  absent  three  or  four 
months.  He  also  expects  some  little  de- 
lays in  passing  through  northern  Europe, 
and  it  will  be  worth  while  listening  to  his 
experiences  in  the  war  zone  when  he  re- 
turns. The  war  clouds  may  roll  away, 
luit  tlie  superheater  has  come  to  stay. 

Mr.  George  I.  Graham,  formerly  gen- 
eral foreman  of  the  Delaware  &  Hudson 
at  VVilkcsbarre,  Pa.,  has  been  appointed 
master  mechanic  of  the  Pennsylvania  di- 
vision of  the  same  road  at  Carliondale. 
Pa.,  succeeding  Mr.  J.  J.  Reid.  who  has 
been  transferred  to  Oneonto,  X.  N'.  Mr. 
Graham  is  a  son  of  the  late  Mr.  Charles 
Graham,  for  many  years  master  mechanic 
on  the  Lackawanna  at  Scranton,  Pa.  He 
is  a  graduate  of  Lehigh  University  and  a 
mechanical  engineer  of  wide  experience 
in  railroad  work. 

Mr.  Walter  T.  Spencer  has  l)ceii  ap- 
pointed superintendent  of  the  Old  Colony 
division  of  the  New  Haven,  succeeding 
Mr.  H.  C.  Oviatt,  who  has  been  promoted. 
Mr.  Spencer  is  a  graduate  of  Sheffield 
Scientific  School  of  Vale  L"niversity.  He 
began  railroad  work  on  the  New  Haven 
as  a  rodman  in  1890.  In  1902  he  was 
promoted  to  transit  man,  and  in  1893  was 
made  a  division  engineer.  In  September, 
1914,  he  was  transferred  from  the  en- 
gineering to  the  operating  department  of 
the  road  and  made  trainmaster.  His 
headquarters  will  be  at  Taunton,  Mass. 

Mr.  W.  D.  Robh,  superintendent  of 
motive  power  of  the  Grand  Trunk,  an- 
nounces the  following  appointments:  Mr. 
T.  McHattie,  formerly  master  mechanic 
at  Montreal,  to  the  position  of  master 
mechanic  of  the  Eastern  Lines;  Mr.  W. 
H.  Sample,  formerly  master  mechanic  at 
Ottawa,  to  be  master  mechanic  of  the 
Western  Lines;  Mr.  J.  Markcy,  formerly 
n;i.stcr  mechanic  at  Allandale,  to  be  mas- 
ter mechanic  of  the  Ontario  Lines;  Mr. 
J.  R.  Donnelly  appointed  assistant  master 


mechanic  of  the  Ontario  Lines,  with  head- 
quarters at  Allandale,  and  the  titles  of 
master  mechanic  of  the  Northern  Divi- 
sion and  Ottawa  Division  are  abolished. 
Mr.  Marcus  A.  Dow,  head  of  the 
Safety  Department  of  the  New  York  Cen- 
tral Lines,  and  who  has  produced  the  first 
moving  picture  play  in  relation  to  the 
safety  movement,  has  been  twelve  years 
in  the  service  of  the  New  York  Central. 
He  was  district  claim  agent  for  some  time 
at  Oswego,  X.  Y.,  and  also  at  Corning, 
X.  Y.,  and  latterly  in  a  similar  position 
at  Buffalo,  X.  Y.  Mr.  Dow  was  over  ten 
years  engaged  in  investigating  personal 
injury  cases  and  had  excellent  opportuni- 
ties to  study  accident  prevention.  He  was 
placed  in  charge  of  the  Safety  Depart- 
ment of  all  the  New  York  Central  Lines, 
with  offices  in  New  York,  in  March,  1913. 
L'nder  his  a1)le  management  the  depart- 
ment  is  one  of  the  most  progressive  or- 


.M.\Rcrs  .\.  now. 

ganizations  of  its  kiiul  in  -\mcrica.  The 
Safety  Exhibit  Car  introduced  by  him  has 
attracted  wide  attention,  while  the  policy 
of  requiring  employees  to  receive  safety 
instructions  during  working  hours  is  the 
outcome  of  his  endeavors.  The  produc- 
tion of  a  moving  picture  drama,  and 
which  we  describe  elsewhere  in  our  pages, 
bids  fair  to  meet  with  much  popular  favor 
and  is  likely  to  be  the  forerunner  of  a  new 
and  impressive  method  of  emphasizing 
tlie  necessity  of  the  Safety  First  move- 
ment. 


Obituary. 

WIM.I.VM    K.     MAGR.\W. 

The  sudden  death  of  .Mr.  William  E. 
Magraw,  of  Chicago.  111.,  is  announced  as 
we  proceed  to  press.  Mr.  Magraw  was 
well  known  in  railroad  circles  as  the 
president  and  treasurer  of  the  Railway 
List  Company,  the  publishers  of  our  es- 
teemed contemporary,  the  Ktiiliuay  ^fnslcr 
Mechanic,  and  other  pul'lications. 


Development  of  Electricity. 

.\t  a  meeting  of  the  Franklin  Institute, 
Philadelphia,  Dr.  Charles  F.  Brush  re- 
marked :  "In  speaking  of  the  early  his- 
tory of  electrical  development  in  this 
country  I  cannot  avoid  being  personal  to 
some  extent,  and  I  hope  you  will  pardon 
that,  because  at  the  time  I  became  in- 
terested in  the  subject  it  was  not  much  of 
a  subject,  and  there  were  very  few  think- 
ing of  it,  and  any  one  who  happened  to 
take  an  interest  in  it  was  conspicuous  for 
that  reason,  and  could  not  say  anything 
about  it  without  being  more  or  less 
personal. 

".As  this  is  partly  a  function  of  the 
l-'ranklin  Institute,  too  much  cannot  be 
said  for  that  venerable  and  splendid  in- 
stitution. I  think  we  may  safely  say  that, 
in  a  way,  the  electrical  industries  as  we 
know  them  today  were  born  and  fostered 
in  that  institution,  and  I  have  particularly 
in  mind  the  year  1877,  when  the  Institute 
became  ambitious  to  own  a  dynamo  elec- 
tric machine,  a  thing  very  rare  in  those 
days,  and  invited  such  makers  as  there 
were  in  the  world  to  send  in  their  ap- 
paratus and  compete  for  the  sale. 

"Professors  Thomson  and  Houston,  if 
f  remember  correctly,  took  entire  charge 
of  the  electrical  measurements,  which  ex- 
tended over  a  period  of  several  weeks, 
and  the  contest  excited  in  Philadelphia 
great  interest,  and  I  think  it  may  be  justly 
said  that  the  interest  then  aroused  here 
and  elsewhere  indirectly  started  the 
growth  of  our  great  industries. 

"That  was  in  the  summer  or  autumn  of 
1877.  In  the  spring  of  1878  there  began 
to  be  some  little  indications  of  commercial 
activity  in  the  field  of  electric  lighting, 
and  by  the  summer  or  autumn  of  1878 
there  was  considerable  activity  in  this 
field ;  and  it  is  interesting  to  note  that  a 
Philadelphian,  Mr,  John  Wanamaker, 
lighted  his  great  store  almost  wholly  with 
electric  arc  lights.  He  had  a  plant  by  the 
autumn  of  that  year,  consisting,  I  think, 
of  20  arc  lights  of  .ibout  the  present  size. 
That  was  far  and  away  the  largest  electric 
lightin,g  plant  in  the  world,  and  it  was  in 
Philadelphia. 

"Of  course,  some  humorous  things  oc- 
curred in  the  early  days  <if  the  industry. 
I  remember  one  occasion  when  a  small 
electric  light  plant,  perhaps  a  20-ampcrc 
light — which  was  large  for  those  days — 
was  shipped  to  Cincinnati  by  the  then 
Telegraph  Supply  Company,  to  Dr.  Long- 
worth,  an  enterprising  scientist  of  that 
city,  and  I  went  there  to  show  him  how 
to  run  the  lamp.  It  was  exhibited  in  front 
of  the  building  in  which  he  had  his  office, 
and,  of  course,  attracted  a  great  deal  of 
attention.  On  the  first  evening  when  it 
was  shown  a  large  crowd  of  the  natives 
gathered  in  front  of  his  establishment, 
and  you  could  hear  various  exclamations 
of  delight.  Here  and  there  in  the  crowd 
you  could  hear  some  one  person  deliver- 
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iiig  a  little  impromptu  lecture  on  the  elec- 
tric light,  anil  he  would  have  quite  a  hear- 
ing. You  may,  some  of  you,  recall  that  in 
these  early  day.^;.  the  lamp  that  first  made 
its  appearance  had  a  large  solenoid  at  the 
top,  through  which  ran  a  rod  which  car- 
ried the  carbon.  One  man  who  had  col- 
lected quite  an  audience  pointed  to  the 
solenoid  and  said,  'Gentlemen,  that  is  the 
can  that  holds  the  oil.'  The  lamp  had 
two  rods  at  the  sides.  He  pointed  to 
them  and  said,  "Those  arc  the  tubes  which 
convey  the  oil  from  the  can  to  the  lamp.' 
He  created  quite  a  sensation  and  his 
hearers  went  away  feeling  that  they  knew 
a  whole  lot  alioui  the  electric  light,  al- 
though tlie  speaker  had  said  nothing  about 
it  at  all. 

"In  the  summer  of  that  year  an  exhibi- 
tion was  held  at  tlie  Union  Steel  Screw 
Works  in  Cleveland.  A  dynamo  was  ex- 
hibited there  which  operated  four  electric 
lights  on  separate  circuits  with  the  non- 
series  lamps,  and  quite  a  large  companv 
of  invited  citizens  were  present  to  wit- 
ness the  exhibition.  One  of  the  most 
prominent  of  the  old  Clevelanders  seemed 
to  be  greatly  interested,  and  he  pointed 
to  the  line  wire  between  the  lamps,  whicli 
was  bare  copper  then,  and  he  asked  mc, 
'How  large  is  the  liole  in  that  little  copper 
tube  through  which  the  electricity  passes?' 
He  was  quite  in  earnest. 

"The  superintendent  nf  the  shoj),  one  of 
those  men  who  know  everything,  looked 
for  five  minutes,  perhaps,  at  the  dynamo. 
There  was  more  or  less  sparking  on  the 
commutators,  and  then  he  was  ready  to 
tell  me  all  about  it.  He  said,  'The  elec- 
tricity in  that  thing  is  generated  by  that 
revolving  business  rubbing  the  air  up 
against  them  iron  blades'— he  called  them, 
meaning  the  pole  shoes  of  the  magnets — 
'just  like  you  get  sparks  when  you  rub  a 
cat's  back.'  I  said  this  was  a  simple  and 
beautiful  theory,  but  it  was  not  entirely 
right.  However,  that  did  not  affect  him 
at  all.  He  said,  'It  is  perfectly  clear;  if 
you  should  run  that  thing  in  a  vacuum, 
you  would  not  get  any  electricity.'  He 
seemed  to  be  so  happy  in  his  --late  of 
mind,  in  his  theory,  that  nothiiiL'  further 
was  said  about  it. 

"Late  in  the  fall  of  1878  there  ai.pcarerl 
the   first   device   known   as   the   scries  arc 
lamp,  and  I  think  we  may  call  lli.u  year, 
1878,  the  banner  year  in  the  early  hi-t.ry 
of  the  electrical   industry,  because   ii   was 
that    device     which    first    made    <lr(iric 
lighting  from  central  stations  commev-ally 
possible;  I  think  we  may  regard  that     r.ir 
as  marking  the  birth  of  the  electric  It 
ing  industry.     Prior  to  that  time  the 
vclopment   of   electric   lighting   w-as   si 
but  after  that   it  was  very   rapid,  and 
early   as   the    spring   of    1879,   the    publ 
square,  a  little  park  of  about  ten  acres,  ii 
Cleveland,  was  lighted  with  twelve  series 
arc  lamps,  and  it  has  been  lighted  elec- 
trically ever  since.     I  am  quite  sure  that 
was  the  first  electric  street  lighting  in  the 


lias  been,  on  an  average,  three  times  as 
-apid.  I  think  we  are  within  bounds  in 
.•stimating  that  for  the  last  nine  years 
;here  has  been  something  like  a  million 
ind  a  half  dollars  of  new  capital  going 
into  the  electrical  industries  every  work- 
ing day  of  lliat  period ;  and  the  end, 
gentlemen,  is  nowhere  in  sight." 


world,  on  a  commercial  basis.  And  that  half  a  million  dollars  for  every  working 
is  not  so  very  long  ago— that  is,  it  does  day  during  the  27  years.  Now,  in  the  nine 
not  seem  so  to  me,  but  it  will  to  some  of  years  since  1905,  I  imagine  the  investment 
you.  1  was  introduced  a  week  or  ten  days 
ago  at  the  opening  of  an  electrical  exhibi- 
tion in  Cleveland  by  a  chairman  wdio  said 
he  had  the  pleasure  of  introducing  a 
genlleman  who  was  familiar  with  the 
electrical  industry  in  1779.  I  promptly 
claimed  an  alibi  before  any  one  had  a 
cliancc  of  asking  me  if  I  remembered  the 
true  inwardness  of  the  Washington 
hatchet  story  current  at  that  time.  I  got 
in  ahead  of  them;  I  wasn't  asked. 

"It  is  interesting  to  reflect  that  even  at 
this  time,  1879,  when  the  industry  had 
really  made  a  start,  we  had  no  shop  in- 
struments such  as  we  have  now — no 
ammeters,  voltmeters,  and  so  on.  We  had 
to  guess  at  almost  everything.  It  was 
about  1881  when  we  first  had  instruments 
of  that  nature. 

"Many  references  have  been  made  to 
the  electrical  exposition  that  we  are 
celebrating  today,  but  it  was  my  good 
fortune,  my  privilege,  to  attend  an  elec- 
trical exposition  in  Paris  in  1881,  which 
w^as  perhaps  the  first  of  its  kind  in  the 
world.  It  was  held  in  the  great  Palace 
of  Industry  there,  and  was  considered  a 
great  affair  at  the  time,  and  it  was.  But 
while  that  was  very  early,  I  think  we  may 
say  that  most  of  the  seeds  of  the  great 
industrifss  which  have  developed  since, 
were  there.  There  were  perhaps  100  arc 
lights  and  about  as  many  incandescent 
lights,  and  all  were  used  to  light  that 
great  building,  and  it  was  thought  they 
did  it  splendidly.  .\n<\  there  were  various 
types  of  dynamos,  both  alternating  cur- 
rent and  direct,  and  a  few  motors.  And 
there  was  the  telephone,  of  course.  That 
was  just  beginning  to  attract  .i^rcat  atten- 
tion, and  there  was  a  crude  form  of 
storage  battery  which  excited  very  much 
interest.  There  was  a  real  trolley  car. 
which  ran  a  few  hundred  feet  back  and 
forth  outside  the  building — when  the  elec- 
trical conditions  were  propitious — which 
was  not  very  often — and  it  w-as  always 
crowded  with  passengers,  many  of  whom 
had  w'aited  a  long  time  for  a  cb;inre  !•> 
get  aboard  <|uite  like  the  present-time 
practice. 

"Going  back  a  moment  to  the  year  1878, 
which,  as  I  said,  was  the  birth  year  of  our 
great  industries,  the  year  from  which  they 
started  a  vigorous  growth.  I  ima.gine  there 
was  not  invested  in  the  whole  of  the 
electrical  industries  more  than  two  or 
three  hundred  thousand  doll.irs.  I  think 
that  would  be  ample  to  represent  them 
.ill.  outside  of  the  telegraph.  In  1905. 
v.liich  was  27  years  later,  I  had  occasion 
1'.  I  .licet  some  data  as  to  the  amount  of 
I  .iliital  invested  in  the  electrical  industries 
i!  iliat  time,  and  to  my  surprise  I  found 
it  to  be  n'<t  less  than  four  thousand  mil- 
li'  n  dr.llar?  in  this  country  alone;  that  is 
I'loiil  rn,  hundred  and  fifty  million  dollars 
a  yc.  r  on  an  average,  for  the  27  years,  or 


Perils   of  Flagging. 

.\t  a  dinner  of  the  Railway   Ciuild,  the 
proper  practice  of  flagging  under  Rule  99 
was   discussed   and   a   witty   member  pre- 
sented the  following  story  in  rhyme ; 
.\  serious  trouble  on  everyone's  line 
Is  how  to  enforce  rule  ninety  and  nine. 
When  a  train  makes  a  stop  at  an  unwont- 
ed place. 
The  flagman  must  go  back  in  every  case: 
He  must  stay  with  his  flag,  nor  come  back 

at  all. 
I'ntil    from    tlie    whistle    shall    sound    his 

recall. 
One  case  I  have  heard  of,  which  raises  a 

doubt : 
.\    train    had   been    stopped,    the    flagman 

sent  out ; 
Hack  to  the  rear  the  man  promptly  went; 
When    with    growlings    and    snarlings    of 

evil   intent, 
From  a  dense  woods  near  by  came  a  big 

hungry  bear. 
To  assist  in  tlie  flagging  and  take  up  his 

fare. 
If  the  iiKin's  with  the  right  sense  of  duty 

imbued. 
Must   lie    follow    the    rule,   stay   there   and 

be  chewed  ? 
If  he  did  it  was  likely  that  nought  but  his 

boots 
Would   be  there   to  come   in,   in   response 

to  four  toots. 
So  he  searched  the  rules  through  remark- 
ably  fast, 
.\'o  solution   aii!H;ired.  'til  he  came  to  the 


last. 


lie    found    in    rule   one 


Then    the    a 

twenty-one. 
Which   clearly   defines  the   right   thing   to 

lie   done. 
"If   the   case   is   uncertain   or   some    doubt 


sate 


course    and    do    not    run 
nkiiig  the  man   who   coin- 


Take    th 

risks." 
So  he;irtily  ll 

piled  tliat, 
He  turned  on  his  tracks  and  ran  back 
a  wild  cat. 


Sticking  By   Him. 

Traveler— I  have  time  for  a  drink? 
Conductor — Yes,  sir. 
Traveler— C.in  you  give  me  a  guarantee 
that  the  train  won't  start? 
Conductor — Yes.   I'll  take  one  with  you  ! 
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Dixon's 
Graphite 

Pipe  Joint 
Compound 


Here's  a  graphite 
product  that  will 
show  economy  of 
labor  and  material 
all  through  a  rail- 
way system.  Use  it 
wherever  there's  a 
threaded  or  a 
Hanged  joint  and 
note  the  difference. 
The  graphite  is  a 
lubricant  making 
light  the  labor  of 
screwing  up  and  un- 
screwing. It  pro- 
tects against  rust 
and  corrosion,  and 
never  hardens  or 
sets.  Send  for  a 
sample  and  con- 
vince yourself.  Ask 
also  for  "Graphite 
Products  For  The 
Railroad,"  No.  69. 


Made  in  JERSEY  CITY,  N.  J. 
by  the 

JOSEPH  DIXON 
CRUCIBLE   CO. 

F.stablishcd  1«27 


RAILROAD  NOTES. 

llie  Boston  Elevated  is  in  the  market 
lor  one  hundred  cars. 


ihe  Chilean  Government  is  said  to  be 
in  the  market  for  250  freight  cars. 


The  Northwestern  Pacilic  will  erect  a 
depot,  roundhouse  and  shops  at  Willits, 
Cal. 

The  Southern  has  ordered  4,4(X)  tons  of 
rails  from  the  Pennsylvania  Steel  Com- 
pany. 


pany   and   is   receiving   bids   on   95   other 
cars. 

The  Lialtimore  &  Ohio  has  ordered  1,000 
tuns  of  rails  from  the  Carnegie  Steel  Com- 
any  and  1,200  tons  from  the  Illinois  Steel 
Company. 

The  Southern  has  completed  installa- 
tion of  an  automatic  electric  block  signal 
system  between  Kno.xville  and  Morris- 
town,  Tcnn. 


The  Louisville  &.  Nashville  has  ordered 
eight  coaches  from  the  American  Car  & 
loundry  Co. 


The  Georgia  has  ordered  three  Mikado 
locomotives  from  the  Lima  Locomotive 
Corporation. 


The  Pere  Marquette  has  placed  an  or- 
der for  200  underframes  witli  the  Pressed 
Steel  Car  Co. 


The  Maine  Central  is  said  to  have  or- 
dered seven  locomotives  from  the  .\meri- 
can  Locomotive  Co. 


The  Central  Vermont  has  ordered  three 
ten-wheel  locomotives  from  the  Ameri- 
can Locomotive  Co. 


The  Russian  Government  Railways  are 
said  to  be  considering  llie  purchase  of  100 
additional  locomotives. 

The  Illinois  Central  it  is  said,  will  build 
a  machine  shoi>,  turntable  and  roundhouse 
at  Uyersburg,  Tenn. 

The  Northern  Pacilic  has  ordered  750 
steel  underframes  from  the  Haskell  & 
P.arker  Car  Company. 


The  Oregon-Washington  R.  R.  &  Navi- 
gation Co.  will  build  shops,  engine  houses, 
turntable,  power  house,  coaling  dock,  etc., 
at  Spokane,  Wash. 


The  Russian  Government  Railways,  it 
is  said,  ordered  30  locomotives  from  the 
Baldwin  Locomotive  Works. 

The  Baldwin  Locomotive  Works  has 
increased  the  working  time  at  its  Eddy- 
stone,  Pa.,  plant  to  five  days  a  week. 


The  Buffalo,  Rochester  &  Pittsburg  has 
placed  in  service  a  new  block  system  be- 
tween Buffalo  and  Salamanca,  N.  Y.,  a 
distance  of  63  miles. 


The  New  York,  New  Haven  &  Hart- 
ford, it  is  reported,  will  enter  the  market 
for  a  number  of  steel  passenger  cars. 

The  Intercolonial  has  received  six  con- 
solidation and  four  switching  locomotives 
from  tlie  Canadian  AUis-Chalmers  Co. 


The  Cleveland,-  Cincinnati,  Chicago  & 
St.  Louis  has  placed  an  order  for  ten 
switching  locomotives  with  the  American 
Locomotive  Company. 

The  National  Transcontinental  has  or- 
dered 250  50-ton  freight  cars  of  the  East- 
ern Car  Company  and  200  50-ton  flat  cars 
of  the  Nova-Scotia  Car  Works. 

The  Louisville  &  Nashville  has  placed  a 
contract  with  Rommel  Brothers,  Louis- 
ville, Ky.,  for  roundhouse  and  repair 
shops  in  the  yard  at  Lexington,  Ky. 


The  Southern  has  nearly  completed  the 
installation  of  a  modern  automatic  block 
signal  system  between  .Amherst  and  Whit- 
tles, Va.,  and  between  .Atlanta  and  New 
Holland,  Ga. 


The  Louisville  &  Nashville  has  ordered 
eight  coaches,  six  baggage  cars,  four  com- 
bination baggage  and  mail  cars  and  a  din- 
ing car  body  from  the  .-\merican  Car  and 
I-'oundry  Company. 

The  Chicago,  Milwaukee  &  St.  Paul  has 
ordered  twelve  260-lon  electric  locomo- 
tives from  the  General  Electric  Co.  to 
be  used  on  the  Rocky  Mountain  division 
which  is  to  be  electrified. 


The  Southern  Pacific  has  ordered  24 
interurban  cars  from  the  Pressed  Steel 
Car  Company  for  use  on  the  Pacific  Elec- 
tric. 

The  Northern  Pacific  has  ordered  21 
standard  sleepers  from  the  Pullman  Com- 


The  Nashville,  Chattanooga  &  St.  Louis 
has  ordered  500  freight  cars  from  the 
.American  Car  iS;  Foundry  Company,  and 
the  same  number  from  the  Mount  Vernon 
C.ir  -Manufacturing  Company. 

The  Chicago  &  Alton  is  building  an 
eight-stall  roundhouse  and  a  small  ma- 
chine shop  and  power  house  at  Brighton 
Park,  111.  The  buildings  arc  of  concrete 
and  brick  construction  and  the  work  is 
being  done  by  the  company's  own  forces. 
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The  Southern  will  start  work  at  once 
on  new  engine  terminal  facilities  at  Den- 
versidc,  near  East  St.  Louis,  111.,  at  a  cost 
of  about  $27S,(XX),  and  is  asking  for  bids 
for  the  construction  of  an  18-stall  round- 
house, shops  and  other  buildings. 


The  Detroit,  Toledo  &  I  ronton  will 
build  a  frame  five-stall  roundhouse  with 
concrete  engine  pits,  and  a  frame  freight 
house  20  feet  by  90  feet  in  area,  and  with 
a  platform  surface  of  2,500  square  feet  at 
Delray,  Mich.  The  work  will  be  done  by 
the  company's  forces. 

The  Grand  Trunk  Pacific  has  given  a 
contract  to  Carter,  Halls  &  AUinger,  Win- 
nipeg. Man.,  it  is  said,  for  constructing 
terminals  at  Prince  George,  at  Endako,  at 
Smithers  and  at  Pacific.  This  will  in- 
clude roundhouses,  machine  shops  and 
other  railway  buildings. 


Survey  work  along  the  proposed  Peace 
River  &  .\thal)asca  will  lie  completed  tliis 
autumn.  The  route,  which  includes  va- 
vious  waterways,  rivers  and  lakes,  elec- 
tric and  steam  roads,  aggregating  many 
hundreds  of  iniles.  will  open  up  resource- 
ful sections  nf  country,  especially  in 
Itritish   Cohiniliia. 

Dixon's  Boiler  Graphite. 

'1  be  accoiniiaiiyiny  lUu.straliun  .shi.w>  ,i 
barrel  of  Dixon's  Boiler  Graphite  in  the 
form  of  a  mailing  card  which  the  Jcjstph 
Di.xon  Crucible  Company  of  Jersey  City. 
N.  J.,  is  using  to  introduce  this  product 
to  engineers  and  others  interested  in 
cleaner  boilers.  The  card  is  printed  in 
two  colors  and  on  the  inside  calls  atten- 
tion to  the  fact  that  for  nearly  four  score 
and  ten  yc-ir';,  the  company  has  had  at 
its    com::  ,1    gr.-ides     of 


)l(.\l    111'    l)|.\i)X    rRtTIIU.K   C'OMl'.Wi'S 

m:\v  m.mi.i.nt,  c.xru. 

graphite  and  therefore  has  no  incentv.e 
to  use  or  recommend  other  than  the  c  r- 
rect  grade  ol  Dixon's  Poiler  Graphi!' 
D.  1).  (i.  is  said  to  reduce  fuel  consun;  - 
lion,  prevent  the  hardening  of  scale,  gi  ■ 
to  the  surface  of  the  boilers,  a  smootli 
polish,  prevent  pitting  and  make  the  re 
inoval  of  scale  easy  by  a  gentle,  mechan- 
ical action.  The  reverse  fold  forms  a 
return  card  bearing  an  invitation  to  write 
for  the  Dixon  booklet  "Graphite  For  The 
Boiler.'' 


Steel   Letter   Stamping   Dies. 

Noble  &  Westbn.ok.  of  Hartford.  Conn.. 
a  well-known  lirni  to  the  machinery  trade 
as  a  maker  of  steel  letter  stamping  dies, 
is  rajiidly  coming  into  popular  favor  with 
a  number  of  the  leading  railroad  com^ 
panics,  and  has  just  completed  a  large 
order  for  the  Pennsylvania  and  has  done 
a  considerable  amount  of  work  for  the 
Lackawanna.  The  merit  of  the  company's 
uork  has  been  well  known  and  high- 
ly   appreciated    among    machine    .ind    tool 


STKi-:!    I  I-  I  'I  Ik  SI  \.\ii'K\i ;  int.. 

makers  f<ir  a  numlH-r  oi  xears.  but  ii  i-. 
only  recently  thai  the  company's  fine  pro(b 
nets  are  being  sought  fcjr  by  railroad  nun, 
and  a  large  increase  in  the  use  of  ilir 
company's  dies  and  stamps  ni  railro.id 
shops  may  \<v  comidenlly  looked  lor  in 
llie   near    luture. 

The  siin|j|esl  forms  ,,t'  steel  Ktter 
stamping  dies  are.  of  course,  llie  single 
lellers  and  figures  that  are  in  everyda\ 
use  in  the  machine  shop.  bVoni  the  single 
icttrr  1.,  the  stamping  die  and  from  the 
iKind-b.unnur  I<i  the  pou  er  press  is  but 
a  si,.,,  11,  tin.  iour.se  .>f  cvoluti..ii.  and 
Ibi-  v;iriely  of  forms  of  dies  and  presses 
wlii.h  has  been  produced  by  the  linn's 
clever  nucbaiiiciaiis  are  adapted  to  ever\ 
\ariety  of  work.  The  ordinary  hand 
stamps,  as  shown  in  the  accompanying 
illustration,  are  f<irged  fr.,ni  the  best  of 
iuiglish  steel  and  are  heated  in  cb.ircoal 
and  drawn  in  oil,  thus  insuring  the  best 
tem|)er  known   for  this   work. 

It  need  har<Ily  be  added  that  a  ne.it 
mark  is  desirable  and  adds  to  the  appear- 
ance of  all  furnished  work,  and  is  a  fea- 
ture that  should  not  be  ignored.  The  best 
IS  called  for  in  all  modern  work  ainl 
.inti(|U.ited  and  clumsy  designs  are  rapidly 
being  dis|ilaced  by  imjiroved  forms  and 
linish.  The  expert  engravers  familiar  with 
stamp  and  die  cutting  employed  by  the 
com|)any  are  not  surjiassed  in  their  spe- 
cial line  of  work,  and  samples  or  sketches 
of  work  with  comi)lete  details  will  be  fur- 
nished on  application. 


GOLD 

Car 
Heating 

k 

Lighting 
Company 


Manufacturers  of 

ELECTRIC, 
STEAM  AND 
HOT  WATER 
HEATING 
APPARATUS 

FOR  RAILWAY  CARS 

VENTILATORS 

FOR    PASSENGER 

AND   REFRIGER- 

ATOR     CARS 

ACETYLENE  SYSTEM 
OF    CAR     LIGHTING 


Send  for  circular  of  our  combina- 
tion PRESSURE  AND  VAPOR 
SYSTEM  OF  CAR  HEATING, 
V7hich  system  automatically  main- 
tains about  the  same  temperature  in 
the  car  regardless  of  the  outside 
weather  conditions. 

Main     Office,     Whitehall     Builduig 

17    BATTERY    PLACE 

NEW    YORK 
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LEARN   MORE 

EARN  MORE 


Here  is  a  book 

of  practical 

money-earning 

value  to 

Locomotive 

Engineers  and 

Railway  Students 

EVERYWHERE 


"LOCOMOTIVE  SLIDE  VALVE  SETTING" 


"THE  FIREMAN'S  GUIDE" 

A  handbook  on  the  care  of  boilers  in  plain, 
every  day  English;  very  complete  (I2th  edi- 
tion). 

Three  Books  Only  50  Cents  Each 

Cardboard  working  model  of  the  Wal- 
schaert  Valve  Gear,  with  full  descrip-   tl  cn 

Send   for   Special    List  of   Prac- 
tical   Handbooks.       Mailed   free. 

SPONi  &  CHAMBERLAIN 

123  L  Liberty  street         New  York 


BooKs,  Bulletins,  Catalogues,  Etc. 


NOW  IS  THE  TIME  to  install  a 

Rue  Boiler  Washer 
and  Tester, 

For  you  will  need  it  wlun  cold 
weather  comes.  It  will  wash  out, 
test  and  fill  your  boiler,  all  with 
hot  water,  and  have  it  ready  for 
use  in  one  hour. 

THINK    IT   OVER. 
Catnlng  (.n  Boilir  Washers  A-5. 

Cntalne  on  Injectors  B  .".. 

Rue  Manufacturing  Co., 

228  CHERRY  STREET 

PKiladelphia,  P&. 

Mnnufncturi-rs   of    Tnjoctors.    Ejectors, 
nmliT    Wnshers   nnil   Ti-slors.    Boiler  Checks. 

riipci*  v.Tiv.-<. 


The   Development  of   British   Locomo- 
tive Design. 

This  is  a  complete  work  of  reference 
on  the  details  of  locomotives,  early  and 
modern,  by  E.  L.  Ahrons,  M.  E.  It  is 
fully  illustrated  with  drawings  and  pho- 
tugraphs.  A  portion  of  the  book  origi- 
nally appeared  in  The  Locomotive  Maga- 
zine, but  the  larger  portion  has  been  re- 
written and  much  new  matter  added. 
The  details  of  the  modern  locomotive 
liave  received  special  attention,  and  many 
illustrations  of  present  day  practice  have 
been  given.  The  style  is  simple  and  di- 
rect and  in  point  of  completeness  it  em- 
braces everything  known  in  locomotive 
liractice  up  to  the  present  day,  and  is  al- 
together a  valuable  contribution  to  the 
railroad  literature  of  our  time.  The 
drawings,  photographs  and  plates  liave 
the  merit  of  clearness;  the  letter  press 
and  binding  are  excellent.  The  book  is 
])ublished  by  the  Locomotive  Publishing 
Company,  London,  England,  and  Amer- 
ican orders  will  be  filled  by  the  Angus 
Sinclair  Company,  114  Liberty  street, 
New   York.     Price,  two  dollars. 


ASMTOIM 

POP  VALVES  AND  GAGES 

The  Quality  Goods  that  La*t 

The  Aihton  Valve  Co. 
271   Franklin  Street.  Boston.  Mass. 
No.   174  Market  St..        Chicago,  IlL 


Samples  of  Coal. 

The  United  States  Bureau  of  Mines 
has  just  issued  a  small  edition  of  Bulletin 
85,  "Analyses  of  Mine  and  Car  Samples 
of  Coal  Collected  in  the  Fiscal  Years 
1911  to  1913,"  by  Arno  C.  Fieldner, 
Howard  I.  Smith,  Albert  H.  Fay  and 
Samuel  Sanford.  The  present  bulletin 
presents  analyses  and  descriptions  of 
samples  of  coal  collected  from  many 
mines  throughout  the  entire  country.  In 
(irder  that  the  material  in  this  bulletin 
may  be  made  to  supplement  tliat  present- 
ed in  Bulletin  22,  "Analyses  of  Coals  in 
tlie  United  States,"  the  same  plan  of  geo- 
graphical classification  has  been  followed, 
the  analyses  and  descriptions  of  the  sam- 
ples being  grouped  in  alphabetical  order 
according  to  the  State,  county  and  town 
near  which  the  mines  or  prospects  sam- 
pled are  situated.  Bulletin  22  was  said 
to  be  the  most  comprehensive  publication 
ever  issued  on  the  coals  of  the  United 
States  and  the  new  bulletin  is  an  exten- 
sion of  that  work.  So  great  was  the  de- 
mand for  Bulletin  22  that  the  free  edition 
was  exhausted  a  few  weeks  after  its  issu- 
ance. At  the  present  time  the  only  way 
to  obtain  a  copy  of  Bulletin  22  is  through 
the  Superintendent  of  Documents,  Gov- 
ernment Printing  Office.  Washington, 
D.  C,  who  sells  the  publication  at  eighty- 
live  cents. 


..1  llic  >wi,f,i._,.T  i.y  \,^  held  September  20- 
2.=;.  1915,  at  San  Francisco.  About  300 
papers  on  various  engineering  subjects 
arc  expected  to  be  presented,  and  the 
transactions  will  be  published  in  10  vol- 
umes of  500  pages  each.  Of  special  in- 
terest to  railroad  men  will  be  Mechan- 
ical and  Electrical  Engineering,  on  which, 
there  will  be  33  topics  discussed,  including 
foundry  practice ;  forging ;  equipment  and 
processes  for  boiler  shop  work ;  equip- 
ment and  processes  for  machine  shop 
work ;  automatics ;  special  processes  for 
shaping  and  forming  metals ;  high  tem- 
perature flames ;  industrial  management ; 
safety ;  industrial  museums ;  steam  enpne 
of  1915;  steam  turbine  of  1915;  steam 
boiler  of  1915 ;  internal  combustion  engine 
of  1915;  motors  of  Diesel  type;  refrigera- 
tion ;  pneumatics ;  lubrication ;  power 
plant  design ;  hydraulic  and  hydroelectric 
power;  motor  vehicles  and  tractors;  cor- 
relation of  magnetic  and  mechanical  prop- 
erties of  steel ;  application  of  electricity 
to  fabrication  of  metal  structures  and  ma- 
chines; economics  of  electric  drive  for 
shops ;  influence  of  electric  drive  on  de- 
sign of  machine  tools;  electrolysis  of  en- 
gineering structures ;  industrial  eflFect  of 
low  cost  of  electric  energy ;  effect  of 
hydroelectric  power  transmission  on  eco- 
nomic and  social   conditions. 


Engineering    Congress. 

The  Committee  of  Management  of  the 
International  Engineering  Congress,  whose 
headquarters  are  at  the  Foxcroft  Build- 
ing. San  Francisco,  has  just  issued  a 
prospectus    of   the    proposed    proceedings 


Drill  Chips. 

Just  as  Cleveland  twist  drills  hold  a 
unique  place  in  mechanical  appliances  so 
does  Drill  Chips,  the  company's  monthly 
publication,  hold  a  place  of  its  own  among 
trade  publications.  The  editor  is  a  philo- 
sophic wag  with  a  double-cylindercd 
imagination  and  a  spiral  fancy  that  revels 
in  apt  illustrations  and  fine  similes.  He 
is  a  poet  in  disguise.  His  pen  is  as  sharp 
as  a  twist  drill.  He  never  wobbles,  but 
goes  straight  through,  the  cutting  edge  of 
his  polished  pen  leaving  a  smooth  im- 
pression. He  is  one  of  the  few  writers  that 
can  mix  complex  machinery  with  profound 
philosophy,  and  as  he  untwists  his  flowing 
periods  he  never  grows  dull.  Like  the 
Cleveland  twist  drill  he  would  be  hard 
to  beat. 


The  Evolution  of  Power. 
The  evolution  of  power  on  the  Denver 
&  Rio  Grande  Railroad  from  1871  to  the 
present  year  is  superbly  illustrated  on 
two  finely  illuminated  posters  issued  by 
the  passenger  department  of  the  railroad. 
Beginning  with  an  .American  type  loco- 
motive of  the  3-ft.  gauge  type  and  weigh- 
ing 12  tons,  there  are  eight  types,  con- 
cluding with  the  Mallet  type  for  mountain 
service,  and  weighing  250  tons.  The  com- 
bination is  a  striking  example  of  the 
growth  of  railroad  appliances  in  little 
over  forty  years.    The  length  of  the  first 
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locomotive  is  30  ft.,  that  of  the  last  being 
101  ft.  6  ins.  It  is  hardly  to  be  imagined 
that  this  growth  will  continue,  but,  with 
several  triplex  compounds  on  the  way 
and  more  coming,  there  is  no  reason  to 
doubt  but  that  a  quadruplex  will  be  climb- 
ing the  hills  before  another  decade  is 
over.  There  seems  to  be  no  limit  in  point 
of  size  in  the  atmosphere,  of  American 
enterprise,  and  the  motto  of  the  Rio 
Grande  is  "The  liest  in  the  West." 


Increased  Railroad  Rates. 

The  opening  argument  of  the  railroads 
in  the  five  per  cent,  advance  case,  deliv- 
ered before  the  Interstate  Commerce 
Commission  by  Mr.  George  Stuart  Pater- 
son,  general  solicitor  of  the  Pennsylvania 
Railroad,  last  monlli,  is  published  in 
pamphlet  form,  and  is  a  most  convincing 
document.  It  show-s  that  since  last  year 
the  increase  in  total  capital  obligations  on 
.35  systems  amounts  to  159  millions  of 
■dollars,  with  an  increase  of  property  in- 
vestments of  249  millions.  On  tlic  other 
hand,  there  is  a  decrease  in  revenues  of 
48  millions,  and  an  increase  in  taxes  of 
over  3  millions.  The  surplus  of  76  mil- 
lions in  1913  has  disappeared  and  already 
there  is  a  deficit  of  8  millions  in  1914. 
It  is  most  unfortunate  that  the  carriers 
should,  while  in  such  a  condition  of  in- 
herent weakness,  be  compelled  to  encoun- 
ter a  storm  so  serious  as  that  which  the 
European  war  has  brought  upon  the 
world.  A  consideration  of  all  the  facts 
as  presented  by  Mr.  Paterson  shows  con- 
clusively that  tile  needs  of  the  carriers 
can  only  be  met  practically  by  the  remedy 
•of  a  general  advance  in  freight  rates. 


Against  Self-Made  Clothes. 
Many  men  who  liave  had  to  make 
their  own  way  from  a  lowly  condition 
in  life  to  a  prominent  position  have  a 
silly  pride  in  dressing  so  plainly  tliat 
they  are  readily  mistaken  for  iiieclianics 
whose  life  has  been  a  constant  struggle 
with  poverty.  Andrew  Carnegie  is  a 
conspicuous  exception  in  this  respect. 
He  is  always  tastefully  dressed  in  well 
fitting  clotlies.  Even  on  the  golf  links 
he  is  neat  and  tidily  dressed  in  knicker- 
bockers. The  writer  once  commented 
to  Mr.  Carnegie  on  his  well  fitting 
clothes  an<l  received  this  reply:  ".Al- 
though I  am  self-made  man  I  have 
always  been  careful  to  keep  peojile 
from  thinking  that  I  make  my  own 
clothes." 


It  is  a  false  position  to  feel  that  you 
liave  to  work.  This  is  a  slave's  version. 
Always  feel  that  you  arc  to  \ie  congratu- 
laterl  on  having  good  health  and  being 
able  to  work. 


If  you  are  running  a  train  the  track  will 
never  take  you  to  the  superintendent's 
office,  if  you  are  constantly  in  need  of 
some  one  to  superintend  you. 


Public    Enemies. 

If  you  build  a  line  of  railway,  over  hills 
and  barren  lands, 

(living  lucrative  employment  to  about  a 
million  hands ; 

If  you  cause  a  score  of  cities  by  your 
right-of-way  to  rise, 

Where  there  formerly  was  nothing  but 
some  rattlesnakes  ;ind  flies; 

II  when  bringing  kale  to  others,  you  ac- 
quire a  little  kale, 

'I'hen  you've  surely  robbed  the  peepul  and 
you  ought  to  be  in  jail. 

If  by   planning  and  by  toiling,   you   have 

won  some  wealth  and  fame. 
It   will  make  no  odds   how   squarely  you 

have  played  your  little  game ; 
Your  success  is  proof  sufficient   that  you 

are  a  public  foe — 
You're  a  soulless  malefactor,  to  the  dump 

you  ought  to  go ; 
It's  a  crime  for  you  to  prosper  where  so 

many  others  fail ; 
Y'ou  have  surely   robbed   the  peepul.   ami 

you  ought  to  be  in  jail. 

Be  a  chronic  politician,  deal  in  super- 
heated air; 

Roast  the  banks  and  money  barons,  there 
is  always  safety  there; 

But  to  sound  the  note  of  business  is  a 
crime  so  mean  and  base. 

That  a  fellow  guilty  of  it,  ought  to  go  and 
hide  his  face. 

Change  the  builders'  song  triumphant  for 
the  politicians'  wail. 

Or  we'll  think  you've  robbed  the  peepul 
and  we'll  pack  you  off  to  jail. 


Yet  He  Answered  All  Right. 

.'\  young  German  was  being  tried  in 
court,  and  the  questioning  by  the  lawyers 
on  the  opposite  side  began  : 

"Now,  Muller,  what  do  you  do?'' 

"Ven?"  asked  the  German. 

"When  you  work,  of  course,"  said  the 
Lawyer. 

"Vy,  I  vork " 

"I  know,"  said  the  lawyer,  "but  what  at?" 

"At  a  bench." 

"Oh,  Lord !"  groaned  the  lawyer,  "where 
(io  you  work  at  a  bench?" 

"In  a  vactory." 

"What  kind  of  a  factory?" 

"Brick." 

"You  make  bricks? ' 

"Xo;  de  vactory  is  made  of  bricks." 

"Xow.  Muller,  listen,"  said  the  lawyer; 
"what  do  you  make  in  that  factory?" 

"Eight  tollars  a  veek." 

"Xo,  no!   What  does  the  factory  make?" 

"I  dtiiino;  a  lot  uv  money,  I  link." 


The  call  for  common  sense,  practical 
men  was  never  so  loud.  An  energetic, 
hard-working  man  without  education  is 
more  valuable  to  himself  and  to  others 
than  the  technically  trained  man  without 
common  sense. 

0  ■ 


STEEL  STAMPS 

INSPECTORS    HAMMCIAS 
Hand  Cut  STEEL  LETTERS  &  fIgURES 
LATHE  TOOLS,  TIME  CHECKS, 

Noble  k  Westbrook  Mfg.  Co. 

9  ASYLUM  ST.    HARTFORD,  CONN. 


IS  DEIFT  AND  HA  MUTER  COMBINED. 


The  Armstrong 
Automatic  Drill  Drift 


Tte  handle  or  driver  is  always 
ready  to  strike  a  blow  as  the 
spring  automatically  throws  it 
back  into  position. 

LEAVES  ONE  HAND  FREE  TO 
SAVE  THE  TOOL. 

al   Circular    mailed    on    Request. 

ARMSTRONG  BROS.  TOOL  COMPANY 

312   N.    Francisco   Ave.,    CHICAGO.    TJ.    S.    A. 


Nichols  Transfer  Tables 
Turntable  Tractors 

GEO.  P.  NICHOLS  &  BRO. 

1090  Old  Colony  Bldg.  CHICAGO 


Correspondence     Invited 

with   parties  owning   or  controlling 

RAILWAY     DEVICES 

ot     Cast    Steel 

ReadinD   Specialties  Co  .    Sales  Ants 

Reading    Bavonne    Steel   Casting   0*., 

READING,    PA. 


Hydraulic 

Riveters    rixcdand  Portable 

Punches,  Shears, 
Presses,  Lifts,  Cranes 
and   Accumulators. 

Matthews'  F-ire  Hydrants, 

Eddy  Valves 

Valve  Indicator  Posts, 

The  Camden  High-Pressure  Valves. 


Cast  Iron  Pipe 


R.  D.  Wood  &  Company 

Engineers,  Iron 
Pounders,  Machinists. 

100  Chestnut  St.,  Philadelphia,  Pa. 


VOLUMES  OF 

Railway  and  Locomotive 
Engineering 

For  I9I4,  Well  Bound  in 
Cloth,  Price  $3.00 
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